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PREFACE 


The Title List of Documents Made Publicly A vailable is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Pinal Environmental (Impact) Statements (DBS and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/ executive correspondence 

V. Licensing operators and related correspondence 
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W. Decommissioning stage documents and correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials avaiJable in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the repoit. 

The principal elements of the entries in the list are: 

© P. Operating license stage documents & correspondence 

© © 

8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources & environ consc- 
iences prior to issuing full power OL. 

^ SUGARMAN, R.J. © Sugarman, Denworth & Hellegers 84/11/21 

Denton^ H. Office of Nuclear Reactor Regulation, Director Q) 2pp. 



■ 1, NRCyPDR Document category (see Appendix A). 

2. NRC Accession Number (year* month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6 . Date of document described. 

7. Recipient of document and NRC or corporate affiliation, 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 

10. The three-digit portion of this entry is the number of the frame on which this document starts, 
i 1. The five-digit portion of this entry is the number of the frame on which this document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 

Room, 1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be ‘‘Available at NRC'‘ for sale; “Available at NTIS’'; or 
“Available at GPO.“ 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The nondocketed items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

lOCFR— Commission Meeting Records 
ACRS-“Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA—Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Issues 
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I&E— Inspection and Enforcement 

MISC—Public Document Room Miscellaneous 

NUREG—NUREG Reports and Related Correspondence 

ORG— Correspondence with Other Organizations 

PR— Proposed Rule 

PRM— Petition for Rulemaking 

PROJ — Proj ects— Predocket Licensing 

PT21— Noncompliance Reports and Related Correspondence 

QA999— Quality Assurance Inspections 

REGGD— Regulatory Guides 

RES— Research and Technical Assistance Reports 

REVIEW GRP— NRC Research Review Groups 

RM— Rulemakings 

SECY— Position Papers Before the Commission 
STATE PROG— State Programs 
TOPREP— Vendor Reports and Related Coriespondence 
WASH— Regulatory Publications— Pre-NUREG Series 
WASTE MGT— Nuclear Waste Management 
WASTE RES— Waste Management Research Reports 
XPORTLIC— Exports and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 

in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The 


1 . 

2 . 


3. 

4. 

5. 

6 . 

7. 

8 . 

9. 

10 . 


11 . 

12 . 


13. 


principal elements of the nondocketed items are: 

(T) NUREG—NUREG Reports and Related Correspondence 


@ 




'8203090207^ NU REG/CR- 1 672 V02'‘ 




TRISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGIC MEDIA. Technical Review of Documents 
NUREG/CR-1262, NUREG/CR-1376, NUREG/CR-1377, NUREO/CR-1397 & 

1^NUREG/CR-I608. ^ C6] 

.© STEVENS, C.A., FULLWOOD, R.A., BASIN, S.L. Science ApplicatlonTlnc. 

(t) FIN B-6694. SAI-262-81-PA. 82/02/28. Division of Risl^Analysis. 

I23p. Available at NRC.t $6.00. f 12176:217: 121 i 





Nondocket category 

NRC Accession Number (year, month, day, and sequence number of item) 

NRC Report Number 

Title and description of information contained in the document 

Personal author(s). An asterisk in this position indicates that there is no personal author, 

Corporate, agency or other nonindividual source. 

Contract or financial (FIN) number (if any), If the document has a secondary report number, it will 
appear following this entry, 

Secondary report number assigned by originator, 

Date of document described. 

NRC organizational recipient. 

Pages in document. 

All NUREG-series documents are available for purchase at NRC, Information on ordering 
documents is given below. All NUREG-series documents are also available at NTIS. Information on 
ordering from NTIS is also given below. 

Price for which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends. 

17. This three-digit number is the frame on which this document ends. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1 . The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington^ D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is; 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274, When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation, 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, are obtainable 
from the PDR. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-048 RICHLAND, WA, U.S, ECOLOGY, INC. 1 

Domestic Licensing of Source Material - 

Docket 40 

40-0299 UMETCO MINERALS CORK, RIVERTON, 1 

WY 

40-0341 GENERAL SERVICES ADMIN., 1 

WASHINGTON, DC 

40-1162 WESTERN NUCLEAR, INC., JEFFREY 1 

CITY, WY 

40-2061 KERR-MCGEE CHEMICAL CORP., WEST 1 

CHICAGO, IL 

40-2269 PATHFINDER MINES CORP., RIVERTON, 1 

WY 

40-3392 ALLIED-SIGNAL, INC., METROPOLIS, IL 2 

40-3463 ATLAS MINERALS, INC., DENVER, CO 2 

40-4492 AMERICAN NUCLEAR CORP., CASPER, 2 

WY 

40-6500 ENERGY, DEPT. OF, CANONSBURG, PA 2 

40-6622 PATHFINDER MINES CORK, SHIRLEY 2 

BASIN, WY 

40-6659 PETROTOMICS CO., SHIRLEY BASIN. 2 

WY 

40-6940 KAWECKI BERYLCO INDUSTRIES, INC., 3 

BOYERTOWN, PA 

40-7465 WHITTAKER METALS, LOS ANGELES, 3 

CA 

40-7680 FANSTEEL, INC., NORTH CHICAGO, IL 3 

40-8027 KERR-MCGEE NUCLEAR CORP., 3 

OKLAHOMA CITY, OK 

40-0064 EXXON MINERALS CO., USA, HOUSTON, 4 

TX 

40-0064 RIO ALGOM MINING CORK, MOAB, UT 4 

40-8102 EXXON CO., USA, HOUSTON, TX 4 

.40-8452 BEAR CREEK URANIUM CO., CASPER, 4 

WY 

40-8602 MAUPAI RESOURCES CO., PHOENIX, 4 

AZ 

40-0646 NATIONAL AERONAUTICS & SPACE 6 

ADMIN., HAMPTON, VA 

40-8684 MINERALS EXPLORATION CO., LOS 6 

ANGELES, CA 

40-8631 ARMY, DEPT. OF, ROCK ISLAND, IL 6 

40-8601 UMETCO MINERALS CORK, GRAND 6 

JUNCTION, CO 

40-0684 MAUPAI RESOURCES CO., CASPER, 6 

WY 

40-0690 PUTEAU RESOURCES, LTD,, GRAND 6 

JUNCTION, CO 


Docket Name Page 

40-0724 CHEMETRON CORP., CHICAGO, IL 6 

40-8768 KERR-MCGEE NUCLEAR CORP., 6 

OKUHOMA CITY, OK 

40-8771 MAUPAI RESOURCES CO., PHOENIX, 6 

AZ 

40-8772 MASON & HANGER-S1US MASON CO., 6 

INC., MIDDLETOWN, lA 

40-8786 URANIUM RESOURCES, INC., 6 

RICHARDSON, TX 

40-8801 RADIATION MANAGEMENT CORP., 6 

NORTHBROOK, IL 

40-8029 FERRET EXPLORATION CO. OF 6 

NEBRASKA, INC., CRAWFORD, NE 

40-8857 EVEREST MINERALS CORK, CONVERSE 6 

COUNTY, WY 

40-8902 ANACONDA MINERALS CO„ GRANTS, 6 

NM 

40-8903 HOMESTAKE MINING CO., GRANTS, NM 6 

40-8904 BP AMERICA, INC./L-BAR URANIUM 7 

FACILITY, SALT UKE 

40-8905 KERR-MCGEE CORP./QUIVIRA MINING 7 

CO., OKUHOMA CITY, OK 

40-0907 UNITED NUCLEAR CORP., SANTA FE, 7 

NM 

40-891 1 MOBIL ALTERNATIVE ENERGY, INC., 8 

BOULDER, CO 

40-8926 ALTAIR RESOURCES, INC., CASPER, WY 8 

40-8943 FERRET EXPLORATION CO. OF 0 

NEBRASKA, DENVER, CO 

40-8946 ALLE-KISHI REGIONAL ONCOLOGY 8 

CENTER, NEW KENSINGTON, PA 

40-8964 SEQUOYAH FUELS CORP., OKUHOMA 8 

CITY, OK 

40-8968 HYDRO RESOURCES, INC., DALUS, TX 8 

40-8971 U.8. ENERGY CORK, RIVERTON, WY 6 

40-8973 SOLUTION MINING CORK, URAMIE, 8 

WY 

Domestic Licensing of Production and 

Utilization Facilities - Docket SO 

60-3 INDIAN POINT STATION, UNIT 1 9 

60-6 PENNSYLVANIA STATE UNIV. 9 

RESEARCH REACTOR 

60-10 DRESDEN NUCLEAR POWER STATION. 9 

UNIT1 

60-20 MASSACHUSETTS INSTITUTE OF 10 

TECHNOLOGY RESEARCH REACTOR 

60-27 WASHINGTON STATE UNIV. RESEARCH 10 

REACTOR (TRIQA) 

60-29 YANKEE-ROWE NUCLEAR POWER 10 

STATION 

60-64 CINTICHEM 11 


ix 



Docket 

Name 

Page 

Docket 

Name 

Page 

60-67 

BUFFALO MATERIALS RESEARCH 

11 

60-249 

DRESDEN NUCLEAR POWER STATION, 

35 


CENTER 



UNITS 


50-62 

UNIV, QF VIRGINIA RESEARCH 

Qrr A 

11 

50-250 

TURKEY POINT PUNT, UNIT 3 

36 


ncACTOn 


60-251 

TURKEY POINT PUNT, UNIT 4 

38 

50-113 

UNIV. OF ARIZONA RESEARCH 

11 


40 

REACTOR 


60-254 

QUAD-CITIES STATION, UNIT 1 

50-116 

IOWA STATE UNIV RESEARCH 

12 

50-256 

PALISADES NUCLEAR PUNT 

41 


REACTOR 


60-259 

BROWNS FERRY NUCLEAR POWER 

43 

50-131 

OMAHA VETERANS ADMINISTRATION 

12 


STATION. UNIT 1 



HOSPITAL RESEARCH REACTOR 


50-260 

BROWNS FERRY NUCLEAR POWER 

45 

50-133 

HUMBOLDT BAY POWER PLANT, UNIT 3 

12 


STATION, UNIT 2 


50-134 

WORCESTER POLYTECHNIC INSTITUTE 
RESEARCH REACTOR 

12 

50-261 

H.B. ROBINSON PUNT, UNIT 2 

MONTICELLO NUCLEAR GENERATING 

48 



60-263 

49 

50-139 

UNIV. OF WASHINGTON RESEARCH 

12 


PUNT 



REACTOR 


60-265 

QUAD-CITIES STATION, UNIT 2 

61 

50-142 

UCLA TRAINING REACTOR 

12 

60-266 

62 

POINT BEACH NUCLEAR PUNT. UNIT 1 

50-160 

OHIO STATE UNIV. RESEARCH 

REACTOR 

12 

50-267 

53 

FORT ST. VRAIN NUCLEAR 




GENERATING STATION 


60-165 

BIG ROCK POINT NUCLEAR PUNT 

13 

60-269 

OCONEE NUCLEAR STATION, UNIT 1 

64 

50-160 

GEORGIA INSTITUTE OF TECHNOLOGY 

14 


OCONEE NUCLEAR STATION, UNIT 2 



RESEARCH REACTOR 


50-270 

56 

50-166 

UNIV. OF MARYUND RESEARCH 

14 

60-271 

VERMONT YANKEE NUCLEAR POWER 

67 

REACTOR 



STATION 


50-170 

ARMED FORCES RADIOBIOLOGY 

14 

60-272 

SALEM NUCLEAR GENERATING 

69 


RESEARCH INSTITUTE 



STATION, UNIT 1 


60-171 

PEACH BOTTOM ATOMIC POWER 

14 

60-276 

DIABLO CANYON NUCLEAR POWER 

60 


STATION, UNIT 1 


PUNT, UNIT 1 


50-186 

UNIV. OF MISSOURI RESEARCH 

14 

60-277 

PEACH BOTTOM ATOMIC POWER 

62 


REACTOR-COLUMBIA 



STATION, UNIT 2 


60-193 

RHODE ISUND & PROVIDENCE 

14 

50-278 

PEACH BOnOM ATOMIC POWER 

66 


PUNTATIONS AEC 


STATION, UNIT 3 


60-199 

MANHATTAN COLLEGE RESEARCH 

14 

60-280 

SURRY POWER STATION, UNIT 1 

69 


REACTOR 


60-281 

SURRY POWER STATION, UNIT 2 

71 

50-206 

SAN ONOFRE NUCLEAR STATION, UNIT 

16 

50-282 

73 

PRAIRIE ISUND NUCLEAR STATION, 




UNIT1 


50-213 

HADDAM NECK PLANT 

16 

60-286 

FORT CALHOUN STATION, UNIT 1 

74 

50-219 

OYSTER CREEK NUCLEAR POWER 

23 


INDIAN POINT STATION, UNIT 3 

76 


PLANT 

50-286 

60-220 

NINE MILE POINT NUCLEAR STATION, 

25 

50-287 

OCONEE NUCLEAR STATION, UNIT 3 

77 


UNIT 1 


50-289 

THREE MILE ISUND NUCLEAR 

78 

50-223 

UNIV. OF LOWELL RESEARCH 

26 


STATION, UNIT 1 



REACTOR 


60-293 

PILGRIM NUCLEAR POWER STATION, 

79 

60-224 

UNIV. OF CALIFORNIA RESEARCH 

27 


UN1T1 



REACTOR 


60-294 

MICHIGAN STATE UNIV. RESEARCH 

66 

50-225 

RPI CRITICAL EXPERIMENT 

27 


REACTOR 


60-237 

DRESDEN NUCLEAR POWER STATION, 

27 

50-296 

ZION NUCLEAR POWER STATION, UNIT 

86 


UNITS 


1 


60-238 

50-243 

NUCLEAR SHIP SAVANNAH 

20 

60-296 

BROWNS PERRY NUCLEAR POWER 
STATION, UNIT 3 

87 

OREGON STATE UNIV. RESEARCH 

28 




REACTOR 


60-298 

COOPER NUCLEAR STATION 

69 

60-244 

ROBERT EMMET QINNA NUCLEAR 
PUNT, UNIT 1 

28 

60-301 

POINT BEACH NUCLEAR PUNT, UNIT 2 

90 



60-302 

CRYSTAL RIVER NUCLEAR PUNT, UNIT 

91 

50-246 

MILLSTONE NUCLEAR POWER 

STATION. UNIT 1 

30 

60-304 

3 

ZION NUCLEAR POWER STATION, UNIT 

93 

50-247 

INDIAN POINT STATION, UNIT 2 

34 

2 
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Page 

Docket 

Name 

Page 

60^306 

KEWAUNEE NUCLEAR POWER PLANT 

94 

50-354 

HOPE CREEK NUCLEAR STATION, UNIT 

1 

144 

60-306 

PRAIRIE ISLAND NUCLEAR STATION, 

UNIT 2 

MAINE YANKEE ATOMIC POWER PLANT 

95 

50-368 

146 

WILLIAM H, ZIMMER NUCLEAR 

STATION, UNIT 1 

50-309 

96 




SALEM NUCLEAR GENERATING 

98 

60-361 

SAN ONOFRE NUCLEAR STATION, UNIT 

146 

60-311 

2 



STATION. UNIT 2 






RANCHO SECO NUCLEAR GENERATING 

99 

50-362 

SAN ONOFRE NUCLEAR STATION, UNIT 

148 

50-312 

3 


STATION 





50-313 

ARKANSAS NUCLEAR ONE, UNIT 1 

100 

50-364 

JOSEPH M, FARLEY NUCLEAR PLANT, 

149 

UNITS 

60-316 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 1 

102 

60-366 

EDWIN I. HATCH NUCLEAR PLANT, UNIT 

2 

160 

60-316 

DONALD C. COOK NUCLEAR POWER 
PLANT, UNIT 2 

103 

50-368 

ARKANSAS NUCLEAR ONE, UNIT 2 

161 

50-317 

CALVERT CLIFFS NUCLEAR POWER 
PLANT, UNIT 1 

104 

50-369 

WILLIAM B. MCGUIRE NUCLEAR 

STATION, UNIT 1 

163 

50-318 

CALVERT CLIFFS NUCLEAR POWER 
PLANT, UNIT 2 

106 

60-370 

WILLIAM B. MCGUIRE NUCLEAR 

STATION, UNIT 2 

164 

60-320 

THREE MILE ISUND NUCLEAR 

107 

50-373 

LASALLE COUNTY STATION, UNIT 1 

166 


STATION. UNIT 2 


50-374 

USALLE COUNTY STATION, UNIT 2 

166 

50-321 

EDWIN L HATCH NUCLEAR PLANT, UNIT 

110 

50-382 

WATERFORD GENERATING STATION, 

157 


1 



UNIT 3 


60-322 

SHOREHAM NUCLEAR POWER STATION 

111 

50-386 

NYC HALL OF SCIENCE RESEARCH 

159 

60-323 

DIABLO CANYON NUCLEAR POWER 

114 


REACTOR 



PUNT, UNIT 2 


50-387 

SUSQUEHANNA STEAM ELECTRIC 

159 

50-324 

BRUNSWICK STEAM ELECTRIC PUNT, 

116 


STATION, UNIT 1 



UNIT 2 


60-388 

SUSQUEHANNA STEAM ELECTRIC 

161 

50-325 

BRUNSWICK STEAM ELECTRIC PLANT, 

117 


STATION, UNIT 2 



UNIT 1 


50-389 

ST, LUCIE PLANT, UNIT 2 

162 

60-327 

SEQUOYAH NUCLEAR PUNT, UNIT 1 

119 

50-390 

WATTS BAR NUCLEAR PLANT, UNIT 1 

163 

60-328 

SEQUOYAH NUCLEAR PUNT. UNIT 2 

121 

50-391 

WATTS BAR NUCLEAR PLANT, UNIT 2 

164 

60-329 

MIDUND PUNT. UNIT 1 

124 

50-396 

VIRGIL C. SUMMER NUCLEAR STATION, 

166 

60-330 

MIDUND PUNT, UNIT 2 

124 


UNIT1 


60-331 

DUANE ARNOLD ENERGY CENTER 

125 

60-396 

UNIV. OF VIRGINIA CAVALIER REACTOR 

166 

60-333 

JAMES A. FITZPATRICK NUCLEAR 

126 

60-397 

WPPSS NUCLEAR PROJECT, UNIT 2 

166 


POWER PUNT 


50-400 

SHEARON HARRIS NUCLEAR POWER 

167 

60-334 

BEAVER VALLEY POWER STATION. 

127 


PLANT, UNIT 1 



UNIT 1 


60-409 

LA CROSSE BOILING WATER REACTOR 

169 

50-335 

ST. LUCIE PUNT, UNIT 1 

128 

60-410 

NINE MILE POINT NUCLEAR STATION, 

169 

50-336 

MILLSTONE NUCLEAR POWER 

130 


UNIT 2 



STATION, UNIT 2 


60-412 

BEAVER VALLEY POWER STATION, 

171 

50-338 

NORTH ANNA POWER STATION, UNIT 1 

134 


UNIT 2 


60-339 

NORTH ANNA POWER STATION, UNIT 2 

136 

50-413 

CATAWBA NUCLEAR STATION, UNIT 1 

172 

60-341 

ENRICO FERMI ATOMIC POWER PUNT, 

137 

60-414 

CATAWBA NUCLEAR STATION, UNIT 2 

174 


UNIT 2 


60-416 

GRAND GULF NUCLEAR STATION, UNIT 

175 

60-344 

TROJAN NUCLEAR PUNT 

136 


1 


60-346 

DAVIS-BESSE NUCLEAR POWER 

140 

60-417 

GRAND GULF NUCLEAR STATION, UNIT 

177 


STATION, UNIT 1 



2 


60-348 

JOSEPH M. FARLEY NUCLEAR PUNT, 

142 

60-423 

MILLSTONE NUCLEAR POWER 

177 


UNIT 1 



STATION, UNIT 3 


50-362 

LIMERICK GENERATING STATION. UNIT 

142 

60-424 

ALVIN W. VOQTLE NUCLEAR PUNT, 

181 


1 



UNIT1 


50-353 

LIMERICK GENERATING STATION, UNIT 

143 

60-426 

ALVIN W. VOQTLE NUCLEAR PUNT, 

183 


2 



UNIT 2 
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YANKEE-ROWE NUCLEAR POWER STATION 

60-29 

10 

ZION NUCLEAR POWER STATION, UNIT 1 

50-295 

86 

ZION NUCLEAR POWER STATION, UNIT 2 

50-304 

93 

KOEHLER 

55-0755 

226 
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BABCOCK & WILCOX CO., APOLLO, PA 

70-0364 

228 

BABCOCK & WILCOX CO., APOLLO, PA 

70-0136 

227 

BABCOCK & WILCOX CO., LYNCHBURG. VA 

70-1 2Q1 

229 

BABCOCK & WILCOX CO., LYNCHBURG, VA 

70-0824 

228 

BABCOCK & WILCOX CO.. LYNCHBURG. VA 

70-0027 

227 

8ATTELLE MEMORIAL INSTITUTE. 
COLUMBUS, OH 

70-0008 

226 

CINTICHEM, INC., TUXEDO, NY 

70-0687 

228 

COMBUSTION ENGINEERING, INC., 
WINDSOR. CT 

70-0036 

227 

COMBUSTION ENGINEERING, INC., 
WINDSOR, CT 

70-1100 

228 

FLORIDA, UNIV. OF. GAINESVILLE. FL 

70-1068 

228 

QA TECHNOLOGIES, INC., SAN DIEGO, CA 

70-0734 

228 

general ELECTRIC CO., SAN JOSE, CA 

70-1308 

229 

GENERAL ELECTRIC CO., WILMINGTON. NC 

70-1113 

229 

HOUSTON LIGHTING & POWER CO.. 
HOUSTON, TX 

70-3018 

229 

NUCLEAR FUEL SERVICES, INC., ERWIN. TN 

70-0143 

227 

PURDUE UNIV., WEST LAFAYETTE. IN 

70-0162 

228 

ROCKWELL INTERNATIONAL CORP., 
CANOGA PARK, CA 

70-0025 

227 

SHADYSIDE HOSP., PITTSBURGH, PA 

70-1718 

229 

TENNESSEE VALLEY AUTHORITY, 
CHATTANOOGA, TN 

70-2928 

229 

TENNESSEE VALLEY AUTHORITY. 
CHATTANOOGA, TN 

70-2910 

229 

UNO NAVAL PRODUCTS. INC., UNCASVILLE, 
CT 

70-0371 

226 



xviii 


Name 

Docket 

Page 

WESTINGHOUSE ELECTRIC CORP., 
COLUMBIA, SC 

70-1151 

229 

Packaging of Radioactive Material for 
Transport and Transportation of 

Radioactive Material Under Certain 
Conditions • Docket 71 



BABCOCK & WILCOX CO. 

71-0506 

230 

BARNETT INDUSTRIAL X-RAY 

71-0662 

230 

FMC CORP. 

71-0663 

230 

MISSOURI, UNIV. OF. HOLLA, MO 

71-0661 

230 

MODEL: 500-SU-OP, AUTOMATION 
INDUSTRIES. INC. 

71-9180 

232 

MODEL; 650, TECH/OPS, INC. 

71-9032 

231 

MODEL; 660 & 660E, TECH/OPS, INC. 

71-9033 

231 

MODEL; 671 7-B. GAMMA INDUSTRIES, INC. 

71-6717 

231 

MODEL; 676 & 676E. TECH/OPS, INC. 

71-9029 

231 

MODEL: 680 A OBOE, TECH/OpS, INC. 

71-9035 

231 

MODEL; 715, TECH/OPS. INC. 

71-9039 

231 

MODEL: g27A1 A 927C1. COMBUSTION 
ENGINEERING, INC. 

71-6078 

230 

MODEL: ANF-250, ADVANCED NUCLEAR 
FUELS CORP. 

71-9217 

232 

MODEL: BMI-1, BATTELLE COLUMBUS 
LABORATORY 

71-5967 

230 

MODEL; BR-IOO, BAW FUEL CO. 

71-9230 

232 

MODEL: C-1, SOURCE PRODUCTION A 
EQUIPMENT CO.. INC. 

71-9036 

231 

MODEL: CE-250-2. COMBUSTION 
ENGINEERING. INC. 

71-9022 

231 

MODEL- CENTURY S A SA, GAMMA 
INDUSTRIES. INC. 

71-9136 

232 

MODEL: CNS 6-75, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9106 

232 

MODEL: CNS 6-80-2 A 2A, CHEM-NUCLEAR 
SYSTEMS, INC. 

71-9111 

232 

MODEL: F-147. ATOMIC ENERGY OF 

CANADA. LTD. 

71-9174 

232 

MODEL 6E-700, GENERAL ELECTRIC CO. 

71-6942 

230 

MODEL: GNG-20. GULF NUCLEAR, INC. 

71-9163 

232 

MODEL HN-100 SERIES 3. 
WESTINGHOUSE-HITTMAN NUCLEAR 

71-9151 

232 

MODEL HN-190-2, WESTINGHOUSE 

HIHMAN NUCLEAR, INC. 

71-9224 

232 

MODEL: HN-216H, WESTINGHOUSE 

HITTMAN NUCLEAR, INC. 

71-9222 

232 

MODEL: IF-300, GENERAL ELECTRIC CO. 

71-9001 

231 

MODEL: LAM ORNL URANIUM SHIELDED 
CASK, ENERGY, DEPT. OF 

71-6595 

230 

MODEL: LITHIUM HYDROXIDE FIRE/IMPACT 
SHIELD. ENERGY. 

71-9861 

232 

MODEL LP-60. ENERGY, DEPT. OF 

71-6678 

231 

MODEL; MH-1A. ENERGY, DEPT. OF 

71-6639 

230 
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MODEL: NAC-1, NUCLEAR ASSURANCE 
CORP. 

71-9183 

232 

MODEL: NLI-e502, NUCLEAR ASSURANCE 
CORP. 

71-9103 

231 

MODEL: OH-142 SERIES, NUCLEAR 
PACKAGING, INC. 

71-9073 

231 

MODEL: SPEC 2-T, SOURCE PRODUCTION 
& EQUIPMENT CO. 

71-9066 

231 

MODEL: T-3, ENERGY, DEPT. OF 

71-9132 

232 

MODEL; TN-8, -9L, TRANSNUCLEAR, INC. 

71-9015 

231 

MODEL: TN-9, TRANSNUCLEAR, INC. 

71-9016 

231 

MODEL: TRIGA-1. GA TECHNOLOGIES, INC. 

71-9034 

231 

MODEL: TRIQA-2. GA TECHNOLOGIES, INC. 

71-9037 

231 

MODEL: UCC-20WC-2 & 2A, CINTICHEM, 

71-9098 

231 


INC. 


PENN INSPECTION CO. 71-0503 230 

RTS TECHNOLOGY, INC. 71 -0642 230 

SCIENTIFIC INSPECTION TECHNOLOGY, 71-0601 230 

INC. 

SOUTHWEST RESEARCH INSTITU TE 71-0505 230 

TEXAS UTILITY GENERATING CO. 71-0504 230 

TRI STATE ASSOCIATES, INC. 71 -0659 230 
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Storage - Docket 72 

CAROLINA POWER & LIGHT CO. 72-0003 232 

DUKE POWER CO., 60-269 72-0004 233 

MORRIS OPERATIONS, GENERAL 72-0001 232 

ELECTRIC CO. 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-040 RICHLAND. WA, U 8. ECOLOGY. INC. 

6010120196 Submits monthly TLD fosults for Jul & Aug 1088 Monthly results exceeding 
action levels listed 

COLEMAN, C US Ecology, Inc, (formerly Nuclear Engfrieerlng, Inc), 8B/09/23 
|NQERSOLL,CE Washington, Stale of, Dept of Social & Health Services Ip 
47133 336-47133 336 

0010120193 Discusses results of occupational air sample taken during disposal oper- 
ations on 8B0901 Result did not exceed 10% of MPC for most limiting radionuclide No 
further action required based on result of Investigation 

COLEMAN, C US. Ecology, Inc (formerly Nuclear Engineering, Inc) 83/09/26 
INGERSOLL,CE Washington, State of. Dept of Social & Health Services Ip 
47110-193 47119.103 

8810210510 Forwards.for review & comment,flnal draft Amend 8 to License 16-10204- 
01, permitting disposal of SNM on Hanford Reservation Comments requested by 
681031 , 

LUBENAU,JO Assistant Director for State Agreements Program 8B/10/18. 
STRONG,!. Washington, State of, 25pp 47230-205-47230.341 

-8610270550 Provides approval of proposed approach for NRG licensing of SNM waste 
dispose] at agreement state licensed low level waste disposal facilities Implications for 
expansion should be considered 

THOMPSON, H L. Office of Nuclear Material Safety & Safeguards.DIrector. 88/00/30. 
KNAPP,M NRC - No Detailed Affiliation Given Ip 47230-341-47230-341 


DOMESTIC LICENSING OF SOURCE MATERIAL 


-8810310570 Insp Rept 40-0341/77-03 on 771130 No violations noted Major areas 
Inspected radiation & contamination surveys In bldgs planned for unrestricted 
use Bldgs meet criteria for release for unrestricted use 

COSTELLO.F, KINNEMAN,J . MCCUNTOCK.R.O Region 1, Ofc of the Director. 78/ 
01/30 3pp 47275*028 47275 030 


DOCKET 40-1162 WESTERN NUCLEAR, INC., JEFFREY CITY. WY 


6610180161 "Oroundwatef & Surface Water Monitoring ResultsiFIrst & Second Quarters 
1008*' W/880901 Ilf 

0AKER,S.J Western Nuclear, Inc. (subs of Phelps Dodge Corp) 09/06/30 
P£TTENQILL,H.J. Uranium Recovery Field Ofc. R4 200'pp 47178 080-47170 303 

8609280090 Lists major Items from NRC review of licensee results of land use survey 
conducted In vicinity of Split Rock Mill All required survey Info provided, No addi action 
n^COSSBIY 

HEYER.RS., PETTENGILL.H J Uranium Recovery Field Ofc, R4 0B/O7/28 Uranium 
Recovery Field Ofc, R4 3pp 46072.244-46972 248 

6009280067 Advises that probable max flood calculaljons for north,south & west drain- 
ages provided in 870630 submittal reasonable & acceptable for designing diversion 
ditches (n reclamation plan Review conducted per BB0302 request 
HAWKINS.EF Uranium Recovery Field Ofc, R4 88/08/10. 8AKER,S. Western Nucfe 
ar, Inc (subs of Phelps Dodge Corp ). 2pp. 46970,088-46978.089 

8809290349 Forwards semiannual environ monitoring repl for Jan June 1988 Schedule 
for submitting addI Info providod.Repl data reflecls reduced monitoring program au- 
thorized by NRC Amends 30 & 41 to License SUA-56. 

BAKER, SJ. Western Nuclear, Inc. (subs of Phelps Dodge CJorp) 88/09/01 
PETTENGILL.H J Uranium Recovery Raid Ofc. R4 2pp 4 69 64-24 0-469 84.206 


DOCKET 40-0299 UMETCO MINERALS CORP., RIVERTON, WY 

8610060169 Forwards rept (or First Half 1068,per 10CFR40.6S & License Condition 
39.W/two oversize maps 

LYONS, P.J. UMETCO Minerals Corp. (subs of Union Carbide Corp.}. 86/08/26 
PEnENGILL.H. Uranium Recovery Field Ofc, R4 309pp. 47066:273-47067-221. 

6809280065 Ack receipt of 860616 & 30 lira accompanying organic analysis data per 
License Condition 35(8} of License SUA-e40 did 685607. 

HAWKINS, E F. Uranium Recovery Field Ofc, R4. 88/07/29. UMETCO Minerals Corp 
(subs, of Union Carbide Corp }. 2pp. 46976.01 6-46976.01 9 

8809290286 Application for amend to License SUA-64B.author]zlng licensee to receive 
& dispose wastes In A-9 disposal area, quantity of wastes other than those originating 
from RIvorton processing slte.Fee paid. 

LYONS, P.J. UMETCO Minerals Corp (subs of Union Carbide Corp.). 80/OB/29. 
NEVER, R.S. Uranium Recovery Field Ofc, R4 Ip, 46901:114-46991:114, 


DOCKET 40-0341 GENERAL SERVICES AOMIN., WASHINGTON, DC 

8810310562 FOIA request for closeout Insp rept re release of facility for unrestricted 
use for former Army Ordinance Depot In Anne Arundel County, MD. 

STONE.J.L Anne Arundel County, MD. 88/09/16. NRC - No Detailed Affiliation Given. 
9pp. 47276.004-47275.012. 


-8809290360 Semiannual monitoring data for Jsn-June 1988 for License &UA-G6 
* Western Nuclear, Inc. (subs, of Phelps Dodge Corp.). 88/06/30 37pp 46984:250- 
46984-286. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, IL 


0810030317 '^Stockpiles & Defense Escalatlon,1065 68." 

CUFF.R.D. Affiliation Not Assigned #400 7170 88/09/20. lOpp 46965:276- 
46065-266. 

8610210259 Forwards revised "Site Safety & Health Plan," for West Chicago PfO|ect 
reflecting listed changes, Including rev to monitoring program to Indicate that both ih- 
nat & Pb-212 concentrations determined by personal air aampfers. 

STAUTER.J.C Kerr-McQeo Corp. 88/09/26 HORN,M. Fuel Cycle Safety Branoh. 2pp 
47236:150 47230-105, 

-0810210260 "Site Safety & Health Plan,'* for West Chicago Project 
• Kerr-McQee Corp, 88/09/30 26pp. 47236.168-47236:105. 

8810240428 Forwards corrected contents page to facility she safety & heallh plan trans- 
mitted via 000920 Ur. ^ ^ . 

SRAUTER.JC. Kerr-McQee Nuclear Corp. 88/10/04 HOnN,M. Fuel Cycle Safety 
Branch ip 47243.203 47243*205. 


8010310563 Final response to FOIA request for closeout In^ repl re release of facility 
for unrestricted use for former Army Ordinance Depot In Anno Arundel 
Ck>unty,MD.Forward8 App A documents, App A documents available in PDR. 
QRIMSLEV,O.H. NRC - No Detailed Afflllatlon Given. 80/10/07. STONE, J.L Anne 
Arundel County, MD. 2pp. 47276.013-47276-030. 

-0610310564 Forwards radiation & contamination survey conducted at Curtis Bay Depot 
on 770603 by Slobodlen & Costello Contamination level in former magazine storage 
areas In excess of limits specified in guidelines. 

O’REILLY, J.P. Division of Fuel Cycle & Material Safely (Pro 870413). 77/07/13. 
BROOKS,C. General Services Administration 2pp. 47276:016-47276.016. 

-8610310565 Forwards Insp Rept 40-0341/77-01 on 770603 & notice of 
violation Understands that recipient will contact NRC to request Instructions re disposl- 
Won o1 iacHniosW/o rept 

O’REILLY, J,P. NRC - No Detailed Affiliation Given. 77/07/13. SMITH, W. General 
Services Administration 2pp. 47276:017-47276:018. 

-8810310566 Notice of violation from Insp on 7 70603 .Violations noted; Individuals not 
Instructed In applicable provisions of regulations a conditions of license & twice yearly 
Insps of Depot not made since 1976. 

SLOflODIEN,MJ, COSTELLO,F.M, NRC • No Detailed Affiliation Given. 77/07/07, 
4pp. 47276-010 47276,022. 

-6610310567 Advises that author conducted radiation & contamination survey of former 
thorium & U storage magazines, No direct radiation or contamination levels In excess 
of background detected, 

SLOBODIEN,M J Division of Fuel Cycle & Material Safety (Pre 870413). 77/00/18. 
Division of Fuel Cycle & Material Safety (Pre 870413), Ip. 47275-023-47276-023. 


-8810240505 Corrected contents page to site safe^ & health plan. 

* Kerr-McQee Corp. 88/10/04. tp. 47243:204-47243:205. 

8810170006 Record of 881003 tefcon w/J Slau!ef,S Munson & I Benny re air monitor at 
Rare Earths facility Station 1 1 .Slopes will be maintained to avoid runoff from pile get 
ting offsite. 

HOHNM Office of Nuclear Material Safety & Sat0guards,Difeclof 88/10/11. Ip. 
47140.073 47149:073. 


docket 40-2269 PATHFINDER MINES CORP,, RIVERTON, WY 


8809260182 Discusses future activities for Lucky Me Mil I, per 860503 lelcon. Radiation 
safety officer duties being consolidated w/ mine safely englneer,CF Van Bfunt,dulle8 
& jrafnlng program to qualify Van BrgnI as officer listed. ^ , 

HARDQRDv^T.W. Pathfinder Minos Corp. 80/05/08. HEYER,R, Uranium Recovery 
Field Ofc, R4 2pp 46972.145 46972.146. 


8810100119 Application for amend to License SUA-672Jncofpofatlng revised surety 

amount for mill d0coiiiml88lonln9.FBe paid. 

POYSER.R.W, COQEMA, Inc. 88/09^2 ROSE,H. Uranium Recovery Field Ofc, R4. 
Ip 47091.363-47091-353. 


8809290117 Forwards Amend 20 to License SUA-672, revising License Condition 46 re 

location of background monitoring station. _ ^ 

SMITH, R.D. Uranium Recovery Field Ofc, R4 08/09/07. NUGENT.L. Pathfinder Mines 
Corp, 3pp. 47000 186 47000*222 


-8610310568 DIscussess Insp 40-0341/77-02 on 771019 No items of noncompllance 
observed.Major areas Inapected.decontamlnatlon of thorium storage 
facilities, Understands that recipient intends to establish audit sys to comply w/ltcense. 
MCCUNTOCK,RO. NRC - No Detailed Afflllatlon Given. 77/11/21. MOSRIE,W Gen- 
eral Services Administration. 2pp. 47275 .024 -4 72 76 *026, 

-8810310569 Forwards Insp Rept 40-0341/77-03 on 771 130, No Items of noncompH- 
ancs observed. 

MCCLINTOCK,n.O. Division of Fuel Cycle & Material Safety (Pre 870413). 70/02/00 
MOSRIE,W. General Services Administration. 2pp, 47276:026.47276:027. 



-6609290126 Dlscusses moving background air monitoring station at Pathfinder Mines 
Corp,per licensee 800726 Itr.Hav to Condition 48 of License SUA 672 recommended 

HEYER^R.S,, PE7TENQILL,HJ. Uranium Recovery Field Ofc, R4. 88/09/07. Uranium 
Recovery Field Ofc, R4. 3pp, 47000*220 47000:222. 


1 



2 DOCKETED ITEMS 


DOCKET 40-3392 ALLfED SIQNAL, INC , METROPOLISi IL 

8610050316 Submits {nfo provided by Sequoyah Fuels Corp a Allied Corp re status of 
48 inch diameter UF6 cyifnders mfg by WH Stewart Co w/sliffaning rings fabricated 
fromASTMA306 

PENNiNGTON.WS NRG - No Detailed Alfilialion Given 88/09/28. 0IDINGER.G 
NRG • No Detailed Affllialion Given ip 47060 134-47060 134 


DOCKET 40-3469 ATUS MINERALS, INC, DENVER, CO 

6609260234 Requests that Initial denial ol licensee application for renewaf of License 
5UA'd17 be reconsidered & renewal ticense be Issued based on existing application 
BLU0AUGH,RE Atlas Corp 87/12/09 MARTIN, R Region 4, Ole of the Director 
2pp 46971,234 46971 235 

8609260224 Requests delay ol response to 880309 Itr requiring compliance monitoring 
program proposal Meeting w/NRC & consultani arranged for 880414 to further dis- 
cuss releva ni issues & details, per 880408 telcen. 

BLUBAUGH.R E Allas Corp 08/04/07 HAWKINS.E F Uranium Recovery Field Ofc, 
R4 1p 46991 113 46991 113 

8609280241 Confirms that licensee >^ll submit required groundwater monitoring program 
by 880502,03 agreed at 880414 meeting 

elUBAUGH.R E. Atlas Corp. 88/04/15 HAWKINS.E.F Uranium Recovery Field Ofc, 
R4, 1p 46976 346-46976 346, 

8810180264 "Environ Moniioring Program Results," for Jan June 1986 W/ 8BO031 Hr 
BLUBAUaH,R.E Atlas Corp 88/06/30 SMITH.RO Uranium Recovery Field Ofc. R4. 
39pp. 47179’294-47179 332 

8809270132 AcH receipt ol 880727 Itr Informing NRC of steps taken to correct violallon 
noted dunng Insp of License 5UA 917 AddI response requested within 30 days of re 
ceipl ol Itr to address Violation B & deviation discussed, 

PETTENGILL.H J Uranium Recovery Field Ofc, R4. 88/08/29 BLUBAU6H.R.E Atlas 
Corp 3pp 46967 136 46967.138 

8810130217 Forwards addi info re environ monitoring results for Second Ouarlar 1900 
GAL.UGHER.BJ Atlas Corp 88/09/01 SMfTKR D Uranium Recovery Field Ole, 
R4, 6pp 47121 321 47121:328 

6809260276 Forwards Amend 2 to License SUA-917.authon2lng const 6 utilization of 
roadway on tailings beach at Moab Mill tailings impoundment.Llcense reissued In en- 
tirety 10 rettect amend additions 

SMITH.R.D Uranium Recovery Field Ofc, R4 88/09/07. BLUBAUGH.R Allas Corp 
3pp. 46972.183-46972 210. 

-6809280262 Amend 2 to License SUA-917 for Atias Corp, authorizing const of roadway 
toward center of (aiilngs impoundment for use by mobile equipment in application & 
fnsp of binding agents activities 

SMITH,RD. Uranium Recovery Field Ofc, R4 86/09/07 14pp. 46972,188 46972‘216. 

-8809280290 Discusses amend to License SUA-917 re const & utilization of roadway 
on tailings beach at Moab Mill tailings impoundment License Condition 62 should be 
added. 

SCOVILL.V.R Uranium Recovery Field Oio, R4, 88/09/07 Uranium Recovery Field 
Olo, R4, 3pp 40972 210-46972 218 

6809280250 Lists conclusions re licensee 880720 annual (echnical evaluation repl of 
embankment performance for tailings embankment ays at Moab Mill Tailings Impound- 
ment stable, eafo & maintained as required. 

SCOVILL.V,B, PEnENGILL,HJ. Uranium Recovoiy Field Ofc, R4. 88/09/09. Urani- 
um Recovery Field Olc. R4. 3pp 46972:139 46972,141 

6810130209 Confirms 860927 telcon re vendor plans to sell 340 tons of unrefined 
copper concentrate stored In bulk at Moab mill silo NRC understands that mail prop- 
erfy authonzad under prior license & does not warrant further consideration 
ROTeNG)LL,RJ Uranium Recovery Field Ofc, R4. 80/09/28. BLUBAUGH Allas 
Corp, 2pp 47122 166 47 122-1 87, 


DOCKET 40-4492 AMERICAN NUCLEAR CORP,, CASPER, WY 


8610050096 Forwards Amend 33 to License SUA-667,do)eling License Conditions 12 & 
14B & revising Conditions 13,14 & 19, Condition 19 modified to incorporate std l{ 
cense condition dealing w/minlmlzing dispersal of blowing tailings 
SMITH, R D Uranium Recovery FielcT Olc, R4 08/00/11 American Nuclear Corp 5pp 
47050 203-47050321. 

-8810050100 Amend 33 to License SUA 667, deleting License Conditions 12 & 14B & 
revising CondlUona 13,14 & 19 

SMITHTRO Uranium Recovery Field Ofc, R4 88/00/11, 11pp 47050.288-47050.321, 

8810130230 Submits questions & comments after reviewing new reclamation cost esti- 
mate contained in 880629 Hr re annual rept,bond e value tlon.Permlt 352 
MOXLEY.M Wyoming, State of. 08/08/11. ANDRUS, N American Nuclear Corp 2pp 
47135 071 -471 3B 072 

6810130061 Insp repl to monitor progress of decommissioning operations & discuss info 
needed to support revised bond estimate 

MOXLEy,M. American Nuclear Corp 88/08/26 3pp 471 2 VI 74-471 21 M 76 

8810130196 Responds to NRC Hr re deviation noted In Insp ol License SUA 667 on 
880606 & 08 Corrective action equipment trade achieved & appropriately 
calibrated,radjum needle extraction apparatus & meter repaired A stickers obtained & 
alHxed 

ANDRUS.N.J. American Nuclear Corp. 08/00/01 Uranium Recovery Field Ofc, R4 
3pp. 47136 295 47t36'207, 

6809280053 Recommends larger data base be generated by new surveyor prior to de- 
termining 90% of expended settlement occurred.per 080615 request to review Pond 2 
settlement monitorfnb data 

PETTENGlLL,HJ. Uranium Recovery Field Ofc, R4. 88/00/07. American Nuclear 
Corp. 2pp 46978’01 4-46978.01 5. 

8609290008 Ack receipt of 860901 Itr Informing NRC of steps taken to correct deviation 
noted In (nsp of License SUA-667 

peTT£NQ(LL,HJ Uranium Recovoiy Field Ofc, R4. 88/09/09. FERGUSON, JC. 
American Nuclear Corp 2pp 46981.359 46981 '360 


DOCKET 40-6500 ENERGY, DEPT, OF, CANONSBURQ, PA 

6809270126 Forwards draft repl, "DOE/NRC Joint Verification of Erosion Protection 
Thickness at Burrell She/' for review & common1s,per 88091 4 telcon 
BEARDEN, 0. Jacobs Engineering Group, Inc 88/09/22, JOHNSON, T Jacobs Engi- 
neering Group, Inc. 11pp. 46967.124-40667.134. 


DOCKET 40-0822 PATHFINDER MINES CORP., SHIRLEY BASIN, WY 

8810180296 ''First Hall 1988 Environ Monitoring Data." W/e8O031 Itr. 

SMITH, J C Pathfinder Mines Corp. 88/06/30. HEYER.R. Uranium Recovery Field Ofc, 
R4. 29pp. 47170-230-47176:266. 

8610140010 Insp of Shirley Basin Mine A Mill on 800629 &. 30 Industrial hygiene sam- 
ples collected during Insp require lab analysis 
^ Labor, Dept. of. 88/08/10. 11pp. 47161:001-47161.011, 

8810100194 Application for amend to License SUA-442, revising surety amount for recla- 
mation & mill decommissioning & adding date to bo used as anniversary date for all 
subsequent bond renewals Fee paid . 

POYSER.R W. COQEMA, Ino 88/09/02. ROSE.H. Uranium Recovery Field Ofc, R4 
23pp 47093;163*47093-185 

8810190030 Forwards ALARA audit submitted In accordance w/Lfeense SUA-442,Con- 
dition36 t,, 

NOLTE.M.C. Pathfinder Minas Corp 88/09/08. Uranium Recovery Ffefd Ofc, R4. 
10pp. 4710V191-47191.200. 

6810140004 Submits operational safety Invastlaallon rept of facility as result of Jan 
1088 accident Involving release of UF6 from Kerr-McQee Sequoyah Fuels facility In 
Gore, OK. 

NGUYEN, T. Environmental Proteollon Agency 80/09/14. CRISLER,C Environmental 
Protection Agency. 9pp 47150:193-47160.201. 


8810180026 Informs (hat Amend 32 to License SUA-667 unacceptab(e,as 
drafted Advises of [oint maeling to formulate reasonable time table to complete recla- 
mation of licensee mill laciitty, 

ANDRUS.N J American Nuclear Corp. 68/06/20 SMITH.R.D. Uranium Recovery Field 
Ofo, R4. 7pp 47 1 88 001-47188 009. 


DOCKET 40-8659 PETROTOM1D8 CO., SHIRUY BASIN, WY 


8810100294 Amend 1 to Documentary Credit 1 40216. 

HILL.C First Interstate Bank of California 80/06/28. 4pp. 4 708 5-3 4 2-47085:34 5. 


8810190023 "Semiannual Rept on Radioactive Effluent for Jan-June 1988." W/8a0831 
Hr. 

ANDRUS, N.J. American Nuclear Corp 86/06/30. 20pp, 47191:105 471 91; 124. 

8810180015 Responds to 800630 Hr re aulhor 860608 Hr to R Wood concerning Amend 
32 to License SUA-667 Placement of Interim cover on Tailings Pond 1 almost com- 
plete & sottlemeni monumenls set, but data fnsulHclenl Meeting scheduled. 
FERGUSON, J a American Nuclear Corp 88/07/08 PETTENQILL,H Uranium Recov- 
ery Reid Ofc, R4 2pp, 47107.292 47187'293. 


86092B0158 Responds to 880609 request for addi Info re Amend 32 to License SUA- 
607.Methodofo_gy for soil sample coilecllon & radiological survey to be structured utiliz- 
ing NIJREQ/CR-4110 as guldeline.Fee paid. 

ANDRUS, NJ. American Nuclear Corp 88/07/14, SMITH, R.D Uranium Recovery Field 
Ofo, R4. Spp 46971 •236-46971. 240 

6810130203 Discusses 880725 meeting fe American Permit 352 concerning surely ar- 
rangements that require successful bidder to provide an acceptable performance bond 
for contracted work, naming Slate of Wyoming or OEQ as addi Insured. 

FERGUSON, J C. American Nuclear Corp, 88/07/27. WOOD.R, Wyoming, Stale of, 
2pp. 47130.181-47136:182. 


8810640229 Issues Amend 33 to License SUA 067, dele ling License Conditions 12 & 
14(B) & revlslog License Conditions 13,14 & 19 re well plugging. 

KONWINSKI.G^, MAWKINS.EF. Uranium Recovery Reid Ofo, R4. 88/08/11. Urani- 
um Recovery Reid Ofo, R4. 6pp 47038,336-47038,341 


8810040310 Advises of Issuance of Amend 26 to License SUA-651 .revising License 
Conditions 41 & 47 re pumping & evaporating seepage solution, 

SMITH.R 0, Uranium Recovery Flold Ofc, R4. 86/08/08, Potrotomlos Co. (formerly 
Gotly/Petrotomics Coj. 3pp 47021:168.47021 '187, 

-8810040316 Amend 26 to License SUA-551 for Petrotomlcs Co.authorjzfng use ol 
(istoef liconsod fTiflil 

SMITH.R.D Uranium Recovery Field Ofc, R4. 80/08/08 7pp 47021:171-47021:194. 

-8010040321 Discusses licensee 680706 proposed corrective action plan to recover 
seepage from aquifer adjaconl to tailings Impoundment. Revs to License Conditions 41 
& 47 to Incorporate corrective actions recommended. ^ . 

KONWfNSKLG.R., HAWKINS.E F. Uranium Recovery Field Ofc, R4. 08/00/08, Urani- 
um Recovery Field Ofc, R4. 3pp. 47021:195-47021:197. 

6810180302 Forwards environ sample data for First & Second Quarters 1988. 
PFAFF.SJ, Petrotomlcs Co. (formerly Getty /Petrotomlcs Co.). 88/08/30. 

HAWKINS.E.F Uranium Recovery Field Ofc. R4. Ip, 47188 010-47188.080. 

-8810180311 "Environ Sample Data First Quarter 1988," 

• Petrotomlcs Co. (formerly Qetty/Petroiomics Co.). 88/03/31. 36pp 47188 011- 
47188,046 

-8810100316 "Environ Sample Data Second Quarter 1908." 

* Petrotomlcs Co (formerly Getty /Petrotomlcs Co) 88/06/30, 34pp 47188 047- 
47188080. 
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8B 10 1001 64 Submits ravfew Of Ffrsi Second Quarter 1900 environ monitoring data No 
trends in any environ monitonra aroas, other than Fta-22a levels, Identified 
KONWINSKiaR . HAWK[NS,&F. Uranium Recovery Field Ole, R4 08/00/12 Urani- 
um Recovery Field Ofc, R4, 4pp 47084 169-47004*162 

8610100246 Forwards Amend 27 to License SU A- 551, re vising Condition 23 by spocify- 
Ing approved surety Instrument.mJn amount ol coverage & anniversary date tor pur- 
poses of annual update requirement Ltr of credit must bo revised within 30 days 
SMITH, R D Uranium Recovery Field Ofc, R4 88/09/ 16 JUDAY.R A. Petrotomlcs Co 
(formerly Q at ty/Potrolomlcs Co ) 4pp 47086.070-47086*109. 

-8610100250 Amend 27 to License SUA>055I lor Petrotomlcs Co, revising Condition 23 
to specify approved surely lnstrument,mln amount of coverage & anniversary date for 
purposes of annual update roqulromant 

SMITH, RD Uranium Recovery Field Ofc, R4 88/09/16 8pp 47086 082-47086.105 

-861 0100256 Discusses review ol licensee financial surety NRC recommends accept- 
ance of two lirs of credit issued by First Interstate Bank, 

ROSF.H.D, PETTENGILL.H J Uranium Recovery Field Ofc, R4 68/09/16. Uranium 
Recovery Field Ofc, R4 4pp. 47086*106 47088*109. 


DOCKET 40-6940 KAWECKI BERYLCO INDUSTRIES, INC., BOYERTOWN, PA 

8810170363 Forwards results of fluoride analysis on forage crops & analyses performed 
by Hnviron Slralagles.lnc 

QANNON.WC Cabot Corp. 88/10/06 SWIFT.J Office of Nuclear Material Safely & 
Safeguard 8, Olrec lor 4pp 47160 001-47168*005. 

$610180047 Raquests Hr stating that facility poses no health hazard to Waste Mgt em- 
ployees & will cause no environ Impact on Pottstown facility Involved.por 811005 
Policy Issue Ltr from Waste Mgt of Pennsylvanla-Poltstown enef. 

GANNON.WC. Cabot Corp. 88/10/06. SWIFT,J Fuel Cycle Safely Branch. 3pp 
47179 25B 47179 258 


DOCKET 40-7466 WHITTAKER METALS, LOS ANGELES, CA 

8810030069 Audit rept of radioactive mall located next to Greenville 
Metals, Greenviile.PA. 

MILLER.FL Whittaker Corp 00/09/15. 2pp 47005 001-47005.002 

6610050273 Forwards renewal of License SMA-1 01 8, finding of no significant 
Impacl, environ assessamenl.SER & survey rept. Ucensln^erioo lor 8 yrs 
R(5USE,LC. Fuel Cycle Safety Branch 80/09/28 LOUTTIT.QJ Whittaker Corp. Ip 
47050 34G 47057.068 

-8610060281 Renewal to License SMA-1018 for Whittaker Corp, authorizing use of U & 
thorium. 

ROUSE.LC Division of Industrial & Medical Nuclear Safety (Post 870729) 08/09/28 
2pp. 47050350-47056351 

-8810050285 Finding of no significant Impacl re renewal of License SMA-1O10.Envlron 
Impacts insignificant. 

ROUSE.L C. Fuel Cycle Safely Branch 88/09/20 4pp. 47O50*352.47O56'355. 

-6610060269 Environ assessment ro renewal of License SMA-1018 Environ Impacts In- 
significant 

HORN.M., SWIFT, JJ. Fuel Cycle Safety Branch 88/09/20. 2pp. 47066,356- 
47058367 

-6910050292 SER supporting renewal of License SMA-101B 
HORN.M, SWIFT, JJ Fuel Cycle Safety Branch. 68/09/28. 2pp. 47050*360- 
47067 068. 


DOCKET 40-7660 FANBTEEL, INC., NORTH CHICAGO, IL 

8810080209 Forwards responses to question proposed to R Smith per 080920 telcon re 
revised renewal application dtd 871103 

PENNINGTON, W.S NRC - No Detailed Affillallon Given 80/09/20. SWIFT.J NRC - 
No Detailed AWlon GIvon. 2pp. 47072;1 33-47072: 134. 


DOCKET 40-8027 KEflR-MCQEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8609290089 Forwards "Raffinalo Pond Sampling at Soquoyah Fuels Corp Site 
Gore.OK ” 

MURPHY.QL Oak Ridge National Laboratory 08/03/11 ROUSE, L. NRC - No De- 
tailed Alllilatlon Given. 1p 46994.340-46994:369. 

-B809290D91 "Raffinate Pond Sampling at Sequoyah Fuels Corp Slle Gore, OK '* 
BERGER, J.D. Oak Ridge National Laboratory. 88/03/11. 11 pp 46994*349-46994*369. 

6609300113 Application for amend to License SUB-1 010, changing Restricted Area 1 
fence In vicinity of tab In Figure 3-1. Fee paid. 

STAUTER.J C. Soquoyah Fuels Corp. (subs of Kerr-McQee Nuclear Corp.) 68/07/18. 
ROUSE.L (3. Office of Nuclear Mateiial Safety & Safeguards, Director. 3pp, 47006*260- 
47006 205 

-8609300115 Forwards payment for 880718 application for amend to License SUB- 

1010 . 

STAUTER,J.C. Sequoyah Fuels Corp. (subs of Kerr-MoQee Nuclear Corp.) 80/09/06 
JACKSON,G. License Fee Management Branch 1 p 47OO6*204'47OO6*204. 

-8809300117 Requests fee for 800718 application for amend to License SUB-1010, per 
10CFR170. 

JACKSON, G. License Fee Management Branch 88/08/24. STAUTER,J C. Soquoyah 
Fuels Corp. (subs of Kerr McGee Nuclear Corp ). Ip. 47006.286-47006.265 

8810140031 Forwards table summarizing First Half 1068 release of nuclides In effluents 
In accordance w/10CFn40.e5. 

MUNSON, S G. Sequoyah Fuels Corp (subs of Kerr-McGee Nuclear Corp.) 66/08/29. 
SMITH, R.D Uranium Recovery Field Ofc, R4. 2pp. 47166.069 47166i07(). 

6810130233 NPDES discharge monitoring rept for Aug 1 988.W/80O0O9 ltr. 

KNIGHT.S.P Sequoyah Fuels Corp (subs, of Kerr-McQee Nuclear Corp.). 86/08/31. 
KNUDSON.M.O. Environmental Protection Agency. 6pp 471 32*321 -471 32:326. 


8610070038 Forwards findings of faci, conclusions of law & Slate of OK Waler Re- 
sources Board Order WQ-09-1 3-88 01 .granting vendor request for renewal of waste 
disposal permit 

DlLLON.O Oklahoma, Slate of BB/09/15 NRC - No Dolalied Affiliation Given 63pp, 
47081.074-47001*138 

8809220200 Advises that licensee will continue use of method to "tamper safo" UF6 
eyfinders described In 670529 Itr.speclflcally.use of heavy gauge plastic envelope 
placed over cyilnder valve & drawn tight w/wire drawstring 
STAUTER.JC. Soquoyah Fuels Corp (subs of Kerr-McQee Nuclear Corp 1 88/09/16 
ROUSE.LC Fuel Cycle Safely Branch 3pp 46927 212-46927.214 

8809260188 Forwards revised draft ltr & application for facility, per NRC telcon Lfeensee 
Intends to designate corporate manager of health physics as chairman of ALARA 
committee based upon experience in area of radiological health & safety 
POPKIN.L0 Winthrop, Stimson, Putnam & Roberts 88/09/16. PENNINGTON.W S. 
Office of Nuclear Material Safety & Safeguards.Oi rector 17pp 46971 020-4607 1*1 13 

<-6809260194 Confirms that licensee supports application being Med w/ NRC by holding 
for approval of transfer of control of Sequoyah as licensee under License SUB-1010. 
RANDOLPH. J Q. Sequoyah Fuels Corp. (suds of Korr-McGee Nuclear Corp ) 86/08/ 
16 ROUSE.LC Office of Nuclear Material Safety 8 Safe guards. Director Ip 
46971 ■037-46971 ‘037. 

-8608260208 Confirms licensee support of application to amend License SUB- 
101 0,transferlng control of Sequoyah Fuels Corp to Sequoyah Holding Corp 
LUKE.R.P Kerr-McGee Corp. 8S/08/16. ROUSE.LC Office of Nuclear Material 
Safety & Saf0guards.DIreclor 76pp 46971.03B 4697V113. 

8609280220 Forwards revised draft ltr & application re facility.General Atomics Intends 
to designate corporate manager of health physics as chairman of ALARA cortimiltee. 
POPKIN.LB Winthrop, Stimson, Putnam & Roberts 88/00/16 PENNINGTON, W.S 
Uranium Fuel Licensing Branch. 17pp. 46977043 46977 136 

«*8809260226 Informs that Kerr McGee Corp has entered Into agreement to sell out- 
standing capital stock of Sequoyah Fuels Corp to Sequoyali Holding Corp Soquoyah 
Will supports application being filed w/NRC 

RANOOLPH.J.Q Sequoyah Fuels ciorp (subs of Kerr-McGee Nuclear Corp ) 88/08/ 
15. ROUSE.LC Uranium Fuel Licensing Branch Ip 46977 060 46977 060, 

-8809260232 Confirms that Karr-McOee supports application being filed w/NRC by 
holding for approval of transfer of control of Ucenso SUB-IOIO & consents to amend 
of license. 

LUKE.RP Kerr-McQee Corp. 88/08/15 ROUSE.LC Uranium Fuel Licensing Branch 
76pp. 48977!061-46977:13B. 

8809290362 Forwards Sequoyah Holding Corp draft 860801 document re transfer of li 
censee & amend to License SUB-1 010, as discussed in 680707 meeting between NRC 
8 Wilhrqp.Stimson. Pulnam & Roberts Law Firm. 

THARPWL. NRC - No Deiailed Affiliation Given. 88/09/21 PENNINGTON, W.S 
NRC • No Detallod Affiliation (^iven. eSpp. 46986.037-46986.104 

8610110347 Forwards revised Page 1, 6-9, correcting typos in analysis column for Wells 
2314,2318 8 2319, Change corrects A to RA, analysis for radium Replacement page 
should be Inserted In malls submitted by 871 123 Hr 

STAUTER.J C. Sequoyah Fuels Corp (subs of Kerr-McQee Nuclear Corp.) 88/00/21. 
ROUSE.L C. Fuel Cycle Safety Branch 3pp. 47 109.323-471 09-325 

8810050316 Submits Info provided by Sequoyali Fuels Corp & Allied Corp re status of 
46 Inch diameter UF6 cylinders mfg by WH Stewart Co w/stiffening rings fabricated 
from ASTM A308 

PENNINQTON.W.S. NBC - No Detailed Affiliation Given 88/09/28 BIDINGER.G. 
NRC - No Detailed Affiliation Given. Ip 47000. 134-47060. 134 

8810100219 Forwards Radiation Insp Rept 40 8027/88 03 on 880822-25 & notices of 
violation & deviation. 

PETTENQILLHJ. Uranium Recovery Field Ofc, R4 88/09/30 STAUTER.J C. Se- 
quoyah Fuels Corp. (subs, of Kerr-McQee Nuclear Corp.) 3pp. 47008:1 67-4 70 86* 178. 

“8810100220 Notice of violation from Insp on 0PO822-25.Vio!ations noted failure to per- 
form evaluation of permanently mounted air sampling equipment to determine concen- 
tration in worker breathing zone since license renewal In 1985 
PE7TENQILLH.J, Uranium Recovery Field Ofc, R4 80/09/30 2pp. 47086:160- 
47086:101. 

“8610100222 Notice of deviation from Insp on 080822-26 Deviation noted: failure to 
maintain level probe on U03 surge bln In doniiratlon section, 

PETTENQrLL,H.J. Uranium Recovery Field Ofc, R4. 09/09/30. Ip 47086.102- 
47086:162. 

“8810100223 Insp Rapt 40-0027/88 03 on 080022-25 Violations & deviations 
noled.Major areas fn8pocied.U conversion operatlor>3 & radiation safety 
progromjncludlng mgt organization & oonlrols 

PEfTENQILL,H.J., cIaRCIA.P.J., HEYER.R.S. Uranium Recovery Field Ofc. R4. 08/ 
09/30, 16pp. 47086:163 47086-178. 

8810180085 Advises that no changes made to radlologlcel contingency plan since 
870926 ltr Minor changes made to contingency plan Implementing procedures to en- 
hance clarlty.Ptan revs end. 

STAUTER,J.C. Sequoyah Fuels Corp. (subs, ol Kerr-McGee Nuclear Corp) 88/10/03. 
ROUSE.LC Fuel Cycle Safety Branch 10pp. 47174-326 47174,344 

6810140143 Summary of 880802 meeting w/QA & vendor legal counsel 
fWInthrop.Stimson.Pulnam & Roberts) re pressed GA purchase of Kerr McGea UFO 
facifltles & adjacent lands near Gore, OK. 

PENNINQTON.W.S, Fuel (^ole Safety Branch. 88/10/07 Fuel Cycle Safety Branch. 
Ip. 47138.082-47138:082. 

8810170003 Forwards request for addi Info re 800916 application for amend to License 
SUB-1010 re proposed transfer of control of Sequoyah Fuels Corp from Kerr-McGee 
Corp to Sequoyah Holding Corp, End 2 Identified addI revs needed In proposed 

ROUSE.LC Fuel Cycle Safety Branch 80/10/07 MEYER, A. Winthrop, Stimson, 
Putnam & Roberts 4pp. 47173-169 47173:172 
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8S10 170016 Forwards Amend 20 to Llcansa SUB lOIO.ravtsirtg Tables S-1 (detection 
levels & action levels) & Table 5 2 (environ rnonitonng schedule).SER also end, 
ROUSE.LC Fuel Cyde Safety Branch 88/10/07 STAUTERJC Sequoyah Fuels 
Corp (subs of Kerr-MoGeo Nuclear Corp ) Ip 47170'290 47170 299 

-8810170017 Amend 20 to License SUA'IOlO for Sequoyah Fuels Corp, Incoiporatlng 
revised Table 8-1 (detection levels & action levels) & Table S 2 (environ monitoring 
schedule) 

ROUSE, LC Division of Induslnal & Medical Nuclear Safety (Post 870729) 88/10/07. 
6pp 47170,201-47170 296 

-8810170018 SER supporting amend to License SUA 1010, revising Table 6 1 (detec- 
tion levels & action levels) & Table 5-2 (environ monitoring schedule) 

HORN.M . 0ID1NGER.Q H. Fuel Cycle Safety Branch. 88/10/07 2pp 47170.297- 
47170 290 

-8810170021 Discusses categoncal exclusion for applications for amend to License 
SUA- 1010 Neither EIS nor environ assessment warranted 

ROUSE,LC Fuel Cycle Safety Branch 86/10/07 Fuel Cycle Safety Branch Ip 
47170-299 47170 299 

8810210262 Forwards EPA 081017 order for Info re bfomonftoring of effluent streams 
under NPDES permit for facility. 

STAUT£R,J C Sequoyah Fuels Corp (subs of Kerr McGee Nuclear Corp ) 88/10/13 
SMITH.n D. Uranium Recovery Field Ofc, R4 18pp 47236-123 47236'139 

8810210022 Forwards Amend 21 to License SUB 1010 & SER Amend modifies raffinate 
treatment process 

ROUSE, L 5. Fuel Cycle Safety Branch 88/10/17. STAUTER.J.C Sequoyah Fuels 
Coqj. (subs of Kerr McQeo Nuclear Corp) Ip, 47230*194-47230 202 

-88102 1O0S4 Amend 21 to License SUB-1010 for Sequoyah Fuels Corp, authori 2 lno 
modified raffinate treatment process 

ROUSE, L c Fuel Cycle Safety Branch 88/10/17. 6pp 47230 195 47230.200 

-8810210064 SER recommending approval of licensee 871207 & 1220 applications for 
amend to License $UB-101Q re modified raffinate treatment process. 

HORN,M. Fuel Cycle Safety Branch 88/10/17. Ip 47230 20147230 201, 


8810100064 Ack receipt of Ur of credit for reclamation of tailings Impoundment area of 
Exxon Highlands Facility License amended to require continued maint of financial 
surety until request for mod approved 

ROSE,HD Uranium Recovery Field Ofc, R4 80/09/16 JORDAN, P Wyoming. Stale 
0f.4pp 47081,172-47081 175 


DOCKET 40 8462 DEAR CREEK URANIUM CO.. CASPER, WY 

8610040034 Applicahon for amend to License SUA-1 310, deleting or modifying listed li- 
cense conditions to reflect decreasing regulatory requirements due to 
decommissioning Fee paid 

CHASE.QR Bear Creok Uranium Co 80/08/15 HAWI<INS,E. Uranium Recovery 
Bold Ole, R4 36pp 47030 138 47030-173 

-8610040140 "Bear Creek U Mill Decommissioning Plan *’ 

* Bear Creek Uranium Co 80/08/10 44pp 47038 174-47030 217. 

8809290132 Forwards Amend 19 to License SUA- 1310, re vising License Condillon 27 to 
clarify Bear Greek financial surely Instalment responsibilities & specify surely 
amount.approved surety Instrument & data for annual update requirement 
SMITH, R.tD Uranium Recovery Bald Ofc, n4. 80/00/29 SCOTT, E Bear Creak Urani- 
um Co. 4pp 46998 1B6-4699B 221 

-8009290137 Amend 19 to License SUA'1310 for Pear Creok U Co, authorizing posses- 
sion & use of U waste tailings & other byproduct wastes generated from past oper 
atlons & deleting Amend 14 

SMITH.R.D. Uranium Recovory Field Ole, fl4. 00/08/29 tOpp. 46990:190-46098 210. 

-8609290139 Recommends Issuance of Amend 10 to License SUA-1 31 0.ro vising Con 
ditlon 27 re financial surety arrangoment 

ROSE,H,D„ PETTENQILL.H J Uranium Recovery Field Ofc, R4 80/06/29 Uranium 
Recovery Field Ofc, R4 3pp 46990*210-46996 221 

8610130039 Forwards annual Insp repl & annual rept review ro Permit 399. W/o ends 
BELDEN.S, Wyoming, State of. 00/00/30. CHASE,Q Bear Creek Uranium Co. Ip 
47136.328 47136,328 


DOCKET 40-8064 EXXON MINERALS CO., USA, HOUSTON, TX 

6809260070 Discusses second quarter progress rept for pilot In situ project for Exxon 
Highlands R8D, submitted by 660721 I1r,per License Condition 16 of License SUA- 
1064.No further action currently necessary 

HEYER.RS, PETTENQILL,H J Uranium Recovery Field Ofc. B4. 88/07/28 Uranium 
Recovery Field Ofc, R4 2pp 46976 127-46978.128 


DOCKET 40-8084 RIO ALQOM MINING CORP., MOAB, UT 


8809200123 Comments on 660727 Ur ro environ & personnel monitoring data summa- 
nes for First Half 1966, per 10CFR40 05, Licensee adequately evaluated environ & am 
ployee data & appears \o be maintaining emissions 8 exposures ALARA 
JACOBY, D L , HAWKINS, E.F, Uranium Recoveiv Field Ofc, R4. 08/09/02 Uranium 
Recovery Field Ofo, R4. 2pp 46999,262-46999*263 

8810130290 Forwards rept enlilled, "Evaluation of Landscape Stability Based on 
Qeomorphology.Solls & vagolation Indfcalors.” Completes 660603 response to NRC 
660203 comments on Bear Creek tailings mgt plan 

MEDL(X)K,R.L. Union Pacific Resources (formerly Rocky Mounlain Energy), 08/09/ 
14 SMITH.R.D. Uranium Recovery Flold Ofc, R4 2pp 47148-1 69.47146‘2 t2 


8610180227 "Semiannual Environ Monitoring Rept for Jan-June 1988" W/ 680031 Itr. 
PATTISON.R.S, FOSSeY,F,G Rfo AfgpmMning Corp 80/06/30 SMITH, RD. Urani- 
um Recovery Field Ofc, R4 29pp. 47176.001*47176*029 


•^8810130292 "Evaluation of Landscape Stability Based on Geomorphology, Soils & 
Vegetation Indicators " 

‘ James P, Walsh & Associates, Inc. 08/08/30 42pp 471 48* 17 1-471 40:2 12 


8809290041 Recommends Issuance of Amend 19 to License SUA-1 119, establishing 
sids for oroundwater delecllon program at Lisbon Mill Sltepor 10CFR40,App A. 
QRACE,S, HAWKINS.EF Uranium Recovory Field Ofc, R4 88/08/16. Uranium Re- 
covery Ffeld Ofc, n4 4pp 46983 216-46983,221 

8809290015 Forwards Amend 19 to License SUA'1119,au(horl2ing possession of U 
waste tailings generated by licensee milling operation, 

SMITH, R.D. Uranium Recovery Field Ole, R4. 80/09/02. Rio Algom Mining Corp 4pp. 
46693 092-46993.124 

^8809290016 Amend 19 to License SUA-1 119 for Rio Algom Mining Corp, authorizing 
possession & use of licensed matl 

SMITH, R D. Uranium Recovery Field Ofc, R4. 08/09/02. 13pp. 46993:006 46993,124. 

8809290110 Advfses that NRC expects response to 060801 request for Info re detailed 
soils & tailings sampling program by 680916 

HAWKINS.E F. Uranium Recovery Field Ofc, R4 88/09/02, PAHISON.B. RIo Algom 
Mining Corp 2pp, 4 6998 *059-469 98 .060, 


DOCKET 46-8102 EXXON CO., USA, HOUSTON, TX 

6810180213 Forwards "Alrtwrne Emissions of Principal Radionuclides From Highland 
Taillogs Basin for Jan-June 1908 " 

RAN(aE,DM Exxon Corp 88/00/26 Uranium Recovery Reid Ofc, R4, Ip. 47176:216- 
47176 237 

--8810180217 "Airborne Emissions of Pnnclpal Radionuclides From Highland Tailings 
Basin for Jan-June 1966," 

• Exxon Corp. 80/06/30 21pp. 47176,217-47176 237. 

8610100186 Submits review of 10CFR40.65 rept for First Half of 1986 All required data 
submitied by vendor. 

KONWJNSKI,G.R., HAWKINS.E.F. Uranium Recovery Field Ofc, R4. 88/09/12. Urani- 
um Rocovery Field Ofc, R4. 3pp 47061-22$ 47001:225 

8810120130 Forwards Amend 24 lo License SUA-1 139.re vising License Condillon 23 re 
financial surety Instrument lo cover estimated costs for decommlsslonlng/decontaml- 
nation of rnilJ A mill site. 

SMITH, D.R, Uranium Recovery Field Ofc, R4. 88/09/14. Exxon Corp. 4pp. 47116.253- 


--6810120139 Amend 24 to License SUA-1 139, re vising License Condition 23 to require 
financial surety arrangemenliper App A to 10CFR40 to cover decontamlnallon/decom- 
missioning of mill & mil) site 

SMITH.DR Uranium Recovery Field Ofo. H4. 66/09/14. 17pp, 47118.267-47118:273. 


8810130101 Advises that proposed locations & number of settlement monilOfJng 
stations, described fn Juno 1880 repLaccoptablo, More frequent monitoring may be 
necossary to determine when aufficlant consolidation has occurred 
HAWKINS, E F Uranium Recovery Field Ole, n4. 80/00/26 SCOTT, E. Boar Creek 
Uranium Co 2pp 47135:113-47135.114 

8810140146 Discusses 800915 Insp of mill site demolition & associated burial 
components Disposal method of contaminated non salvageable components being 
crushed & placed In burial trenches moots NRC ob|ectlve re prollferallon of waste aitq. 
HAWKINS.EF. Uranium Recovery Field Ofc, fl4 B6/09/27. CHASE, Q. Bear Creek 
Uranium Co. 2pp. 47156*216 47160-217. 


DOCKET 40-8502 MALAPAt RESOURCES CO., PHOENIX, AZ 

8810130314 Forwards legal documentation re publlo comments on amend apr^lcatlon 
for facility (TFN 2 4/91) W/lhroe oversize figures. 

WICHERS.D.L. Mnlapaf Resources Co. 80/08/31. SHAFFER, R. Wyoming, Stale of 
200pp. 47162*106 47162.347. 

8810180250 "Semiannual Effluent & Environ Monitoring Rept for Irlgaray Project, Jan 
June 1968" W/860B3DUr. 

WtCHERSAL Malapai Resources Co. 88/06/30. KONWINSKI,G. Uranium Recovery 
Field Ofc, R4. 13pp 47175-203 47176:216. 

8809280297 Forwards SER supporting amend to LIcenso SUA-1 341 for Malapai Re- 
sources Co, Christenson Ranch Satellite Operation located In Campbell 8 Johnson 
Counllo8,WY. 

KONWINSKI,Q.R., HAWKINS, E.F. Uranium Recovery Field Ofo, R4 86/06/23 Urarj)- 
um Recovery Field Ofc. R4 2pp, 40972-162-46972 182. 

-8809280299 SER supporting propoeod amend to License SUA-1 341 Amend Involves 
utilizing existing Malapai facllrtles located at Irigaray Mine as processing site for resins 
(oadeef at Christenean Ranch satellite operation 
• Uranium Recovery Field Ofo, R4. 68/08/23. 29pp. 46972*154-46972:162 

6809290031 Forwards Amend 10 to License SUA- 1341, re vising License Conditions 
4,0,10,11,12,13,14,10.20,21,26,26.20,31,34.36,36, 40,41,42.43,44,40 & 49.Explratton 
(fate of license extended until 960331 due to level of detail utilized during review. 
SMITH.R.D. Uranium Recovery Field Ofc, R4 08/06/20 Malapai Resources Co 0pp- 
47000.336-47000.367, 

-6609290035 Amend 10 to License SUA-1 341 for Malapai Resources Co, authoilzlng 
possession of unlimited U at stated locations. 

SMITH, R.D. Uranium Recovery Field Ofc, R4, 88/00/29 9pp 47000:344-47000.367 


-8810120142 Reviews vendor financial surety 8 Amend 24 to License SUA-1 139.Rec- 
ommends amend to License Condillon 23 lo require maint of NRC approved surety 
arrangement to cover costs of decommissioning /decontamination. 

ROSt.H.D., PETTENG1LL,HJ. Urartlum Recovery Field Ofc, R4, 88/09/14, Uranium 
Recovery Field Ofc, R4. 4pp 47118*274-47118*277. 


8B10130127 Forwards rept describing Instance at Irlgary Mine where action level for U 
In urine of 130 ug/l exceeded once fn employee monthly urine sample. Licensee feels 
thal exceedance result of outside contamination not from tore Intake of U. 
WICHERS.D.L, Malapai Resources Co. 80/09/06. KONWINSKI.Q. Uranium Recovery 
Field Ofc. R4, 6pp 47165:054-47156*058. 
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8810100232 UndefBlands lhat trunMfno for Procfuction Units 6 through 9 aeparajed at 
buH-fusad Joint per O0D826 rtnCorrectiva actions to ropirfce polyothylena plpo w/slaln- 
less steal pipe should result )n much stronger Joint pv 

HAWKlNSrEF Uranium Recovery Flefd Ofc, R4 08/09/12 WICHERS,D Malapaf Re- 
sources Co 2pp 470P6-179 47080 180 

8810100008 Ack receipt of 880906 Jtr re U concentration In urine which exceeded 130 
uo/1 action level Theory of bottle contamination appears to be suitable 
SpJanation Revised radiological procedure will bo reviewed ifi tuture insp 
HJfwKtNS,EJ^. Uranium Recovery Field Ofc, R4 88/09/20 WICHERS.D Malapal Re- 
sources Co 2pp 47004:209 47084.210 

DOCKET 40-8546 NATIONAL AERONAUTICS & SPACE ADMIN., HAMPTON, VA 

8809200312 Ack receipt of 880805 ftr informing NRC of steps taken to correct violations 
noted In Insp Repl 40 0546/88 01 NRC does not accept parllaf denial of Violation B 
re failure to prepare shipping papers for transport of radioaclism malls 
STOHR J P Region 2, Ofc of the Director. 08/09/16 WESSEL.W National Aeronau- 
tics A Sijace AcWin Ip 48982 224 -4 8082 '2 24. 

DOCKET 4O'05e4 MINERALS EXPLORATION CO., LOS ANGELES, CA 


DOCKET 40-0684 MALAPAI RESOURCES CO„ CASPER, WY 


8810130200 Forwards approved commercial in-siiu permit & license for Chrfstensen 
Ranch fn*situ U project List of conditfons a^socfatod w/approved permit Holed 
SHAFFER, R„ GARIAND.W, WOOD.R. Wyoming, Stale of 88/09/12 WICHERS.D 
Malapal Resources Co. 9pp 47121 165 47121.173, 


DOCKET 40*0696 PUTEAU RESOURCES, LTD., GRAND JUNCTION, CO 

8809280305 Forwards Amend 7 to License SUA-1371, revising License Condition 39 U- 
censee shall rpalnlaln NRC approved financial surety affangem0nt,con5i8tent w/ 
10CFR40,App A,CrlteHa 9 & 10, adequate to cover eatlmatod costs 
SMITH,R.D. Uranium Recovery Field Ofc, R4 08/08/25. THAMM.J K. Plateau Re- 
sources, Ltd. 4pp. 46971 201 -46971 -231. 

•.-0609280306 Amend 7 to License SUA-1371 for Plateau Resources Ltd, authorizing 
use of natural U. 

SMITH, R D. Uranium Recovery Field Ofc, R4, 88/08/25 lOpp 48971*205 40971.231 

6810060278 Recommends approval of Plateau Resources, Ltd Surety Condition 30. 
flOSE.H.D., PETT£NGILL,H.J. Uranium Recovoiy Field Ofc, R4 88/0B/26 Uranium 
Recovery Field Ofc, R4 4pp 47065*299 47065 302 


8809280103 Application for amend to License SUA-ISSO.authorfzing operation of lest U 
extraction plant at Sweolwater U Prolocl In Sweetwater County.m.Foe paid. 

HILL.C.Z, Minerals Exploration Co (subs of Union Oil Co, of California) 86/06/16, 
PETTINGILLjH Uranium Recovery Field Ofc, R4. ip 46972 22fi.46972'230. 

-0009280169 Forwards foe to cover coat of amend to allow llcenseo to operate RAD U 
extraction facility at Sweetwater U Prolecl, South Cen!ral,WY. 

HILL Minerals Exploration Co (su^ba of Union Oil of California). 88/07/19 
HAWKIN^.E. Uranium Recovery Field Ofc, R4. Ip. 48972*230-46972:230. 

8810180257 Environ monitoring semiannual repl for JanUune 1080. Repl on groundwat- 
er also end, W/6800 29 Itr, . ^ 

HILL,C.Z. Minerals Exploration Co (subs of Union Olf Co. of 88/06/30. 

SMITH, RD, Uranium Recovery Field Ofc, R4 40pp 471 76'267-47 176:306. 


DOCKET 40-8631 ARMY, DEPT. OF, ROCK ISLAND, IL 


8810110058 Forwards Safely Insp Repts 40-8631/08-01 A 40-8772/80-01 on 800630* 
07 22 .No violations noted. 

MALLETT.B.S. Region 3, Ofc of the Director. 80/09/23 SMITH, L Army, Dept, of Ip. 
47109.001*47109 044 


-6810110071 Insp Repls 40-0631/80*01 A 40 8772/80*01 on 080630-0722 No viola- 
tions not^.MaJof areas Inspected reviews of licensee records A procedures A Inter* 
views w/llc«»ee ropTeaentatives A Indep^ant meaaurenwnta 
CASEY, C.C., SRENlAWSKI.DJ., MALLETT,8S Region 3, Ofc of the Director 88/09/ 
22.33PP 47109.002-47109 044, 


-8010110114 Advises that survey meters calibr using Co 60 sources until March 

Dept, of 08/07/21. Region 3, Ofc of the Director. Opp, 
47 109:01 8*47109,025, 


8810200067 Informs that Ltr of Credit 45340 issued to licensee amended by Increasing 
credit amount. .. . ^ 

FULLER, D. National Bank of Detroit, Detroit, Ml 80/09/09 SMITH, R D Uranium Re- 
covery Field Ofc, R4. Ip 47197j361-47197*351. 


DOCKET 40-8724 CHEMETBON CORK, CHICAGO, IL 

6609290310 Forwards final rept re Industrial dump site In Newburgh Helght3,OH.Repl 
characterizes radiological conditions existing on slle W/o end, 

LAROCHE.Q Fuel Cycle Safety Branch 88/09/21. WILNER,SM. ChemeUon Corp 
Ip. 46080:360-46980.360. 

8310180079 Urges NRC to accelerate radioactive decontamination of die to allow re- 
lease of property lo enable const of warehouse. ....... 

Z6LLNERR.J. McQean Rohco. Inc, fformeriy McGaan Chemical Co„ Inc). 88/10/10. 
URCX)HE,Q. NRC * No Detailed Afflllallon Given. 2pp 47176*123-47175.124 

B610210014 Forwards ORAU 88/1*96, "Confirmatory Radiological Survey of Harvard 
Avenue Property.Chematron Corp.Newburgh Helghis, Ohio," final repl, 

BERGER, J.D. Oak Ridge Associated Univs 88/10/11, ROUSE,LC Division of Indus* 
trial A Medical Nuclear Safety (Post 870729). 2pp 47232*293 47232.350 

-8810210020 "Confirmatory Radiologial Survey of Harvard Avenue Property Chemetron 
Corp.Newburgh HelghtB.Ohlo," final repl. ^ ^ h,, 

BERGER, J.Or Oak Ridge Associated Unlvs. FIN A 9093. ORAU 88/1-98 08/09/30, Di- 
vleton of Induslrla) A Medical Nuclear Safely (Foal 870729) 64pp. 47232 205- 
47232:368. 

8610190260 Forwards final rept on industrial dump site In Newburgh Heights, OH.Repl 
characterizes radiological conditions existirtg on site W/p pnci. 

LAROCHE.Q. Fuel Cycle Safety Branch. 08/10/14 2ELLNER,RJ McGean-Rohco, 
Ino. (formerly McQean Chemical Co., Inc). Ip. 47181.359 47101*359. 


-88101 101 17 Ack receipt of application for renewal of Ucense SU^I 38 1 . 
VACHERLON,P. Region 3, Ofc of the Director 05/07/01 HOLM8ERG,R L. Mason A 
Hanger - Silas Mason Co , Inc. 9pp 471 09.026*47 109:092 

-8010010097 Mall/Byproduct License SUC-1301 for Mason A Hanger-Silas Mason 
Co, Inc aulhofizoe depleied U In metallic alloy for assembly of cartridges containing 
depleted U A RAD with completed penelralora 

JONES, J A. Materials Licensing Branch. 00/09/08. 2pp, 47109:033*47109.044 

8810120212 Forwards Safely Insp Repts 40 8631/88*01 A 4O*8772/0B-O1 on 000630* 
0722 No vtolatlons noted 

MALLETtS.S. Region 3, Ofc of the Director. 88/09/29. SHANNON.J. Mason A 
Hanger - Silas Mason Co , Inc Ip. 47134*228 47134.271 


DOCKET 40-8681 UMETCO MINERALS CORP,, GRAND JUNCTION, CO 

8810130294 Discusses deficloncfoa re groundwater detection monitoring concerning 
White Mesa Mill,UT.Fojwarde analytical data supporting hypothesis re selenium con* 

HAMRIC?!j.S. UMETCO Minerals Corp (subs, of Union Carbfda Corp.). 00/08/20 
PETTENGILL^H J. Uranfum Recovery Field Ofc, R4. 6pp. 47136:247-47136.261, 

8810180231 Forwards effluent A semiannual repts for Jan-June 1088. , 

HAMRICK.J.S UMETCO Minerals Corp. (subs of Union Carbide Corp.) 88/00/29 
PETTENGILL,H.J. Uranium Recovery Field Ofc, R4, Ip, 47179*003-47179:126. 

-8810180232 “Effluent A Semiannual Rept for Period Jan*June 1908." 

* UMETCO Minerals Corp. (subs, of Union Carbide Corp). 08/06/30. 69pp, 
47179.004*47179 072. 

-6810180236 "Semiannual Air Quality A MotfiOrofogy Monitoring Rept tor Blending 
Pfolact,Jan*Jun0 1906.“ 

• Enecotech. Ino 88/08/16. 63pp. 47179 073-47179:126 

6809280064 Submits summary of staff findings re mods A additions to valadlum recov- 
) White Me 


ery circuit at Umetco White Mesa mill. 

8COVILL,V.R., PETT 

um Recovery Reid Ofc, R4 3pp. 46978*01 1-46978; 


8COyiLL,V.R.i_^PETTENQILL^H J Ofc, R4. 68/09/09. Uranl- 


8810130154 Informs that addi radiation exposure received by resl^nts unnecessary A 
ALABA concept appropriate A should be implemented In Kana^UT. 

ANDERSON.L F. Utah, State of. 88/09/14. JONES.R. UMETCO Minerals Corp. (subs, 
of Union Carbide Corp ). 2pp 47121:187-47121:188. 


DOCKET 40-8768 KEHR-MCGEE NUCLEAR CORP,, OKUHOMA CITY, OK 

8810060267 Discusses ALARA audit performed at 0 Sand A I8L moiecl on 880519 for 
reporting period, Nov 1987 • Apr 1960, per License SUA-1387.NRC concluded that li- 
censee adhering to ALARA jJhilpsophy of Reg Guide 8 31. A., ir I 

GRACE, S R., }%WKINS,E R Uranium Reoovoiy Field Ofc, R4. 88/08/04. Uranium 
Recovery Reid Olo, R4 7pp. 47072.088*47072.094. 

8810130247 Advises that 880816 application for amend to License SUA-1387 
approv0d,changliifl License Condition i to reflect corporate name change from Se* 
quoyah Fuels to l^rr’McQoe. /s 

SMITH, R.D. Urarrlum Recovery Field Ofc, R4. 88/09/19. STAUTER,J.C. Kerr-McQee 
Corp. Ip. 47122.285*47122:31 6. 

-8010130261 Amend 1 lo License SUA-1 38 /.revising License Condition 1 to reflect cor- 
porate name change from Sequoyah Fuels to Kerr-McQeo. 

SMITH, R.D. Uranium Recovery Field Ofc, R4, 88/00/10. 23pp. 47122‘206-47122:316 

8810100146 Reviews Kerr-McGee Corp 0*Sand Jan-June 1988 environ monitoring 
ropLAII values within applicable limits. ^ ^ .. , 

GRACE, S.R., HAWKINS, E.F. Uranium Recovery Field Ofc. R4. 88/09/20. Uranium 
Recovery FleW Olo, R4. 4pp. 47061 *,199-47061:202. 

DOCKET 40-8771 MAUPAI RESOURCES CO„ PHOENIX, AZ 

8600200245 Advises lhat License SUA-1906 t0rmlnat0d,per eeOjSSi request. 

SMITH, R,0, Uranfum Recovery Field Ofc, R4. 06/07/26 WJCHEflS,D. Malapal Re- 
sources Co Ip. 46990: 151 -46996; 163. 

-8809290248 Recommends termination of License SUA‘1386*per 880531 
requesLUcenaee never Initiated any U leaching A processing acllvltles at slte.Siate of 
WY Will continue to monitor site slatus. „ 

OLSEN, TX, HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 88/07/22. Uranium Re- 
covery Field Ofc, R4. 2pp. 46998.162-46998:153. 


DOCKET 4(Mi772 MASON A HANQEH-8ILA8 MASON CO„ INC., MIDDLETOWN, lA 
68101 100S8 Forwards Safety Insp Repls 40-8691/80-01 A 40*8772/88-01 on 880630- 

M^LLETrSla^M^^^ Ofc of the Director, 88/09/23, SMITH.L. Army, Dept, of. Ip. 
47109:001-47109.044. 
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-6«10H0071 Insp Ropig 40^8631/88 01 & 40 8772/88-01 on B8063O 0722.No viola- 
tions noted Major areas inspected reviowa of licensee records & procedures & inter- 
views w/ficensee representatives & independent measurennents 
CASEY.C C , SRENIAWSKI.D J . MALLETT.B 8 Region 3. Ofc of the Director 80/09/ 
22 33PP 47109 002-47109044 

-B0 10010097 Ma1l/0yprodircl License SUC-1381 for Mason & Hanger-Silas Mason 
Co.Inc aulhonzes depleted U In metallic alloy for assembly of cartridges containing 
depleted U & R&O with completed penetrators 

JONES, J A Materials Licensing Branch 80/09/08 2pp 47109'033*47109 044 

8810120212 Forwards Safety Insp Repls 40 8631/88 01 & 40 8772/88*01 on 880630* 
0722 No viorations noted 

MALLETT.B S Region 3, Ofc of the Director 88/09/23 SHANNON, J Mason & 
Hanger • Sitas Mason Co , fnc Ip 47134 228-47134 271 


DOCKET 40-6786 URANIUM RESOURCES, INC.. RICHARDSON, TX 

8809270135 Requests addi info re decommissioning ptan.lnciudlng survey & removal of 
buned pipe & grid dimensions 8 map 

PETTENGILL.RJ Uranium Recovery Field Ofc, R4 80/08/30 Uranium Resources, 
tnc 3pp 46970.138-46970.140 


DOCKET 40-B801 RADIATfOK MANAGEMENT CORP., NORTHBROOK, )L 

8809290358 Forwards summary repl on radioactive matf In West Lake fandflll (NUREQ- 
13O8,R0V 1).per 860914 request W/o end 

LAROCHE,a. Fuel Cycle Safely Branch 88/09/20 KEAR,0 Dames & Moore Ip 
46694 263-46994 283 

8809290348 Forwards summary repl on radloactrve mall in West Leke Landfill (NUREQ* 
ISQB.RevnW/o end 

LAROCHE, G Fuel Cycle Safety Branch 88/09/21 PECENV.M Ecology & Environ* 
ment, Inc 1p 46986036 46986036 

6810170001 Requesla release of rept, "Site Characterization & Remedial Actions Con* 
cepts for Westlake Landfill " Sufficient time has elapsed to either return rept for rev or 
release rept to public, 

DEROOS.C Missouri. State of 88/09/21. ROUSE, LC NRC - No Detailed Affiliation 
Given 3pp. 47164 353 47164 358 

8610100145 Forwards summary rapt on radioadivo mall In West Lake Landfill (NUREQ 
1306,Rev \) per lequesl W/o end 

LAR0CHE,G Region 2, Ofc of the Director 88/10/04 SHJMKO.R. Weston (Roy F. 
Weslon, inc.). tp 47085 240 47085 240 

8810100146 Forwards summary rept (NUREG-130d,Rev 1) re radioactive mail In West 
Lake Landfill per 860921 request W/o end. 

LAROCHE, G Region 3. Ofc of Ihe Director 88/10/04 KIESLINQ.D. Earth Technolo 
gy Oorp Ip 47085*239 47065 239 

8610140204 Forwards Rev 1 to NUREG-1308. "Summary Repl on Radioactive Mali in 
West Lake Landfill " W/o end. 

LAROCHE, G Fuel Cycle Safety Branch. 88/10/07 SCHAVER.M M. JIfinols. Stale of 
1p. 47160 21 7-47150 217 

681019016S Forwards Rev 1 lo NUREG-1308 re summary rept of radioactive mat) in 
West Lake Landfill, per 881004 request. W/o end 

LAROCHE.G Fuel Cycle Safety Branch. 88/10/13 BLICKWEDEHL.R. Was! Valiey 
Nuclear Services Co . Inc Ip 47200.051*47200051, 

6610190286 Forwards NUREG-1308, Rev 1, "Summary Rept on Radioactive Matt In 
West Lake Landfill," car telcon request.W/o end 

LAROCHE, G Fuel C^cfe Safety Branch 88/10/14 STALEY, B. Chem Nuclear Sys- 
tems, Inc. Ip 47208*269-47208 289 

0610200405 Forwards NUREQ- 1308, Rev 1. "Summary Rept on Radioacfive Mall In 
West Lake Lamdlill," per 881004 request W/o encL 

LAROCHE, Q. Fuel Cycle Safety Branch 88/10/17. PETELKA.F. Chem-Nuclear Sys- 
tems, Inc. Ip 47228 218*47228.218 

0810200419 Forwards NUREQ* 1308, Rev 1, "Summary Rept on Radioactive Mat! In 
West Lake Landfill " per 881005 request.W/o end 

LAROCHE, G. Fuel Cycle Safety Branch 88/10/17, INGRAHAM, V L Lehman &. Asso- 
ciates. Inc. Ip 47227-1 10 47227.110. 


DOCKET 40-8629 FERRET EXPLORATION CO. OF NEBRASKA, INC., CRAWFORD, 
NE 

6810100016 Reviews semiannual ALARA rept for Jan-June 1988 No overexposuree re- 
ported dunng period 

GRACE, S R , HAWKINS, E F, Uranium Recovery Field Ofc, R4 88/09/20 Uranium 
Recovery Field Ofc, R4, 6pp 470B4- 142-47084 147. 

6810130132 Submits review of Ferret Exploration Co first 1988 semiannual rept for 
Crow Butte U project No significant changes or trends Identified. 

GnACE,SR, HAWKINS,EF Uranium Recovery Field Ofc, R4. 88/09/21 Uranium 
Recovery Raid Ofc, R4 5pp. 47146.158-47146 162. 


DOCKET 40-8867 EVEREST MINERALS CORP., CONVERSE COUNTY, WY 

8009280179 Informs of licensee plans to add 670 acres of reserve areas lo current li- 
cense area re development of second salelllte. Required baseline info will be submit- 
ted In near future W/o stated map showing addI lands. 

MORZENTI.SP. Everest Minerals Corp. 88/06/03. OLSEN.T.T Uranium Recovery 
Field Ofc, R4. Ip 46978.260*46978 260 

8810180135 "Semiannual Effluent & Environ Monitoring Repl for Jan-June 1989" W/ 
880826 Ilf 

HILOENaRAND,P. Everest Minerafs Corp. 88/06/30 HAWKINS, E F. Uranium Recov- 
ery Field Ofc, R4 16pp. 47172.151*47172-166 


6810060271 Ack receipt of 0BO7O1 Ur re line ruptures on 880622 & 27 Requirements of 
License Condition 44 met 

HAWKINS, EF Region 4, Ofc of the Director 88/07/16 Everest Minerals Corp, Ip 
47061 130 47061 130 

6609290249 Forwards Amend 0 to License SUA* 1511 .revising Condltlor> 40 re monitor- 
ing ring sys for Sections 21.20 & 30 sand mine units, 

SMITH.R D Uranium Recovery Field Ofc, R4 88/07/26. Everest Minerals Corp 4pp 
46998 154-46998105 

-*8609290250 Amend 8 to License SUA-1 51 1 for Everest Minerals Corp, authorizing un 
limited amount of U in unspecified form at ref authorized place of use. 

SMITH.R D. Uranium Recovery Field Ofc, R4 88/07/26 lipp 46998 158-46998 1Q1. 

>*6809290252 Recommends that License SUA-1 511 be amended to reflect new pro- 
posed monitoring ring sys.per licensee 800519 request. 

OLSEN.T.T , HAWKINS.E F, Uranium Recovery Reid Ofc, R4 88/07/26 Uranium Re 
covary Field Ofc, R4 4pp 46998.1 02*46998- 185 

8810130344 Responds to 880727 notice of violation from Insp of License SUA-1 511 on 
800615 laCorrective actions two add) alpha survey meters purchased to allow Imple- 
mentation of monthly rotational callbr schedule, 

MAYS.W.M Evergreen Internallonat Airlines 08/09/22 HAWKINS.E.F Uranium Re- 
covery Field Ofc, B4. 4pp 47133.045*47133 048 

6810140013 Discusses In situ mining above abandoned TVA underground 
workings Concerns raised re stability of tunnel roof when stressed by Injection pres- 
sures & reclamation of ore zona dewatering sya 

INGLE, S. Everest Minerals Corp 88/00/26 Everest Minerals Corp. 2pp, 47160.226 
47160 226. 

8810100003 Reviews environ monitoring rept for Jan-June 190B.No significant upward 
trend observed, 

OLSEN.TT, HAWKINS, E F. Uranium Recovery Field Ofc, n4 88/09/15 Uranium Ra- 
covery Field Ofc, R4 4pp 47004 205 47084 208 

8810120104 Application for amend to License SUA-1 511 .allowing use of new upper 
control limit VBlues.&a&eline water quality data for addi monitor wells Installed In Sec* 
Hon 21-30 sand mining unit oncl Foe paid 

MORZENTI.S P Everest Minerals Corp 80/09/22. 38pp. 47119.032-47119 089. 

8810140090 Forwards Amend 9 lo License SUA-151 1, revising License Conditions 38,39 
& 40 re baseline water quality.Four months prior to lixivlant Injecllon licensee shall 
submit aquifer testing proposal for mining units outside denoted area. 

SMITH.R D Uranium Recovery Field Ofc, R4 88/09/30. Everest Minerals Corp. 4pp 
47146*290 47146.334 

-6810140107 Amend 9 to License SUA-ISII for Everest Minerals Corp, revising re- 
quired submittal of baseline water quality data (2 months), upper control limit values (I 
month) & aquifer testing proposals (4 months) prior lo lixivlant injecllon 
SMITH.R D, Region 4, o/c of the Director. 88/09/30, lOpp 471 46-302.47 146.329. 

-8610140163 Discusses 880922 Amend 9 request to License SUA-1 611 re baseline 
water qualiN data & proposed upper control limits for addi monitor wells Installed in 
mining unit Revs of License Conoitions 38,39 & 40 recommended 
KONWINSKI.G.R . HAWKINS, E F Uranium Recovery Field Ofc, R4. 08/09/30 Uraol- 
um Recovery Field Ofc, R4 5pp. 47146 330*47146.334 

0610100302 Forwards Insp Rept 40 8857/88 02 on 880621 & notice of violation 
HAWKINS.E.F Uranium Recovery Field Ofc, R4 80/10/03 Everest Minerals Corp 
2pp 47086*193-47086.201 

>-8810100298 Notice of violation from Insp on 880921 Violation noted: lixivlant injection 
taking place In mining unit In absence of upper control limlls, 

HAmrNS,E.F. Uranium Recovery Field Ofc, R4, 68/10/03, Everest Minerals Corp 
Ip. 47086.195.47086*196. 

»8810100303 Reactive Insp Rept 40 6857/88 02 on 880 921. Violation noted Major 
areas Inspected U in situ operation & associated well field activities. 

KONWINSKI,G.R., OLSEN.TT., HAWKINS.E.F. Uranium Recovery Field Ofc, R4, 68/ 
10/03. 5pp. 47006.197-47086 201. 


DOCKET 40-8902 ANACONDA MINERALS CO., GRANTS, NM 

6609290293 Discusses decommission cost & surety for Qluewater U Mill, based on 
880129 meeting Anaconda proceeding w/englneering cost estimate, per 10CFR40,App 
A,Cnterion 9 & lO.Detalled estimate scheduled lor availability in early May 1968 
BERGSTROM, P D. Anaconda Co (div. of Atlantic Richfield Co.]. 88/02/02. 
PETTeNQlLL,H.J. Uranium Recovery Field Ofc, R4, 2pp 469 92 -347- 4 6 992 *3 4 8. 

8009260235 Discusses licensee 880630 rept re seismic evaluation of Bluewater U Mill 
In Grants, NM Licensee properly addressed local faulting in vicinity of mill, per 
10CFR40.APP A & 1OCFR1O0. 

0LSEN,T.T., HAWKINS, E.F. Uranium Recovery Field Ofc, R4. 88/07/27. Uranium Re- 
covery Field Ofc, R4. 3pp 46972 142-46972:144 


DOCKET 40-8903 HOMESTAKE MINING CO., GRANTS, NM 

8010060251 Forwards request for addi info re 880531 submittal concerning cleanup of 
windblown contamination in vicinity of tailings pile at Milan Mil). 

PETTENGILL,H,J. Uranium Recovery Field Ofc. R4. 88/07/16 Homestake Mining Co. 
2pp. 47065:358-47065*357. 

8809290229 Forwards request for addi Inlo re 870925 & 860212 submittals providing 
addi Info concerning tailings reclamation plan 

HAWKINS.E.F Uranium Recovery Field Ofc, R4 08/08/12 KENNEDY, E Homestake 
Mining Co 6pp. 46999.062*46999 067 

8810130020 Responds to NRC 880812 Itr re NRC calculations not supporting calcuTa* 
lions derived by Homestake Requests NRC calculations, analyses & evaluations for 
each area requiring mods, 

KENNEDY, EE Homestake Mining Co. 80/09/06, PFTTENGILL.H J, Uranium Recov- 
ery Field Ofc. R4 2pp 47133.020*47133.029 
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6810100215 Advises Ihol pfoposed groundwater detection monitorlrtg program will moot 
10CFR40,APP A requirements Diagram of tailings impoundment & tailings pile enct 
HAWKINS, ER Uranium Recovery Field Ofc, R4 08/09/12 Homestalo Mining Co 
4pp 470a4'338 47084 330 

8610120376 Responds to 880908 Itr re NRG request for Info & compfoteness of 
responses NRG sees no basis for contention that responses contingent upon receiv 
Ino add! info from NRG & offers no justification for extending deadline ^ ^ , 

SMITH RD Uranium Recovery Field Ofc, R4 88/09/21. KENNEDY, EE Homeslako 
Mining Co 3pp 47114 273-47114 276 


8810130065 Responds to 000914 Hr re reclamation of L-8ar mill site, Technical review 
& evaluations will be completed no later than mid-Nov, providing that existing open 
items & deficiencies can be resolved w/latost round of suomittals 
HAWKINS.E.F Uranium Recovery Field Ofc, R4. 88/09/21 DELEONARDIS,R BP 
America. Inc 3pp 47136*354 47136,356. 

6S10130115 Forwards correspondence w/Bnlish Petroleum America L-Bar mill site, per 
V//0 

GRACE, SR Uraniurn Recovery Field Ofc, R4. 86/09/21 Cobolleta, NM 2pp 
47146.166 47146.167 


DOCKET 40'«904 BP AMERICA, INC./L-pAR URANIUM FACILITY, SALT LAKE 


6610060234 Recommends that License Condition 28 re mid decommissioning be delet- 
ed & Condition 31 added to Ucense SUA-1 472. .. . 

GRACES R.. HAWKINS, EF Uranium Recovery Field Ofc, R4 86/07/13 Uranium 
Recovery Field Ofc, R4 5pp 4706a'200 47068,302 


6810070075 Forwards Amend 6 to License SUA-1 472, defoting Condition 28 Involving 
decommissioning of mill & adding License Condition 31 re groundwater detection 
monitoring program 

SMITH, R,D Lfranium Recovery Field Ofc, R4 88/07/13. BP America. Inc 3pp. 
47084*045 47084.061. 


-^610070080 Amend 6 to License SUA- 1 472 for BP America, inc, deleting Condition 26 
Involving decommissioning of mill & adding Condition 31 re groundwater detection 

SMlVH[R.?)!^U?anlum Recovery Field Ofc. R4 68/07/13 6pp 47084.04B-47004’081. 


8809290219 Provides status of review of proposed reclamation plan Areas of deficiency 
discussed Radiation safety procedures will need to be approved prior to Initiation of 

f?AWKS5s,VR^ Uranium ^Recovery Field Ofc, R4 60/07/26 DELEONARDIS.R BP 
America, InC. 3pp 46998.053-48998 065. 


8610040170 Advises of deletion of License Condition 16 from License SUA-1 472,Lan* 

S ige In License Conditions 20,21.22 & 24 cfariflod to reflect current activillos at faclt- 

ITH.R.D Uranium Recovery Field Ofc, R4 08/08/08 BP America, Inc. 3pp 
47041:025-47041*044 


-6610040164 Amend 7 to License SUA-1 472 for BP Amorlca.lnc,deletlno License Con- 
diUon 16 

SMITH, R.D. Uranium Recovery Field Ofc, R4 08 / 08 / 00 . 5pp 47041*028 47041:040 

-6610040196 Recommends that License Condition IB be deioled & License Conditions 
20,21,22 & 24 be modified & that licensee radiological safety procedures be ap 
prov^, 

GRACE, S.R. Uranium Recovery Field Ofc, R4. 88/08/00 Uranium Recovery Field 
Ofc, R4 4pp. 47041.041-47041.044. 

6610130199 Forwards sketches & calculations for redesign of cover swales using 
NUREQ/CR-4661 crlierfa L-8ar U oporatlons rodamallon plan for NRC review, per 
860726 request 

KUHN.AK Kuhn. A K, 88/08/19. QRACE.S Uranium Recovery Field Ofc, R4, 13pp. 
47136.163-47136,176 


8809260144 Forwards corresDondence ro British Petroleum America L*Bar site, per 
agreement w/Ce boll eta Lana Grant W/o end. ^ . 

QRACE.S R Uranium Recovery Field Ofc, R4, 08/00/31 Cebollota, NM. 2pp. 
46970-016-46970017. 


6809260134 Forwards geotechnical comments on 860616,22 & 0706 submittals to L- 
Bar reclamallon plan Clarification of pond regrading calcuIation8,lndicating source of 
add I fill mati, requested 

HAWKINS, E F. Uranium Recovery Field Ole, R4. 80/09/02 DELEONARDIS.R. BP 
America, Inc- 6pp 46977* 105-469/7* 169 

8810130376 Submits addi Info to Case 04008904 leiE ro L-Bar Mill Site grid corridor 

WJHNX^fNTERA Technologies, Inc. 80/09/09 NRC - No Detailed Affiliation Given. 
6pp 471 48'354-47 140.358 

88101 3023S Discusses NRC concerns ro proposed plan (or reclamation of L-Bar 
site.Response to request for addI data re geotechnical area will bo submitted by wk of 
860919 

DELEONARDIS.R BP America. Inc 88/09/14. HAWKINS.E.F Uranium Recovery 
Field Ofc, R4. 2pp 47138 351-47136*362 

6810130341 Responds to comments In NRC 060726 Hr re surface water hydrologic dafl- 
cfencles In L-Bar reclamation pian-OosIgn basis flood of top of pile recalculated using 
ultraconseryative runoff coefficient of 1 .0 

08BORN.T.Q. INTERA Technologies, inc. 68/09/14. HAWKINS.E. Uranium Recovery 
Field Ofc, R4 Opp 47132.942-47133.002 

6810140014 Fonvards responses to NRC 680902 Hr re addi info concerning geotechni- 
cal issues In L-Bar reclamation plan.Proposed settlement monitoring program 
discussed W/one oversize end 

OSBORN, T.Q. INTERA Technologies, Inc. 86/09/16. HAWKINS.E Uranium Recovery 
Reid Ofc. R4. 16pp, 47160.070*47150.144. 


-^10140017 "Field & Lab Investigations, Tailings Dam L-Bar U Operations." 

KUHN.A.K., HARR1NGTON.T.J., FRANZONE.J Q. INTERA Technologies, Inc. 81/03/ 
31.eipp. 47160.005-47150.144 

8810120149 Forwards Amend 8 to License SUA-1 472, revising Condition 19 re qualifica- 
tions of radiation safety officer, 

SMITH, fl.D. Uranium Recovery Field Oio. R4 68/09/20 BP America. Inc 2pp. 
47119:194-47119:213. 


-8610120158 Amend 6 to License SUA-1 472 for BP AmerIca.Inc.aulhorizIng use of U 
byproducts in licensee U milling facilities located in Cibola County.NM 
SMITH,R.D. Uranium Recovery Field Ofo^ R4. 80/09/20 7pp, 47110166 47119*210- 

-8810120161 Recommends that License Condition 19 of Ucense SUA-1 472 be amend- 
ed to read as stated. 

GRACE, S.R.. HAWKINS.E F Uranium Recovery Field Ofc, R4. 88/09/20 Uranium 
Recovery Field Ofc, R4 3pp. 47119.211-47119:213. 


6610160230 Appiicalion for amend to License SUA-1 472, implementing groundwater de- 
toclfon monitorfndprogram Fee paid, 

OSBORN.TG. INTERA Technologies, Inc. 88/09/30 HAWKINS,EF Uranium Recov- 
ery Field Ofc, R4. 39pp. 47105 214-47185*360. 

-6610160234 ’’Groundwater Sampling Protocols, L-Bar U Mine " 

* INTERA Technologies. Inc. 08/00/30, 30pp. 47105 253 47105 202 

-8610180237 ’'Sampling of Ten Special Well as Part of Detection Monitoring Program 
During June,Jul, A Aug 19d9.L-Qar U Mine ” 

• INTERA Technplogias. Inc. 88/09/30 70pp 47186*283-47185.360 


DOCKET 40-6906 KERR-MCGEE CORP./OUIVIRA MINING CO„ OKLAHOMA CITY, 
OK 


8609260160 Forwafds Interim 6 final survey rept for decontamination of Ambrosia Lake 
Evaporation Pond 8 Panding venficatlon of split samples colleclod by NRC on 
0Q0330.Pond 6 & 6 will be reloasod for final covericontouring.mulching & seeding. 
CLEVELANDJ.E. Quh/lra Mining Co. 88/05/02 GARCIA.P Uranium Recovery Field 
Ofc, R4 30pp. 48977-171 ‘40977.200 

6009290237 Advises that listed Items need to bo addressed before NRC emend license 
to Incorporate acceptable detection monitoring program based on review of 
880129.0421 & 0010 submittals 

HAWKINS.E F. Uranium Recovery Field Ofc, R4. 80/07/29 Qulvira Mining Co. 2pp 
46999*036-46999.037. 

6809290143 Forwards Amend 8 to License SUA‘1473, adding License Condition 33 to 
authorize stope leaching through Injection of chemically fortiTiod mine waters. 

SMITH, RO. Uranium Recovery Field Ofc, R4, 08/08/11 Quivira Mining Co 4pp 
47000*109 47000*126. 


-6609290144 Amend 8 to License SUA-1 473 for Quivira Mining Co, adding Condition 33 
to authorize licensee to Infect chemically fortified mine waters, per 870714 submiltal 
SMITH, R.D. Uranium Recovery Field Ofc, R4 88/08/11. 8pp. 47000.113 47000 125. 

6609290160 Recommends approval of amend to Ucense SUA-1 4 73, adding Condilion 
33 as alated,por licensee 8/0714 submittal to Inject chemically fortified mine waters 
Into previously mined stopes. 

KONWINSKI,Q R , HAWKINS.E.F. Uranium Recovery Field Ofc, R4, 88/08/11 Urani- 
um Recovery Field Ofc. R4. 3pp 47001:043 47001.045 


6610130186 Confirms 88D901 telcon clarifying faw Hems of 300729 Hr & 880310 dotoc- 
tlon monitoring plan at Ambrosia Lake facility. Twenty constituents to bo analyzed for 
dissolved fractions Mercury to be analyzed as (olat constituent. 

FERDINAND, B. Quivira Mining Co. 00/09/01. QRACE.S Uranium Recovery Field Ofc, 
R4. Ip. 47148.166*47146*165. 

6610130029 Forwards Amend 9 to License SUA-1 473, adding License Condilion 34 re 
Implomontallon of groundwater detection monitoring prog ram, per 10CFR40.App A 
SMITH, R D. Uranium Recovery Field Ofc, R4. 88/09/27 STAUTER.J QuMra Mining 
Co 2pp 47137.010 47137:036. 


-6810130034 Amend 9 to License SUA-1473 for Quivira Mining Co, adding Condition 34 
re Implementation of groundwater dotecllon propfam.pef i0CpR4O,App A 
SMITH.R.D. Region 4, Ofc of the Director. 88/09/27. 1 1pp. 47137.0^0-47137.030. 


-8810130038 Advises of staff recommendation that proposed Point of compliance & 
background wells, as well as proposed Criterion 13 constituents, be incorporated Into 
License SUA-1473 through addition of License Condition 34 
GRACE, S.R . HAWKIN8^.F Uranium Recovery Field Ofc, R4 88/09/26. Uranium 
Recovery Field Ofc, R4. 6pp. 47137.031-47137:036. 


DOCKET 40-6907 UNITED NUCLEAR CORP., SANTA FE, NM 


6810130161 Forwards Canonlo Environ, "Response to Comments Surface Water Hy- 
drology & Erosion Control," re surface waler/oroslon proteclion aspects of 880729 

VEl5(sqUe£j.R United Nuclear Corp. (subs, of UNO Resources, Inc). 88/08/31 
HAWKINS.E.F Uranium Recovery Raid Ofo, R4. Ip. 47132:1 1 1-47132.302 

-6610130187 "Response to Comments Surface Water Hydrology & Erosion Control" 
• CanonIe, Inc. 88/09/30. 200pp. 47132.112-47132.302. 

6609280174 Forwards licensee wntten procedure for control of blowing tailings, per 
880304 Hr, 

VELASQUEZ, J.R. United Nuclear Corp (subs of UNO Resources, Inc) 88/04/28. 
PETTENGILL,H. Uranium Recovery Field Ofc, R4. 4pp. 46070*122-46978 126 

6810170325 Summarizes 880427 meeting w/D Smith re proposed plan for completion 
of tailings reclamallon of Church Rock facility. Draft execuilvo summary of plan which 
United Nuclear Corp will follow, Including table Idenlifylng critical path end 
VELASQUEZ,J R, United Nuclear Corp (subs, of UNC Resources, fna). 88/04/28 
PETTENGILL,H. Uranium Recovery Field Ofo, R4. itpp 47158.281-47160*291. 

6610060126 Requests that procedure re deficiencies discussed be reevaluated & resub 
milted for further review by 880821 ^ ^ 

PETTENQILL,HJ. Uranium Recovery Field Ofc, R4 08/07/21 VELASQUEZ,J,R. 
United Nuclear Corp. (subs of UNC Resources, Inc) 2pp 47071*063 47071*064 
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fiB1p04Q438 Discusses Urnted Nuclear Corp submitlal of proposed program for coriuol 
ir failings Recommends lhal final upgrade of License SLlA-1476 be accom 

pushed U> Incof pora fe approved programs by oeleling License Condilfon 27, 
GARCfA.P J , PETTENGllUH J Uranium Recovery Field Ofc. R4. 88/07/26 Uranium 
Recovery Field Olc. R4 9pp 4703B 259 47030 267 

8810100160 Forwards comments on surface water hydrotogy/erosion protection per 
680726 meeting on reclarnalion plan 

HAWKINS,E.F. Uranium Recovery Field Ofc, R4 88/07/29 VELASOUEZ,J United 
Nuclear Corp (aubs of UNG Resources, Jnc) 6pp 47084 181-47084.187 

6010130283 Clanflas statements made in 880B09 Itr & addresses questions raised 
during 68001 Q meeting re Church Rock mil). Proposed remedy for groundwater con 
lamination at site not remtedy that was expected. 

MITZELFELT.R, New Mexico. State of 88/08/30 VELASQUEZ, J United Nuclear 
Corp. (subs of UNC Resources, Inc) 2pp 47 154 '287-471 54 266. 

8810200059 Forwards "NRC Reclamation Cost Estimate " 

VELASQUEZ. J.R. United Nuclear Corp. (subs of UNC Resources, Inc), 88/08/31. 
PETTENGIU,H Uranium Recovery Field Ofc, R4 Ip. 47198 230 47198.293 

**8810200064 "NRC Reclamation Cost Estimate'’ 

* Canonie, Inc. 88/08/31 77pp 47198 231-47108 293 

8809260153 Forwards summary listing of Info available at Region IV & U Recovery Field 
Ofc,h response to Senator Simpson request for documents re recently completed 
MOU between NflC & EPA concerning Churchrock U mill. 

PETTENQILLjH.J. Uranium Recovery Field Ofc, R4. 88/09/01. BOYLE, RR, Division 
o^LowJ^evol Waste Management & Decommissioning (Post 870413). 5pp 46976*340- 

8609290169 Advleea that preferred alternative discussed In "United Nticfear Corp 
Churchrock Site Operable Unit Feasibility Sludy,Qa1lup,NM,’' consistent w/groundwai- 
er millgatlon eSforlapar 10CFR40,App A. 

SMITiCro. Uranium Recovery Field Ofc. R4 00/09/02 WRIGHT.U Environmental 
Protection Agency 2pp 47001 035 47001 036 

6610130006 Requests that comment period re remedial Investigation/ feasibility study 
on site be extended for 30 days 

VELASQUEZ.J.R, United Nuclear Corp (subs of UNC Resources, Inc.). 88/08/09, 
HANNESCHILAGER Environmental Protection Agency 2pp 47146*262-47146 263, 

8610130198 Forwards map to be used In place of Figure 5-19 re rept "Remedial Investi- 
gation UNC Churchrock Site Draft Final ^ 

ROWE,W D Environmeniafc Protection Agency. 88/09/09, PETTENQILL,H. Uranium 
Recovery Field Ofc, R4 2pp. 47136 298-47136 299 

8610130219 Discusses 660618 meeting w/S Cary & I Morgan to clarify state environ 
Improvement dtv (EID) position re Involvement in reclamation of Church Rock site EID 
rationale for determ I nmg background levels for all constituents needed 
VELASQUEZ, J R. United Nuclear Corp (subs of UNC Resources, Inc.) 88/09/09 
MITZELFELT,R, New MexJco, Stale ol 3pp. 47150026 47156 027. 

6610170215 Forwards Amend 3 to License SUA-1 475, Incorporating proposed ground- 
water remediation for aquifer (Zones 1 & 3) for adherence to schedule for cleanup of 
windblown tailings & placement of final reclamation cover 
SMITH, R D Uranium Recovery Field Olc. R4. 88/09/13. JOHNSON, C United Nuclear 
Corp. (subs of UNG Resources. Inc), 3pp 47170 316-47170 336, 

**6810170218 Amend 3 to License SUA-1476,requlring Implementation of groundwater 
remediation program for Upper Gallup aquifer (Zones 1 & 3) lor adherence to sched- 
ule for cleanup of windblown tailings & placement of final reclamation cover 
SMITH,R.D. Uranium Recovery Field Ofc. R4 88/09/13 7pp 47170.319-47170*333 

>*8810170223 Reviews vendor 860726 addendum to proposed reclamation plan re pro- 
posed active groundwater remediation program for Upper Gallup aquifer (Zones 1 & 
2) Supports amend to License SUA*1475 to Incorporate proposed programs. 
GARCrA.P.J„ FETTINGILL.H J. Uranium Recovery Field Ofc. R4 08/09/13 Uranium 
Recovery Reid Ofc, R4. 6pp. 47170,334 47170 338 

8810130171 Concludes that active groundwater cleanup action proposed by UNC re 
upper gallup aquifers (Zones 1 & 3) consistent w/ groundwater mlilgatlon efforts to be 
achieved as result of Issuance of record of decision 

WRIQHT.L D Environmental Protection Agency 88/09/15 SMITH, R.O Uranium Re- 
covery Field Ofc, R4. Ip, 47136 357.47136-357 

88100602S2 Informs of issuance of amends to License SUA-1475 per 860718 
request Amends Incorporate final upgrade of license, (mplement groundwater monitor- 
ing program & provide decommissioning plan & windblown tailings cleanup, 

SMITHfl D. Uranium Recovery Field Ofc, R4 88/09/26. JOHNSON.C. United Nuclear 
Corp. (subs of UNC Heaources, Inc ) 6pp 47065:254 47065 273. 

>*861 0060266 Amend 2 to License SUA-1476.incorporalin9 final upgrade of 
license, I rt^plementing groundwater monitoring program, authorizing enhanced evapora- 
tion ays, providing for decommissioning plan & windblown tailings cleanup 
SMITH, R.D Region 4. Ofc of the Director. 88/09/26. 6pp 47065.260 47065-273 

6610130142 AcK receipt of 680916 draft record of decision for UNG groundwater opera 
bio unit Proposed recommendation of active tailings seepage collection In both Upper 
Gallup aquifer compatible w/groundwater restoration program 
SMITH, R.D. Uranium Recovery Field Ofc, R4. 66/09/27. DAVIS, A.M, Environmental 
Protection Agency. 3pp. 47 121, 189-471 21 -191. 

6610130236 Advises that NRG reviewed written procedures for control of blowing 
I ail mgs, submitted by 860428 & 0819 Itrs & found procedure Inadequate Requests re- 
sponse within 30 days. 

PfenENGILL^HJ. Uranium Recovery Field Ofc, R4 88/09/27 VELASQUEZ, J,R 
United Nuclear Corp. {subs of UNC Resources, Inc) 3pp 47146*267-47146 269. 


DOCKET 40-8911 MOBIL ALTERNATIVE ENEROY. INC., BOULDER, CO 

0609280217 Informs that licensee plans to plug & abandon 27 wells at Section 9 well- 
fields In early May 19aB.Secl!on 9 constitutes pattern wel|s,monitor wells & domestic 
well, Wells to be plugged using end procedures approved by slate engineer, 

CULLEN, J.F. Mobil Coal Produdng, Inc 88/04/21. KONWINSKI.Q Region 4, Ofc of 
the Director. 6pp. 4 697 1*241-4697!. 245. 


8810160216 Advises that decommissioning of Crownpoint Section 9 in situ pilot test 
project complete.Site reclamation will begin on 8B0B28 & be completed on 
B80920 Once activities completed, vendor plans to request termination of license, 
CULLEN, JF Mobil Coal Producing, Inc 8B/08/30 OLSEN.T Affiliation Not Assigned 
Ip, 47174 325 47174,326 


DOCKET 40-0926 ALTAIR RESOURCES, INC., CASPER, WY 

0810060265 Discusses review of Altair Resources semiannual rept & aquifer restoration 
rept, per 8B0B02 Itr 

KONWINSKI.G R , HAWKINS, EF Uranium Recovery Field Ofc, R4. 08/00/02 Urani 
urn Recovery Field Ofc, R4 6pp, 47067,276 47067-280, 

6010060148 Ack receipt of 0BO725 A 2B lira re semiannual effluent release & 
splli.re&pectivoly NRG will Inspect spill area during future insp, 

HAWKINS,E F, Uranium Recovery Field Ofc, R4 80/08/00 Altair Resources, Inc 
2pp 47074-239*47074-240. 


DOCKET 40-0943 FERRET EXPLORATION CO. OF NEBRASKA, DENVER, CO 

8810130024 Forwards corrected replacement pages for oppKcallon & suppporting envi 
ron rept for Stale of NE underground Injection control program commercial perrml 
* Ferret Exploration Company of Nebraska, Inc. B8/08/30 Ferret Exploration Compa 
ny ol Nebraska, Inc Opp 47136.342-47136.344 

6810140005 Forwards transcript of EPA 880823 public hearing ra Chadron aquifer 
exemption, for review 

COLLINGS.S.P Ferret Exploration Company of Nebraska, Inc 88/08/31 
KONWINSKI.G. Uranium Recovery Field Ofc, R4. 68pp. 47150-230 47150,296. 

0010130018 Forwards Info on vacuum dryers similar to what would be used at Crow 
Butte project, 

KNODE,R. Ferret Exploration Company of Nebraska, Inc 80/09/02. KONWINSKI.G. 
Uranium Recovery Field Ofc, R4. 13pp 47138.329 47130.341, 


DOCKET 40*8946 ALLE-KISHI REGIONAL ONCOLOGY CENTER, NEW 
KENSINGTON, PA 

0010060004 AcK receipt of 880719 Hr Informing NRC of steps taken to correct violations 
noted In Insp Rept 40 8946/88-01. 

KINNEMAN.JD Region 1. Ofc of the Director 88/09/28 HANS.LF Alle-KIsW He 
glonal Oncology Center, New Kensington, PA. 2pp. 47072-1 13-47072.116 

>•8610060007 Responds to NRC Itr re violations noted In Insp Rept 40-8946/88 01 Cor- 
rective actions name & address on original license to correctly read as listed 
HANS.LF. Alle-Kishi Regional Oncology Center, Now Kensington, PA, 88/07/19 
Region 1. Ofc of the Director Ip. 47072 116 47072-115 


DOCKET 40-8964 SEQUOYAH FUELS CORP., OKLAHOMA CITY, OK 

8609290269 Application for amend to License SUB-1 010, transferring license & mgl 
oversight to Kerr-McGee Corp 

STAUTER.JC, Kerr-McQee Corp 88/08/16 SMITH, D.R. Uranium Recovery Field 
Ofc, R4. 9pp. 46984-289-46984-291. 

8810140002 Forwards response to completeness related comments made In State of 
WY Ur of 88081 5.R9vl8ed pages or addi data ref In response also attached & num- 
bered for Insertion in Smith Ranch Project application. 

FREEMAN.M D Sequoyah Fuels Corp. (subs, of Kerr-McGee Nuclear Corp.) 86/08/ 
30 SHAFFER, R. Wyoming, State of. lipp, 47161 012-47161*022 


DOCKET 40-0960 HYDRO RESOURCES, INC., DALLAS, TX 

8010130317 Responds to 880816 request for addI Info re discharge plan Financial se- 
curity will be provided by means of Itr of credlt,8urely bonds, cash or paymonls from 
production. 

PEUZZA,M.S Hydro Resources, Inc. 88/09/01. LAMBERT, K. Now Mexico, Stale ol 
lepp. 47133.094 47133:112. 

0010130012 Forwards geophysical logs, lithology logs & well completion repts for Wells 
CR-7 & GR 8, Core permeability analysis for CR-7 & field description of core also 
encl.W/o ends. 

PELtZZA,M.S. Hydro Resources, Inc 88/09/06. OLSON, T. Uranium Recovery Field 
Ofc, R4 Ip. 47136 353-47136-363 


DOCKET 40*8971 U.8. ENERGY CORP., RIVERTON, WY 

8810100017 Application for amend to License SUA-1 624, authorizing storage of contaml 
nated equipment & malls listed on end Inventory list Fee paid. 

WEBeER,K. U.S Energy Corp. 00/09/09. ROSE,H Uranium Recovery Field Olc, R4 
3pp. 47004*188 47084*190 


DOCKET 40-8973 SOLUTION MINING CORP., LARAMIE, WY 

8610130047 AcK receipt ol 880622 Ur offering aeverol comments on baseline water 
quatlly data collection program proposed for envisioned Stale of WY U mine Concurs 
w/om(88ion ol radionuclides from program. 

FARRELl,C.W. Solution Mining Corp 88/09/03. HAWKlNSiE.F Uranium Rocovery 
Field Ofc, R4. Ip 47132.320-47132*320. 

6010130177 Discusses pre-mining baseline data collection program.Pump testing proce 
dure appears to be welt thought out on an If, then basis. 

INGLE, S Solution Mining CTorp 88/09/14. Solution Mining Corp. 2pp. 47154.323* 
47154:324. 
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DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


t>OCKET 60*3 INDIAN POINT STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8810170476 Forwards public version of revs to Book 2 of emergency procedures docu- 
menu 

BRAM.S 8. Consolidated Edison Co. of New York, Inc efl/OP/23 Document Control 
Branch (Document Control Desk) Ip 47171 230 47171 323, 

-8810170480 Revised Implemenlatlon procedures, Including Rev 6 to IP-1035, "Techni- 
cal Support Clr," Rev 4 to IP- 1023, "Operational Support Ctr" & Rev 4 to IP-1016, 
"Obtaining Meteorological Data " 

* Consolidated Edison Co of New York, Inc 86/09/21 BOpp. 47171 231-47171-323 


P. Operating llcansa stage documents & correspondence 

8809120065 Generic Ltr 88-15 to all power reactor licensees & applicants re electric 
power sys - Inadequate control over design processes 

CRUTCHFIELD, D Associate Director for Projects (Post 870411) 08/09/12. Consoli- 
dated Edison Co of New York, Inc, 60pp 47001:239 47001.300 

8810050068 Generic Ltr 88 16 to all power reactor licensees & applicants re removal of 
cycle-specific parameter limits from Tech ^ecs Svc list end. 

CRUTdHFIELD,D Associate Director for Projects (post 870411) 00/10/04 Consoli- 
dated Edison Co of New York, Inc 4Bpp 47116 145-47116-104. 


Q. Inspection reports, IE Bulletins A correspondence 

8809010337 NRG Info Notice 68-073, "Direction Dependent Leak Characteristics of 
Containment Purge Valves " Svc list end. 

ROSSI, CB Division of Operational Events Assessmenl (Post 870411) 88/09/00. 
Consolidated Edison Co ofNewYork, Inc 119pp 46958.068-40958.177. 

6809150008 NRG fnlo Notice 88 077, "Inadvertent Reactor Vessel Overfill.^’ Svc list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/22. 
Consotldaled Edison Co. of New York, Ino 111pp. 471 14-201.471 1 6:042. 

8809190047 NrC Inlo Nolice 88 078, "Implemenlatlon of Revised NRG-AdmInIstered 
Requallfication Exams." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessmenl (Post 870411). 88/09/22 
Consolidated Edison Co of New York, Ino. 1 19pp. 471 16’043*471 16,046 

8809230092 SuppI 1 lo NRC Info Notice 88-069, "Movable Contact Finger Binding In 
HFA Relays Mfg by QE." Svo list end 

ROSSI, CE. Dmsion of Operational Events Assessment (Post 870411). 88/09/29, 
Consoildaled Edison Co. of New York, Ino. M7pp. 471 16‘163-47 116.281. 

8810030265 NRC info Notice 68 080, "Unexpected Piping Movement Attributed to Ther- 
mal Slralificatlon." SvC list end. 

ROSSI, CE, Division of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co. of New York, Ino. 223pp, 47115:282-471 16 285. 

8810040066 NRG Info Notice 88 081 ''Falfure of AMP Window Indent KYNAR Splices & 
Thomas & Belts Nylon Wire Caps During Environ Qualification Tesllng " Svo list end. 
ROSSI, C.E. Diviaion of Operational Events Assessment (Post 870411). B8/to/07 
Consolidated Edison Co. of New York, Inc. IIOpp, 47116.026-47116:144. 

8810130161 NRC Info Notice 88 083, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys," Svc fist end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 88/10/10. 
Consolidated Edison Co. of New York, Ino. 119pp. 47106:239*47196:367. 


V. Operator Examinations 

6608170150 Qaneric Ltr 88-13 lo all power reactor licensees & applicants for OL re op- 
erator licensing exams, Svc list end. 

MIRAQUA,F.J. Associate Director for Projects (Post 870411). 88/08/08. Consolidated 
Edison Co. of New York, Inc B6pp. 4605^001.46958-057. 


DOCKET 50-5 PENNSYLVANIA STATE UNIV, RESEARCH REACTOR 


0. Inspection repohs, |E Bulletins A correspondence 

8810170320 Forwards Exam Rept 60*005/86-0301 on 080830 r© written exam adminis- 
tered by NRC lo one univ reactor operator. 

QALLO,R.M Region 1, Ofo of the Director. 80 / 10 / 06 , HOSIER, C.L Pennsylvania 
State Univ., University Park. PA. 2pp. 47159:227-47160-250. 

-8010170323 Exam Rep I 60-005/08 03OL on 080830. Exam resulls.one senior reactor 
operator passed exam. 

WALUCE.D, ESELQROTH.P.W. Region 1, Ofo of the Director. 80/09/20. 22pp 
47169:229 47159-250. 


V. Operator Examinations 

0810170320 Forwards Exam Rept 50-006/88-0301 on 880830 re written exam adminis- 
tered by NRC to one univ reactor operator. 

QALLO.R.M. Region 1, Ofc of the Director. 68/10/06. HOSLER,C,L. Pennsylvania 
Stale UnW., Untversrty Park, PA. 2pp 471 59:227 ■ 47 169'.250 

•-881 01 70323 Exam Rapt 50 005/88-0301 on 880830.Exam re8ult8;one senior reactor 
operator passed exam. 

WALLACE.D., ESELQROTH.P.W. Region 1, Ofc of the Director, 88/09/28. 22pp. 
471 69,229-471 69:250. 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire prolecllon plans 

880930001 1 Forwards Rev 25 to secunty plan Rev outllnas declassification ol Unit 1 re. 
actor 8phere.core spray/post- Incident room & cribhouse Rev withheld (ref 
10CFR73 21) 

BUSS,H E Commonwealth Edison Co 88/09/23 Document Control Branch (Docu- 
ment Control Desk). 1p. 47003 065-47003 065 

8810030206 Rev 9 to Emergency Plan Implementing Procedure EPIP tOO-CI, "Station 
Director (Checklist of Initial Generallng Station Emergoncy Plan Responsibilities) " 

' Commonwealth Edison Co. 88/09/80 13pp 47010 215 47010,227 

8810110388 Revised environ director emergency procedures, Including Rev 6 to ED 6A, 
"Calculation of Offsite Whole Body Radiation Dose from Noble Gas Radioactivity In 
Containment" A Rev 5 to ED 26, "Zion Station Lake Breeze Dose Calculation " 

• Commonwealth Edison Co 08/10/04 4Spp 47109-209 47109,263 

8810140094 Rev 1 to Emargency Plan Implemenling Procedure EPIP 200-T3, "Time De 
pendent Containment Radiation Correction Factors Table " 

Commonweallh Edison Co. 88/10/06 5pp 47154 300-47154.304 


H. General correspondence 


8810060035 Comment supporting petition lo rescind paragraphs (x)(y) of Section 
10CFR50 64 re cases of hazardous practices Including util authorizing senior operator 
to turn oil safety sys In emergency bolore sys has tinlsned lob 
YOUNG, C Affiliation Not Assigned. 80/09/03 CUUSENK,M.J. Commisalonera. 2pp 
47013 240-47013.261 

-*8610060057 Discusses safety problems at Comm £d nuclear power plants re nsking 
fuel meltdown by turning off safety sys as directed by util poll^ In emergency If cor© 
cooling Is adequate Vice president Instruction end, 

YOUhTQ.C. Affiliation Not Assigned 88/02/24. WEIL,C.H Region 3, Ofc of the Direc- 
tor. 4pp. 47010.248 47013-261. 


P. Operating license stage documents & correspondence 

6609120085 Genodc Ltr 88-15 to all power reader licensees A applicants ro electrlo 
power sys - Inadequate control over design processes 

CRUTCHFIELD, D. Associate Director for Projects (Post 870411) 88/09/12 Consoli- 
dated Edison Co. of New York, Inc flOpp 47001-239*47001.300 

B81003D389 Forwards roquesl for addi Info re proposed Tech Specs 
changos, decommissioning plan & environ rept to dafate authority to operate facility 
ERICKSON, P.B. Standardization & Non-Power Reactor Project Directorate 88/09/27. 
MORGAN, W E. Commonwealth Edison Co 6pp. 47005 230 47005.237. 

8610050068 Genarlo Ltr 88-16 to all power reactor licensees & applicants ro removal of 
cycle specific parameter limits from Tech %)0C8.Svc list end 
CRUTCHFIELD,0. Associate Director for Projects (Post 870411) 88/10/04. Consol! 
dated Edison Co of Naw York, Inc. 48pp 47116.146 47116-194. 

8810170347 Advises that 800912 Rev 52 to QA Topical Rept CE-I-A ccnsfslent w/re- 
quiroments of 10CFR50,App B & accoptabte 

WRIGHT, G.C. Region 3, Ofc of the Director 88/10/07 REED.C, Commonwealth 
Edison Co 2pp. 47166.086-47166 007. 


0. Inapectlon reporta, IE Bulletins A correspondence 

8809010337 NRC Info Notice 00 073, "Direction Dependent Leak Characteristics of 
Containment Purge Valves " Svc list end, 

ROSSI,C,E. Division of Operational Events Assessment (Post 070411). 88/09/08 
Consolidated Edison Co or New York, Ino 119pp 4 6 958- 058-4 69 58 -177. 

8809150000 NRC Info Notice 80 077, "Inadvertent Reactor Vessel Overfill." Svc fist 
encL 

ROSSI,CE. Division of Operational Events Assessment (Post 870411), 88/09/22. 
Consolidated Edison Co. or New York, Inc. Illpp 47114-291-471 16:042. 

8809190047 NRC Info Notice 88-070, "Implementation of Revised NRC- Administered 
Requallfication Exams." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411). 68/09/22 
Consolidated Edison Co. OfNewYork, Ino. 119pp 47116-043-47116:046. 

8809230092 Suppi 1 lo NRC Info Notice 68-089, "Movable Contact Finger Binding In 
HFA Relays Mfg by QE." Svc lisl end, 

ROSSI.C.E. Divisfon of Operational Events Assessment (Post 870411). 0B/O9/29, 
Consolidated Edison Co. of New York. Ino. 117pp 47116:163-47116.201. 

8810030265 NRC Info Notice 88-000, "Unexpected Piping Movement Attributed lo Ther- 
mal Slralificatlon." Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 88/10/07. 
Consofidatod Edison Co. of New York, Inc. 223pp. 47116:282-47115:286. 

8810040066 NRC Info Notice 08-001, "Failure of AMP Window Indent KYNAR Splices A 
Thomas A Betts Nylon Wire Caps During Environ Qualification Testing." Svc list end. 
ROSSLC.E Division of Operational Events Assessment (Post 870411). 08/10/07. 
Consolidated Edison Co. of New York, Inc 1 16pp. 471 16:026-471 16:144 

8810130161 NRC Info Notice 68 063, "Inadequate Testing of Relay Contacts in Safety- 
Related Logic Sys." Svc list end, 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 88/10/19. 
Consolidated Edison Co. of New York, Inc, 119pp 47196:230 47190-367. 



10 DOCKETED ITEMS 


S Reportable occufrencoo, LERs & rolateft corrospondence 

0810190168 Part 21 ropt re potential problom w/EMO 20 645E4,Type 999 ejccaatlon sys 
circuit bmaker & wirmg Potential for field circuit breaker to trip duo to combined afr 
temps & field currant exists at all plants w/Modet 999 sys 

KULCHAK,R D Morrison Knudsen Co„ Inc 80/10/12 MURLEYJ Office of Nucfear 
Reactor Regulation, Director (Post 870411) Bpp 47263 350*47263 357 


V Operator £j<amlnatloii8 

0806170150 Generic Ltr 98-13 to all power reactor licensees & applicants for OL ro op- 
erator licensing exams.Svc fist end 

MIHAQLIA^FJ Associate Director for Projects (Post 070411) 88/08/06 Consolidated 
Edison Co of Now York, Inc 56pp 4695S 001-46958 057 


DOCKET 50*20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


F. Security, medical, emergency & fire protection plans 

6610040029 Confirms 660908 telcon re use of facility for temporary storage of classified 
document Rept re nonpower reactor sabotage study should be reviewed by univ, 
ADAMS, A Standardization & Non Power Reactor Project Directorate &6/0&/14 
HOVDA.D, Massachusetts Institute of Technology, Cambridge, MA 2pp 47071 016* 
47071 017 


O Inapectfon raportSt IE Buftetina & correspondence 

8810170299 FOIA reouesl for documents re results of insps of low level nuclear reactor 
al MIT during poriod from Jan 1985 to present 

WALTHERS,C The Tab Newspapers, Newton. MA 88/08/23. NRC • No Detailed Af- 
filiation Qivan Ip 47100 193 47100 103, 

8610170263 Final response to FOfA requost re (nsp.exam & annual repis Forwards 
documents listed In App A Documents also available in PDR 
GRIMSLEY.DH NRC - No Detailed AfWon Given. 86/09/27 WAITHERS.C The 
Tab Newspapers, Newton, MA 4pp 47100 194 47100 310 


R. Periodic operaling reports & related correspondence 

8S1017D293 Final response \o FOIA request re )n$p,exam & annual repts. Forwards 
documents listed in App A Documents also available (n PDR 
GRIMSLEY.D H NRC • No Detailed Affiliation Given 88/09/27. WALTHERS.C. The 
Tab Newspapers. Newton, MA 4pp 47100.194*47100 310, 


V. Operator Examinations 

6810170293 Final responss to FOIA reouest re lasp.oxam & annual repts Forwards 
documents listed In App ADocumenia also available In PDR 
GRIMSLEY.OH NRC • No Detailed Affiliation Given 08/09/27. WALTHERS.C The 
Tab Newspapers, Newton, MA 4pp 47100.194-47100 310 


DOCKET 50*27 WASHINGTON STATE UNIV. RESEARCH REACTOR (TRIQA) 


V. Operator Examinalions 

8810140046 Forwards operator license certificate for presentation to 8F Bunco as rec- 
ognition of achievement 

KIRSCH.DF Region 5. Ofc of the Director 88/09/21, WILSON, W Washington Umv, 
SI, Louis, MO 1p 47156,060 47156060 


DOCKET EO-29 YANKEE-ROWE NUCLEAR POWER STATION 


F. Security, medfcal, emergency & fire protection plena 


-0610030444 Environ aesossmenl & finding of no significant Impact re oxemptlon from 
echedulor requiromonta of property Insurance rulo (1OCFH50 54) 

WESSMAN.R H Projort OIreclorato (*3 08/09/27 4pp 47004 231-47004 234 


P. Operating license stage clocurnonte & correspondence 

8609120085 Generic Ltr 88-15 to ell power reactor hconsees & applicants re elecinc 

g ower sys - inadequate control over design processes 
RUTCHFIELD.D Associate Director for Projects (Post 070411) 80/09/12 Consoli 
dated Edison Co of New York, Inc 60pp 47001*239 47001 300 

8610030106 Notification of 881013 meeting w/uliJ in Rockville, MD to discuss routine 
monthly scheduling & prforltl 2 at(on. 

FAIRTILE.M Project Directorate (-3 80/09/27 WESSMAN.R Project Directorate I-3 
2pp 47009 085*47009 086 

6810060123 Responds to 070219 request for plent-spocjflc seismic verification plans & 
schedule fo resolve USI A-46 per Generic Ltr 87-02 Waikdown will be performed by 
end of second refueling outage 

PAPANIC.Q Yankee Atomic Eioctnc Co 88/09/30 Document Control Branch {Docu- 
ment Conlrol Desk) Bpp 47070 113 47070 117. 

8810050058 Generic Ltr 88-16 to all power reactor liconsoos & applicants re removal of 
cycle specific parameter limits from Tech Specs.Svc fist end 
CRUTCHRELb.D Associate Director lor Projects (Post 070411) 88/10/04. Consol) 
dated Edison Co of New York, Inc 48pp 47116 145 471 16* 104 

6610170244 Forwards App A Rev 1 to "Incore Detection Sys Analysis," In support of 
Proposed Change 216 to Tech Specs. 

PAPANIC.G Yankee Atomic Electric Co 80/10/11 FAIRTILE.M B Project Dlredoraie 
1-3 Ip 47159 057-47169*174 

-8810170251 App A Rev 1 to "Incote Delocllon Sys Analysis,*' 

• Yankee Atomic Electric Co 0B/O9/3P 117pp 47159'O60-4716O-174 

BB 10170358 Forwards "Technical Evaluation Rept TMI Action NUREG 0737 (It D 1) 
Relief & Safety Valve Testing Yankee Rowe," NRC endorses findings In technical 
evaluation rept Util response acceptable. 

FAIRTILE.M o. Projecl Directorate )*3. 80/10/12. PAPANIC.Q Yankee Atomic Eloclrfc 
Co 2pp. 47168 007*47168 032 

-8810040112 'Technical Evaluation Rept, TMI Actlon-NUREG-0737 (110.1), Relief & 
Safely Valve Testing, Yankee Rowe." 

FINEMAHCP, NALE2NY,CL EG&G Idaho, Inc (subs ol EGiQ, he). 
FINEMAN.C P Idaho National Engineering Laboratory* FIN A 6402 EGG-NTA-8035, 
88/03/31, NRC • No Detailed Affiliation Given 24pp. 47168 009 47168:032 

6810170398 Forwards Amend 116 to License DPR-3 & safety evaluation Amend per* 
mils mod to nonsafely-claas portions of neutron shield tank cavity leakage collection 
piping 

FAIRTILE.M B Project Directorate 1 3. 80/10/12 PAPANIC.Q. Yankee Atomic Electric 
Co. 4pp. 47163:135-47163.146- 

-8810170403 Amend 116 to License DPR*3.permit1lnQ mods to nonsefety'Class portions 
of neutron shield tank cavity leakage collection piping 
WESSMAN.R H. Prolect Direcloralo I 3 08/10/12 6pp. 47163 130 47163.144. 

-8810170407 Safety evaluation aupnorling Amend 116 to License DPR-3 
• Office of Nuclear Reactor Regulation, Director (Post 070411). 06/10/12. 2pp 
47163.145-47163 146 

8310240126 Forwards Amend 118 to License DPR-3 & safety evaluation. Amend 
changes Tech Specs re specific values of boron concentration & requirement for fn 
verse count rate muttiplicallon measurement under stated cortditions. 

FAIRTJLE.M.B. Project Directorate 1*3 80/10/17. PAPANiaQ Yankee Atomic Electric 
Co 6pp 47269: 107-47269' 121, 

-6610240129 Amend 110 to License DPR-3, revising Tech Specs re specific values of 
boron concentration 

WESSMAN.R H. Project Directoralo 1*3 08/10/17. 6pp. 47269-1 IS 47269.118 

-8310240134 Safety ovaJuation aupportinn Amend 110 to Llconso DPR-S. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 80/10/17. flpp. 
47259.119-47269*121. 


6809260173 Forwards final SALP Rept 50 029/86*99 for 061007-000331 & 
errata Evaluation of comments resullad in amending emergency preparedness analy- 
sis & board recommendations 

RUSSELL.W.T Region 1, Ofc of the Director 08/09/15. DRAWBRIDQE.e L. Yankee 
Atomic Electric Co 4pp 47177 002-47177.083. 

-6809290260 Final SALP Rept 50 029/08 09 for 061007 to 880331, consisting Of NRC 
comments on substantive licensee commenis In area of emergency 
preparednes8,Analy5i8 A board rflcommendallons modified. 

• Region 1, Ofc of the Director 88/09/16, 67pp 47177.006 47177.071. 

-6809290263 Informs of completion of review of SALP Rept 60-029/80-99. Takas issue 
w/ assessment conclusions in area o) emergency preparedness Uti) initiativea to Im- 
prove radlologfcaf controls listed Rev of SALP rating requested 
DRAW0RIDGE,B.L Yankee Atomic Eleclrlc Co 00/07/15, RUSSELL. W.T. Region 1, 
Ofc of the Director- 12pp 47177 072-47177.083. 

8810 100249 Rev 2 to Emergency Plan Implementing Procedure OP-3316, "Control 
Room During Emergency,'* Rev 2 to OP-3324i "Technical Support C(r (TSC) Oper- 
ations." & Rev 1 to Op.9328, "Emergency Operations Faclli^ Operations " 

* Vermont Yankee Nuclear Power Corp, 08/()9/28 leOpp 47106*131-47106.333. 


J, Insurance & indemnlly Information 


Q. Inspection reports, IE Bulletins & correspondence 


6609010337 NRC Info Notice 08 073. "Dlreclion-Depondont I oak Charactoristica of 
Conialnment Purge Valves " Sve list end 

ROSSI.CE Division of Operational Evenis Assessment (Post 870411). 08/09/00. 
Consolidated Edison Co, of New York, Inc. 119pp 46950,050-46968.177 

6809290173 Forwards final SALP RepI 60-029/06-99 for 061007-000331 & 
errala.Evaluatlon of comments resulted In amending emergency preparedness analy- 
sis & board recommendations 

RUSSELL,WT. Region 1, Ofc of the Director. 08/09/16. dRAWBRIDQE.B L Yankee 
Alomic Electric Co. 4pp. 47177.002-47177*083 


-0809290260 Final SALP Rept 50-029/80-09 for 061007 to 080331, consisting of NRC 
comments on substantive licensee comments In area of emergency 
preparedness Analysis & board recommendations modified, 

^ Region 1, Ofc of the Director. 08/09/15, 67pp. 47177.006-47177 071 


-0609290263 Informs of completion of review of SALP Rapt 60*029/88-99. Takes Issue 
w/as$essment conclusions In area of emergency preparedness Util Initiatives to Im- 
prove radiological conlrOls ll8led.Rev of SALP rating requested 
DRAWaRIDQH.B.L Yankee Atomic Electric Co, 88/07/16, RUSSELL, WT. Region 1, 
Ofc of the Director. 12pp 47177.072-47177.083. 


8610030422 Forwards environ assessment & finding of no significant Impact re tempo- 
rary exemption from schedular requirements of property Insurance rule (10CFR60.B4) 
effeclrve 00 881004. k x r 

FAIRTILE.M B. Project Directorate 1*3. 68/09/27. PAPANIC.Q. Yankee AlomIc Eloclrfc 
Co. 3pp. 47004*226*47004,234. 


6309270094 Forwards proprietary STD-7 2,3-8164, "Tube Vibration Induced Fatigue 
Evaluation for Yankee Rowe Steam Generators," per 860912 request re NRC Bullelfn 
80 002 Rept withheld (ref lOCFR2.7eO). 

PAPANIC,G Yankee Atomic Electric Co 88/09/16. Documant Control Branch (Docu- 
ment Control Desk) 2pp, 46967:074 46987.076 



DOCKETED ITEMS 11 


660915000S NRC Info Nollco 08-077, "(nacfvertenl Reactor Vessel Overfill” Svc list 
end. 

ROSSI, CE Division of Operational Events Assessment {Post 070411) 88/09/22 
Consolidated Edison Co of New York, fnc 111 pp 47114 291-47115 042 

8809190047 NRC info Notice 88 078, "Implementation of Revised NRC-Adminlstered 
R equ all flea tion Exams ” Svc list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co. of New York, Inc. 119pp 471 16 043-471 15,046 

8809300031 Responds lo NRC Bullelin 88 008, "Thermal Stresses in Piping Connected 
to RCS,” Low flow situations resulting In failures cannot occur at plant No piping con 
necled lo RCS sufficiently pressurized to cause leakage into loops 
DRAWBRIDGE,B L Yankee Atomic Electric Co 00/09/23 Document Control Branch 
(Document Control Desk) 3pp 47002.221*47002.223 

8810170318 Forwards Safely Insp Rept 60 029/85-17 on 800015-18 No violations 
noted 

BELLAMY,R.R Region 1, Ofc of the Director 88/09/26 DRAWBRIDQE.B.L Yankee 
Atomic Electric Co 3pp 47173.297-47173-310. 

>-8810170359 Insp Rept 50-029/88-17 on 880815-18 No violations noted Major areas 
inspected pre outage evaluation .review of prior Insp findings & observation of in-plant 
raolological controf8,including mgt & organization & personnel training 
MARKLEY.M., SHANBAKY.M. Region 1, Ofo of the Director 88/09/23 lipp 
47173.300-47173 310. 

8609230092 Suppl 1 to NRC Info Notice 88 069, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE ” Svc list end, 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 86/09/29 
Consolidated Edison Co of New York, Inc 117pp 47116-163-47115 281 

6810060335 Advises of intention to authorize addi radiation protection personnel to per- 
form maint on respiratory equipment within 1 wk of Hr date, per Item 2 b of Insp Rept 
60-029/84*05 Personnel attended & participated In 2-day training class 
PAPANfC.Q. Yankee Atomic Electric Co 68/09/30. Document Control Brondi (Docu- 
menl Conirol Desk) Ip. 47070. 143-47070' 143. 

8810130096 Forwards fnsp Rept 60 029/88-10 on 680909 No violations 
no led. Procedures not adequate to ensure that max allowable contamination levels as 
set forth In 10CFn71 87 not exceeded during transport 

BELLAMY, RR. Region 1, Ofo of the Director. 80/09/30 DRAWBRIDGE.B.L. Yankee 
Atomic EieclficCo 2pp. 47136.345-47106 350 

'-881 01301 01 Insp Rept 60 029/88*19 on 80OOO9.No violaiions noted Major areas 
Inspected.circumstancas surrounding waste shipments 88-16 & 00-16 from liconsoe 
facilities to BarnwelLSG 

FURIA,J., PASCIAK.WJ Region 1, Ofo of the Director 88/09/30, 4pp 47136-347* 
47136:350. 

6810030256 NRC Info Notice 88 080, "Lfnoxpectod Piping Movement Attributed to Ther- 
mal Stratification Svc list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 070411) 86/10/07 
Consolidated Edison Co of New York, Inc 223pp 47116 282.47116-285 

8810040066 NRC Info Notice 68 081, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Ceps During Environ QuafIfJeation Testing." Svc list end 
ROSSI.OE Division of Operational Events Assessment (Post 070411). 88/10/07 
l^nsolfdated Edison Co or New York, Inc. 1 19pp 47116.026 4711B.144 

8610130181 NRC Info Notice 88*083, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sya " Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 070411} 88/10/10. 
Consolidated Edison Co. of Now York, Inc. 1 iOpp. 47106 239*471 06'357. 


n. ParlodID operating reporta & related correspondence 

8010200141 Monthly operating rept for Sept 1088 for Yankee Atomic Nuclear Power 
Stallon.W/881011 Hr 

CARROLL.K., BERRY.R L. Yankee Atomic Electric Co 88/09/30. 6pp 47107,352- 
47197.357, 


V. Operator Examlnetions 

B008170150 Generic Ltr 88-13 to all power reactor licensees & applicants for OL ro op- 
erator licensing exams.Svo list end. 

MIRAGLIA,F.J Associate Director for Projects (Post 870411), 88/08/00. Consolidated 
Edison Co of New York, Inc. 66pp. 48958.001-46968 057 


DOCKET 50*64 CINTICHEM 


F. Security, medical, emergency A fire protection plans 

8810060042 Forwards Safety Insp Repts 60 054/80*02 & 70*0687/88.06 on 080809 
11. No vfoletions noted. 

BELLAMY, n.R Region 1, Ofc of the Director. 88/09/27. MCGOVERN.J J Cfnlichem, 
Inc 3pp. 47057:207-47057.219. 

^8810050046 Insp Repis 50-054/88*02 & 70.0667/88 06 on 880809.11, No vlofatlons 
neled.MaJof areas In spaded -emergency preparedness program Including-changos to 
program, emergency action levels, training, racillliea A procedures 
FOx,E., LAZAFL)S,W Region 1, Ofc of the Director. 88/09/22 lOpp 47057 210- 
47067-219. 


0, Inspection reporta, IE Bulletlna & correspondence 

8810050042 Forwards Safety Insp Repts 60.064/80*02 & 70*0887/88 06 on 880809 
1 1 .No violations noted. 

BELLAMY,R.R Region 1, Ofo of the Director 88/09/27. MCGOVERN.J.J. Cintichem, 
Ino 3pp. 47057.207*47057.219, 


-8810050046 Insp Repts 60 054/88 02 & 70 0687 /8B 06 on 880809*11 NO vlofalioos 
noted Mafor areas inspecled emergency preparedness program including changes to 
progrem.omernency action levels, training, facilities & procedures. 

FOX.E, LAZARUS.W Region 1, Ofc of the Director 88/09/22 lOpp 47057.210 
47057 219 


DOCKET 60-57 BUFFALO MATERIALS RESEARCH CENTER 


F, Security, medfeal, emergency & fire protection plans 

Q810040370 Forwards Safety Insp Rept 50*057/88 02 on 080725 No violations noted. 
BELLAMY,RR Region 1, Ofc of the Director 80/09/26, RENNIE.DW. New York 
Unlv , New York, NY 2pp 47040 289-47040 295 

-Q81Q04037B Safely Insp Rept 50-057/88*02 on 880726 No violations noted Major 
areas inspected emergency preparedness 

AMATOpCQ, LAZARUS.W J Region 1, Ofc of the Director. 88/09/26. 5pp 
47040,291*47040.295 


Q. Inspection reporta, IE Bulletins & correspondence 

8810040370 Forwards Safety Insp Rapt 50 057/88 02 on 880726 No violations noted 
BELLAMY.RR Region 1, Ofc of the Director 08/09/26 RENNIE.DW New York 
Unlv . New York. NY 2pp 47040.289-47040 296 

-8810040376 Safety Insp Rept 50-067/88*02 on 080726 No violations noted Major 
areas Inspectod-emergency preparedness 

AMATO.CQ, LAZARUS.W J Region 1, Ofc of the Director. 00/09/26, 6pp. 
47040-291 47040 295 


DOCKET 60-82 UNIV. OF VIRGINIA RESEARCH REACTOR 


F, Security, medical, emergency & fire protection plans 

8810030180 Advises of no objection to 880909 plans to transfer fuel elements from 
CAVALIER reactor to Unlv of Virginia reactor Transfers must be consistent w/applica* 
ble facility OLs. NRC approved physical secunty plan & Internal procedures 
ADAMS, A Standardization & Non.Powor Reactor Project Directorate 88/09/27. 
MULDER, R U Virginia, Univ of, Charfotlosville, VA 3pp 47008 066*47008.068 

8810240350 Responds to NRC 8809 14 Hr re violations noted in Insp Rept 60 062/88 
02 CorrocUvo ac1ions'2-yf schedulojisting emergency training sessions, drills & other 
required actions, developed & evacuation driK (o do held during Ocl 1 086. 
M0 ldeh,RU Virginia, Univ of, Charlottesville, VA 88/10/13 Documonl Control 
Branch (DocumenI Control Desk). 4pp 47265-169*47265.162 


P. Operating license stage documents A correspondence 

6810030180 Advises of no objection lo 080909 plans to transfer fuel elements from 
CAVALIER roaclof lo Unlv of Virginia reactor. Transfers must be consistent w/appflca 
bio facility OLs, NRC approved physical security plan & Internal procedures. 

ADAMS, A Standardization & Non Power Reactor Pro act Directorate, 88/09/27 
MULDER, R U Virginia, Unlv of, Charfoltesvillo, VA. 3pp, 47006.066 47008 068. 

6810120166 Informs lhat schedule for remittance of Unlv of Virginia application lo con* 
vert in Sept 1688 will be delayed. 

MULDER, RU. Virginia, Univ. of, Charlolleavllie, VA 80/09/30 Document Control 
Branch (DocumenI Control Desk) Ip, 47114-240 47114 243 

-8810120164 Requests mat NRC review & approve end Tech Spec change re pro 
posed wording to UVAR. 

MULDER.R.U Virginia, Univ. of, Charlotlosvilie, VA. 86/09/30 Document Control 
Branch (Document Control Desk). 3pp 471 14'241-471 14:243 


Q, Inspection reports, IE Bulletins & correspondence 

8810120263 Forwards Insp Rept 50 062/88 03 on 880622-25 No violations or devi- 
ationa noted 

COLLINS.D.M. Region 2. Ofc of the Director 88/09/29 MULOER.R U Virginia, Univ 
of. Charfotloavilto, VA 2pp. 47113.096 47113 105. 

-8810120269 Insp Rept 50 062/08-03 on 880822*25, No violations or deviations 
noted Major areas Inspected licensee radiation protection program, including staff 
organlzatlon.tralning, rodlatlcn control & surveillance activities 
KUZO.QB, NOSEY, CM Region 2, Ole of Ihe Director 88/09/28. Bpp 47113:098- 
47113-105 

8810240360 Responds to NRC 880914 Hr re violations noted In fnsp Rept 60-062/88* 
02.Corfectivo acllons:2 yr schedule, listing emergency training sessions, dnifs & other 
required actions, developed & evacuation drill to do held during Oct 1988, 

MULOER.R U Virginia, Univ of, Charlottesville, VA. 88/10/13 DocumenI Control 
Branch (Document Control Desk) 4pp 47265'169 47255:182 


DOCKET 60-113 UNIV. OF ARIZONA RESEARCH REACTOR 


F, Security, medical, emergency A fire protection plana 

8810210568 Forwards application lor renewal of License R*52,SAR,EIA A financial rept 
for 1087*1988. 

NELS0N,WG Arizona, Univ of, Tucson. AZ, 68/10/17, Office of Nuefear Reactor 
Regulation, Director (Post 87041 1), 1p 47236 243 47237:076. 

-8810210572 Rev 2 to emergency plan for Univ of Arizona Research Reactor. 

* Arizona, Unlv of, Tucson, AZ 00/10/14 37pp 47236 306*47236 342. 



12 DOCKETED ITEMS 


I. Ffnanclaf Information 


88102 1055S Fofwarda applfcation for renewal of LIcanso R-52,SAR.EIA & financial rapt 
for 1987-1988 

NEISON.WG, Arizona, Univ. of, Tucson, AZ. 68/10/17 Office of Nuclear Reactor 
R©0u1a\jon, Director (Post 0704 tti. tp 47236243-47237.076 


--88 102 10584 Application for renewal of License R-52 scheduled to expire on 
861 1 20 nnancfa) repl for 1 087/88 end 

• Arizona, Univ. of, Tucson, A2 88/10/1 7 26pp 47230 244-47236:289, 


P. Operating Ifcanae stage documents & correapondence 


8810210S23 Forwards application for renewal of License R-52 & physical aecunty 
plan.Socunty plan withheld (raf tOCFR2 790>. 

NELSON, G.W Anzona, Univ. of, Tucson, AZ 80/10/17. Office of Nuclear Reactor 
Regulation, Director (Post 870411) Ip. 47236.140-47236*142. 

6810210668 Forwards appJicatlon for ranewal of License R-52,SAR,EJA & financial repl 
for 1987-1980, 

NELSON, W.G. Arizona, UnJv. of, Tucson, AZ 83/10/17 Office of Nuclear Reactor 
Regulation, Director (Post e70>41 1) Ip, 47236 243-47237'076, 


-8810*210564 Application for renewal of License R-52 scheduled to expire on 
88t120.Rnanclal rept for 1&a7/e8 and. 

• Arizona, Univ. of, Tucson, AZ. 88/10/17. 26pp. 47236 244-47236,269. 


-8810210569 Proposed Tech Specs re raactivity limits, expdrfments,control 
rods, radiation monitoring equipment, reactor hldg & solid waste. 

• Arizona, Univ of, Tucson, AZ. 88/ 19/1 7 36pp 47236-270 47236305. 


-8810210572 Rev 2 to emergency plan for UnN of Arizona Research Reactor. 
• Arizona. Univ. of, Tucson, AZ. 88/10/14. a/pp. 47236.306 47236.342 


-8810210577 "Operator & Senior Operator Requalificallon Program” 

• Anzona. Univ. of, Tucson, AZ 80/10/17. 4pp, 4723a.343-47236‘346 


-8810210595 "SAR UnNof Anzona Inga Mark i Researcfi Reactor" 

* Arizona, Univ. of, Tucson, AZ 80/10/19. 89pp 47236347 47237.076. 


8809160008 NRC Info Notice 88 077, "fnadvertent Roactor Vessel Overfill.” Svc list 
end. 

ROSSI.CE. Division of Operalional Events Assessment (Post 070411), 00/09/22 
Consolidated Edison Co of New York, Inc, 1 1 1pp 471 14'291'471 1 5*042 

6809190047 NRC info Notice 80 078, "Implementation of Revised NRC-AdmlnlBlored 
Requalificatfon Exams ” Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 80/06/22 
Consolidated Edison Co of Now York, Inc, 1 1 9pp 47116 043-471 1 6 046 

$809230092 SuppI 1 to NRC Info Notice 86 069. "Movable Contact Finger Binding In 
HFA flolays Mfg by GE ” Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/09/29 
Consolidated Edison Co. of New York, Inc 117pp 471 Ifi' 163-4711 5 281 

8810030255 NRC Info Nollce 88 080, “Unexpected Piping Movement Allribulod to Thor- 
mal Stratification " Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411), 08/tO/O7. 
Consolidated Edison Co. of New York, Inc 223pp. 47116-262-47115:265 

8810040066 NRC fnfo Notice 80-081. "Failure of AMP Window Indent KYNAR SpliccB 8 
Thomas & Oetta Nylon Wire Caps During Environ Qualification Testing " Svc list end. 
ROSSI.CE. Division of Operational Events Assessment (Post 870411) 00/10/07. 
ConsoJidated Edison Co of New York. Jnc 119pp, 47116 026-47116 144 

8810130161 NRC Info Notice 88-063, “Inadequate Testing of Relay Contacts In Safety- 
Refated Logic Sys " Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 88/10/19. 
Consolidated Edison Co of New York, Inc. 119pp 47106.239 47196 357 


V. Operator Examinations 

G0OB17D15O Generic Lir 88 13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list encL 

MIRAQLIA.F.vf Associate Director for Projecls (Post 070411) 08/08/08. ConB0lfda1<}d 
Edison Co of New York, Inc 66pp 46958-001-46958,067 


DOCKET 50-134 WORCESTER POLYTECHNIC INSTITUTE RESEARCH REACTOR 


V. Operator Examination* 

8610210556 Forwards application for ranewal of Ucanae R-52,SAR,EfA A financial rept 
for 1087-1988. 

NELSON, W.G Arizona, Unhr, of, Tucson, AZ. 00/10/17 Office of Nuclear Reactor 
Regulation, Director (Post $7041 1). Ip 4723 6:24 3 -4723 7^076 

-8610210577 "Operator & Senior Operator Requalificallon Program ” 

• Arizona, Univ of, Tucson, AZ. 88/10/17 4pp 47236r343-47236i346. 


8. Reportable occurrences, LERe & related correspondence 

6810140114 PNS-i 88-006 on 680913 & 20, bomb Ihraats against Higgins Lab 
received, Lab bldg evacuated & search conducted w/ negative results Univ bcliovos 
threats result of labor dispute Involving plant svc custodians 
RATTAAD., KEIMIG.R Region 1, Ofc of the Director 88/09/22 Ip 47130.083. 
47138-083 


DOCKET 50-116 IOWA STATE UNIV. RESEARCH REACTOR 


DOCKET BO-139 UNIV. OF WASHINGTON RESEARCH REACTOR 


P. Operating licenee etage doctimenla A correspondence 

88101 B021 8 Advises that 880826 request to extend submission of high lo low enrich- 
ment conversion application to 681 130, acceptable, 

MICHAELS, T.S Standardization A Non-Power Reactor Pro( 0 ct Directorate. 88/10/12. 
HENORICKSON.R. Iowa State Univ, Ames, lA. Ip. 47175:104-47175:104. 


DOCKET 50*131 OMAHA VETERANS ADMINISTRATION HOSPITAL RESEARCH 
REACTOR 


E Security, medical, emergency A fire protection plana 

$810060363 Changes to TRIG A emergency plan, covering fire, radionuclide release, air 
monltor.mlnor explosion & reactor scram 

TUfl(jOTTB,R L Veterans Admin Medical Center, Omaha, NE 88/09/28. ADAMS,A. 
Document Control Branch (Document Conlrcf Desk) 2pp. 47065.183-47065:184, 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


P, Operating license stage documents A corresporvdence 

$809120085 Generic Ltr 08-16 (0 alt power reactor licensees A applicants re electric 
power sys - Inadequate control over design processes 

CRUTCHFtELD,0. Associate Director for Projects (Post 870411) 88/09/12 (Consoli- 
dated Edlaon oi Nw York, tnc 60pp. 47001 239-4700 V300 

8810060058 Generic LU 00-1 6 to all power reactor licensees A applicants re removal of 
cycle specific parameter limits from Tech Specs Svc list end 
CRUTCHFIELD, D. Associate Director for Projects (Post 870411). 88/10/04. Consoli- 
dated Edison Co. of New York, Inc, 46pp. 471 16.145 47116.194. 


Q. Inspection rsports, IE Bulletins A corraspondence 

8809010337 NRC Inlo Notice 88-073, "Dfrectlon-Dependent Leak Characteristics of 
Containment Purge VsNes," Svo list enci 

ROSSI,CE Division of Operational Events Assessment (Post 870411). 88/09/08 
Consolidated Edison Co, of New York, Inc. 1 1Spp 46958,058-46958:177. 

8610030111 Forwards Insp Repl 50-133/08-81 on 660829 0902.No vIolatlonB noted 
YUHAS.GP. Region 6, Ofc of the Otrector. 88/09/10. SHIFFER,d.D, Pacific Gas A 
Electric Co. 2pp. 47008-110-47008.119. 

-*$810030113 Insp Rept 60-133/00-01 on 800829-0902 No violations or devlatiof^s 
noled.Malof areas lnspected.operalor training. In office review of aemiannual radioac- 
tive effluent release repl.trainlr>g A qualifications A followup on LERe. 

CILLIS.M. NORTH,H Region 5, Ofc of (ha Director. 88/09/15. 8pp. 47000:112- 
47008: 119. 


P. Operating license stage documents A correspondence 

6810130137 Forwards application for amend to License R-73,rQmoving surveillance of 
rod drop times, shutdown margin, reactivity Insertion rate of control roos A power calibr 
of safety channels 

ROBKIN,MA Washington, Univ of, Seattle, WA 80/10/06 MURLBY,T.E Office cl 
Nuclear Reactor Regufalion, Director (Post 87041 1) Ip. 47132 328-47132.330. 

*•8010130139 Application for amend to License R*73, changing Tech Specs to romovo 
surveillance of rod drop tlme5,shuldDwn margin, reactivity mserilon rate of control rods 
A power calibr of safety channels 

* Washington, Univ. of, Seattle, WA 88/ 10/06, 2pp 47192-329 47132.330 


DOCKET 50-142 UCLA TRAINING REACTOR 


P. Operating license stage documents A correspondence 

6809290105 Responds to request for Info re Phase 1 nuclear reactor 
decommissioning, Concerns raised re time element for review of Phase I repl whila 
awaiting approval order for removing remaining reactor structures A decommissioning 
facility 

MCLAUGHLIN, J.E, California, Univ. of, Loa Angeles, CA. 60/09/20. ADAMS. A. Stand- 
ardization & Non-Power Reactor Project Directorate. 5pp 46983.213-40983.-217. 

6610180167 Forwards request for addi Info re 890610 A 21 Phase II decommissioning 
plan.Response requestod within 60 days of ltr date 

ADAMS, A Standardization A Non-Power Reactor Project Directorate 88/10/12. 
MCUUQHL1N,J.E California. Univ, of, Cos Angeles, CA 6pp 47172:274-47172:270 


DOCKET 50-160 OHIO STATE UNIV, RESEARCH REACTOR 


P, Operating license stage documents & correspondence 

8810080044 Forwards order (Amend 12) modifying License R-75,converting reader 
from high to low enriched U A safety evaluation 

MICHAELS.TS Standardization A Non-Power Reactor Project Directorate. 08/09/27. 
REDMOND, n.F Ohio State Univ.. Columbus. OH 4pp. 47071:248-47071.312 

-8810060047 Order (Amend 12) lo License R-76 .converting reactor from high to low 
enriched U. 

MURLEV.T.E Office of Nuclear Reactor Regulation, Director (Post 870411), 66/09/ 
27. Ohio Stale Univ » Columbus, OH. 52pp. 47071 .252-47071*303. 

'-8810060050 Safety evaluation supporting order converting License R-76 from high to 
low enriched U. 

* Office of Nu-clear Reactor Regulation, Director (Post 870411). 88/09/27. 0pp. 
47071 '304-47071*31 2. 



DOCKETED ITEMS 13 


DOCKET 50-155 BIG ROCK POINT NUCUAR PLANT 


F. Security, medical, emergency & fire protection plane 

6810040006 Rev 105 to Emergency Plan Implementing Procedure EPJP-5C, ’'Airborne 
Iodine Monitoring Under Accident Conditions *' 

HOBE,MA Consumere Power Co 08/09/15 9pp 47038 218 47038 230 

8810040126 Forwards Rev 21 to Palisades & Rev 20 to Big Rock security 
plans.rellecling changes to nuclear security organization Revs withheld (rel 
10CFR73 

JOHNSON, BD Consumers Power Co 66/09/29 Document Control Branch (Docu 
mont Control Desk) Ip. 4701 9 366-47010 359. 

6810040133 Forwards Rev B to sultability.tralning & qualification plan for plants Rev 
withheld 

JOHNSONiB O Consumers Power Co 88/09/30 Document Control Branch (Docu 
ment Control Desk). Ip. 47025 336.47026.336 

S6 10050166 Forwards Rev 2 to safeguards contingency plane, reflecting changes in nu- 
clear secunfy organizallon.Rov withheld (rel 10 CpR73.21(c)) 

JOHNSON, B.D. Consumers Power Co 06/09/30 Document Control Branch (Docu 
ment Control Desk) Ip 4705 0-23 2*4 7050 232 


J. EfiBurance A Indemnity Information 

8810060241 Forwards Endorsement 118 to NELIA Policy NF-1 17 
FROUNFELKER.R Consumers Power Co. 68/09/28 DINITZJ. NRC . No DetoHed Af- 
filiation Given. 2pp. 47071:336 47071.337. 

6010060199 Forwards temporary exemptions from scheduler roquiroments of property 
Insurance njfe 10CFR50.o4(w)(6W*). 

QUAY,T.R. Project Directorate IlM 88/09/30. BERRY, KW. Consumers Power Co 
4pp 47057:162.47057,173. 

-0B1 0050200 Exemption from 10CFR60 64{w) requirements re Increase In amount of 
onsite properly damage Insurance required to bo carried by licensees 
HOLAHAN,Q.M. Division of Reactor Projects . III,IV,V & Special Projocls (Post 
670411). 88/09/30. Consumers Power Co. 4pp 47057. 166'470 57 169 

-8810050203 Exemption from 10CFR60 64(w) requirements ro Increasa In amount of 
onsite property damage Insurance required to be carried by licensees 
HOLAHAN,Q.M. DMsfon of Reactor Projects - IIMV,V & Special Projects (Post 
870411). 88/00/30 Consumers Power Co. 4pp 47057.1 70*4 7057* 173 


P. Operating llcenae stage documents & correspondence 

8809120066 Gonorlo Ur 88 15 to all power reactor licensees & applicants re electric 
power eye - Inadequate control over design processes. 

CRUTCH FIE LD,D. Associate Director for Projects (Post 870411) 08/09/12. Consoll 
dated Edison Co of New York, Ino. 60pp 47001,230*47001 300 

8609300166 ^plication for amend to License DPR.6,revi9lrig Tech Specs to provide 
clarification a consistency by reflecting administrative & editorial correctlond.Foo paid, 
BORDINE,T G Consumers Power Co. 60/09/21 Document Control Branch (Oocu* 
ment C?ont/ol Desk) 4pp. 47003.0 16*47003'026. 

-6809300168 Proposed Tech Specs reflecting editorial & administrative corrections to 
provide clariricatlon & consislancy. 

* Consumers Power Co. 88/09/21. 7pp. 47003.010*47003.025. 

6610050116 Application for amend to License DPR*6,allowlng independent review & 
audit functions by Independent organizational unit rather Ilian standing 
comniflloe.Changoa consistent w/DWR ^S, ANSI N1B.MG76 & ANS 3.M067Fee 
paid. 

BERRY.KW. Consumora Power Co. 88/09/22. Document Control Branch (OocumenI 
Control Desk). 7pp. 47050.320 47060.343. 

-6810050118 Proposed Tech Spec s,a I lowing Independent review & audit functions to 
be accomplished by independent oroanlzetlonal unit rather than standing committee 
' Consumora Power Co. 68/09/22. 8pp. 47060.336-47050'343 

86092601 86 Forwards environ assessments A findings of no significant impact ro tern 
porary exemption from echedular requirements of property Insurance rule effective 
•881004 per ^CFR60 54(W)(6)m. 

DIIANNI.D.C. Project Directorate 1(1*1. 88/09/23, BERRY, K.W. Coneumera Power Co 
4pp. 46981 -01 1*46081 022. 

-6809280101 Environ assessment & finding of no significant Impact re exemption from 
requirements of 10CFR60.64(w)(6)(f) concerning property Insurance rule 
DIIANNI.D.C Projeol Directorate lll-l. 89/09/23. Dpp, 48981:016-46081:022. 

8810060209 Requests exemption from FYBO annual fee requirements of 
1OCPRi71.1B.Surcharg0.ln form of annual license fee, Incrementally Increases facility 
cost of electrical production more than for newer,largo aenoratlng plants. 

BERRY,K W. Consumers Power Co 68/09/26, Ofc of the Execulive Director for Oper- 
ations. 2pp. 47065:343-47065:344. 

$810100291 Responds to generic SER on seismic qualification util group resolution of 
USI A'46 w/ requirements of Qenedc Ltr 87*02. Completion of Rev 2 to generic Implo* 
menlatlon procedure expected In Spring 1069. 

BERRY.KW. Consumers Power Co. 68/09/30 Document Control Branch (Document 
Control Desk). 6pp. 47080'29a 47089:302, 

8810050058 Generic Ltr 88-16 to all power reactor licensees $ applicants re removal of 
^1e-8poc(flc parameter limits from Tech Specs, Svo list end. 

CRUTCHFIELD, D. Associate CHrector for Projects (Post 070411). 89/10/04, Consoli- 
dated Edison Co, of Now York, fno. 49pp. 471 16:146 471 16.104. 

$810100209 Forwards NRR 880626 Ur to OGRE ack receipt of pelitlon filed under 
10CFR2,206 01 responding negativelty to request for immediate action re all BWRe.for 
info. 

SCOTT.W.E. Project DIrectoralo lll-l. 8B/10/04. BERRY, K.W, Consumers Power Co, 
3pp. 47103:300-47103:300. 


8810170221 Forwards re vised Tech Spac pages of 880705 application for amend to Li- 
cense DPR 6 re partial stroke testing following mam valve seat leakage repairs, per 
NRC requQsl 

MARBAUQH.K E Consumers Power Co 08/10/10 Document Control Branch (Docu- 
ment Control Desk) 2pp 47173 311-47173 323 

“8810210651 Proposed Tech Specs change re partial stroke testing following main 
valve soat leakage repairs 

• Consumers Power Co 89/10/10 llpp 47173.313-47173 323 


Q. Jnspectfon reports, IE Bulletins & correspondence 

6809010337 NRG Info Notice 88 073, "Direction-Dependent Leak Characteristics of 
Containment Purge Valves '' Sve list end, 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/09/08 
Consolidated Edison Co of Naw York, Inc 1 19pp 46950 058 46958 177 

6609290360 EN 86 079, on 080922, notice of violation & proposed imposiUon of civil pen 
ally in amount of $187,500 Issued to util Action based on vrofallon of equipment quail 
freation requirements of 10CFR50 49 contained in Generic Ltr 88 07 
LUEHMAN.J. LIEBERMAN.J. Ofc ef Enforcement (Post 870413) 80/09/19 1p 
46992 144-46992144. 

6610060324 Forwards Safety Insp Ropl 50 155/88 10 on 880719-0905 No violations 
noted, 

AXELSON.WL Rapion. 3, Ofc of the Director 88/09/10 HOFFMAN, DP. Consumers 
Power Co 2pp 47057 090-47057 099 

“8810050326 Insp Ropl 60-155/80 18 on 800719-0005 No violations noted Major 
areas inspected measuring & teat equipment calibr, surveillance of diesel 

S enerator, reactor depressurization cabhet teat & bypass valves 
ACKIW,I N Region 3, Ofo ef (he Director 88/09/18 Opp 47057.092-47057 099. 

6809160008 NRC Info Notice 80 077, "Inadvertent Reactor Vessel Overfill*' Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co of New York, Inc Ilipp 47114 201*47115 042. 

8809190047 NRC Info Nolico 88 078, "Implementation of Revised NRC-AdmIni stored 
RequallficaCfon Exams '* Sve list end 

ROSSI, CE Division of Oporallonal Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co of Now York, Inc 119pp. 47115 043-47115 046 

6609260311 Fowarda Insp Rapt 60*155/86-13 on 860015 19 & forwards notice of viola- 
tion & proposed Imposition of civil penalty in amount of $187,500 & Generic Ltr 88 07 
DAVIS, A B Region 3, Ofc of the Director 88/09/22 HOFFMAN, D.P Consumers 
Power Co 4pp. 47000’ 128*47000 157, 

“0609200316 Notice of violation & proposed imposition of cMI penalty In amount of 
$107,500 Noncomplianco noted.faituro to qualify equipment ImporlanI to safety by ap* 
propriata testing &/or analysis 

bAvlS,AB, Region 3. Ofc of the Director. 80/09/22 3pp. 47000’ 130*47000’ 157 

6810030360 Requests exiensfon until 001201 to respond to NRC 880922 notice of vio 
lotion & proposed imposition of civil penalty. 

HOFFMAN.D P Consumers Power Co. 86/09/26 Document Control Branch (Docu- 
ment Control Desk) Ip 47008.035-47000 035 

8610030387 Forwards 1966 Insorvlce Insp Rapt 2-6 dtd 860926. 

FRISCH, R R Consumora Power Co. 88/09/26, Document Control Branch {Oocumerit 
Conirol Desk). Ip. 47OO5’264-47OO5’202 

“6610030396 '*1088 Insorvico Insp Ropt." 

‘ Consumora Power Co 88/09/26 27pp 47005 265-47005 292. 

8810060158 Rosponds to NRC Bulletin 88 008, "Thermal Stresses In Piping Connected 
To RCS," roqufring util to rovlow unisolablo piping connected to RCS to identify where 
ton^ distributions could result in unacceptable stresses. 

BERRY, K W., HOFFMAN.D P. Consumers Power Co 06/09/26. Document Control 
Branch (Document Control Desk) 4pp 47070:258 47070.261 

6809230002 Suppl 1 to NRC Info Notice 00 069, "Movable Contact Finger Binding in 
HFA Relays Mfg by GE.” Svo list end. 

ROSSI.C.t, Division of Operational Events Assessment (Post 870411) 88/09/29. 
Consolidalod Edison Co. of New York, Ino 117pp 471 15.163 47115’281, 

0810030266 NRC Info Notice 00-080. "Unexpected Piping Movement Attrlbuled to Ther- 
mal Stratification " Sve list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 88/10/07. 
Consolldatod Edison Co of New York. fno. 223pp 47115.282-47116 285 

0010040066 NRC Info Nolico 88-001, "Failure of AMP Window Indent KYNAR Splices & 
Thomas A Belts Nyfon Wire Caps During Environ Qualification Testing " Svo list end 
ROSSI, C.E Division of Oporationol Events Assessment (Post 870411). 80/10/07. 
Consolldatod Edison Co. of New York, Inc 118pp 47116 026 47116*144 

6810130181 NRC Info Notice 88-003, "Inadequate Testing of Relay Contacts In Safely- 
Rolaled Lon^c Sys *’ Svo list end. 

ROSSI, C.E. Division of Oporallonal Evonts Assessment (Post 870411). 80/10/10 
Consolldatod Edison Co. of New York, Inc 1 lOpp 47106*230 47106 357 


R. Periodic operating reporto & related correspondence 

8010080186 Submits Integrated plan semiannual Update 9 Attachment 1 contains Index 
of fssues rdonlifiod by cate gory ,rank.8latus & descnptlon Attachment 2 lists open 
issues $ contains detailed scope sletemontSiStatus & completion datos. 

FRISCH, R.R, Consumers Power Co 66/09/20 Document Control Branch (Document 
Control bosk) 26pp. 47073.232 47O73’250. 

8610110309 Monthly oporatlng rept for Sept 1988 for Big Rock Point Plant W/881004 
Hr, 

JOHNSTONJ R., ELWARD.T.W. Consumers Power Co 88/00/30. 6pp. 47089 356- 
47060.381. 
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S. Reporiable occurrencea^ LERa & relatad correapondanca 

^810170477 Special replon B80913,high range nobla qas effluent monitor detector 
failed duo to water Intrusion Into detector well On 6809 15, spare detector installed & 
tested,rosultlng In discovery that source check circuit not operating properly, 
WAflBAUGH,K,E Consumers Power Co 88/10/t2 tbcumeni Control Branch (Docu- 
ment Control Desk) 3pp 47t66 044-47 166 046. 


V. Operator Examinations 

6808170150 Genenc Ltr 86 13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams Svc fist end 

MIRAGLIA.FJ Assocfaie Director for Projects (Post 870411) 88/08/08 Consolidated 
Edison Co of New York, Inc 56pp 46958 001 -46958 057 


DOCKET 6(H60 QEOflGtA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


P, Operating license stage documents & correspondence 

6009300145 Informs of managerial changes & shifts In reporting relationships re plant 
operation 

CRECfNE.JP Georgia Institute of Technology. Atlanta, GA 88/09/19 GRACE, J 
Region 8, Ofc of the Director epp 47001 143 47001 148. 

B610120151 Application for emend to License R-97, changing Tech Spec Table 3 1 re 
setpoints for periodic trip channels to plus or minus 10 s 

KAhAM.R a, Georgia Inslilule of Technology, Atlanta, GA 88/10/03. Office o1 Nucle- 
ar Reactor Regufatioft, Director (Post 870411) 4pp 47133 337-47133 349 

-8810120157 Proposed Tech Specs re trip setpoints for safety channels. 

* Georgia Institute of Technology, Allanta, GA 88/10/03 9pp 47133 341-47133349. 


0. Inspection reports. IE Rullellns & correspondence 

6810100002 Requests Investigation rept re Neely Nuclear Research Ctr actrvitles 
CRECINEJ P Georgia Institute of Technology. Atlanta, GA 88/09/19 GRACE, J.N 
Region 2, Oic of Ihe Director Ip 47086 066-47086066 


DOCKET S0-1fre UHW. OF MARYLAND RESEARCH REACTOR 


P, Operating license stage documents & correspondence 

6810030016 Informs that KM Hodgdon terminated empfoymenLeffect/vo on 880831 
EBERT^DD Maryland, Univ. of, College Park, MD 88/09/28 Document Control 
Branch (Document Control Desk) ip 47009 084-47009 004 


DOCKET 50-170 ARMED FORCES RADJOBIOLOGY RESEARCH INSTITUTE 


Q. Inspection reports. IE Bulletins A correspondence 

8610060093 Forwards Esram Rept 50 170/88-03OL administered on 880721, 

GALLO.R M Region 1. Ofc or Ihe Pirector 83/09/21, IRVING, Q Defense. Dept of, 
Defense Nuclear Agency 2pp 47070147-47070.201. 

^6610060106 Unsigned Exam Rept 50-170/88 03OL on 680721 Exam results one 
ser>ior reactor operator took & passed exam 

WALLACE, D , ESELQROTH.PW Region 1, Ofc of the Director 88/07/21 53pp. 
47070-149 47070.201. 


V. Operator Examinations 

8610060093 Forwards Exam Rept 50 170/88-0301 administered on 860721 
GALLO,R.M Region I, Ole of Ihe Director 88/09/21. IRVING, Q, Defense, Dept of. 
Defertse Nuefaar Agency. 2pp 47070.147-47070 201. 

-681D0801D8 l/rtslgr^ed Exam Rapt 50-170/86 030L on 880721, Exam results one 
senior reactor operator took 8 passed exam. 

WALUCE,D. HSELGROTH.PW Region 1, Ofc of the Director 88/07/21. 63pp 
470701 49 47070201 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNIT 1 


P, Operating license stage documents & correspondence 

8809120065 Generic Ltr 88 15 to all power reactor licensees & applicants re electric 

S ower eys • inadequale control over design processes 
RUTCHFfELD,D Associate Djrector for Projects (Post 870411), 88/09/12 Consoli- 
dated Edison Co. of New York, ir>c 60pp 47001.239 47001.300. 

8610050056 Generic Ltr 66-16 to all power reactor licensees & applicants re removal of 
cycle-specific parameter limits from Tech Specs Svc list end. 

CRUTCHFIELD.O Associate Director for Projects (Post 870411). 88/10/04 Consoli- 
dated Edison Co. of New York, Inc 4epp. 47116.145-47116.104, 


Q, Inspection reports. IE Bulletins A correspondence 

8909010337 NflC Info Notice 88-073, "Dlreclfon-Dependent Leak Charactenslice of 
Containment Puroe Valves ” Svc fist end 

HOSSLaE Dfvrslon of Operational Events Assessment (Post 870411), 88/09/08 
Consolidated Edison Co of New York. Inc. 110pp 48958 058-46958*1 77, 

6809160006 NRC fnfo Notice 88-077, "Inadvertent Reactor Vessel Overfill," Svc list 
end. 

ROSSI,CE. Division of Operational Events Assessment (Post B70411), 8B/09/22. 
Consolidated Edison Co, of New York, Inc Ilipp 471 14'29 1-47 115*042, 


8609190047 NRC Info Notice 88-078, "Implementation of Revised NRC- Administered 
Requalificatlon Exams." Svc fist end. 

ROSSI,CE Division of Operational Events Assessment (Post 870411) 88/09/22 
Consofidaled Edison Co of New York. Inc. 119pp 47115,043-47116 046. 

8609230092 Suppl 1 to NRC Info Notice 88-069, "Movable Contact Ffnger Binding fn 
HFA Relays Mfg by GE " Svc list end 

ROSSI.C.E Division of Operalional Events Assessment (Post 870411) 88/09/29. 
Consolidated Edison Co of New York. Inc 117pp 471 15-163 47115 281 

6610030255 NflC Info Notice 80.080, "Unexpected Piping Movement Attributed to Ther- 
mal Siratification " Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/10/07 
Consolidated Edison Co or New York, Inc 223pp 47115-202-47115.285. 

8810040066 NRC Info Notice 68 081, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing " Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co. of New York. Inc 119pp 471 16.028 471 16 144. 

6810130161 NRC Info Notice 88 083, "Inadequate Testing of Relay Contacts In Safety 
Related Logic Sys " Svc list end. 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/10/19, 
Consolidated Edison Co. of New York. Inc 119pp 47196 239 47196.357. 


V. Operator Examinations 


6806170150 Generic Llr 68-13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams Svc fist end 

MIRAQLIA.FJ Associate Director for Projects (Post B 7041 1) 88/08/08 Consolidated 
Edison Co, of New York. Inc, Sepp 46958 001-46958 057 


DOCKET 60-186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMBlA 


Q. Inspection reports. IE Bulletins & correspondence 

8810100097 Forwards Exam Rept 60-186/OL-88 01 on 880912. 

WRIGHT, GC Region 3. Ofc of the Director 86/10/03 BRUGGER.R.M, Missouri. 
Unk of, Columbia, MO Ip 47084.243-47084.289. 

-6810100100 Exam Rept SO-lse/OL-SB-Ol on 8e0912.Exam re5ults*one candidate 
passed exam, 

DAMON.DJ, JORDAN, MJ Region 3, Ofc of the Director. 80/09/29, 46pp 
47084.244-47084:269 


V. Operator Examinations 


8810100097 Forwards Exam Rept 50-186/01-88 01 on 660912. 

WRIGHT, G.C Region 3, Ofc of the Direclof 88/10/03 BRUQQER.RM, Missouri, 
Univ of, Columbia, MO, ip. 47084:243 47084.289. 

-8810100100 Exam Rept 50-106/01-88-01 on 80O912.Exam results one candidate 
passed exam 

DAMON, DJ,. JORDAN,MJ, Region 3, Ofc of the Director. 68/09/29, 46pp 
47084:244-47064*289 


DOCKET 50-103 RHODE ISUND & PROVIDENCE PLANTATIONS AEC 


F. Securltyi medical, emergency & tire prolecllon plana 

6810050061 Forwards Safety Insp Rept 60-193/88-03 on 880826 No violations noled. 
BELLAMY,flR. Region 1, Ofc of the Director. 88/09/28 D1MEQU0,A F Rhode 
Island, Stale of. 2pp. 47057:174-47057*179, 

•'6610050056 Insp Rept 50-193/88 03 on 880828 No emergency preparedness viola 
tfons Identified, Major areas In spec ted- emergency preparedness 
AMATO, CG., LAZARUS, W.J Region 1. Ofc of the Director, 86/09/27. 4pp 
47057.176-47057.179. 


Q. Inspection reports. IE Bulletins A correspondence 

801OO5OOS1 Forwards Safely Insp Rept 60-193/08-03 on 88O026.Nc) violations noted. 
BELLAMY, R.R, Region 1, Ofc of the Djreclor. 60/09/20. DIMEGLIO, A,F, Rhode 
Island, State of 2pp 47057:174-47057.179. 

-0810050056 Insp Rept 50-193/88 03 on 880826.No emergency preparedness viola- 
tions Identified, Major areas Inspected, emergency preparedness 
AMATO, C.Q, LAZARUS, W.J. Region 1, Ofo of the Director. 80/09/27. 4pp. 
47067:176-47057:179 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


P, Operating license stage documents & correspondence 

6010200346 Requests updated conversion schedule for low-enriched fuel to properN 
plan review & safely analysis which was to have been submitted by 670631 as Indi- 
cated by schedule. 

MiLLEFi.CL, Standardization A Non-Power Reactor Project Direoloraie 88/10/13. 
BERLIN, RE. Manhattan College, Rfverdale, NY 3pp. 47226*369-47226:301. 
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DOCKET e>0*206 SAN OWOFHE NUCLEAfl STATION, UNIT 1 


F Security, medical, emerflency & fire protoctlon plans 

8510100092 Rociuo^ts oxlenslon until 051004 to submit Info on App B, Section IMG 
compliance plans & response to Generic Ur 81-12.pDr 050910 commilment re lire 
protection program review 

MEDFORD, MO Southern California Edison Co 85/09/30 ZWOLINSKI.JA Operating 
Reactors Branch 6 1p 32060 123 32960 123 

6010030224 Forwards Insp Rapts 5O-2O6/80-19,6O'361/OB-19 & 60 362/80 20 on 
680703-0816 & notice of violation 

ZIMMERMAN, R P. Region 5. Ofc of the Director 88/09/15 BASKrN,K P Southern 
Califorrla Edison Co 2pp 47009 094-47009 114 

-8810030232 Insp Ropts 50-205/98-19,50 301/8Q'19 & 50-362/88-20 on 080703- 
0616 Violations noted Major areas Inspected operational safely 
von lie a lion, radio log lea) proleclion, aocunly & evaluation of plant trips & events 
HUEY,FR Region 5, Ofc of the Diroclor 88/09/15 17pp 47009 O9B-47009 114 

8810050334 Ack receipt of 080907 Itr forwarding scenario package for annual emergen 
cy exorcise to bo held on 001026 Scenario package sufficient fo meet exorcise objoc- 
tivas 

FlSH,R,F Region 5, Ofc of the Director 88/00/23 BELLIS.K M Southern Cafifomia 
Edison Co Ip 47060 213 47060 213 

6B102004G0 Forwards Rev 6 to security force training & qualification planChangos 
revise tasks affected by upgrades In security computer sys & security operations Rev 
withheld 

MORGAN, HE Southern California Edison Co 00/10/12. Office of Nuclear Reactor 
Regulation, Diroclor (Post 870411) Ip 47226 251-47226 251 


H. General corresponiianca 


•>8510110315 Safety evaluation supporting Amend 109 to License DPR 13 
• Office of Nuclear Reactor Regulation. Director (Post 8/041 1J 80/09/26 3pp 
47100 072-47109 074 

-6Q10110316 Notice of fssuanco of Amend 109 to License DPR-13 Amend revises 
Tech Specs re control room omorgency air treatment sys surveillance requirements to 
Include newly added duct heaters 

TRAMMELL.CM Project Directorate V 88/09/26 2pp 47109 076 47109 076 

8610060131 Errata to 880913 applfcation for amend to Licenses DPR- 13, NPF-10 & 
NPF-15,romoving organizational charts 

MEDFORD, MO Southern California Edison Co 68/00/13 Document Control Branch 
(Document Control Desk) tp 47071 343 47071 344 

-8510060135 Proposed Tccti Snocs re composition of unit staff 
MEDFORD.MO Southern California Edison Co 88/09/13 Ip 470/1 344-47071 344 

6510030328 Summanzos util Intended actions re open Phase II items Idontifled in KP 
Baskin 020706 Hr to DM Crutchfield re NUREG 0612, "Control of Heavy Loads at Nih 
clear Power Plants " 

MEDFORD, M 0 Southern California Edison Co QB/09/29 Document Control Branch 
(Document Control Desk) 2pp 47005 214-47005 215 

8B 10030395 Requests NRC approval to delay Implementation of ATWS mod to Cycle 
1 1 refueling outage Delay due to higher priority items scheduled for Cycle 10 refueling 
outage 

MEDFORD, M O Southern California Edison Co 80/09/20 Document Confrol Branch 
(Document Control Desk) 2pp 47009 058 47009 059 

8610110245 Ayroos w/licensoa that no actions required to improve reliability of salt 
water cooling sya per SEP Topic IK-S, Hem 4 32 7 If complete loss of salt water cool- 
ing occurs, bacKup pumps can provide Interim cooling 

TRAMMELL, CM Project Directorate V 86/10/03 BASKIN.KP Southern California 
Edison Co, 4pp 47106 127 47106 130 


6510210492 Commanl on proposed rule 10CFR26 re drugs In nuclear workplaces 
* Affiliation Not Assigned 80/10/06 NRC • No Dotailod Affiliation Given 2pp 
47166155 47166166. 


J. Insuranco & Indemnity Information 


8810030171 Forwards environ assessment & finding of no significant impact re tempo 
rarv exemption from achodulor roquIromenTs of property insuranco rule 
10CFR50 54(w)(6)(l).offective on 601004 

TRAMMELL.C, HICKMAN, DE Prqkct Directorate V 60/00/26 BASKIN.KP South 
Carolina Electric A Gas Co COTTON, GD San Diego Gas & Electric Co. 6pp 
47014-266 47014 291 


-8809280267 Environ assessment & finding of no significant Impact re temporary ox- 
omplion from 10CFR50 54(w)(5)(i) roquiromenis 
ROOD.H. Projocl Diroctorato V k/00/26 4pp. 69469 344-69469 340 

8810119250 Forwards temporary exemption from 10CFR50 54(w)(5)(i) roqulromonls re 
property Insurance rule that requires llcensoos to obtain Insurance policies that priori- 
tize Insurance proceeds for atabilizatlon & decontamination 

HICKMAN,OE, Prolecl Directorate V 88/10/03 BASKIN.KP Southern California 
Edison Co 6pp 47i08 004-47108.017. 


-8810050231 Exemption from requirements of 10CFR50 64(w)(6)(i) re onsite properly 
damage Insuranco pending completion of rulemaking but no later than 690401 
HOLAHAN.Q.M Division of Reactor Projects - FIMV.V & Special Projects (Post 
070411) 88/10/03 Southern California Edison Co 4pp 47100 ()10'471 00 013 


-8810110006 Exemption from 10CFR50 54fw}(5)(i) requirements re onsite property 
damage InBuranco until rulemaking finalized but no later than 890401 
H(DLAHAN,GM Division of Reactor Projects * IJUV,V & Special Prolects (Post 
B70411) 88/10/03 Southern California Edison Co. 4pp 69508.001-69508.005, 


P. Operating llcenee stage documents & correspondence 

6509300161 Summaiy of 8808 12 meeting w/utll ro lran<ishipment of spent fuel from 
Unit 1 to Lfnits 2 & S.List of attendees & viowgraphs presented at mooting end. 
TRAMMELL CM. Project Directorate V. 80/09/00. Project Diroctorato V 24pp 
47001 186 47001 Z09, 

8Q09120085 Gonoric Ltr 88-15 to all power reactor licensees & applicants ro etocldc 
power sys • Inadequate control over design processes. 

CRUTCHFIELD, D Associate Director for Prolects (Post 8704111 68/09/12. ConsoH 
dated Edison Co. of New York, Inc 60pp 47001.239 47001 300 

8800270033 Forwards supplemental safety evaluation accepting utit response to Gonor- 
jc Ltr 83-28, Homs 4 2 (Parts 1 & 2) 

TRAMMELL.CM. Project Directorate V 88/09/16. DASKIN.K.P Southern California 
Edison Co 3pp 46972,114-46972.120. 

-6808270034 Supplemental safety evaluation concluding that design changes to permit 
on line response time testing of unden/oltage trip attactimont will not Improve overall 
reliability & testing not required ro Generic Llr 83-26. 

* NRC - No Oelaifed Aflifiatlon Given. 88/00/16 4pp 46972 117-46972 120 


6510120247 Discusses results of independent assessment of engineering & technical 
support for plant Util confident actions taken to implement Task Force recommenda- 
tiona effective In allevrating NRC concerns ro control of technical work 
BASKIN, K P Southern CaTifomfa Edison Co 08/10/03 MARTIN, J B Region 5, Ofc of 
the Director 0pp 47114 213 47114 220 

0610170173 Forwards Change Notreo 29 to OA Program SCE-1 A Change roflocls re- 
duction in commitments by utils supplying safety rofatod mail & equipment 
MEDFORD.MO Southern California Edison Co 08/10/03 Document Control Branch 
(Oocumonl Control Desk) tp 47166 122-47166 124 

-8810170189 Change Notice 29 to QA Program SCE-1 -A 
BASKIN.KP Soulhorn California Edison Co SCC 1-A 88/ 10/03 2pp 47166123 
47106124. 

8010050050 Generic Llr 80 16 to all power reactor liconsees & applicants re romoval of 
cycle specific parameter limits from Tech %)ecs Sve list end 
CRUTCHFIELD, 0 Associate Director tor Projects (Post 870411) 00/10/04. Consoli- 
dated Edison Co of New York, Inc 40pp 471 16 145 471 16 104 

8510190115 Forwards addi Info re util 860/26 application for Amend 151 to License 
QPR-13 For main steamline broaks.no rod insortior^ allowance for Control Group 1 will 
result In small Increase in available shutdown margin 

MEDFORD.MO Southern California Edison Co 80/10/17 Document Control Branch 
(Document Control Desk) 3pp 47200 030 47200 032 

8810240268 Forwards addi info ro nuclear Instrumentation sys upgrade, per CM Tram 
mell 080720 request New ac power feeder will be Installed for each nuclear instru- 
mentation sys Channels I, 11,111 & IV & routed per IEEE Std 384 & Reg Guide 1 76 
MEDFORD.MO Southern California Edison Co 88/10/10 Document Control Branch 
(Document Control Desk) 4pp 47255 138 47255 141 

8810240343 Forwards detailed response ro drop of spent fuel cask in spent fuel 
pool, per 860900 request 

MEDFORD.MO. Southern California Edison Co 88/10/18 Document Control Branch 
(Document Control Desk) Opp 47254 161 47254 168 


Q. Inspeotfon reports, IE Bulletins & correspondence 


8809010337 NRC Info Notice 80-0/3, "Direction Dependent Leak Characteristics of 
Containment Purge Valves ’’ Sve list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/08 
Consolidated Edison Co of Now York, Inc 1 lOpp 4695B 058 46958 177 


8810030224 Forwards Insp Ropts 60 206/00 10.50 361/88-19 & 50 362/00 20 on 
060703 0016 & notice of violation 

ZIMMERMAN.R.P Region 6, Ofc of the Director 88/09/15 BASKIN.KP Soulhorn 
Callfornln Edison Co 2pp 47009 094-47009 114 


-881003O22B Notice of violation from insp on 000703 0816 Violation noted temporary 
pump Installed resulting in Inadvertent siphon path being established between spent 
fuel pool & reactor vessel tower cavity 

ZIMMERMAN.R.P Region 5. Ofc of the Director 88/09/15 2pp 47009 096 
47009.097. 


6809300039 Provided detailed responses to questions re transshtprnent of spent fuel 
from Unit 1 to Units 2 & 3 Resolution for five open Items Including loads on walls & 
secondary mtssilQs also provided 

MEDFORD, M 0 Southern California Edison Co 80/09/23 Document Control Branch 
(Document Control Desk) 35pp. 47002:235-47002 269 

6610110308 Forwards Amend 109 to License DPR* 13, safety evaluation hi notice of 
Issuance Amend revises control room emergency air treatment sys surveillance re- 
quirements to Include testing w/newly added duct heaters 

TRAMMELL, C M Project Oireclorale V. 86/09/26 BASKIN,K P Southern California 
Ed'sonCo 4pp 47109.062-47109 076 


-8810030232 Insp Repts 60 206/80-10.50 361/08-19 & 60 362/88 20 on 000703- 
0816 Violations noted Major areas inspected operational safety 
irGriflcalien,radlol09ical orotoction, security & evaluation of plant trips & events 
HUEY.FR, TATUM.JE, HON.A L Region 5, Ofc of the Director 88/09/15 17pp. 
47009.000 47009.114 

8809150008 NRC Info Notice 88 077. '‘Inadvertent Reactor Vessel Overfill " Sve list 
ercl 

ROSSI, Cfc Division of Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co of New York, Inc Ilipp 47114 291-47115042 


-8810110312 Amend 109 10 License DPR-13, changing Tech Specs for control room 
emergency oir treatment sys surveillance requirements to Include testing w/newly* 
added duct heaters. 

KNIGHTON, G.W Projoct Diractorare V 86/09/26 6pp 47100,066 47109 071. 


6800190047 NRC Info Notice 00-076, "Implumentatlon of Revised NRC Administered 
Roquolificallon Exams " Sve list or^cl 

rOSSI.CE Division of Operational Events Assessment (Post 870411) 68/09/2? 
Consolidated Edison Co of Now York, Inc 1 19pp 47115 043 47115 046 
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6609270129 Forwards NRC BuilDtin 68 005,$uppt 2 120 day rapt 
P/LMER.DF Southern Cafifornfa Edis.on Co 86/09/22 Document Control Branch 
CDonumenl Control Desk} 40pp 46967 076 46967 1 15 

6009230092 SuppI 1 to NRC Info Notice 86 069. “Movable Contact Finger Binding In 
HFA Relays Mfg by QH " Svc list end 

nOSSI.Ct Division of Operational Events Assessment (Post 870411) 88/09/29 
Consolidated Edison Co of New York, Inc 117pp 47115163 47115281 

8810200329 Responds to 8S0802 notification that 10 yr interval for Inseivice insp (ISI) & 
component repair & replacement extended due to long outages of unit during current 
ISI Interval Extension allowed by ASME Cede 8 acceptable 
TRAMMELL.CM Proiect Directorate V 88/10/05 BASKIN, KP Southern California 
Edison Co 4pp 47208 130 472QB 139 

8810030255 NRC Info Notice 88 OBO, “Unexpected Piping Movement Atiribuled to Ther^ 
mal Stmtification " Svc list end 

ROSSI, CE Division of Operalional Evenis Assessment (Post 870411) 88/10/07. 
Consolidated Edison Co of New York, fnc 223pp 47115*282^47115 285 

B81004006B NRC Info Notice 88 081, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Belts Nylon Wire Caps During Environ Qualification Testing/’ Svc list end 
ROSSI, C£ Division of Operational Events Assessment (Post 670411) 68/10/07. 
Consolidated Edison Co of New York, Inc 119pp 471 16 026'471 16 144 

8810130321 Responds to generic SER re resolution of USl A*46.ltems re 
RWST.electrical raceways.mechanical oquiprnont & ofacirical equipment anchorage 
resolved 

MEDFORD.M 0 Southern California Edison Co 88/10/07. Document Control Branch 
(Document Control Desk) 3pp 47133 005 47133 007 

8810240357 Responds to NRC Bulletin 88 QQ8, “Thermal Stresses In Piping Connected 
to flics '■ Review confirmed lhal no unlsolable sections of piping connected to flCS 
can bo subjected to excessive thermal stresses 

MEDFORD^M 0 Southern California Edison Co 88/10/16 Document Coolrof Branch 
(Document ConUo) Desk) 5pp 47254 236 47254 252 

8810130161 NHC Jnfo Notice 88 083, "Inadequate Testing of Relay Contacts In Safety 
Belated Logic Sys ’’ Svc list end 

ROSSI.CE Division of Operalional Evenis Assossment (Post 870411) 80/10/10 
Consolidaled Edison Co of New York, Inc 119pp 47196 239*47196 357 


R. Periodic operating reports & related correspondence 

6010100102 NPDES monitoring repl lor Aug 1988<A1I sampled water sources wilhin 
permit limits except one setileable solids test at sewage treatment plant 
TMORGAN.H E Soulhern Calilornip Edison Co 68/09/29 Document Control Branch 
(Document Control Desk) app 47069.236 47069 297 

8010210507 Monthly operating ropt lor Sept 19B0 tor San Onoire Uml 1. W/881017 Hr 
'SIAGOn.ER. MORGAN.HE Soulhern California Edison Co 88/09/30 7pp 
47232072 47232078 


S. Reportable occurrences, LERs St related correspondence 

081O149OS8 LEH 87*006 01 on 87051 3 Jnsp per IE Info Notice 86-104 found wide-range 
conrainmont water level Inslrumonlalion In non environ qualification 
configuration Caused by personnel error. Training program fnfllaled.W/aaiOOS Hr. 
MORGAN, HE Soul horn California Edison Co 68/10/03. epp 47147*058-47147*063 


V. Operator Exaitnl nations 

0800170150 Generic Ur 86 13 (o all power reactor ficensoos & applicants for OL re op- 
erator hcensing exams Svc list end 

MIRAQLIA.F J Associate Director for Proleds (Post 870411). 80/08/08. Consolidated 
Edison Co of Now York. Inc 56pp 46058 001-48958 057 


DOCKET 60-213 HADDAM NECK PUNT 


E, Security, medical, emergency & fire protection plans 

8810060329 Rev 6 lo Emergency Plan Implementing Procedure EPfP 1.5*48, “Control 
Room Data Coordinator ’’ 

MCCANCE,WT Corineclicul Yankee Atomic Power Co 08/09/13. 21pp 47061*131- 
47061 151 

8609200034 Rev $ (o Emergency Plan Implementing Procedure EPfPI 5-12, “Pereon- 
nel/Yehicle Monitoring 6 Decontamination “ 

MCCANCE.WT . OROWN.R E Connecticut Yankee Atomic Power Co. 88/09/22, 8pp 
46978 029 46970036 

8610070386 Provides revised schedule for completion of fire barrier penetration seal 
program for Millstone Unit 1, description of scope of fire barrier ponetrallon seals pro- 
gram at plant &. schedule for Implemenlation of program Fee paid 
MROCZKA.E.J Connectfeut Yankee Atomic Power Co SEARS, CJ, Northeast Nuclear 
Energy Co. (subs Of Northeast Utilities) MROCZKA.E J. Northeast Utilities 88/09/28, 
Document Con trot Branch (Document control Desk) 6pp. 

8810060304 Forwards "USNRC Read & Sign Program” to enhance site access for NRC 
jnspeclore 

MROCZKA.E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Nu- 
clear Energy Co (subs of Northeast Utiliiies] MROGZKA.E J. Northeast Utilllies 88/ 
09/29 Documerrt Control Branch (Document Control Desk) 2pp 47066 209- 
47060 272 

-8810060309 “USNRC Read & Sign Program " 

' Connecticut Yankee Atomic Power CO 88/03/31 62pp. 47066 211-47066 272. 

6810120298 Forwards SALP Repl 60 213/87-99 for Apr 1907 - Jul 1900 Meeting Will 
be schedule to discuss SALP 

RUSSELL ,W,T Region 1. Ofc of the Director 88/10/04 MROCZKA.EJ Connecticut 
Yenhee Atomic Power Co 2pp 47113 1 18-471 13 160 


-8810120302 SALP Repl 60-213/87-99 for Apr 1907 - JuJ 1988. 

* Region 1. Ole of the Director 88/10/04 41pp 471 13 120-471 13 160 

0810170091 Summary of 880830 meeling w/u(if In Rockville, MD re fire protection relat- 
ed Issues Draft fire protection engineering evaluation. “Cables on Svc Bldg Outsfdo 

IA/aIP^ ft llei Af adAnfiAoc cinol 

WANQ,A0 Project Directorate 1-4 88/10/04 Project Directorate 1-4 29pp 

47171.005 47171 033 


8810240412 Forwards specific emergency operating procedures for use during Incident 
response clr activation 

MROCZKAtEJ. Connecticut Yankee Atomic Power Co 88/10/07. Document Conlrol 
Branch (Document Control Desk) 2pp 47219 121*47223 281 

-8810170276 Temporary Procedure Change 88 557 to Rev 3 lo Procedure EOP 3 f-0, 
"Station Blackout " 

• Connedicut Vankee Atomic Power Co 88/11/02 2pp 47219 124-47219 125 

-8010240459 Rev 3 to Emergency Operating Procedure EOP 3.1 0, “Emergency Re- 
sponse Procedures “ 

• Connecticut Yankee Atomic Power Co 88/02/05 8pp 47219,126-47210 133. 

-6810240465 Rev 6 to Emergency Operating Procedure EOP 3,1-8, “Complete Loss of 
Condenser Vacuum ’* 

* Connectfeut Yankee Atomic Power Co 87/05/12, 2pp 47210 134-47219.136. 

-8810240490 Rev 10 to Emergency Operating Procedure EOP 3 1-10, “Partial Loss of 
AC “ 

* Connecticut Yankee Atomic Power Co 87/07/03 12pp 47219 136-47219,147 

-8810240503 Rev 4 to Emergency Operating Procedure EOP 3 M2, “Emergency Bora- 
Won “ 

* Connecticut Yankee Atomic Power Co. 87/09/03 4pp 47219 148 47210.161 

-8810240508 Rov 7 to Emergency Operating Procedure EOP 3 1*21. “Pressur-izar 
Spray Valve Maffunclfon “ 

* Corrnecticut Yankee Atomic Power Co 87/10/30 4pp 47219*152-47219 155 

-8810240521 Rov 9 to Emergency Operating Procedure EOP 3 1*23. “Loss of Cfrcufat- 
Infl Wator “ 

• Conneclfcul Yankee Atomic Power Co 87/05/12 3pp 47219 156 47219 168 

-8810240526 Rev 4 to Emergency Operating Procedure EOP 3,1-28, “Turbine Over- 
apoed" 

• Connecticut Yankee Atomic Power Co 88/08/23 4pp 4721 9-159*4721 9*162 

-68 10240535 Rev 6 lo Emergency Operaling Procedure EOP 3 1*34, “Compfeje Loss 
of Conlroj Air Supply '* 

• Connecticut Yankee Atomic Power Co 68/04/05 0pp 47219*163-47219 170 

-8810240540 Rev 7 to Emergency Operaling Procedure EOP 3 . 1 - 46 , “Total Loss of 
Semi-Vilal Power “ 

* Connecticut Yankee Atomic Power Co. 87/05/12. 3pp 47219-171 47219 173 


-8810240542 Rev 2 lo Emergency Operaling Procedure EOP 3 1*40, “Cavity Seai Fail- 
ure.” 

• Connecticut Yankee Atomic Power Co 84/10/04 3pp 47219 174 47219.176 


-8810240544 Rev 3 to Emergency Operating Procedure EOP 3 1-49, “Partial Loss of 
DC." 

* Connecticut Yankee Atomic Power Co 87/05/12. 4pp 47219 177-47210.160. 


-8810240545 Rev 2 to Emergency Operaling Procedure EOP 3.1*50^ “Loss of MCC-5 
• Connecticut Yankee Atomic Power Co 88/04/05 6pp 47219 161-47210 186 


-8810240546 Rev 1 to Emergency Operating Procedure EOP 3.1-51 , “Manual Afign- 
manl of HHR HPSI Cross Tie Valves '' 

* Connecticut Yankee Atomic Power Co 88/04/06 13pp 47219.187 47219i199 


-6610240546 Temporary Procedure Change 8B-S04 lo Rev 4 lo Procedure E 0, “Reac- 
tor Trip or Safety Injection “ 

‘ Connecticut Yankee Atomic Power Co 86/09/07 2pp. 47219*200-47219 201. 


-8810240550 Rev 4 lo Emergency Operating Procedure E-0, “Reactor Trip or Safety 
Infection." 

‘ Wnoecticul Yankee Atomic Power Co 80/06/03 16pp. 47219 202-47219 217 

-8810250154 Rev 1 to Emergency Operating Procedure ES-0 0, "Rediagnosis." 

* Connecticut Yankee Atomic power Co 68/06/03 3pp. 47219.218 47219 220 

-8810250173 Rev 4 lo Emergency Operating Procedure ES0.1, "Reactor Trip Re- 
sponse " 

• Connecticut Yankee Atomic Power Co 08/06/03 14pp. 47219.221-47219 234 


-6810250179 Rev 3 to Emergency Operating Procedure ES-0 2, “Natural Circulation 
Cooldown " 

* Connecticut Yankee Atomic Power Co. 88/06/03 10pp. 47219.235-47219 244 


-8810250195 Rev 3 to Emergency Operating Procedure ES0 3, “Natural Circulation 
Cooldown W/Steam Void In Vessel (W/RVLfS).“ 

* Connecticut Yankee Atomic Power Co, 88/06/03 8pp. 47219:245-4721 9i262. 

-8810250198 Rev 4 to Emergency Operating Procedure ES 0,4, "Natural Circulation 
Cooldown W/Steam Void In Vessel (W/o RVllS) " 

* Connecticut Yankee Atomic Power Co, 88/08/03 13pp. 47219 253-47219.265 

-8810250202 Rev 4 to Emergency Operating Procedure E*1, “Loss of Reactor or Sec- 
ondary Coolant " 

* Connecticut Yankee Atomic Power Co 68/06/03, 9pp 47219 266-472 19*274. 


-8810250205 Rev 3 to Emergency Operating Procedure ES-1,1, "Safety Injection Ter- 
mination," 

* Connecticut Yankee Atomic Power Co 88/06/03. 12pp 47219.275 47219 286 

-8810250206 Rov 3 to Emergency Operating Procedure ES-1 2, “Post-LOCA Cooldown 
A Depressurization " 

* Connecticut Yankee Atomic Power Co 88/06/03 17pp 47219.267-47219*303. 
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-8010250211 Rov 5 to Emergency Operating Procedure ES-1 3. "Transfer to RHR Re 
* Coffn^cVu1 Yankee Atomic Power Co 88/06/03 6pp 47210 30^1-47219 311 


-6810250326 Rev 2 to Emergency Oporalmg Procedure FR-Z t, "Response to High 
Containment Pressure " 

* Connecticut Yankee Atomic Power Co 88/06/03 3pp 47220 230 47220 232 


-8810250218 Rev 5 to Emergency Operating Procedure ES-1 4, "Transfer to Two Path 
Recfrculatlon " 

* Connecticut Yankee Atomic Power Co 80/06/03 0pp 47219 312-47219 320 


-8810250331 Rev 1 to Emergency Operaling Procedure FR-Z 2, "Response to Contain 
ment Flooding " 

• Connecticut Yankee Atomic Power Co 88/06/03 2pp 47220 233 47220 234 


-8B10250223 Rev 2 to Emergency Operating Procedure E'2. "Faulted Steam Generator 
Isolation " 

• Connecticut Yankee Atomic Power Co 08/06/03 3pp 47210 321-47219 323 


-S810250334 Rev 2 to Emergency Operaling Procedure FR Z 3, "Rosponse to High 
Containment Radiation Level " 

* Connecticut Yankee Atomic Power Co 88/06/03 2pp 47220 235 47220 236 


-6810250229 Rev 4 to Emergency Operating Procedure £-3. "Steam Generator Tube 
^^^nn^cticut Yankee Atomic Power Co, 86/06/03 27pp 47219 324-47219 350 


-8610250338 Rev 3 to Emergency Operating Procedure FR M, "Response to High 
Pressurizer Level " 

• Connecticut Yankee Atomic Power Co 88/06/03. 4pp 47220’237-47220 240. 


-0810250239 Rev 3 to Emergency Operating Procedure ES-3 1, "Post Steam Genera- 
tor Tube Rupture Cooldown Using BacKhll " 

• Connecticut Yankee Atomic Power Co 88/06/03. 7pp 47210 351-4721 9'357 


-6610260241 Rev 3 to Emergency Operating Procedure ES3 2, "Post-Steam Genera- 
tor Tube Rupture Cooldown Using Blowdown " 

* Connecticut Yankee Atomic Power Go 88/06/03 12pp 47219 3SB-47220 009 


-8610250247 Rev 2 to Emergency Operating Procedure ES-3 3, "Post-Steam Genera 
lor Cooldown Using Steam Dump " 

• Connecticut Yankee Atomic Power Co 88/06/03. 13pp 47220 010 47220 022 


-6610250250 Rev 3 to Emergency Operating Procedure EGA 0.0, "Station Blackout'* 
* Connecticut Yankee Atomic Power Co 80/08/03 1 5pp 47220 023 47220 037 


-0810260262 Rev 3 to Emergency Operating Procedure ECA-0 1, "Slallon Blackout Re- 
covery W/o Steam Injection Required '* 

• Connecticut Yankee Atomic Power Co 86/06/03 lOpp 47220 038 47220 047 


-6810250340 Rev 2 to Emergency Operating Procedure FR-I 2, "Response to Low 
Pressurizer Level " 

* Connecticut Yankee Atomic Power Co 06/06/03 3pp 47220 241-47220 243, 

-6810250423 Rev 3 to Emergency Operating Procedure FR 1 3, "Response to Voids In 
F^^&otor VqssbI " 

* Connecticut Yankee Atomic Power Co 88/06/03. 15pp. 47220 244 47220 259 

-8810250425 Rev 1 to Emergency Operating Procedure EOP 569, "EOP Administration 
Procedure " 

PALMER, RJ Connecticut Yankee Atomic Power Co 84/03/20 Itpp 47220 260- 
47220 270. 

-6610250427 Rev 3 to Emergency Operating Procedure EOP 570, "Reactor Pressure 
Vessel Level Control Emergency Procedure?’ 

PALMER.R.J Connecticut Yankee Atomic Power Co 88/05/20 8pp 47220 271- 
47220*279 


-6810250256 Rev 4 to Emorgency Operating Procedure ECA-0 2, "Station Blackout Ro 
covery W/Steam Injection Required " 

* Connecticut Yankee Atomic Power Co. 88/06/03 6pp 47220 048 47220 053 


-86102B0260 Rev 4 to Emergency Operaling Procedure ECA-1.1, "Loss of Emergency 
Coolant Recirculation '• ^ 

• Connecticut Yankee Atomic Power Co. 80/08/03. 1 0pp 47220.064 47220 063 

-6010250265 Rev 1 to Emergency Operating Procedure ECA-1 2, "LOCA Outside Con- 
tainment " 

* Connecticut Yankee Atomic Powor Co 08/06/03 2pp 47220 064-47220 065 


-6610260266 Rev 4 to Emorgency Operating Procedure ECA-21, "Uncontfotlod De- 
pressurization of All Steam Generators " 

* Connecticut Yankee Atomic Power Co 86/06/03 10pp 47220 066 47220 003 


-6B10250430 Rev 2 to Emergency Operaling Procedure EOP 571, "Reactor Pressure 
Vessel Level/Rx Power Control Emergency Procedure, '* 

PALMER, RJ Connecticut Yankee Atomic Power Co 68/05/20. 15pp 47220 260 
47220,205 

-8810250431 Rev 2 to Emorgency Operaling Procedure EOP 672, "Reactor Power 
Control Emergency Operaling Procedure " 

PALMER, n.J. Connecticut Yankee Atomic Power Co 87/01/13 Gpp 47220 296- 
47220*303. 

-6610250436 Rev 2 to Emergency Operating Procedure EOP 673, "Reactor Pressure 
Vessel Spray Cooling Emergency Procedure '* 

PALMER, RJ Connecticut YaoKee Atomic Power Co 88/05/20 5pp 47220.304- 
47220,300. 


-6610260271 Rev 3 to Emergency Operating Procedure ECA-3 1, "Steam Qoneralof 
Tube Rupture W/Loss of Reactor Coolant - Subcooled Recovery Desired '* 

‘ Connecticut Yankee Atomic Power Co 88/06/03 26pp 47220 084-47220 100, 

-8610260274 Rev 3 to Emergency Operating Procedure ECA-3.2, "Steam Generator 
Tube Rupture W/Loss of Reactor Coolant - Saturated Recovery Desired " 

* Connecticut Yankee Atomic Power Co 88/06/03 22pp, 47220,110 47220 131 

-6610250279 Rev 4 to Emergency Operating Procoduro ECA-3 3, "Steam Generator 
Tube Rupture W/o Pressurizer Pressure Conlrol '* 

* Connecticut Yankee Atomic Power Co. 80/06/03. 23pp. 47220.132-47220*164 


-6610250281 Rev 3 to Emergency Operating Procedure FR*S 1, "Response to Nuclear 
Power Genaration/ATWS " 

* Connecticut Yankee Atomic Power Co 88/06/03 7pp 47220:155-47220:161. 


-6810250263 Rev 1 to Emorgency Operating Procedure FR-S,2, "Response to Loss of 
Core Shutdown " 

* Connecticut Yankee Atomic Power Co 88/06/03, 2pp. 47220.162-47220.163 


-6810250440 Rev 2 to Emergency Operating Procedure EOP 574, "Reactor Pressure 
Vessel Steam Cooling Emergency Procoduro '* 

KRAEMER.R, Connecticut Yankee Atomic Power Co 88/05/20 4pp 47220,309- 
47220 312 


-6810250444 Rev 2 to EOP 676, "Reactor Pressure Vessel Levol/Rx Power Control 
Emoraency Procedure." 

KRAEMER.R Connecticut Yankee Atomic Power Co 88/05/20 Opp 47220*313- 
47220 324. 


-8810250448 Rev 1 to Emergency Operaling Procedure EOP 576, "Reactor Pressure 
Vessel Level Rostoratlon Ememency Procoduro " 

• Connecticut Yankee Atomic Power Co 80/06/03 9pp 47220*325 47220333 

-6810250449 Rev 1 to Emergoncy Operating Procedure EOP 577, "Emergency Reactor 
Pressure Vessel Dopressunzalion Emergency Procedure " 

MCCOLLUM,W.R. Connecticut Yankee Atomic Power Co 64/03/20 7pp 47220*334- 
47220.340 


-6810250294 Rev 2 to Emergency Operating Procedure FR C.1, "Response to Inad- 
equate Gore Cooling." 

* Connecticut Yankee Atomic Power Co. 86/06/03 9pp 47220* 104-47220;1 72. 


-8810250454 Rov 1 to EOP 578, "Reactor Pressure Vessel Emorgency procedure." 
MCCOLLUM,WR. Connoollcul Yankee Atomic Power Co 84/03/20 13pp. 

47220.341-47220.353. 


-6610250297 Rav 2 to Emergency Operaling Procedure PR-C.2, "Response to Degrad- 
ed Core C^ling " 

‘ Connecticut Yankee Atomic Power Co 88/00/03. 7pp. 47220.173-47220:179. 

-0610250300 Rov 1 to Emergency Operaling Procedure FR C 3, "Rosponse to Saturat- 
ed Core Cooling,** 

* Connecticut Yankee Atomic Power Co. 86/06/03 3pp 47220:180-47220,182. 

-8610250302 Rev 4 to Emergency Operating Procedure FR-H 1, "Response to Loss of 
Secondary Heat Sink " 

• Connecticut Yankee Atomic Power Co. 88/06/03 19pp. 47220.183 47220.201. 

-6610260303 Rov 1 lo Emergency Operating Procedure FR-H 2, "Response to Steam 
Generator Overpressure.*' 

• Connecticut Yankee Atomic Power Co. 88/06/03. 3pp 47220*202-47220.204. 

-8610250300 Rev 3 to Emergency Operating Procedure FR-H.3, "Response to Steam 
Generator High Level " 

* Connecticut Yankee Atomic Power Co 88/06/03. 3pp 47220*206-47220*207 


-8810260466 Rov 1 to Emergency Operating Procedure EOP 579, *'Allernato Shutdown 
Cooling Emergency Procedure." 

MCCOLLOM.W.R Connecllcut Yankee Atomic Power Co 04/03/20. 4pp. 47220 354- 
47220:357. 


-8810260482 Rev 2 to Emergency Operating Procedure EOP 680, "Containment Con- 
trol Emergency Procedure " 

KRAEMER.R Connecticut Yankee Atomic Power Co. 08/06/20 43pp 47220*358- 
47221.039. 


-8810260468 Rev 3 to Emergency Operating Procedure EOP 2625, "Sid Post-Trip Ac- 
tions " 

BRINKMAN,S Connecticut Yankee Atomic Power Co 80/08/03 17pp 47221:040- 
47221.050. 


-8810260477 Rev 2 lo Emergency Operating Procedure EOP 2628, "Reactor Tnp Re- 

8RIN%^AN,S. Connecticut Yankee Atomic Power Co. 88/00/03. 19pp 47221 057- 
47221-076. 


-8610250310 Rev 2 to Emergency Operating Procedure FR-H.4, "Response to Loss of 
Normal Steam Release Capabilities, ' 

* Connecticut Yankee Atomic Powor Co 88/06/03. 2pp. 47220.208-47220:209 

-8610250316 Rev 2 lo Emergency Operating Procedure FR-H, 6, "Response to Steam 
Generator Low Level ** 

* Connecticut Yankee Atomic Power Co. 88/06/03 Spp, 47220 210-47220.-212 

-8610250318 Rev 4 to Emergency Operating Procedure FR-P.1, '‘Response lo Immi- 
nent PTS Condition " 

* Connecticut Yankee Atomic Power Co 88/06/03. 12pp. 47220.213-47220 224 

-8610250321 Rev 1 to Emergency Operating Procedure FR-P 2. "Response to Anilcl 
paled PTS Condition." 

^ Connecticut Yankee Atomic Power Co 88/08/03. Bpp 47220*225-47220.229 


-8810280481 Rev 2 to Emergency Operating Procedure EOP 2628, "Electrical Emer- 

8ri8kman ,S Connecticut Yankee Atomic Power Co 68/00/03 42pp 47221 076- 
47221:117. 


-8810250486 Rev 4 to Emergency Operating procedure EOP 2532, "Loss of Primary 


L/uuiaili. 

BRINKMAN, $ Connecticut Yankee Atomic Power Co. 88/08/03 36pp 47221*118- 
47221.153. 


-8810250499 Rev 6 to Emergency Operating Procedure EOP 2634, "Steam Generator 
Tube Rupture." 

BRINKMAN, S. Connecticut Yankee Atomic Power Co. 88/08/03 35pp. 47221:164- 
47221:168 
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“8610250502 Hev 4 to Emergency Operating Procedure EOP 2536, **E)ccess Steam 
Demand " 

0fl/NKMAN,S Connecticut Yankee Atomic Powor Co 58/08/03 34pp 47221 169- 
47221*222 

^8810250504 Rev 4 to Emergency Operating Procedure EOP 2537, "loss of AH Feod- 
walor,” 

BRINK MAN.S Connecticul Yankos Atomic Power Co 68/08/03 24pp 47221 223- 
47221*246. 

--aeiOSSOSOO nev 5 to Emergency Operating Procedure EOP 2540, ‘'Functional Recov- 
ery 

SMITH, J Connecticut Yankee Atomic Power Co 88/02/20 32pp 47221 247- 
47221 278 

-66102 5Q509 Rev 2 to Emergency Operating Procedure EOP 2640A, "Funcllonal Re- 
covery ot Reactivity Control 

GRlNKMANcS Connecticut Yankee Atomic Power Co 86/06/03 lOpp 47221.279- 
47221 297 

“8810260046 Rev 2 to Emorgoncy Operating Procoduro EOP 2540B, “Functional Re- 
covery ol Vital Auxttianes (AC & DC Power) 

BRINKMAN, S Connecticut Yankee Atomic Power Co 80/08/03 20pp 47221*298 
47221 317 

-8610260055 Rev 3 to Ememency Operating Procedure EOP 2540C» “Functional Re- 
covery ol RCS Inventory & Pressure ’’ 

BRlNKMAN,S Connecticut Yankee Atomic Power Co 88/08/03 25pp 47221. 3 IB- 

47221 342. 

^8610260061 Rev 3 to Emergency Operating Procedure EOP 2540D, “Functional Re- 
coveiy ot Heat Removal “ 

BRINKMAN, S Connecticul Yankee Atomic Power Co BQ/08/03 64pp 47221*343- 

47222 036 

-8610260068 Rev 2 to Emergency Operating Procedure EOP 2540E, “Funcllonal Re 
covery of Containment Integrity" 

MOONEV.D Connecticut Yankee Atomic Power Co. 86/06/20. 11pp. 47222 037- 
47222 047. 

-8810260073 Change 1 to Rev 2 to Emergency Operating Procedure EOP 2540E, 
'’Functional Recovery of Containment fnlogrity " 

MROC2KA Connecticut Yankeo Atomic Power Co 87/01/28 0pp 47222 048 
47222066 

-8810260090 Change t to Rev 0 to OPS Form EOP 35 F-0 2, “Core Cooling Status 
Tree,” 

* Connecticut Yankee Atomic Power Co. 80/06/02 3pp 47222 057-47222 059 

-8810260098 Change 1 to Rov 0 to OPS Form EOP 35 F-0 3, "Heal Sink “ 

' Connecticut Yankee Atomic Power Co 87/10/22 5pp 47222 060*47222 064. 

“8810260100 Rev 0 to Emergency Operating Procedure EOP 3502, “Fuel Handling Ac- 
cident “ 

BliRTON.KI- Connecticut Yankee Atomic Power Co 87/09/14. 6pp. 47222 065- 
47222070 

“6810260108 Rev 4 to Emergency Operating Procedure EOP 3503, "Shutdown Outside 
Control Room “ 

* Connecticut Yankee Atomic Power Co 87/01/24 34pp 47222071*47222104 

-6810260126 Rev 1 to Emergency Operating Procedure GOP 3505, “Loss of Shutdown 
Cooling (RHR) “ 

* Connecticut Yankee Atomic Power Co 67/11/05 lOpp. 47222 116 47222.125, 

-6810260127 Rev 2 to Emergency Operating Procedure EOP 3504, “Cooldown Outside 
Control Room " 

MOORE, D,fl Connecticut Yankee Atomic Power Co 85/11/05 Hop 47222105- 
47222115 

“8610260138 Rev 0 to Emergency Operating Procedure HOP 3506, "Loss of All Charg- 
ing Pumps," 

* Connecticul Yankee Atomic Power Co 85/10/09. 5pp 47222 126-47222 130, 

“8810260164 Rflv 5 to Emergency Operating Procedure EOP 3509, "Fire Emergency" 

* Conneclfcul Yankee Atomic Power Co 63/06/15, 12pp 47222:131-47222 142 

“6610260170 Rev 2 to Emergency Operating Procedure EOP 35 E-0. “Reactor Tnp or 
Safety fnjecllort “ 

* Connecticut Yankee Atomic Power Co, 88/06/15 I6pp 47222*143-47222:168 

“8610260176 Hev 2 to Emergency Operating Procedure EOP 36 E-1, "Loss of Reactor 
or Secondary Coolant.” 

* Connecticul Yankee Atomic Power Co. 88/06/16 18pp 47222*169-47222-176. 

“6610260162 Rev 2 to Emergency Operating Procedure EOP 35 £-2, “Faullecf Steam 
Generator Isolation ” 

* Connecticut Yankee Atomic Power Co, 88/06/16. 8pp 47222-177-47222-182, 


“8810260229 Rev 2 to Emergency Operating Procedure EOP 35 ES-0 4, "Nalural Creu- 
lalion Cooldown W/Steam Void In Vessel (W/o RVLMS) " 

• Connecticul Yankee Atomic Power Co 80/06/15 13pp 47222 252 47222 264 

“8810260233 Rov 4 to Emergency Operating ProcoefurQ EOP 35 ES-1 1, “Safely ln|oc 
tion Termination *' 

• Connecticut Yankee Atomic Power Co 88/06/15 15pp 47222 266 47222 279 

“8810260238 Rev 2 to Emergency Operating Procedure GOP 35 ES 1 2, “Post-LOCA 
Cooldown & Depressunrallon 

• Connecticut Yorikee Atomic Power Co 86/06/16 17pp 47222 280-47222 296 

“6810260244 Rev 2 to Emergency Operating Procedure EOP 35 ES-1 3, “Tranafer la 
Ck)fd Leg Recirculation " 

• Connecticut Yankeo Atomic Power Co 88/06/15 7pp 47222.297-47222 303 

“6610260252 Rov 2 to Emergency Operating Procedure EOP 35 ES-1 4, "Transfer to 
Hot Leg Recirculation " 

• Connecticut Yankeo Atomic Power Co. 88/06/15 6pp 47222 304-47222.300 

“8810260267 Rev 2 to Emergency Operating Procedure EOP 35 ES-3 1, "PosLSteam 
Generator Tube Rupture Cooldown Using Backfill," 

• f:k>nnectloul Yankee Atomic Power Co 88/06/15 8pp 47222 310 47222,317 

“8810260272 Rev 2 to Emergency Operaling Procoduro EOP 35 ES-3.2, “Post-Steam 
Generator Tuba Rupture Cooldown Using Blowdown 

• Connecticut Yankee Atomic Power Co. 88/06/16. lOpp 47222 310-47222327 

“6810260288 Rev 2 to Emergency Operating Procedure EOP 35 ES-3 3, "Post-Steam 
Generator Tube Rupture Cooldown Using Steam Dump," 

• Connecticut Yankee Atomic Power Co 88/06/16. lOpp 47222-328-47222 338 

“8610260316 Rev 3 to Emergency Operating Procedoro EOP 35 ECA-O.O, "Loss of All 
AC Power." 

• Connectlcvil Yankee Atomic Power Co. 66/06/15. 29pp 47222 339-47223007. 

“BS 10280322 Rev 2 to Emergency Operating Procedure BOP 35 ECA-0 1, "Loss of All 
AC Power Recovery W/o Sf Rerpred " 

• Connecticut Yankee Atomic Power Co. 88/06/15. 13pp. 47223 008 47223.020 

“0810260410 Rev 2 to Emeraency Operating Procedure EOP 35 EGA 0 2, "Loss of All 
AC Power Recovery W/Sl Required '' 

• Connecticut Yankee Atomic Power Co 88/06/15 12pp. 47223 021-47223 032. 

“6810260417 Rev 2 to Emergency Operating Procedure EOP 35 ECA-1.1, "Loss of 
Emerger^cy Coolanl RaclrculaHon.’' 

• ConnecUcul Yankee Atomic Power Co 88/06/15 lapp 47223-033 47223.050 

“8610260426 Rev 1 to Emergency Operating Procedure EOP 35 ECA-1.2, "LOCA Out 
side Containment " 

• Connecticut Yankee Atomic Power Co 05/12/13. 6pp 47223-051-47223.056 

“8810260436 Rev 2 to Emergency Operaling Procedure EOP 35 ECA-H.1, "Uncon- 
trolled Depressurization of AH Steam Generators " 

• Connecticut Yankeo Atomic Power Co 88/06/16, 18pp 47223.057-47223 074 

“8810260454 Rev 2 to Emergency Operating Procedure EOP 35 GCA-3 1, "Steam Gen- 
erator Tube Rupture W/Loss of Reactor Coolant - Subcoolod Recovery Desired “ 

• Connecticul Yankee Atomic Power Co 88/06/16 20pp 47223 075-47223 102 

“8810260473 Rev 2 to Steam Generator Turbine Rupture W/Loss of Reactor Coolant 
Saturated Recovery Desired " 

• Connecticul Yankee Atomic Power Co B8/06/16 25pp 47223 1103-4 7223. 127, 

“8610280485 Rev 2 to Emergency Operating Procedure EOP 35 ECA'3.3, "Steam QflO 
erator Tube Rupture W/o Prassurlzer Pressure Control." 

• Connecticut Yankee Atomic Power Co 88/06/15. 16pp 47223*128-47223 146. 

“8810260497 Rev 2 to Emergency Operating Procedure EOP 35 FR-C 1, "Response (o 
Inadequate Core Cooling " 

• Connecticut Yankee Atomic Power Co. 88/06/16. 10pp. 47223*1 47-47223' 166 

“8810260506 Rev 2 to Emergency Operating Procedure EOP 35 FR-C 2, "Response to 
Dwraded Core Cooling " 

‘ Connecticul Yankee Atomic Power Co, 80/06/15. 9pp 47223:167-47223.165 

“8810260513 Rev 1 to Emergency Operating Procedure EOP 35 FR-C 3, "Responae to 
Saturated Core Conditions 

• Connecticut Yankee Atomic Power Co. 85/12/13 5pp 47223:166-47223.170 

“8810260520 Rev 1 to Emergency Operating Procedure GOP 35 FR-H 1, "Response to 
Loss of Secondary Heal Sink." 

• Connecticut Yankee Atomic Power Co. 85/12/13 14pp 47223 171-47223-184 

“8810260524 Rev 1 10 Emergency Operating Procedure EOP 35 Ffl-H.2, "Response to 
Steam Generator Overpressure " 

• Connecticut Yankee Atomic Power Co 86/12/13 epp. 47223.185-47223 190 


“8610260189 Rev 2 to Emergency Operaling Procedure EOP 36 E-3, "Steam Genera- 
tor Tube Rupture" 

* Connecticut Yankee Atomic Power Co 88/08/16 32pp 47222*183-47222-214 


“8610260528 Rev 1 to Emergency Operaling Procedure EOP 35 FR-H 3, "Response to 
Steam Generator High Levm." 

• Connecticut Yankee Atomic Power Co 05/12/13. 6pp 47223,191-47223 196. 


“6810280194 Rev 1 to Emergency Operating Procedure EOP 35 ES-0,0. "Redlagno- 
sls " 

* Connecticut Yankee Atomic Power Co. 05/12/13. 6pp 47222.216-47222 219. 


“8810260539 Change 1 to Rev 1 to Emergency Operaling Procedure EOP 36 FR-M3, 
"Response to Steam Generator High Levef." 

* Connecticut Yankee Atomic Power Co 07/12/17 Ip. 47223- 197-47223' 197 


-8810260109 Rev 3 (0 Emergency Operating Procedure EOP 35 ES-0.1, "Reactor Trip 
Response *’ 

* Connecticut Yankee Atomic Power Co. 88/06/15. 13pp 47222-220 47222.232 


“8810260545 Rev 1 to Emergency Operating Procedure EOP 35 FR-H.4, "Response to 
Loss of Normal Steam Release Capablllljea " 

• Connecticut Yankeo Atomic Power Co, 86/12/13, 4pp 47223 198 47223-201 


“8810280204 "Rev 2 to Emergency Operating Procedure EOP 35 ES 0,2, "Natural Clr- 
cutallon Cooldown " 

* Connecticut Yankee Atomic Power Co 68/08/15 11pp. 47222.233-47222.243. 


“8810260561 Rev 1 to Emergency Operating Procedure EOP 35 FR-H 6, "Response to 
Steam Generator Low Level" 

♦ Connecticut Yankee Atomic Power Co 85/12/13 6pp 47223.202-47223 205, 


“0810280219 Rev 1 to Emergency Operalmg Procedure EOP 35 ES 03, "Nalural Circu- 
lation Cooldown. W/Steam voW in vessel (W/RVIM$) " 

• Connecticut Yankee Atomic Power Co 66/12/13, epp 47222 244-47222 251 


“8810280562 Rev 1 to Emergency Operating Procedure GOP 35 FR-1,1, "Response to 
High Preasurlzer Level " ^ ^ 

* Connecticut Yankee Atomic Power Co 85/12/13 7pp 47223:207-47223:213. 
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-8B1 0260566 Rev 1 lo Emergency Operaling Procedure EOP 35 "Response to 

Low Pressurlzer Level " 

* Connecticut Yankee Atomic Power Co 85/12/13 5pp 47223 214 47223*218 

-6810260671 Rev 2 lo Emergency Operating Procedure EOP 35 FR-I 3, "Responso to 
Voids In Reactor Vessel " 

* Connecticut Yankee Atomic Power Co 88/06/15 13pp 47223 219 47223 231 

-8810260574 Rev 2 to Emergency Operating Procedure EOP 36 FR-P 1, "Response to 
Imminent PTS Condition," 

* Connecticut Yankee Atomic Power Co 88/06/15 13pp 47223 232*47223 244 

-8810260576 Rev 2 to Emergency Operating Procedure EOP 35 FR-P 2, "RoaponsB to 
Anticipated PTS Condotfon ^ 

* Connecticut Yankee Atomic Power Co 88/06/16 Bpp. 47223 245 47223 252 

-8810260677 Rev 2 lo Emergency Operating Procedure EOP 35 FR-2 1* "Response to 
High t^ntainmonl Pressure^' 

* Connecticut Yankee Atomic Power Co 88/06/15 9pp 47223.261-47223 260 

-8010260678 Rev 1 to Emergency Plan Implementing Procedure EOP 35 Ffl-Z2, '‘Re- 
sponse to Containment Fiooding," 

* Connecticut Yankee Atomic Power Co 85/12/13 4pp 47223*270-47223*277 

-88 10260579 Rev 2 to Emergency Operating Procedure EOP 35 FR-S 1, "Response to 
Nuclear Power Qenefatlon/ATWS " 

* Connecticut Yankee Atomic Power Co 88/06/15 8pp, 47223 253-47223 260 

-8810260580 Rev 1 to Emergency Plan Implementing Procedure EOP FR-Z3, "Re 
sponse to High Containment Radiation Level " 

* Connecticut Yankee Atomic Power Co. 85/12/13 4pp 47223.274 47223,277. 

-8810260681 Rev 2 to Emergency Operating Procedure EOP 35 FR S2, '‘Response to 
Lobs of Core Shutdown " 

* Connecticut Yankee Atomic Power Co 88/06/15 4pp 47223 278 47223 201. 

8B101 70253 Revised emergency plan Implementing procoduros, including Rev 6 to EPIP 
1 6-13, "Personnel Accountability," Rev 6 to EPIP 1.6 19, "Emergency Operations Fa- 
cility Aollvallon" & Rev 10 to EPIP 1 5 22, ‘'Manager of Radiological " 

' Connecticut Yankee Atomic Power Co. 88/10/12. 66pp 47170 001-47170.086. 

8810210562 Forwards Insp Rapt 50-213/88-16 on 08080 1-0027.No violations 
noted Operational conservatism noted In actions taken In response to failure of charg- 
ing pump & In anticipation of elevated svc water temps 

BETTENHAUSEN.L. Region 1, Ofc of the Director. 08/10/12 MROCZKA.E.J Con- 
necticut Yankee Atomic Power Co 2pp 47236*013 47238*029 

-8610210666 Safety Insp Rept 50-213/68-15 on 880801-0912 No violations 
noted Major areas inspected plant operations, radiation protoction.fire 
protection, security, maint,survelllance testing, licensee events & open items from previ- 
ous fnsps 

MCCABE,GC Region 1, Ofc of the Director, 80/10/12. 15pp 47236 016 47236 020 

8810210488 Rev 11 lo Emergency Plan Implementing Procedure EPIP 1 6-10, "OffsHo 
Emergency Radiological Surveys " 

* Connecticut Yankee Atomic Power Co. 08/10/14 50pp 47233 049 47233*106 


J. Insurance & Indemnity Information 

8809300038 Forwards Endorsements 119 & 106 & 107 & 93 to NELIA Policies NF-173 
& NF-161 & MAIEU Policies MF-62 & MF-aO.rospoc lively 

VIETEN,M.J Marsh & McLennan, Inc. 80/09/26 DINITZ,!. Office of Nuclear Rooclor 
Regulation, Director (Post 870411) 6pp 47002*200-47002.204. 

8810030079 Forwards environ assessment & finding of no significant impact re tempo- 
rary exemption from 10CFR50.64(w)(6)(i) requirements concerning Increase in amount 
of onsite property damage Insurance to be carried by licensees. 

WANQ,A.a Profocl Directorate 1-4. 88/09/27 MROCZKA.EJ Connoclicul Yankee 
Atomic Power Co 4pp 47005.353-47005 360 

-8810030087 Environ assessment & finding of no significant impact re lemporery ox- 
emplion from 10CFR60 64(w)l5)(i) requirements concerning increase (n amount of 
onsite property damage Insurance carried by licensees 
HERMAN, R.Vv. Project Directorate i-4 80/09/27 4pp 47005 357-47005.360 

8810140073 Forwards temporary oxemptlon from achedular requirements of property in 
Burance rufe 10CFR60.64(w)(6)(i),effeclivo 881004 

WANG, A B Project Directorate 14 88/10/03. MROCZKA.EJ. Connecticut Yankee 
Atomic Power Co. 4pp 47154.292-47164:290 

-8610140079 Temporary exemplion from schodular requlremonts of property Insurance 
rule 10CFR60 54[w){5HI),effective 881004. 

VARGA.SA. Division of Reactor Prdects - i/ll (Post 870411) OB/10/03 Connecticut 
Yankee Atomic Power Co 4pp 47164:268-47154:209. 


P. Operating license stage documents & correspondence 

8607280231 Discusses 680708 mgt meeting in Region I ofc re corporate resource 
al location a. engineering support & plant aclMtloa. 

eEHENHAUSEN.L Region 1, Ofc of the Director 88/07/14. MROCZKA.EJ North- 
east Nuclear Energy Co (subs of Northeast Utlliliea). MROCZKA.EJ. Connecticut 
Yankee Atomic Power Co ll2pp 46325.248 46325*359, 

6809120095 Generic Llr 88-15 to all power reactor licensees & applicants re electric 
power sys - inadequate control over design processes 

CRUTCHFIELD, D. Associate Director for Projects (Post 870411) 08/09/12 Consoli- 
dated Edison Co of New York, Inc 60pp 47001*239 47001:300, 

6610170092 Forwards Amends 107,23,132 & 24 lo Licenses DPR 61,DPn-21, OPR-65 
& NPF-4 5, respectively & safely evaluation Change modifies Tech Specs to provide for 
uniform addresses for listed classes of repta for plants 

STOLZ.J.F Project Directorate 1-4. 88/09/28. MROCZKA.EJ. Connocticul Yankee 
Atomic Power Co. 3pp 47153*310-47163:349 


-8G10170099 Amends 107,23,132 & 24 to Licenses DPR 61,DPR-21,DPR 65 & NPF- 
49, respectively, modifying Tech Specs to provide for uniform addresses for listed 
classes of ropts for plants 
STOLZ.J F Project Directorate 1-4 86/09/20 27pp 

“8810170101 Safety evaluation supporting Amends 107,23,132 & 24 to Licenses DPR 
61 ,DPR 21 ,DPR-65 & NPF-24,re8poclivoTy 

* Office of Nuclear Reactor Rogulallon, Director (Post 070411). 00/09/28, 2pp 
47163 348-47153 349 

60 10060297 Responds to generic SER on resolution of US! A 46 Completion of generic 
implementation procedure in First Quarter 1 08D depends on resolution of all oulsland- 
Inp issues, accornpllshmont of interim milestones & agreement on issues 
MflOCZKA.E J . SEARS, C F Connecticut Yankee Atomic Power Co MROC2KA.E J 
Northeast Nuclear Energy Co. (subs of Northeast Ulllilies), 8B/09/30 Document Con- 
trol Branch (Document Control Desk) 3pp 47066 004 47066 006 

8310140173 Forwards corrected Amend 106 to License DPR 61 .changing Tech Specs 
re wold locations on steam supply linos to auxiliary feedwater pumps Corrections & 
Figure 4 121 improve doscription of welds to be Inspected 

WANG, A B Project Directorate 1-4 00/10/03 MROCZKA.EJ Connecticut Yankee 
Atomic Power Co 2pp. 47147 241-47147 247 

-8B10140174 Corrected Amend 106 to License OPR 61, revising Tech Specs re weld 
locations on steam supply linos to auxiliary feedwater pumps 

* NRC - No Detailed Affiliation Given 88/10/03 5pp 47147 243 47147 247 

B81 0050056 Generic Ltr 80-16 to all power reactor liconsoes & applicants re removal of 
cyclo-^ecific parameter limits from Tech Specs Svc list end 
CRUTCHFIELD, D. Aasociole Director for Projects (Post 070411) 08/10/04 Consoli- 
dated Edison Co of New York, Inc 40pp 47116 145 471 16 194 

0810110366 Forwards Rev 1 to "Third 10 Yr Interval Inservlco Testing Program" Imple 
menting procedures being revised 

MROCZKA,E J Connecticut Yankee Atomic Power Co MROCZKA.E J Northeast Ulil- 
itlos 00/10/04 Document (Control Branch (Documenl Control Desk) 7pp 47003 186 
47094 105 

-0810110379 Rev 1 lo '‘Haddam Neck Plant Third 10 Yr Inlorval fnsorvico Testing Pro- 
gram " 

^ Northeast Utilities 88/10/31 27epp 47093.193-47094 105 

8810120363 Comments on 880003 SER for NULAP5 code & use In plant small break 
LOCA analyses Requests that NRC remove restriction on use of Henry Fauske/ 
Moody critical flow model for stratified flow 

MRO(j2KA,E j Connecticut Yankee Atomic Power Co MROCZKA,E J Northeast Util 
ities. 80/10/05 Document Control Branch (Document Control Desk) 2pp 47118 146- 
47110147 

8610130071 Documents that SPDS declared fully operational per 800718 SAR Util com 
mlUod to Imploment SPDS as defined In SAR witnin 6 months following start of Cycle 
15 or by 080326 

MROC2KA,E J. Connocticul Yankee Atomic Power Co MROCZKA.E J Northeast Util 
illos 80/10/05 Document Control Branch (Document ConUol Desk) 2pp 47129 359 
47129,360. 

0810240412 Forwards specific omorgoncy operating procedures for use during incident 
rosponso ctr activation 

MROCZKA.E J Connecticut Yankee Atomic Power Co. MROCZKA.E J Northeast Nu 
cloar Energy Co (subs of Northeast Ulllilies) 68/10/07 Document Control Branch 
(Document Control Desk) 2pp 47219 121-47223 201 

-6010170276 Temporary Procedure Change 00 557 to Rev 3 lo Procedure EOP 3 1-0, 
"Station Blackout '* 

* Connocticul Yankee Atomic Power Co 88/11/02 2pp. 47219 124 47219.125. 

-8810240459 Rev 3 to Emergency Operating Procedure EOP 3,1 0, "Emergency Re- 
sponse Procedures " 

* Connecticut Yankee Atomic Power Co 68/02/05 Cpp 47219 126 47219 133 

-8810240465 Rev 6 to Emergency Operating Procedure EOP 3 1-8, "Complolo Loss of 
Condenser Vacuum " 

* Connecticut Yankee Atomic Power Co 07/05/12 2pp 47219 134 47219 135 

-8510240490 Rev 10 to Emergency Operating Procedure EOP 3110, "Partial Loss of 
AC " 

* Connecticut Yankoo Atomic Power Co 67/07/03 12pp 47219 136 47219 147. 

-6610240503 Rev 4 to Emergency Operating Procedure EOP 3 1-12, "Emergency Bora 
tion " 

‘ Connecticut Yankee Atomic Power Co 87/09/03 4pp 47219 148 47219 151 

-8810240500 Rov 7 lo Emergency Operating Procedure EOP 31-21, "Prossurizer 
Spray Valve Malfunclion," 

* Connecticut Yankoo Atomic Power Co 87/10/30 4pp 47219162-47219*155. 

-8810240521 Rov 0 lo Emergency Operating Procedure EOP 3 1-23, "Loss ol Circulal- 
Ing Water," 

* Connoclicut Yankoo Atomic Power Co 87/06/12 3pp 47219 156 47219 158 

-8810240525 Rev 4 lo Emergency Operating Procedure EOP 3 1-20. "Turbine Ovor- 
spood " 

* Connoclicut Yankee Atomic Power Co. 88/00/23. 4pp. 47219 159 47219.162 

-881Q24053B Rev 6 to Emergency Operating Procedure EOP 3 1-34. "Complele Loss 
of Control Air Supply " 

* Connoclicut Yankee Atomic Power Co 88/04/05 8pp 47219 163 47219 170 

-8010240540 Rev 7 lo Emergency Operating Procedure EOP 3 1-46, "Total Loss of 
Semf-Vital Power." 

* Connecticut Yankoo Atomic Power Co 07/05/12 3pp. 47219,171-47219.173 

-6810240542 Rov 2 to Emergency Operating Procedure EOP 3 1-40, "Cavity Seal Fail 
uro." 

* Connecticut Yankee Atomic Power Co 84/10/04 3pp 47219 174 47219 176 
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*•8010240544 Rev 3 (o Emergency Operating Procedure EOP 3.1*49, ‘’Partlel Loss of 
DC " 

' Connecticut Yankee Atomic Power Co. 87/05/12 4pp 47219 177-47219 100 

-8810240545 2 to Emergency Operating Procedure EOP 3 1*S0, "Loss of MCC-5 *' 

* Conneclfcut Yankee Atomic Power Co. 80/04/05 6pp 47210 101'47219;1fi6 

-8810240546 flev 1 to Emergency Operating Procedure EOP 31*51. "Manual Align- 

^cSnneSKut VankS%omkj Pow^ 88/04/06 13pp. 47219 167 47210 109 

.-8810240540 Temporary Procedure Change 8B-604 to Rev 4 to Procedure £-0, "Raac 

‘^Connedicut Atomic Power Co 86/09/07 2pp 47219 200*47219 201 

-681 0240550 Rev 4 1o Emergency Operating Procedure E-0. "Reactor Trip or Safety 

•^SnnecUCul Yankee Atomic Power Co 88/06/03 lepp. 47219 202-47210-217 


-881 0250 J54 Rev 1 (0 Emergency Operallno Procedure fc 
• Connoclicut Yankee Atomic Power Co 88/06/03 3pp 


Procedure ES-0 0, "Redlagnosis " 
/06/03 3pp 47219 210 47210 220. 


* Connocllcut Yankee Atomic Power Co 88/06/03 3pp 47219 zia 
-8810280179 Rev 4 to Emergency Operating Procedure ESOl, "Reactor Trip Re 

'^nnecl/cut Yankee Atomic Power Co, 88/06/03. 14pp. 47219,221-47210.234 
*-8810250179 Rev 3 to Emergency Operating Procedure £5-0 2, "Natural Circulation 

* Connecllcut Yankee Atomic Power Co 86/08/03 lOpp 47219.235*47219.244. 

-6810250195 Rav 3 to Emergency Operating Procedure ES-0 3, "Natural Circulation 
Cooldown W/Sleam Void In Vessel (W/RVLg)" 

* Connecticul Yankee Atomic Power Co 88/06/03 0pp 47219.246 47210.252 

-6810250198 Rev 4 to Emergency Operating Procedure ES-0 4, "Natural Circulation 
Cooldown W/ Steam Void In Vessel (w/o flVlIS) " nac 

* Connecticut Yankee Atomic Power Co. 88/08^3. 13pp. 47219 253 47219:265 

-8810250202 Re/ 4 to Emergency Operating Procedure E-l, "Loss of Reactor or Sec- 

* Ccnnectlcut Yankee Atomic Power Co 98/06/03 9pp. 47219'266 47210‘274 
-6810250208 Rev 3 to Emergency Operating Procedure ES-1.1, "Safety Infection Ter- 

^^ConnacUCut Yankee Atomic Power Co 08/06/03. t2pp 47219'275-472i9i286. 
-0810250208 Rav 3 to Emergency Operaling Procedure 6S-1.2, "Poat-LOCA Cooldown 
^ ^nriocticut Yankee Atomic Power Co 88/06/03 17pp. 47218 287-47219 303. 
-6810250211 Rev 6 to Emergency Operaling Procedure ES-1 3, "Transfer to RHR Re- 

* Conrtecticut Yankee Atomic Power Co. 88/06/03 0pp 47219’304-47219*311. 

-0010250216 Rev 5 lo Emergency Operating Procedure ES-1 4, "Tfansler to Two Path 
fledfciiation." 

•* Connecticut Yankee Atomic Power Co 88/06/03. 9pp 47219'312 47219,320 

-8010250223 Rev 2 lo Emergency Operating Procedure E-2. "Faulted Steam Generator 

•^Srineclicut Yankee Atomic Power Co. 88/00/03, 3pp. 47219.321*47210.323 

-8810250229 Rev 4 to Emergency Operating Procedure E-3^ "Steam Generator Tube 

^^nnecticut Yankee Atomic Power Co 68/06/03 27pp 47219.324-47219:350 

-081025023d Rev 3 to Emergency Operaling Procedure ES-3 1. "Post-Steam Genera- 
tor Tube Rupture Cooldown Using BackfiH" 

* Connecticut Yankee Atomic Power Co 80/08/03 7pp 47219.351*47219.367. 

— 6810250241 Rev 3 lo Emergency Operating Procedure ES3.2, "Post-Steam Genera- 
[or Tube Rupture Cwtdown Using Blowdown ” . 

* Connecticut Yankee Atomic Power Co. 80/06/03 12pp 47219*360-47220 009, 

..-8810250247 Rov 2 to Emergency Operating Procedure £8-33, "Post-Steam Genera- 
tor Cooldown Using Steam wmp " 

* Connecticut Yankee Atomic Power Co. 00/06/93 13pp. 47220.910-47220.022. 

— 98102502&0 Rev 3 10 Emergency Operabnfl Procedure EGA 0.0, "Station Blackout." 

* Connecticut Yankee Atomic Power Co. 88?O0/O3, 15pp. 47220023 47220.037. 

^610250252 Rev 3 lo Emergency Operating Procedure ECA 0.1, "Station Blackout Re- 
covery W/o Steam Inlection Requited." 

* CowecWcul Yai^ee Atomic Power Co 68/06/03 10pp. 47 220:038-47 220‘047. 

«fiB1O259200 Rev 4 to Emeroency Operatmg Procedure ECA-0,2, "Station Blackout Re- 
covery W/Steam Injection Required " 

* Conneclfcut Yankee AlomIcPower Co 88/08/03. 6pp 47220 040 47220.053 

-6610250260 Rev 4 to Emergency Operaling Procedure EGA- 1.1, "Loss of Emergency 
Coolant RecirculaKon." 

* Connecbcul Yankee Atomic Power Co. 88/06/03 10pp. 47220954-47220 063. 

-Sifi 19250265 Rev 1 lo Emergency Operaling Procedure ECA-1 2, "LOCA Oulside Con- 
tainment " 

* Connecticut Yankee Alomic Power Co 08/06/03, 2pp. 47220,064-47220065. 

-8010250260 Rev 4 lo Emergency Operating Procedure ECA-21, "Uncontrolled De- 
pressurization of All Steam Generators." 

^ Connecticut Yankee Atomic Power Co. 80/06/03 tapp. 47220.066 47220 063. 

-0810250271 Rev 3 lo Emergency Operating Procedure ECA-31, "Steam Generator 
Tube Rupture W/Loss of Reaclor Coolant - Subcooled Recovery Desired." 

* Connecticut Yankee Atomic Power Co 00/06/03. 2epp. 47220 084 47220 ' 109. 

-081O2SO274 Rev 3 to Emergency Operaling Procedure ECA-3 2» "Steam Generator 
Tube Rupture W/Loss of Reactor Coolant - Saturated Recovery Desired." 

* Connecticut Yankee Atomic Power Co. 80/90/03. 22pp 47P^'1 10-47220.131. 


-B81026Q379 Rev 4 to Emergency Operating Procedure ECA-3 3, "Steam Genoralor 

-8810250281 Rev 3 to Emergency Operating Procedure FR-S 1, "Response lo Nuclear 
^ Connecticut Yankee Atomic Power Co 60/06/03 7pp. 47220.166 47220:161. 

-8810260283 Rev 1 to Emergency Operating Procedure FR-S 2, "Response lo Loss of 
^nSWiinkeoAtomloPowofCo 88/00/03 2pp 47g20’162-47220183. 

<-8810260294 Rav 2 lo Emergency Operating Procedure FR C.l, "Response to Inad- 
*^nnSlteo?Yankeo Atomic Power Co. 08/06/03 0pp. 47220.184-47220.172 

<-8810250297 Rev 2 to Emergency Operaling Procedure FR-C.2, "Response to Degrad- 
•Conned^'t^nkee Atomic Power Co 88/06/03 7pp 47220.173-47220 1 79. 


-0810269300 Rev 1 lo Emergency Operating Procedure FR-C3, "Response lo Saturai- 
*CoSIccl£ut*%nkee Alomic Power Co. 60/06/03 3pp 47220’160 47220'182. 
-8810250302 Rov 4 to Emergency Operating Procedure FR-H.1, "Response lo Lose of 

* ConnecWcut Yankee Atomic Power Co, 80/06/03, 10pp 47220: 103*4722O’2O1, 
-0810260303 Rev 1 to Ernergency Operating Procedure FR*H,2, "Response to Steam 

^^n^nectlcut Yankee Atomic Power Co 68/06/03, 3pp 47220.202-47220 204. 
-0010250300 Rev 3 lo Emergency Operating Procedure FR-H.3, "Resporise to Steam 
^Ccmnecllcd ^ Atomic Power Co. 80/06/03. 3pp. 47220.205-47220:207. 
-8010250310 Rev 2 to Emergency Operating Procedure FR-H.4, "Response to Loss of 
^ConnedfeuTlSnkee Atomto^^^^ 2pp 47220.208 47220.209. 

-8810250310 Rev 2 to Emergency Operaling Procedure FR-H.6. "Response to Sieam 

* Connecticut Yankee AlomIC Power Co. 08/06/03. 3pp. 47220 : 21 0-47220'21 2. 
-8810260310 Rev 4 to Emergency Operating Procedure Ffl-P 1, "Response to Imml 

^^nnecticut Yankee Atomic Power Co. 00/06/03. 12pp 47220 ' 2 13-47220.224 
-8810260321 Rev 1 to Emergency Operating Procedure FR-P.2, "Response to Anlld- 
'^Cono^0w?^nk8e Atomic Power Co 88/06/03, 6pp 47220.226-47220.229 
-081025032$ Rev 2 Id Emergency Operating Procedure FR-2.1. '’Response to WDb 

* Connecticut Yankee Atomic Power Co, 08/06/03, 3pp. 47220.230-47220:232. 
-8810260331 Rev t lo Emergency Operating Procedure FR-2.2, "Response to Contain- 

* Connectlcu?Yan)< 0 o Atomic Power Co 88/00/03. 2pp. 47220.233-47220*234. 

-8019260334 Rev 2 to Emergency Operaling Procedure Ffl-Z,3, "Response to High 
Containment Radiation Lever’ 0 . 4 c one 

•Connecticut Yankee Atomic Power Co. 60/06/03 2pp 47220.235-47220:236. 

-8810260330 Rev 3 to Emergency Operating Procedure FR-).1, "Response to Hfgb 

* Connecticut Yankee Atomic Power Co. 60/06/03. 4pp. 47220:237-47220.240, 

-6010250340 Rev 2 to Emergency Operating Procedure FR-1.2, "Response to LOW 
1.0 Vd I 

* Connecticut Yankee Atomlo Power Go. 06/06/03. 3pp, 47 2 20*24 1-4 7220:243. 
-0810260423 Rev 3 lo Emergency Operating Procedure FR-13, "Response to Voids In 

^nw^touTyankee Atomic Power Co 06/06/03. 16pp. 47220-244-47220.269. 

-001026042$ Rev 1 lo Emergency Operating Procedure EOP 669, "EOP Administration 

PALMEH^aJ , MCCOLLUM, W.R., MROCZKA.E J. Connecticut Yankee Atomlo Powat 
Co, 84/03/20 lipp 47220*260 47220 270. 

-0810260427 Rev 3 lo Emergency Operaling Procedure EOP 670, "Reactor Pressure 
Vessel Level Control Emergency Procedure. ' , 

PALMER, R 3., BERRY Connecticut Yankee Atomlo Power Co. 68/05/20. Bpp 
47220:271-47220:279 

-0019250430 Rev 2 to Emergency Operating Procedure EOP 671, "Reactor Pressure 
Vessel Leve)/Rx Power ConTro) Emergencjy Procedure.' 

PALMER, RJ. Connecticut Yankee Atomic Power Co. 60/06/20. 16pp. 47220.200- 
47220.295, 

-8810250431 Rev 2 to Emergency Operabng Procedure EOP 672. "Reactor Power 

Sffip R ROMBERG, W-0. Connecticut Yankee Atomic Power Co. 
67/01/13. 8pp. 47220*296-47220-303. 

-0810250436 Rev 2 lo Emergency Operatlng^ Procedure EOP 573, "Reaclor Pressure 

PALMERfR^I,%AI?MS?S^Conne^l^^ Atomlo Power Co. 88/05/20 6pp 

47220304-47220 308 

-0010260449 Rev 2 to Emergency Operating Procedure EOP 674. "Reactor pressure 

Atomic Power Co 08/06/20, .pp 

47220'30fl 47220 312. 
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-8S10250444 Rev 2 to EOP 575, "Reactor Pressure Vessel Level/Rx Power Control 

KnAS^Ef^.R^.^PALMEfl.R J Connecticut Yankee Atomic Power Co 08/05/20 9pp 
47220 313-47220324 


-8610250446 Rev 1 to Emergency Operating Procedure EOP 676, “Reactor Pressure 

Vessel Level Raaloratlon Emeraoncy Procedure/* 

* Connecticut Yankee Atomic Power Co 88/06/03. 9pp. 47220*325-47220 333 


-8610250449 Rev 1 to Emergency Operating Procedure EOP 677, ‘‘Emergency Reactor 
Pressure Vessel Depressuruatlon Emergency Procedure " 

MCCOLLUM, W R . MROCZKA.E J Connecticut Yankee Atomic Power Co. 84/03/20. 
7pp 47220 334-47220.340 

-8810260454 Rev 1 to EOP 578, "Reactor Pressure Vessel Emergency Procedure.” 
MCCOLLUM.W.R., PALMER, R J Connecticut Yankee Atomic Power Co 84/03/20 
13pp 47220.341-47220 363. 

-8810250466 Rev 1 to Emergency Operating Procedure EOP 679, '’Alternate Shutdown 
Cooling Emergency Procedure " 

MCCOLLOM.W R , PALMER, RJ. Connecticut Yankee Atomic Power Co 84/03/20 
4pp 47220.354 47220.357 

-8810260482 Rev 2 to Emergency Operating Procedure EOP 680, "Containment Con* 

KflA?lIfE?LR?^£(LMER,R J. Connecticut Yankee Atomic Power Co 88/05/20 43pp. 
47220.358-47221 039, 


-8610250466 Rev 3 to Emergency Operating Procedure EOP 2525, “Std Post-Trip Ac- 
tions ’’ 


BRINKMAN, S, SMITH, J. Connecticut Yankee Atomic Power Co. 88/08/03 17pp 


47221 040 47221.058 


-8810260108 Rev 4 lo Emergency Operating Procedure EOP 3503, "Shutdown Outside 
Control Room ” 

* Connecticut Yankee Atomic Power Co, 87/01/24. 34pp. 47222 071 47222 104 

-8810260126 Rev 1 to Emergency Operating Procedure EOP 3505, "Loss of Shutdown 
Cooling (RHR) ” 

* Connocllcul Yankee Atomic Power Co 87/11/05 10pp. 47222:116-47222.125 

-8810260127 Rev 2 lo Emergency Operating Procedure EOP 3504, “Cooldown Outside 
Control Room.” 

MOORE.DR Connecticut Yankee Atomic Power Co. 85/11/05. 11pp. 47222 105- 
47222.115 

-8810260138 Rev 0 to Emergency Operating Procedure EOP 3508, "Loss of All Charg 
Ing Pumps ” 

* Connecticut Yankee Atomic Power Co. 85/10/09. 6pp 47222*126-47222 130 

-8810260164 Rev 5 to Emergency Operating Procedure EOP 3500, "Fire Emergency” 

* Connecticut Yankee Atomic Power Co 88/06/16, 12pp. 47222 131-47222 142. 

-6810260170 Rov 2 lo Emergency Operating Procedure EOP 35 E*0, "Reactor Trip or 
Safely ln|octlon” 

* Connecticut Yankee Atomic Power Co 88/06/15, 16pp, 47222.143-47222,158, 

-8810260175 Rev 2 to Emergency Operating Procedure EOP 36 E-1, “Loss of Reactor 
or Secondary Coolant.” 

* Connecticut Yankee Atomic Power Co 88/06/15 18pp, 47222.159 47222.176 

-8610260182 Rav 2 to Emergency Operating Procedure EOP 35 E-2, “Faulted Steam 
Generator Isolation ” 

* Connecticut Yankee Atomic Power Co 08/06/1&, 6pp, 47222,177-47222.182. 


-6610260477 Rev 2 lo Emergency Operating Procedure EOP 2628, “Reactor Trip fle- 

^'inKmAN.S., smith, j S Connecticut Yankee Atomic Power Co. 88/08/03 lOpp 
47221 057-47221.075 

-6610250481 Rov 2 to Emergency Operating Procedure EOP 2528, “Electrical Emor* 

BfiiSkMAN.S., smith, j S. Connecticut Yankee Atomic Power Co. 88/08/09 42pp. 
47221 •076*47221:1 17. 


-6810260485 Rev 4 to Emergency Operating Procedure EOP 2532, “Loss of Primary 


BRINKMAN, S, SMITH, J Connecticut Yankee Atomic Power Co. 88/08/03 36pp 
47221*118-47221:153. 


-6810260499 Rov 6 to Emergency Operating Procedure EOP 2634. “Steam Gonerator 
Tube Rupture.” 

BRINKMAN, S, SMITH, J. Connecticut Yankee Atomic Power Co. 88/08/03, 36pp 
47221*154-47221.180. 


-8610260189 Rev 2 to Emofgoncy Operating Procedure EOP 3B E-3, “Steam Genera 
lor Tube flupluro.” 

• Connaotlcut Yankee Atomic Power Co 88/06/15. 32pp. 47222,163 47222.214. 

-0810260194 Rev 1 to Emergency Operating Procedure EOP 35 ESOO, "Rodlagno- 
sis.” 

• Connecticut Yankee Atomic Power Co. 05/12/13. 6pp. 47222 216 47222.219. 

-6810260199 Rev 3 to Emergency Operating Procedure EOP 35 ES 01, “Reactor Trip 
Response.” 

• Connecticut Yankee Atomic Power Co 88/06/15. 13pp. 47222,220*47222 232, 

-8610260204 “Rev 2 to Emergency Operating Procedure EOP 35 ES-0.2, ’’Natural Cir- 
culation Cooldown ” 

• Connecllcul Yankee Atomic Power Co. 88/06/16. 11pp. 47222.233*47222.243 

-8810260219 Rev 1 to Emergency Operating Procedure EOP 36 ES-0.3, "Natural Circu- 
lation Cooldown W/Sleam Void In Vessel (W/RVLMS) " 

• Connecticut Yonkoo Atomic Power Co. 85/12/13. epp. 47222.244-47222.251. 


-8810260502 Rev 4 to Emergency Operating Procedure EOP 2636, "Excess Steam 
Demand ” 

BRINKMAN, S., SMITH, d Connecticut Yankee Atomic Power Co 86/08/03. 34pp 
47221*189-47221 *222 

-6810260504 Rev 4 to Emergency Operating Procedure EOP 2637, “Loss of AH Feed- 
water,” 

BRINKMAN, S, SMITH, J. Connecticut Yankee Atomic Power Co. 08/08/03. 24pp, 
47221.223*47221 ■246. 

-8810250506 Rev 6 to Emergency Operating Procedure EOP 2640, “Functional Recov- 
ery ” 

SMITH, J, Connoollcut Yankee Atomic Power Co. 80/02/20. 32pp 47221-247- 
47221 ’270, 

-S810260609 Rev 2 to Emergency Operating Procedure EOP 2540A, “Functional Re- 
covery of Roacllvlty Control,” 

BRINKMAN.S., SMITH, J. Connecticut Yankee Atomic Power Co. 88/00/03. 19pp. 
47221:279 47221:297 

-6810260048 Rev 2 lo Emergency Operatlnu Procedure EOP 2640B, "Functional Re- 
covery of Vital Auxiliaries (AO & DC Power) 

BRINKMAN, S„ SMITH, J Connecllcul Yankee Atomic Power Co. 88/08/03. 20pp. 
47221:298 47221:317, 

-6610260055 Rov 3 to Emergency Operating Procedure EOP 2640C, “Functional Re- 
covery of RCS Inventory 8 Prossuro.*' 

BRINKMAN, S., SMITH, J. Connecticut Yankee Atomic Power Co. 88/08/03. 26pp, 
47221:318-47221.342. 

-8610260061 Rev 3 to Emergency Operating Procedure EOP 2640D, “Functional Re- 
covery of Heat Removal “ 

BRINKMAN, S., SMITH, J. Connecticut Yankee Atomic Power Co. B8/0B/03. 64pp. 
47221*343-47222:036. 

-8610280068 Rev 2 to Emergency Operating Procedure EOP 2640E, “Functional Re 
covery of Containment Integrity.” 

MOONEY, D. Connecticut Yankee Atomic Power Co. 86/06/20. 11pp. 47222.037- 
47222.047. 

-8610260073 Change 1 lo Rev 2 lo Emergency Operating Procedure EOP 2640E, 
“Functional Recovery of Containment Integrity ” 

MROCZKA Connecticut Yankee Atomic Rwer Co. 87/01/28. 9pp. 47222.048- 
47222:056. 


-6810260229 Rev 2 to Emergency Operating Procedure EOP 35 ES-0.4, “Natural Circu- 
lation Cooldown W/Steam Void In Vessel (W/o RVLMS) " 

* Conneoticul Yankee Atomic Power Co. 80/06/16. 13pp. 47222-262-47222.264. 

-8810200233 Rev 4 to Emergency Operaling Procedure EOP 36 ES-l.i, “Safely Injec- 
tion Termination.” 

* Connecticut Yankee Atomic Power Co. 66/06/16 16pp 47222 265 47222.279. 

-8810260238 Rev 2 to Emergency Operating Procedure EOP 36 ES‘1.2, “Post LOCA 
Cooldown & Depressurization.” 

^ Connecticut Yenkee Atomic Power Co. 80/08/16 17pp 47222*20O*47222.20B 

-8610260244 Rev 2 lo Emergency Operating Procedure EOP 35 ES-1 3, “Transfer lo 
Cold Log Recirculallon.” 

* Connecticut Yankee Atomic Power Co 88/08/15. 7pp. 47222’297*47222 303. 

-6610260252 Rev 2 to Emergency Operating Procedure EOP 35 ES-1. 4, "Transfer to 
Hot Leg Recirculation.” 

* Connecticut Yankee Atomic Power Co. 88/06/15. 6pp. 47222.304-47222.309. 

-6610260257 Rev 2 to Emergency Operating Procedure EOP 35 ES-S.I , “Post Steam 
Generator Tube Rupture Cooldown Using Backfill ” 

* Connecticut Yankee Atomic Power Co. 68/06/15. 8pp 47222-310 47222.317. 

-6810260272 Rev 2 to Emergency Operating Procedure EOP 36 ES-3.2, “Post-Steam 
Generator Tube Rupture Cooldown Using Blowdown " 

* Connecllcul Yankee Atomic Power Co. 00/08/16. 10pp. 47222:318-47222:327 

-8610260288 Rev 2 to Emergency Operating Procedure EOP 35 ES-3 3, “Posl-Sleam 
Gonerator Tube Rupture Cooldown Using Steam Dump.” 

* Connecticut Yankee Atomic Power Co 88/06/16. l6pp. 47222 328 47222-338. 

-0610260315 Rev 3 to Emergency Operating Procedure EOP 35 EGA 0.0, “Loss of All 
AC Power “ 

* Connecticut Yankee Atomic Power Co. 88/06/16 20pp, 47222-339-47223.007 

-8610260322 Rev 2 to Emergency Operating Procedure EOP 35 ECA-0.1, “Loss of All 
AC Power Recovery W/o SI Required.” 

* Connecticut Yankee Atomle Power Co. 08/08/16, 13pp 47223-008-47223-020, 

-8610260410 Rev 2 to Emergency Operating Procedure EOP 36 EGA 0.2, "Loss of All 
AC Power Recovery W/SI Required, '' 

* Connecticut Yankee Atomic Power Co, 88/06/16. 12pp. 47223.021-47223.032. 


-6810260090 Change 1 to Rev 0 to OPS Form EOP 36 F-0.2, “Core Cooling Status 
Tree.” 

* Connecticut Yankee Alomlo Power Co. 00/06/02. 3pp, 47222-057-47222.059, 

-^810260098 Change 1 to Rev 0 to OPS Form EOP 36 F-0,3, “Heat Sink “ 

• Connecllcul Yankee Atomic Power Co. 07/10/22. 5pp, 47222.060-47222-084, 

-8610260100 Rev 0 to Emergency Operating Procedure EOP 3602, “Fuel Handling Ac- 
cident ” 

BURTON, K.L. Connecticut Yankee Atomic Power Co. 87/09/14, 0pp. 47222:066- 
47222:070. 


-6810260417 Rev 2 lo Emergency Operating Procedure EOP 36 ECA-1.1, “Loss of 
Emergency Coolant Recirculation.^' 

* Connecticut Yankee Momlo Power Co, 80/08/16. 18pp, 47223 033-47223:060, 

-6810260425 Rev 1 to Emergency Operating Procedure EOP 36 ECA-1,2, “LOCA Out- 
side Containment.” 

* Connecticut Yankee Atomic Power Co. 86/12/13. Opp, 47223:051-47223*066 

-6610260496 Rev 2 to Emergency C^eraling Procedure EOP 35 ECA-2,1, “Uncon- 
trolled Depressurization of AILSteam Generators." 

* ConneoRcut Yankee Atomlo Power Co. 88/08/16. 18pp. 47223:057-47223.074. 
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•*8810260454 Rev 2 to Emergency Oporaling Procedure EOP 35 ECA-3 1, *'Steam Gen 
eralor Tube Rupture W/loS3 of Reactor Coolant - Subcooted Recovery Dosired ” 

* Connecticut Yankee Atomic Power Co 6B/06/15 28pp 47223 076*47223 102 

••B810260473 Rev 2 to Steam Gonoralor Turbine Rupture W/Loss of Reactor Coolant 
Saturated Recovery Desired ” 

* Connecticut Yankee Atomic Power Co 88/06/15 25pp 47223 103*47223 127 

-6810260465 Rev 2 to Emergency Operating Procedure EOP 35 ECA'3 3, "Steam Gen- 
erator Tube Rupture W/o Pressgnzer Pressure Control " 

* Connecticut Yankee Atomic Power Co 06/06/15 IBpp 47223*128 47223 146 

-68 10260497 Rev 2 to Emergency Operating Procedure EOP 35 FR C,1, "Response to 
Inadequate Cora Cooling " 

* Connecticut Yankee Atomic Power Co 88/06/15 lOpp 47223 147-47223 156 

-8810260506 Rev 2 to Emergency Operating Procedure EOP 35 FR-C 2, "Response to 
Degraded Core Cooling " 

* Connecticut Yankee Atomic Power Co 88/06/15 9pp 47223,157-47223 165 

-861D260513 Rev 1 to Emergency Operating Procedure EOP 35 FR-C 3, "Response to 
Saturated Core Conditions 

* Connecticut Ysrtkee Atomic Power Co 85/12/13 5pp 47223 166-47223 170 

-6810260520 Rev 1 to Emergency Operating Procedure EOP 35 FR-H 1, "Response to 
Loss of Secondary Heat Sink " 

* Connecticut Yankee Atomic Power Co 85/12/13 14pp 47223 171-47223104, 

-8D 10 260524 Rev 1 to Emergency Operating Procedure EOP 35 FR H 2. "Respor>se to 
Steam Generator Overpressure " 

* Connecticut Yankee Atomic Power Co 85/12/13 6pp 47223 165*47223 190. 

-8810260526 Rev 1 to Emergency Operating Procedure EOP 35 FR H 3, "Response to 
Steam Generator High Level " 

* Connecticut Yankee Atomic Power Cg 85/12/13 8pp 47223 191*47223 196. 

-6610260539 Change 1 to Rev 1 to Emergency Operating Procedure EOP 35 FR H3, 
"Respor^se to Steam Generator High Level " 

* Connecticut Yankee Atomic Power Co 87/12/17 Ip 47223 197*47223' 197. 

-6810260545 Rev 1 to Emergency Operating Procedure EOP 35 FR H.4, "Response to 
Loss of Normal Steam Release Capabilities " 

* Connecllcut Yankee Atomic Power Co 85/12/13 4pp 47223 198-47223 201 

-8810260551 Rev 1 to Emergency Operating Procedure EOP 35 FR-H.5, "Response to 
Steam Generator Low Level " 

* Connecticut Yankee Atomic Power Co 85/12/13 5pp 47223.202-47223 206 

-8810260562 Rev 1 to Emergency Operating Procedure EOP 35 FR-1 1, "Response to 
High Pressufizcf Level " 

* Connecllcut Yankee Atomic Power Co 05/12/13 7pp 47223.207-47223.213. 

-6810260566 Rev 1 to Emergency Operaling Procedure EOP 35 FR 1 2, "Response to 
Low Pressurizor Level " 

* Connecticut Yankee Atomic Power Co 85/12/13 Spp 47223 214-47223:218 

-8610260571 Rev 2 to Emergency Operating Procedure EOP 35 FR 1 3. "Response to 
Voids in Reactor Vessel " 

* Connecticut Yankee Atomic Power Co 88/06/15 13pp 47223 219 47223.231 

-8810260574 Rev 2 to Eme-gency Operaling Procedure EOP 35 FR-P 1, "Response to 
Imminent PTS Condition " 

* Connecticut Yankee Atomic Power Co- 60/06/15 13pp 47223:232-47223 244. 

-8810260578 Rev 2 to Emergency Operating Procedure EOP 35 FR-R2, "Response to 
Anticipated PTS Condotion 

* Coftneclicut Yankee Atomic Power Co, 86/06/15 8pp 47223 245 47223,252. 

-8810280577 Rev 2 to Emergency Operating Procedure EOP 35 FR-Z.1, "Response to 
High Containment Pressure?’ 

* Connecticut Yankee Atomic Power Co 80/06/15 9pp 47223*261-47223 269 

-8610260578 Rev 1 to Emergency Plan Implementing Procedure EOP 35 FR-2 2, "Re- 
sponse to Containment Flooding " 

* Connecticut Yankee Atomic Power Co 85/12/13 4pp 47223.270 47223.277 

-8810260579 Rev 2 to Emergency Operating Procedure EOP 35 FR-S.1, "Response to 
Nuclear Power Generation/ATWS " 

* Connecllcut Yartkee Atomic Power Co 08/06/15 Bpp. 47223*253-47223*260. 

-8810260580 Rev 1 to Emergency Plan Implementing Proceduro EOP FR-Z3, "Re- 
sponsg lo High Containment Radiation Levef " 

* ^nnecticul Yankee Atomic Power Co. 85/12/13. 4pp. 47223'274-47223 277. 

-8810260561 Rev 2 to Emergency Operating Procedure EOP 35 FR-S 2, "Response to 
Loss of Coro Shutdown " 

* Connecticut Yankee Atomic Power Co 08/06/15. 4pp 47223 278-47223.281. 

8810170247 Informs that woposed method to resolve SEP Topics 111-2 & III 4,A, "Wind 
& Tornado Loadings & Tornado Missiles" appears resonable Approach relies heavily 
on use of TORMIS code 

WANG.A.B Project Directorate 14 68/10/11 MROCZf<A.EJ Connecticut Yankee 
Alomlc Power Co 2pp 47163 280 47163 281 

8810240243 Forwards safety evaluation sccepling Topical Rept 161, "Haddam Neck 
Non-LOCA Transient Analysis," w/exception of feedwater event. 

WANG.A0 Project DIrecloralo 14 88/10/18. MROC2KA.EJ. Connecticut Yankee 
Atomic Power Co. 3pp 47243 ' 161 47243.202 

-8810240245 Safety evaluation accepting Topical Rept 151, "Haddem Neck Plant Non- 
LOCA Transient Analysis," except for Issue of feedwater event 

* Office of Nuclear Reactor Regulation, Director Post 870411). 88/10/18. Spp. 

47243 164 47243.197 v / 

-8810240251 Safety evaluation supporting licensee analysis of consequences of steam 
generator lube fuplure accident at facility followed by minimization of water In affected 
steam generator after tube rupture 

* Radiation Protection Branch 88/10/18 5pp 47243 198-47243*202 


Q. Inspection reports, IE Bulletins & correspondence 

8807280231 Dlecussos B807D8 mgt meeting in Region I ofc re corporate resource 
allocations, engineering support & plant activities 

BETTENHAUSEN.L Region 1, Ofc of the Director 08/07/14. MROC2KA,E J, Nodb* 
east Nuclear Energy Co fsubs of Northeast UtilltieB). 1l2pp 48325 248-46325 359 

8809010337 NRC Info Notice 88 073, "Direct ion -Dependent Leak Charade ri sites cl 
Containment Purge Valves " Svc list end 

ROSSI, C.E Division of Operational Events Assessment {Post 870411). 88/09/08 
Consolidated Edison Co of New York, Inc 1 19pp 46958.058 46958 177, 

6809300154 Forwards response to NRC Bulletin 83-000, "Thermal Stresses In Pipings 
Connected lo RCS" During next refueling outage util will perform nondestruciwo 
exam of selected welds & elbows downstream of fill header isolation valves. 
MROCZKA.EJ Northeast Nuclaar Energy Co (subs of Northeast Utilities) 
MR0CZKA,EJ. Northeast UlHitios 80/09/20 Document Control Branch COocumonl 
Control Desk) Spp 47003:001-47003 000 

8809150008 NRC Info Notico 68 077, "Inadvertent Reactor Vessel Overfill '* Svc list 
end 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 68/09/22. 
Consolidated Edison Co, of New York, Inc 111pp 47114.291-47116 042. 

8809190047 NRC Info Notice 00-078, ‘'Implementation of Revised NRC Ad minis lerod 
Requalification Exams." Svc list end 

ROSSkC.E. Division of Operational Events Assessment (Post 870411) 68/00/22 
Consolidated Edison Co of New York, Inc IIOpp 471 16 043-471 16 046 

8810070366 Provides revised schedule for completion of fire barrier penolrallon seal 
program for Millstone Unit 1 .description of scope of fire barrier penetration seals pro- 
gram at plant & schedule for Implementation of program, Fee paid. 

MROCZKA.E J Connecticut Yankee Atomic Power Co SEARS, C J Northeast Nudoar 
Energy Co. (subs of Northeast Utilities) MROCZKA,E J, Northeast Utilities 68/09/28. 
Document Control Branch (Document Control Desk) 6pp 

8809230092 Suppi 1 to NRC Info Notico 88-069, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE " Svc Hat end. 

ROSSI, C.E. DMsIon of Operational Events Assessment (Post 870411) 56/09/29, 
Consolidaled Edison Co of Now York. Inc 1 17pp. 47116 163-471 15 281. 

8610140173 Forwards corrected Amend 106 to License DPR-61, changing Tech Specs 
re weld locations on steam supply lines lo auxiliary feedwater pumps.Correcilons & 
Figure 4.12.1 Improve description of welds to be Injected. 

WANG, A B. Proiecl Directorate M. 88/10/03 MhOCHKA.EJ. ConnecUciH Yankee 
Atomic Power Co. 2pp 47147*241-47147.247. 

-8810140174 Corrected Amend 106 to License DPR 61 .revising Tech Speca re wold 
locations on stoam supply linos lo auxiliary feedwater pumps 

• NRC . No Detailed /Mfiliation Given 88/10/03. 6pp. 47 147'243-471 47.247 

8810120296 Forwards SALP Rept 50-213/67*99 for Apr 1887 - Jul 1988 Meeting wlli 
be schedule to discuss SALP 

RUSSELL, W.T. Region 1, Ofc of Iho Director 88/10/04. MROCZKA.E, J. Connoclicd 
Yankee Alomlc Power Co 2pp 471 13.1 18-47113*160 

-8810120302 SAUP Rept 60-213/87-99 lor Apr 1987 • Jul 1988. 

• Region 1, Ofc of the Director. 80/10/04, 41pp 471 13.120-471 13.160 

8810140206 Nolification of Significant Licensee Meeting 68-160 on 681027 w/utll al 
plant to conduct SALP mot meeting 

MCCA0E,E.C Region 1, Ofc of Iho Director, 88/10/04 Region 1, Ofc of the Director. 
2pp 47150,167-47160:168. 

8010170079 Forwards Safoiy tnsp Rept 60-213/88-13 on D8O022-26NO violations 
noted Complete data from Independeni measurementa performed by NRC Mobile Lab- 
re radioactive elfiuents wii) be reported in subsequent Insp rept. 

BELUMY,R R Region 1, Ofc of the Director. 8lj/10/06. MROCZKA.EJ. Conneetteut 
Yankee Atomic Power Co. 2pp 47169.229-47169,242. 

-8810170085 Insp Rept 50-213/88-19 on 0BO022-26.No violations noted. Major areas 
Inspected radiochemical measurements program, Including confirmatory 
measurements.program for QA/QC of radiological measurementa & mgt controls 
KIRKWOOD.A, FURIAJ., PASCiAK.W.J. Region 1. Ofc of the Director. 68/10/06 
12pp 47160.231*47169 242. 

8810030255 NRC Info Notice 88-080, "Unexpected Piping Movement Attributed to Ther- 
mal Stratification " Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 67041 1)« 86/10/07 
Consolidated Edison Co of New York, Ino. 223pp 47116 282-47115:285. 

8810040080 NRC Info Notice 08-001 x "Falluro of AMP Window Indent KYNAR Splices 8 
Thomas & Betts Nylon Wire Capa During Environ Oualificatlon Testing," Svc list enci 
ROSSI, CE. Division of Operational Events Assessment (Post 670411) 66/10/07. 
Consolidated Edison Co of New York, Inc 1l9pp 47116.026-47116:144. 

8010130211 Forwards Insp Rept 50-213/88*17 on 0BO822-26.No violations noted 
MARTIN, T.T Region 1, Ofc of the Director. 06/10/10 MROCZKA.EJ Oonnecbcut 
Yankee Alomlc Power Co. 2pp. 47121*177-47121*186. 

-0810130216 Insp Rept 60-213/88-17 on 080022-26 No violations noted Mafor areas 
inspected’lnservlce Insp program per ASME Code & regulatory requirements. 
MCrBREARTY.R.A., STROSNIDER.J R Region 1, Ofc of the Director, 88/09/26 Bpp, 
47121:170 47121*108. 

8010210552 Forwards Insp Rept 50-213/88-16 on 680801 -0927. No violations 
noted.Operatlonal conservatism noted in actions taken In response to failure of charg- 
ing pump & In anticipation of elevated svc water temps. 

BETTENHAUSEN.l Reolon 1. Ofc of the Director. 88/10/12. MROC2KA,EJ. Con- 
necticut Yankee Atomic Power Co. 2pp. 47236:013 47236:029, 

>•8010210556 Safety Insp Rept 50-213/88-16 on 880801 -001 2, No violations 
noted.Major areas fnspectediplant operations, radiation proteoDonJIre 

protection,eecurity, maim, surveillance testlng.llcensea events & open Items from prevl- 
oua iosps. 

MCCABE, E.C. Region 1, Ofo of the Director. 88/10/12 16pp. 4 7236*0 16-47230 029 



DOCKETED ITEMS 23 


8B 10240500 Forwards Insp Rept 50-213/08-18 on 800906 09 No violallons noted 
BELLAMY.RR Re^jlon 1 , Ore of the Dir actor 08/10/17 MROCZKA,EJ Connecticut 
Yankee Atomic Power Co 2pp 47243 037-47243.045 


^810240509 Insp Rapt 50 213/68-18 on 680906-09 No violations noted Major areas 
Inspected radiological controls program, Including radiation survoys.respirator Issue & 
maint.alr sampling equipmoni callbr & counting room operations 
SHAN0AKY.M M., SHERBINI.S . WEADOCK.A. Region 1. Ofc of the Director 08/10/ 
14 7pp 47243 039 47243'045 

8810130161 NRC Info Notice 88 083, "Inadequate Testing ol Relay Contacts In Safely- 
Related Logic Sys ” Sve list end. 

ROSSI, CE Division of Operational Events Assessment {Post 870411) 80/10/10 
Consolidated Edison Co. of New York, Inc IIOpp 47196*239 47106*357. 


8810130355 Forwards exemption from 10CFRS0 54(w)(5}[i) re schedular reaulrements 
of proporty insurnneo rule effective 081004, requiring oblafnfng of policies that priori- 
tize proceeds for stabilization & decontamination alter accident. 

DROMERICK.AW Project Direclorale 1-4 08/10/03 FITZPATRICK.E General Public 
Utilities Corp • GPU Service Corp 4pp 47120 338 47129 345 

-8810130361 Temporary oxemplion from iaCFR50 54(w}(S)(r) re requirements of prop- 
erty insurance rule effective 061004 

VARGA.SA Division of Reactor Projects • l/H (Post 870411) 88/10/03 4pp 
47120 342-47129 346 


P. Operating license stage documents & correspondence 


R, Periodic operating reports A related correspondence 


8610060332 Forwards Bimonthly Progress Ropl 12 for new switchgear bldg const.per 
lOCFRBO.App R 

MROCZKA.E J , SEARS, C.F Connecticut Yankee Atomic Power Co. MROCZKA,E J 
Northeast Ulillllos 80/09/30. Document Control Branch (Documonl Control Desk) 
7pp 47070.245 47070.251 


8810190261 Monthly operating rept for Sept 1900 for Haddam Nock W/ 861015 Hr. 
WALL,KC, MILLER, DB. Connecticut Yankee Atomic Power Co. 80/09/30 lOpp 
47202 054-47202-064. 


S. Reportable occurrences, LERs & related correspondence 


08O912OOB5 Generic Ltr 88-15 to all power reactor licensees & applicants re efeclric 
power sys - Inadequate control over design processes 

CRUTCHFIELD.D. Associate Director for Prolocts (Post 870411) 88/09/12 ConsoK- 
datod Edison Co of New York, Inc. 60pp. 47001 239 47001 300. 

0809290111 Forwards NRR 880826 Hr ack receipt of CORE pelilion filed under 
10CFR2 206 & responding negatively to request for Immediate action re 0WRs,for 
Info 

DROMERICK.A W Project Directorate 1-4 8B/0D/22 FITZPATRICK,E General Public 
Utilities Corp. - GPU Service Corp 2pp 46997 231-46997 236. 

8810110009 Forwards application for amend to License DPR-IO, consisting of Tech 
Spec Change Request 1 66 , Rev 1, changing Tech Specs to support Cycle 12 reload 
WILSON, R F. General Public Utilities Corp ♦ GPU Servico Corp 00/09/22 Document 
Control Branch (Document Control Desk). 2pp. 47110.030 47110.060. 


8810030380 Part 21 rept re corrosion found on soldered wire connection electrical con 
neclors of redundant safety related valves mfg by Valcor Engineering Corp Initially ro 
ported on 880923 Corrosion on valves romoved.Next rept expected by 890110 
MRC)CZKA.E.J., WERNER,R P. Connecllcut Yankee Atomic Power Co. 
MROCZKA,E J. Northeast Utilities 08/09/27. RUSSELL, W.T. Region 1, Ofc of the Di- 
rector. 4pp 47008 202.47008-205. 

6810030407 lER 06 019 OO'on 0 6083 1,8wltchg ear room halon fire suppression sys dis- 
covered Improper^ secured.CBU8ed by contractor failure to advise fire watclr of duties 
& responsibllitle8.Conlrol procedure revised W/8&0929 itr. 

KAZUKYNASJ.B,, MILLtR,O.B. Connecticut Yankee Atomic Power Co. 88/09/28 
6pp. 47004-264.47004 258. 


--88101 10011 Application for amend to Liconso DPR-18,conaisllng of Rev 1 to Tech 
Spec Change Request 166, changing Tech Specs to support Cycio 12 reload 
Wilson, RF. General Public UtllilTos Corp - GPU Service Corp 88/09/22 7pp 
47110 040-47110046 

-8B 101 10012 Proposed Tech Specs supporting Cycle 12 reload 
• General Public Utilities Corp. - GPU Servico Corp 08/09/22, 8pp 47110 047- 
471 to 054 

-8810110036 "Reload Info & SAR for Oyster Creek Cycle 12 Reload " 

AUMMAR.M A., DOUGHERJ D , WALSH,P S General Public Utilities Corp • GPU 
Service Corp 00/08/30 6pp 47110 055 47110 060 


6810120337 NPDES noncompKance notificatlon.on 860930,26 gallon Shell Telus My- 
drauKc Fluid 23 spilled Caused by mechanical failure. 

MILLER,DB Connecticut Yankee Atomic Power Co 60/10/03. Office of Nuclear Re- 
actor R^ulatlon, Director (Post 070411). 6pp. 47135.050 47135 054 

0610170489 LER 88-020 00:on 66091 3, engineering evaluation determined potential for 
event plant iro ■ • * * ■ -* ■ - - 


fire Inside containment that could | 


from achieving cold shutdown condi- 


tions within 72 h, per 10CFfl60.App R W/ 0 OIOII Hr. 

QLAODINQ,CJ , MILLER, DB Connecticut Yankee Atomic Power Co. 88/10/11. 7pp. 


47164.267-47164-293. 


6610080240 Forwards application for amend to Liconso DPR.IG.consisting of Tech 
Spec Change Reguost i74 which would allow moving high pressure scram function 
wnen reactor head removed or unbolted 

FITZPATRICK.E General Public Ulililios Corp - GPU Service Corp. 06/09/28. Office 
of Nuclear Roaclor Regulation, Director (Post 87041 1) 3pp 47071 106 47071*114 

-0810060246 Application for amend to LIconse DPR- 16, allowing removal of high pres- 
sure scram function when reactor head removed or unboltod 
FITZPATRICK.E General Public Utilities Corp - GPU Service Corp 08/09/20. 4pp. 
47071:109 47071 112. 


8610190168 Part 21 rept ro potential problem w/EMD 20-645E4,Type 999 excitation sya 
circuit breaker & wiring .Potent iai for field circuit breaker lo trip duo to combined air 
temps & field current exists at all plants w/Modol 909 sys 

KULCHAK.RD Morrison-Knudsen Co, Ino. 88/10/12. MURLEYJ. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Opp 47263 350 47263.357. 


V. Operator Examinations 

8808170160 Generic Ltr 88-13 lo all power reactor licensees & applicanis for OL re op- 
erator licensing exams Sve list end. 

MIRAOLIA,F.J. Associate Director for Projects (Post 87041 1) 88/06/08. Consolidated 
Edison Co of New York, Inc 60pp. 4695(1.001 -46960 057 


DOCKET 50'219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Security, medloal, emergency & fire proteotlon plane 


-8810060246 Proposed Tech Specs, allowing removal of high pressure scram function 
when reactor hoad removed or unbolted 

• General Public Utilities Corp - GPU Service Corp 08/00/20 2pp 47071.113- 
47071.114. 

8810040424 Requests remittance of foes for applications for amends dtd 000518 & 
080520. 

OIQQS.RM License Foe Management Branch 00/09/20 FIEDLER.P.B General 
Public Utilities Corp - GPU Servico Corp Ip 47019 178 47019 178 

8810050058 Generic Ltr 80-16 to all power reactor licensees & applicants re removal of 
cycle specific parameter limits from Tech Specs Sve list end 
dRUTuHFlELD.D Associate Director (or Projects (Post 870411) 08/10/04 Consoll 
dated Edison Co of Now York, Ino. 4Qpp 47116145 47116.194 

8B101 30276 Summary of 880920 progress review meeting w/utll in Forked River, NJ re 
status of plant licensing actions. 

DROMERICK,AW, Project Directorate 14 80/10/08 Project Directorate 1-4 15pp 
47120.320-47120.343. 


8610170471 Forwards response to final rept of regulatory effectiveness review, per 
transmitted by Varga 060819 Itr.FIndirig 2 2.6 will bo addressed by separate 
correspondence. Enel withheld (ref 10CFRr3 21) 

MANQANARO.F F. General Public Ulllllies Corp. • GPU Service Corp, 80/10/07 Doc- 
ument Control Branch (Document Control Desk). 2pp 47160 342-47160.343. 


8610180066 Forwards Amend 127 to License DPn-16 & SER Amend modifies Para- 
graph 2.C.6 of license to require compliance w/amended physical security plan. 
DROMERICK,AW Project Directorate 1-4. 80/10/11. FITZPATRICK.E General Public 
Utilities Corp. - GPU Service Corp. 3pp, 47172:137-47172:145 


6810070150 Remits fee for Tech Spec Change Request 174 inadvertently omitted from 
880920 mailing 

ROGERS, JJ General Public Ulilltios Corp • GPU Service Corn 00/10/07 Olfico of 
Nuclear Reactor Regulation, Director (Post 87041 1) ip 470B0 216 47080 216 

8610210362 Notification of Significant Licensee Moetmo 88-162 on 881020 w/util In 
Region I ofc to discuss equipment environ quakllcatlon isauea 
COWQlLL,C J. Region 1, Ofc of the Director 80/10/07. Region 1, Ofc of the Director 
2pp. 47233.114 47233115. 


-8610100069 Amend 127 lo License DPR- 16, modifying Paragraph 2C6 of license to 
require compliance w/amended physical security plan 
STOL2,J.F. Project Dlreclorato 1-4. 88/10/11. 3pp. 47172.140-47172*142 

-8610180072 Safeguards evaluation rept supporting Amend 127 to license DPR-IB 
* Office ol Nuclear Reactor Regulation, Direclor (Post 870411) 88/10/11. 3pp. 
47172.143 47172.145. 


J. Insurance & Indemnity Information 

8810060180 Forwards environ assessment & finding of no significant impact ro tempo 
rary exemption from requirements of property Insurance rule 
10CFR60.64(w)(6)(l),effectlve 801004' Assessment being forwarded lo FR for publlca- 
Uon 

DROMERICK,A Project Directorate 1-4. 88/09/27, FITZPATRICK.E. General Public 
Ulllitles Corp. • GPU Service Corp. 4pp. '47071:055-47071,062. 

-8610060182 En\4ron assesament 8 finding of no significant impact re temporary ex- 
emption from scheduler If equlrements of property insurance rule effective 681004 
(1OCFR60 64). 

HERNAN.R.W, Project Directorate 1-4. 88/09/27, 4pp 47071:059 47071:062, 


8810170168 Forwards safely evaluation re systematic evaluation of IPSAR Topic Vlt- 
1 A, "Isolation of RPS from Non-Safety Sys Topic resolved 
OROMERICK,A W. Project Dirocloralo 1-4 86/10/11. FITZPATRICK.E General Public 
Utilities Corp - GPU Service Corp 2pp 47170 265-47170 289 


-8810170170 Safety evaluation re systematic evaluation of IPSAR Topic VII-1 A, "Isola- 
tion of Reactor Protection Sys from Non-Safety Sys ” Issue resolved 
* Office of Nuclear Reactor Regulation, Direclor (Post 870411), 88/10/11. 3pp 
47170.287-47170 289 


8610180066 Forwards Amend 127 lo License DPR 16 & SER Amend modules Para- 
graph 2C 6 of license to require compliance w/amended physical sacurity plan. 
OROMERICK,AW. Project Directorate I 4 80/10/11 FITZPATRICK.E. General Public 
Utilities Corp - GPU Service Corp 3pp 47172 137 47172.145 

~8B101&0089 Amend 127 to License DPR -16, modifying Paragraph 2C6 of license to 
require compliance w/amended physical security plan 
STOLZ,JF. Project Directorate 1-4. 88/10/11. 3pp. 47172*140 47172:142 

-8810180072 Safeguards evaluation rept supporting Amend 127 to License DPn*16 
* Office of Nuclear Reactor Rogulallon. Director (Post 870411) 88/10/11. 3pp 
47172:143 47172:145 
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6810200292 F^orwBrc^s notiCQ of constcfemiton of issuance of amend to License DPR- 
le.revising Tech Spec Table 3 1 1 to add fef in startup mode for high reactor pressure 
scram funcllon 

DRQMERtCKAW Proiact Directorale 1 4 68/10/11 FlTZPATRlCK^a General Public 
Utililies Corp - GPU Service Corp 2pp 47227111 47227110 

-8810200266 Noltco of consideration of issuanco of amend to License DPR-lfi & pro 
posed NSMC determination Amend revises Tech Spec Table 31 1 to add note lor 
high reactor pressure scram function startup mode 

DROMERfCK.A W Project Directorate I 4, 88/10/11 7pp 47227 113 47227 1 19 

88 10 170300 Requests add! info re seismic reevalualien using compuled power spectral 
density functions Response requested by 6S1031 

DROMERICK.A W Project Directorate I 4. 85/10/12 FfTZPATRICK.E General Public 
Utilities Corp - GPU Service Corp 3pp 47173 067 47173 069 

0810170458 Forwards safety evaluation re Topical Repl TR045, "BWR-2 Transient 
Analysis Model Using RETRAN Code ” TR 045 methods acceptable for ref in ficens 
mg analysis under fisted conditions 

DHOMERICK.AW Project Directorate I 4 88/10/12 PITZPATRICK,E General Public 
Utilities Corp. • GPU Service Corp 2pp 47153 125-47153 137 

-88T0 170470 Topical rapt evaluation of TR045, "8WR-2 Transient Analysis Using 
RETRAN Code ’’ Methods described in rept acceptable for reload analysis when fisted 
conditions satisfied 

* Office of Nuclear Reactor Regulation, Director {Post 870411) 85/10/12 llpp 
47153 127-47153', 137 

8810200298 Forwards Amend 128 to License DPR- 16 & safety evaluation Amend de- 
letes requlnament for dally exercise of MSIVs & bases for MSIV tesfinp to reflect re- 
quiremenls of ASME Boiler 5 Pressure Vessel Code,Section Xl,1974 edition 
DROMERICK.A W Projecl Directorate f 4 50/10/12 FITZPATRICK, E General Public 
Utj lilies Corp - GPU Service Corp 2pp 47226 252-47228 261 

-8810200299 Amend 120 to License DPR-16,dolotlng requiromont for daily MSIV exer- 
cise & revising bases for MSIV testing to refloci requirements of ASME Boiler & Pres- 
sure Vessel Code.Soclion X),tB74 edilion w/Winter 1973 addendum 
STOL2,J F Project Directorate 14 88/10/12 5pp 47225 254 47226 258 

-8810200306 Safety evaluation supporting Amend 128 to Liconse DPR-16 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 80/10/12 3pp 
47226 259-47226261 

8810190487 Forwards amended Tech Spec Change Request 126, Rev 1, revising 880219 
application for amend to license DPR-16 by deleting Tech Spec Section 4 5 C 2 since 
isolation of leaKage through valve by tncroasing down stream pressure acceptable 
FITZPATftlCK^E. General Public Utilities Corp • GPU Service Corp 88/10/13. Office 
of Nucloar Reactor Regulalion* Director (Post 87041 1) 2pp 47191 043-47191 064. 

-6810190490 /^plication for amend to License DPR 16,amending Tech Spec Change 
Request 126, Rev 1,by deleling Tech Spec Sactlon 4 5 C2 re primary containment In- 
tegraled leak rale teat, 

* General Public Utilities Corp • GPU Service Corp 88/10/13 5pp. 47191 045 
47191 049 

-8810190509 Proposed Tech Specs deleting Section 4 5 C 2 re primary containment in 
tegrated leak rate test 

* General Public UNitias Corp - GPU Service Corp 88/10/13 16pp 47191 050- 
47191 064 

8510210528 Responds to NRC 880720 request re plant-specific seismic verillcalion 
plans to resolve USf A 46 Current plan entails fmpfementind generic enterfa & method 
ology in Rev 0 to generic implementing procedures to resolve issue 
FnZPATRlCK.E General Pubhc Ulililies Corp - GPU Seri^ce Corp. 88/10/13, Docu- 
ment Control Branch (Document Control Desk) 3pp 47230^250 47230 252 


Q Inspection reporlSj IE Sultetins A correspondence 

&8tt901D337 NRC Into Notice 88 073^ "Direction Dependent leak Characteristics of 
Containment Purge Valves " Sve fist end. 

ROSSI.CE Division of Operationaf Events Assessment (Post 670411) 86/09/08 
Consolidated Edison Co. of New York, Inc 119pp 46958 058 46950 177 

8809260103 Informs lhat enforcement conference will bo rescheduled within 30 
daysUtif should ba prepared to discuss listed addi cfeficioncies.inciuding terminal 
t)lock iitenhIicaUon 

MARTIN, XT Region 1, Ofo of the Director 88/09/16 FITZPATRJCK.E. General 
Public Utiiilies Corp - GPU Service Corp 5pp 46976 255-46978 259 

8899290236 Responds to NRC 860019 Itr re violalions noted Jn Insp Rept 50 219/06 
15 Ulit does not concur w/violation.Corrective action Rev 2 to MPR 999 will bo sub- 
mitted when available,(o document analyses performed as result of questions raised. 
WILSOhLR F. General Public Utilities Corp. - GPU Service Corp 88/09/19, OocumenI 
Control Branch {Document Control Desk) 3pp 46998 056-46998 058 

8809290323 Summanzes & describes ulil efforts to develop updated seismic ffoor re 
sponse spectra per IE Bultetins 79 02 & 79-14 All IE Bulletin 79 02 anchorage insps 
wilf bo completed by restart from Cycte 12 refueling outage 
WILSON, R F General Public Utilities Corp. - GPU Service Corp, 88/09/10 Document 
Conliof Branch (Document Control Desk) 5pp 45992 115-46992,1 19 

8810040051 Forwards fnsp Rept 50-219/86 24 on 860715 a 18-22 No violalions 
noted Proposed maint 5 surveillance program directed at ensunng MSIV reliability a 
avoiding future valve stem failures requested before upcoming 12R outage 
DURfl,J P Region 1, Ofc of the Director 55/09/19 FITZPATRICK.E. General Public 
Utilities Corp - GPU Service Corp 2pp. 47037,197-47037 209 

-5810040060 Insp Rept 50 219/88 24 on 880715 a 15-0812 No Violation 
noted Unresolved item identified Major areas inspected failure of MSIV NS03A 
stem.lncluding sequence oi events, main! a surveHiance test history a stem matt, 
STROSNfDER,J Region 1, Ofc of the Director 88/09/09, IJpp 47037:199 
47037'209 

8809150005 NRC Info Notice 80-077, "Inadvertent Reactor Vessel Overfill *’ Sve list 
end 

ROSSf,CE Division of Operational Events Assessment (Post 870411) 86/09/22 
Consolidated Edison Co of New York, Inc 1 1tpp 47114:291-471 16 042, 


8809190047 NRC Info Notice 88 078, "fmpfemontation of Revised NR C-A dm mistered 
Requaiificaiion Exams '* Sve fist encf 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 55/09/22. 
Consolidated Edison Co of New York, Inc 119pp 471 15 043 47115 046 

8510030264 Responds to violations noted in insp Repl 50-219/88-21 Corrective 
actions Procedure 310 revised to clarify Instructions for verifying lineup on discharge 
to cartaf valve & mod turnover procedures will be modified 

RTZPATRICK,E Goneraf Public Utililies Corp - GPU Servico Corp 88/09/23 NRC ■ 
No Detaffed Affiliation Given 7pp 4700B> 105-47008 201 

8800230092 SuppI 1 10 NRC Info Notice 86 069, "Movable Contact Finger Binding in 
HFA Relays Mfg by 6E " Sve list ervcl 

ROSSLCE Division of Operational Events Assessment (Post 870411) 85/09/29 
Consolidated Edison Co of New York, Jnc 1 17pp 471 15.163 471 15*281 

8810030255 NRC Info Notice 8B'060, "Unexpected Piping Movement Attributed to Ther- 
mal Straliiication" Sve list end 

ROSSf,CE Division of Operational Events Assessment (Post 870411). 60/10/07 
Consolidated Edison Co, of New York, Inc 223pp 47115 202-47115 205 

8810040066 NRC Info Notice 80 081, "Failure of AMP Window Indent KYNAR Spllcos A 
Thomas & Bells Nylon Wire Caps During Environ Qualification Tasting " Sve list end 
ROSSJ,C,E Dfvisfon of Operational Events Assessment (Post 870411) 08/10/07 
Consolidated Edison Co of New York, Inc 119pp 47116 026-47116 144 

8810170471 Forwards response lo final rept of regulatory effectiveness review, per 
transmitted by Varga 080519 Hr Finding 2 2.6 will ba addressed by separate 
correspondence Enci withheld {ref 10CFR73 21) 

MANGANARO.F F, General Public Utilities Corp • GPU Service Corp 80/10/07, Doc- 
ument Control Branch (Document Control Desk). 2pp 47160 342-47160,343 

6810180123 Forwards Insp Repts 50 210/80-27 & 60-289/86-25 on 600913-1 0.No via- 
fvolod 

OURRJ.P Region 1, Ofc of the Director, 00/10/14. FITZPATniCK,E Goneraf Public 
Utilities Corp • GPU Service Corp 2pp 47172 280-47172 296 

-8810180141 Insp Repts 50 219/88 27 fi 60-289/00-26 on 860913 19 No violations or 
deviations noted h^ajor areas Inspected engineering support of plants by corporate 
technical functions organization. 

CHAUOHARY,S , WINTERS.fl W , STROSNIDER.J, Region t, Ofc of the Director 68/ 
10/06, tSpp 47172 282-47172.206 

8010190035 Forwards Insp Rept 50-219/88-25 on 800029-0902 No vioiations 
noted Another fnsp schodufed to start on 881 114 to confirm commitments to complole 
NRC Bulletins 79-02 & 76-14 activities 

DURR.JP Region 1, Ofc of (he Director 88/10/14 FITZPATRICK, E General PubJrc 
Utilities Corp • GPU Service Corp. 2pp 47203 308 47203 315 

-8810190036 Insp Rept 50-219/88 25 on 650829 0902 No violations noted Major 
areas Inspected Jicensae actions fn response to NRC Buffelins 79 02 & 79-14, Defi- 
ciencies noted In somepipe support & pipe support base plates 
CHAUDHARY,S K , CAR^RASCOJ,, STROSNIDER,J.R Region 1, Ofc of (ho Director. 
88/10/04 6pp 47203*310 47203 315. 

8810190449 Forwards lt\sp Repts 50-219/86-27 A 50-289/86-25 on 880913- 19 No vio 
lations noted 

DURR,J P Region 1, Ofc of the Director. 80/10/14 HUKfLL,H D. General Public Utiil 
ties Corp. - Gf^ Service Corp. 2pp 47203 184 47203.200 

6810190453 Forwards Rev 1 to MPR 999, " Addendum to MPR-734, Plant-Unique 
Analysis Rept, Torus Attached Piping ” Stress results for two specific piping locations 
showed (hat code allowables slightly exceeded for certain combinations 
WILSON.R.F General Public Utifilfes Corp . GPU Service Corp 88/10/14 Document 
Control Branch (OocumenI Control Desk) 2pp 47218.204-47218:230 

-8810190486 Rev 1 to "Mark I Containment Long-Term Pfogfam,Addendum to MPR- 
734 Plant-Unrqoe Analysis Rept, Torus Attached Piping " 

* MPR Associates, Inc MPR-999R01 87/12/31 25pp 472 16.206-4721 8-230. 

8010240180 Advises that updated sofsmic ffoor spectra for upgrading pipe supports 8 
anchors submitted In uiif 850919 Hr unacceptable, per IE Bulleiins 79-02 & 79- 1 4 NflC 
expects expeditious resolution of outstanding Items 

DROMER(CK.AW Project Directorate 14 88/10/17 FJTZPATRfCK,E General Public 
Utilities Corp • GPU Service Corp 3pp 47254*146-47254 148 

8810240220 Requests (hat util revise & document proposed insp plan for 12R & subse- 
quent outages, per NRC comments provided Revised response lo Generic Llr 88 01 
also requested tn order to expedite review 

DROMERICK.A W Projecl Directorate 1-4 08/10/18 FI TZP AT RtCK.E. General Public 
Utilities Corp - GPU Service Corp 5pp. 47254' 149-47254; 153 

0610130181 NRC Info Notice 88*083, "Inadequate Testing of Relay Contacts in Safety- 
Related Logic Sys." Sve fist end 

ROSSI.CE Division of Operational Events Assessment (Post S70411) 08/10/19 
Consolidated Edison Co or New York, Inc. lISpp 47196*239 47196,357. 


R. Periodic operating reports & related correspondence 

6810130207 Monthly operating rept for Aug 1968 lor Oyster Creek 1. W/8a0915 Hr 
BARAN.a, FITZPATRICK, E General Pbblic Utilrtles Corp. - GPU Service Corp 88/ 
00/31 7pp. 47122.180-47122 156 

8910120114 Forwards "Oyster Creek Nuclear Generating Station 1988-1 Semiannual 
Effluer^i Release Repl," for Jan-June 1088 Rept reflects uti) Nov 1986 changes to 
Tech Specs 

FITZPATRICK.E General Public Utililies Corp • GPU Service Corp 88/09/01 
RUSSELL, W.T Region 1. Ofc of the Director 2pp. 471 19-1 16-47110.147. 

-8910120117 "Oyster Creek Nuclear Generating Station 1980*1 Semiannual Effluent 

• lle^nerajXbtic Uiliibes Corp. - GPU Service Corp 88/06/30. 3lpp 47119117- 
47119'147 
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8810(90006 Monlhly operating rapt tor Sept 1008 for Oyster Croak Nuclear Ganaralino 

IfdAr'j H *BARAN R , FITZPATRICK, E General Public Ulllllles Corp - GPU Service 
epp 47191 340.47101 347 


G810120230 Revised omorgency plan implomonitng procetlLtreb includiDQ Roy 6 to trAF- 
3, "Emaraoncy Fersonnol Action Procodufoa," Rov 11 to EPP 6, "In Pinnl Emoraoncy 
Survoys" & Rov 11 to EPP-7, "Downwind Radiological Monitoring " wyfiD1005 Hr 
terry, CD Niagara Mohawk Powor Corp 08/10/05 I34pp 47 l ID 001 47118 135 


S Reportable occurrencea. LERs & related correspondence 

8009300002 LER 80 017-00 on 88O022.threQ control rod low accumulator presaufo 
tor more than 1 h Caused by oporator facing to rochargo accumulators 
acco^anca w/procetfures Accumulators recharged & operators counseled W/ 

S?W7?NGLW FITZPATRICK, E General Public Utilities Corp - GPU Service Corp 
ee/09/23 'spp *47003 177-47003 181 

flflift 03 D 438 LER 00 018 00 on a0O82Q.lsoIation condenser sys B actuated during valve 
Stability when control room operator inadvertency opened wrong valve Caused 
^ack of operator attention Operator counseled W/80(W26 Hr ^ ^ 

G^IEGG B R FITZPATRICK, E General Public Utilitisa Corp - GPU Service Corp. 08/ 
09/20 6pp 47015 314 47015 319 

8010050220 PNO-1 88 099 on 880929.stoam linos for both A & B Isolation condensers 
DartiBlIy filled w/watef placing steam lines in potential Inoperable condition Plant 
shutdown Licensee disabled automatic Initiation sys 

C^WGrilc Reg%^^ 08/09/29 Ip, 47057 106 47057.106 

0810140164 LER 88 019 00 on 8 00002 .discovered that isolation condenser van* line in 
board manual Isolation valve A in closed position Caused by procedural 
inadeauacy Valve opened & full ws lineups performed Vjf/BOl 003 Ur. 

GAYLEY.R Q , FITZPATRICK, E General Public Utilities Corp - GPU Service Corp 08/ 
10/03 5pp 47150 227-47150 231 


6810100093 Summary of Operating Reactors Events Meeting 86-39 on 8B1004Xl3t ot 
attendees & viawgraphs end , . 

JAUDONiJP Events Assessment Branch 80/10/05 ROSSI, CE Division of Oper- 
aljonal Events AssBasmerit \?o%\ 870411) 16pp 47223 322-47223,337 


8810170180 LER 86 020 00 on 8 80908, Isolation condenser vent radiation & omorgency 
SVC water monitors incapable of leak detection Caused by design deficiency due lo 
failure to properly evaluate potential area radiation conditions W/081007 Itr 
GREGG.B R , FIT2PATRICK.E General Public Utitities Corp - GPU Service Corp 86/ 
10/07 6pp 47168 078-47168.083 

8010170037 Discusses B60926 observation that shell temp Increased uUlmatoly result- 
ing in steaming of Isolation condenser to almoaphoroOn 0Q1O02, power lo 4,160 volf 
emergency bus D lost while being powered from startup transformer. 

FITZPATRICK, £ General Public Lllllilies Corp • CPU Service Corp. 06/10/10 Office 
of Nuclear Reactor Regulation, Director (Post 07041 1) 3pp 47170 201-47170 263. 


0810200043 Part 21 rept re potential deviation from Tech Spec concerning RY Indlca 
tors due to operating temp effect on analog mefer movampnl Inlllal/y reported on 
881006 Customers verbally notified on 861006 07 

MAHONEY.E E . FELLNER,W.B. Bailey Conirola Co (subs of Babcock & Wilcox Co). 
88/fO/fa Office of Nuclear Reactor Regulation, Director (Post 670411) tOpp 
47364 040 47364 049 


8010190160 Part 21 rept fo potential problem w/EMD 20 Q45E4,Tvpo 099 excilalion sys 
circuit breaker & wiring Potential for field circuit breaker to trip duo to combined air 
temps A field current exists at all plants w/Model 099 sys 

KLILChAK,RO Morrison-Knudson Co Jnc 88/10/ 12 MURLEYJ Office of Nuclear 
Reactor Regufallon, Director (Post 070411) 8pp 47263’350 47263 357 


V. Operator Examinations 

8008170150 Generic Ltr 88-13 to all power reactor licensees & applicants for OL fo op- 
erator licensing exams Svc list enc) 

MIRAGUA.F J Associate Director for Projects (Post 070411) 68/08/06 Consolidated 
Edison Co of Naw York, Inc. 68pp. 4096B'OO1 -46050 057 

8010130302 Forwards grading & answer sheols for 880921 generic fundamentals pitot 
exam W/o ends 

PEflKINS.KE Operator licensing Branch 88/10/07. FITZPATRICK, E„ BOOHER,JE 
General Public UtiliUes Corp, - GPU Service Corp KINQSLEY.O 0 System Energy Re 
sources, Inc 37pp. 47136-001-47136 037 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


H. General correspondence 

B0100S0221 Informs that KA Pahiborg appointed Unit I station supcrintendont roplscing 
T Raman 

TERRY.CD Niagara Mohawk Power Corp 60/09/29 Documont Coniro! Branch 
(Document Control Desk) Ip 47060 322 47060 322 


J. Inaurence & Indemnity Information 

380930Q04Q Forwards environ assessment & finding of no signihcanl impact rO uxomp- 
tion from requiromonl of tOCFRSO 54(w)(5)(i), Incroaslnq amount oi onsite properly 
damage insurance required by NRC IJcensoes 

HAUGHEV.MF Proioci Diroctorale 1-1 06/09/28 MANGANIC V Niagara Mohawk 
Power Corp 3pp, 47036 070 47036 076 

-8809300047 Environ assossmenl & finding of no signiflcanl Impact ro temporary ox- 
omption from 10CFR6() 54(w)(5)0)JncrGa8lng amount of onsito properly damage msur- 
anco required by NRC (jcensoes EIS will not bo prepared 
CAPRA.R A Project Directorate 1-1 66/09/26 6pp 47036 073 47036 076 

8810140336 Fonvards exemption from schodular requirements ro properly inBiiranco 
rule (10CFR60 54(w)(5)(l)) until rulemaking finafizerj but no later than 890401 
HAUQHEY.MF. Project Directorate II 60/10/04 MANGAN.CV Niagara Mohawk 
Powor Corp 3pp 47109 299 47109 305 

-8810110346 Temporary exemption from 10CFR50.54(w)(5)(i),incfQnoing amount of 
onsito proporty damago insurance until rulomaklng fmo^tzed nul no ialor Than 890101 
VARQA.SA Division of Reaclor Projects l/H (Post 670411) 86/10/04 Niagara 
Mohawk Power Corp. 4pp 47100,302-47109 305 


P. Operating license stege documents & correspondence 

0809120006 Generic Ltr 08-15 to all power reactor ticonsoes & applicants ro oluclrlc 
powor sys - Inadequate control over design p/ocossos 

CRUTCHFIELD, 0 Associate Director for Projects (Post 870411) 68/09/1? Consoli- 
datod Edison Co of Now York, Inc 60pp 47001 239 4/001 300 

0009300010 Notification of 880921 Significant Llcensoo Meeting 66 146 w/ulll In King of 
Prussla,PA lo discuss status & schedule of action Items following facility conlirmatory 
gcDdp )1r 

JOHNSON, J R Rogion 1, Ofc of the Director. 80/09/15 Region 1, Ofc of iho Direc- 
tor 2pp 47003.16^7003150 

8810060262 Forwards application for amend to Licenso DPR 83,f0vlsfng Tech Spec 
Secllon 3 4 5 re confrof room air treaimont sys Foe paid 

TERRY, CO. Niagara Mohawk Power Corp 06/09/22 Document Control Branch 
(Document Control Desk) Ip 47057,080 47057,085. 

-8810060270 Application for amend lo License DPR-C3, changing Torh Specs to revise 
Section 3.4.6, ‘'Control Room Air Tronlmont Svs ” 

TERRV.GD Niagara Mohawk Power Corp 08/09/22 Documoni Conlrol Branch 
(Documont Control Desk) 2pp 47057 061 47057 002 

-0010060030 Proposed Toch Specs ro limiting condition (or operalion & swrvoillanco ro 
quiromonis for control room air trootment sya. 

* Niagara Mohawk Powor Corp 86/09/22 3pp 47057 003 47057 065 

8809260263 Ro^onds to NRC request for plant specific l/nplemepfalron plans In ro 
sponso to 000720 SER on Rov 0 to gonortc implementation procedure dovolofJOd by 
Seismic Qualification Util Group Efforts on US1 A-46 ongoing 
TERRY,C.D Niagara Mohawk Power Corp 88/09/23 Documom Control Branch 
(Document Coniro) Dosk) 2pp 46976 351 46976352. 

B01OO5OO1O Forwards NRR director 660026 Ur to OCRE ock receipt of 10CFR2206 po- 
flllon ^ negalivo response to request for Immodlalo aclion ro BWFls. 

HAUQHEY.MF Project Diroctorale II. 88/09/27. MANGAN.CV Niagara Mohawk 
Powor Corp 2pp, 47066 115-47066 126 


F. Security, medical, emergency & fire protection plana 

881MS0005 Discusses Insp Rept 50 220/88-16 on 680606 24 0i forwards notice of vJo 
latiori 

Director 86/09/10 ENDRIES.J.M Niagara 
Mohawk Power Corp 4pp 47057 180-4705 M 86 

-8610050006 Notice of violation from insp on 660506-24 Violation noted adequate 
esiabitahed lo promptly corrocl Identified daficioncles w/flro prolection 
barrier peneuatlons. 

RUSSELL, WT Region 1, Ofc of the Director 86/09/19. 3pp, 47067:184-47057:186. 

Response Facilllfos Insp Repts 60-220/88 26 & 60* 
violallons Of deviations noted Rans showing oatimaled 
ftPi *n App A requested within 45 daya. 

^ Director 86/09/26 MANGAN.CV Niagara 

Mohawk Power Corp 4pp 47016-241 -4 7016 '262 

Response Appraisal Insp Repta 60-220/68 25 fi, 60 410/88 
selBD^pn Of deviatlOHs Hotad Major areas Inspected review of 

FOX P p documents & reprosonlalive records. 

470i|- 262 Region 1. Ofc Of iho Director. 68/09/16 16pp 47015-245- 


8810050011 Forwards application for amend lo License DPR es.removmg organizational 
charts from Toch Specs 

TERRY, CO Niagara Mohawk Power Corp flO/09/20 Documont Conlrol Branch 
(Document Control Desk). Ip 47056.137-47056 146. 

-6810060012 Application for amend to License DPR*63, removing organUatlonal charts 
from Toefr Sp<?c$, 

TERRY, C.D Niagara Mohawk Powor Corp 06/09/26 app 4/058 136 47058 139. 

-6810060013 Proposed Toch Specs, deleting organizational charts. 

* Niagara Mohawk Power Corp. 80/09/28 lOpp 47050 140 17050 149 

8610050068 Generic Ltr 80-16 to all power reactor licensees 8 oppllcanls ro removal of 
cycle-specinc parameter limits Irom Toch ^acs Svc list end 
CRUTCHFIELD, D Associate Director for Projocls (Post 070411) 80/10/04 Consoli- 
dated Edison Co of Now York, Inc 48pp 471 18 145 471 16 194 

8810170040 Forwstrda summary of 880921 moefing In Rogion i ofc re progress In ro 
solving restart Issues, Agenda, restart issues matrix 4 restart action plan work How 
process end 

WENZiNQER.E,C Region 1, Ofc of the Dfroclor 00/10/06 MANGAN.CV Niagara 
Mohawk Power Corp. 20pp 47168 163^47 m f82 


to hold plant 1900 emergency preparedness ( 
TEflftv r- confirmation that date acceptable. 

LAZAI?US.W,J. Boolon 1 . C 


8810240537 Forwards safety evaluation oupportlng 800121 8 0603 requests (or devi- 
ations from scram discharge vol instrument laps on vertical instrument vol no! on con 
nectod piping, per 830624 confirmatory order 

VARGA, 8 A. Division of Reactor Projects - I/ll (Post 870411) 
MANGAN.CV, Niagara Mohawk Power Corp, 3pp 47257 121 47267 132 
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-'801-02^0541 Safety o/aluation supporffog uW 0j<emplrans from 830624 conflrmatoiy 
o/der re i/isfrument (aps on vertical inslruroent vol not on connecting piping Licepsso 
proarfliDs for rGv/evvjng scram discharge vol capaDiJily accoptabla 
• Offrca of Nuclear Reactor negulatfon, Director (Post 870411). 88/10/12 9pp 
A72S7 124 47267 132 

0010210327 NotjJn/atJon of Signifjcanl Licensee Moelrng 88't6B w/uUl on 681018 In 
Regron i ofc to discuss rosiail issues irt response lo Confirrnatofy Action Ltr CAL-88‘ 
17 

JOHNSON, JR Region 1, Otc of Hie Direolor 88/10/13 Region 1. Olc Ot the Direc* 
tor 2pp 47230344 47230 345 

8810210435 Responds to 870302 request for adcti info re Item 2 2 (Part t) of CanerJc 
Ltr 83-28 Configuration mgt sys instituted to support documenl impact 
asseasmenLcfiange control & status 

TERHY.CD Niagara Mohawk Pov^er Corp 88/10/17 Document Control Branch 
(Oocuiwent C^inirol Desk) Trj 47230 187-47230 193 


Q. rnapectlan reports, IE aultsKris k cotroapondence 


8810030255 NRC Info Notice 08 080, “Unexpected Piping Movement Altnbiited to Tner- 
mal StraOficatron/' Svc list end 

ROSSI, CE Dfvibion of Operational Events Assessment (Post 8704l1| 06/10/07 
Consofidaied Edison Co of New York, Jiic 22flpp 47115 202-471 16 2fl6 

8810040068 NRC fnfo Notice 80 081, 'Tallure of AMP Window Indent KYNAR SoUca^A 
Thomtis & Betts Nylon Wire Cans During Environ Qualification Testing *’ Svc lisl epKl 
ROSSLC.E, Division of Oporatlonaf Events Assessment (Post 070411) OS/10/07. 
Consolfdated Edison Co of New York, Inc 119pp 47116 026 47116 144 

8810210347 Notification of Significant LIcensoa Meeting 88-164 w/utll on 0BtO27 in 
RooSon \ otc to discuss Inservlce Insp program slatus 

JOHNSON, J,n Region 1, Otc of Hie Director 69/10/13 Rf^gion 1, Otc ot toe Dlieir' 
tor, 2pp 47230 346-47230 349 

8810130161 NRC Info Notice 88-003, “Inadequate Testing of Relay Contacts fn ffafaty* 
Related Logic Sys “ Svc list end 

ROSSI, CE Division of Oporatiormt Events Assessment (Post 870411) 88/18/19 
Consofidated Edison Co or New Yotit, Jric 1 19pp 47106 239 47196 357 


8609010337 NRC Info Nonce 08-073, “Direction Dependent teak Cimracteristics of 
Conlamment Purge VaVves '* Svc iisV end 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 88/09/08 
Consofidated Edison Co, of New York, fnc I19pp 46958 058 46958 177 

OSIDOeBOOS Discusses jnsp Rapt 50-220/08-15 on 880506-24 & forwards notice of vfo 
laiton 

RUSSELL, WT. Region 1, Ofc Of the Director 88/09/10 ENDfllES.JM Niagara 
Mohawk Power Corp 4pp 47057 100-47057.186 

'-aaiOOSDOOB Notice of vioJatiOfi from snsp on 880506-24 Vfotaiion noted adequate 
measures not established to promptly correct idenbfied deficiencies w/fjra protection 
ban 1 B r pen elr ations 

RUSSEL, WT Region T, Ofc of the Director 88/09/19 3pp 47057 184 47057 ted 

B8 10050287 Ack receipJ of 880012 Jtr infeirming NRC of steps taken to correct violations 
noted fn fnsa Repls 80-220/66-22 & 50-410/88 23 

MARTIN.! T Region 1, Ofc of (he Director 68/09/19 MANGAN.CV/ Niagara 
Moliawk Power C-orp Spp 47057 113 47057*138 

0809150008 NRC Into Notico 88 077, “maefvertent Reactor Vessel Overlflf" Svc list 
©npL 

ROSSI, CE Division of Operationaf Events Assessment (Post 070411) 88/09/22 
Consolidated Edison Co of New York, Inc 11 1pp. 471 14 291-471 16 042 

08O919DO47 NRC fnfo Notice 66-070, “implementation of Rovisoc) NRC-Admlnistered 
Rofl^ualiti cation Ejrams ' Svc list end 

f=l05SKCE Division of Operationa) Ever^ts Assessment (Post 870411) 88/09/22 
Consoiidated Edison Co of New York, /r»c T19pp 47115 043*47115 046 

0&1OO3O126 Forwards Safety tnap R&pts 50 220/88 29 & 50 410/80 28 on 880022- 
26 Nt> vicjtattona nolod 

BELLAMY.RP Refiion 1, Olc o1 to© Director 80/00/28 MANGAN.CV Niagara 
MobavirK Power Corp 2pp 4700B OB7-4700&.100 

-SB 10930 127 Safety Insp Rapts 50 220/88-29 & 50 410/88-20 on 880022-26 No viola- 
tions narod Majo^ areas uispected Itqu'd & naseous effluems programs, toc-udmo eflki* 
am control mstrutncntation.aif ciearvt^g sys i procedures 

JANG.JC . PASGIAK.W J Reason 1. Ofc of toe Director, 88/09/22 12pp 47008:008 
47008*100 


8810030131 Forwards Emergency Response Facilities tnsp Repts 5Q-220/6Q-25 & 50 
410/88^24 on flCOeOJ 04 No violations or deviations noted Plans showing osumated 
dal0 of completion of tindmgs in App A requested Within 45 days 
BELLAMY.RR Region I. Ofc of lha Director 88/09/26 MANS ARC V Ragaca 
Mohawk Power Corp 4pp 47015 241-47015 262 

^8810030134 Emerge r>cy Response Appraisal Insp Rents 50-S20/BB 25 & 50 410/08 
24 on fiflOBC) t-04 No viofailons or deviations noted Mainr areas Inspected review of 
sefected procedures, scpporling documents & representative records 
FOX,EF, LAZARUS.WJ Regron 1, Ofc 0l the Director. 08/09/16 18pp. 47016245- 
47015 262. 


8010030253 fn forms that commitments made In 680812 ltr In response to fnsp Repts 
50-^20/06-2? & 50 4 to/ 88 23 completed except for rev to nueJear training Insfructlon 
(o include requirements for contractor senior reactor operator certification 
MANGANIC V Niagara Mohawk Powet Corp 88/09/26 Document (^nlrot Branch 
(Document Control Desk) Ip 47005 293-47005 293 

8810050095 fn forms that final response to NRO Bulletin 88 004 will be delayed until 00 
days alter completion of racircuiatton operability test of core spray sys 
tE^RRV.CO Niagara Mohawk Power Corp aB/Ofl/28 Document Control Branch 
(Document Control Desk) tp 4 7060 05 7-4 7060 .057. 

8S0S230092 Suppt 1 to NRC into Nolfce 88 069, “Movable Contact Rngor Binding in 
HFA R stays MIq by GE." Syc Ivst end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 08/09/29 
Consolidated Edison Co oi New York, )na !l7pp 471 is 163 471 16 281 


0810060201 Responds to NRC Bulleun 88 008 & Suppis 1 A 2 requesting uW to review 
RCS to dolerrmito vitvather uniaotabte sections oi piping connected to RCS can be 
subiecled to stresses from temp stratification or oscillations 

TERRY.C D. Niagara Mohawk Power Corp 68/09/20 Document Contfot Brerveh 
(Docamenl COAlrol Desk) 4pp 47070 274-47070 277 


B81010OD24 Forwards Rev 1 to Relief Request 1IIRR2 re first 10 yr interval Insp require- 
ments covering reactor pressure vessel, cor© spray & containment spray^CRD sy3 A 
reactor recircurahon sys 

TERRV.CO Niagara Mohawk Power Corp. 88/09/30. Doeumont Control Branch 
(Diocumont Control Desk) 33pp 47085,171-47085 203. 

0810170026 l/rfornis that NRC intends <o perform team insp of util maint pjonram al 
plant on BBl 028-1209 Uti) sTiouid furnish re} mall fisted on end Draft maint procedure 
enci 

martinet Fleflion 1, Die ol toe Director. BB/ 10/05 MANGAN.C.V NIaaera 
WohawH Power cwp Upp 47149-347-47149 360 


n. perfodje operating roporie & related corro open (fence 

6810210110 Forwards "Semiannual Radioactive Effluent Release Rapt, Jan Jun 1988." 
& Reva 4 & 8 to "Offsite Dose Calculation Manual " 

PERKfNS.TJ Niagara Mohawk Power Corp 00/00/30 DocunionI Control Branch 
(Document ConiroJ Desk) Ip 47265 015-47265 288 

-8B10210131 ''Semiannual Radioactive Effluent Release Rapt. Jan juno 1880 " 

• Niagara Mohawk Power Corp 88/06/30 35pp 47265 016 47265.050 

-^6810210146 Rev 4 1o "Offail© Dose Calculation Manual " W/two ovorsi/e figures 
DU£LL,J.N, STUART.CL, ROMAN, TW. Niagara Mohawk Power Corp 07/02/27 
123pp 47285 051-47265167 

-“8S10210154 Rev 6 to "OJIsne Dose Catenation Manual “ W/two (jversi^e tigurea 
DUELL.JN., STUART.CL. ROMAN.TW Niagara Mohawk Power Corp 00/05/31. 
12App 472651 68 47265288 


S. Roportabla occurrenega, LERs & related correspondence 


0810200027 Part 21 rept rd potential butterfly valve failures Drive train replacement kits 
being suppifod to purchasers Inatriictions onci 

SANDLfNe.M, Xomox Corp (subs of Emerson Eiec(rlc Co ) 86/09/30 MURLEYJ.E, 
Office of Nuclear Reactor Rogulation, Director (Post 870411) 35pp. 47226 322 
47226 356 


6810190376 LER 88 0t7-00of> 800008, w/Unit 1 fn cold sliutdown.unil experfericocf ro- 
actor bldg vontllallon Isolation & reactor bldg ©mornoncy ventilation (RSEV) 
Initiation Caused by personnel error.RBEV returned to svc Vv/a81007 ltr 
WA22AFERRO,P A . WILLIS, J L Niagara Mohawk Pov/er Corp 80/10/07 Cpp 
47191 213 47191 218 


8810180188 Pari 21 rept re polontlal problem w/EMD 20 64SE4,Type 099 oxcitaUon sy? 
circuit breaker & mtoQ Potential for field circuit breaker to trip due to combined air 
(empa S field current exists at all plants w/Model 990 sys 

KULCHAK.RD Morrison-Knudsan Co, Inc 88/10/12. MURLEYJ Office of Nuclear 
Reactor Regufallon, Director (Post 870411) 8pp 47263 350 47263,357 

8810210123 LER 08-010 00 on 8009 te.operat ion of fsc.lity outside design basis on 
780215 & 871110 dotermfned.CausecT by breakdown in review & approval process of 
10CFR60.APP K crItoria.Tech Spec Interpretation Issued W/a81017 ltr 
GREENE.OK. WfLUS.JL Niagara Mohawk Power Corp 88/10/17 4pp 47232 079 
47232 082 


V, Operator Examlnallons 

8608170150 Generic Ltr 80-13 to al) power reactor licensees A applicants for OL re op- 
erator licensing oxams Svc list end 

MIRAGLIA.F J Assoemto CHiPctor lor Proiacto (Post 870411) 88/08/08 ConsoHdated 
Edison Co of New York, Inc 56pp 46968 001 -46058 057 


DOCKET SO-223 UN)V. OF LOWELL RESEARCH REACTOR 


Q. inspection reports, IE Bulletins k correspondence 

8810170199 Forwards Exam Rapt 50-223/88 0401 conducted 080003 05. . , ^ 

QALLO.R-M Region 1. Olc pf the Director 86/09/30 BEGHIARLE Lowell, Lfniv. of, 
Loweil. MA. 2pp 47149 003 47149 064 

>•8810170207 Exam Rept 50-223/88 040 L on 800803 05 Exam rosultsali candiates 
passed operating exams Senior reactor aerator A one reactor operator passed wnt- 
ton exam but one reactor operator failed section G of written exam 
VVALUCe.D. ESELGROTH.P W. Region t, Ofc of the Director 08/09/28. 57pp 
47149 006 47149.0B4, 


V- Operator Examinations 


8810 170199 Forwards Exam Ropt 50 223/08 040L conducted 080803*06 
GALLO.RM Region 1, Ofc Ofthe Director 88/09/30 BEGHIAN.LE LOWelf, Univ of, 
Lowell, MA 2pp 47149 003-47148 064, 


-0810170207 Exam Repi 60-223/88 04 OU on 880803 05 Exam results all candiates 
passed operating exams Senior reactor operator & one reactor operator passed wnt- 
Fen exam but one reactor operator failed Section 0 of written exam, 

WALLACE.D, ESELGROTH,P W, Region 1, Ofc of the Director 88/09/20 57pp, 
47149 005 47149 064. 
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E>OCKET 60-S24 UNIV OF CALIFORNIA RESEARCH REACTOR 


J. Insurance & Indemnity Information 


G Adjudicatory correspondence 


8810030018 Memorandum & order (granting joint motion to stay proceedings 30 days) * 
Board accepts lhat terms ol Par^raph a ol stipulation in B80916 joint motion shall 
control if settlement not achieved Served on 800923 

HOYT.H.F Atomic Safety and Liconsing Board Panel #480 7133 80/09/22 Office of 
the General Counsel Ip 46954 229-46954 229 


0810030066 Corrected memordndum & order (granting joint motion to slay proceedings 
30 days) * Terms of Paragraph 8 of 800916 Joint motion shall control in event sollle- 
mant not achieved Served on 000927 

HOYT,H F, Atomic Safety and Licensing Board Panel #480 7157 00/09/27 Office of 
the General Counsel 1p 46955116-46955 116 


8610270169 Joint motion to slay proceedings for addi 21 days a order thereon * Univ of 
California wishes to have matter resolved by settlement If possible Certificate of Svc 
end 

GELB.M BerKeley, CA KROESCHE.J B California, Unk of, Berkeley, CA 
KflOESCHE,J B Orrlck, Herrington d Sutcliffe #408 7330 00/10/17 Atomic Safely 
and Ucensing Board Panel 7pp 47206 091-47206 097 


8010200006 Forwards environ assessment & finding of r\o significant Impact re exemp 
tlon from 10CFR50 54{w)(5)(i) of property insurance rule 

MULL6R,DR Project Direclorato ill 2 08/09/30 BLISS.H Commonwealth Edison 
Co 3pp 47233 237-47233 275 

-8810200009 Environ assessment & finding of no signiticant Impact re temporary ex- 
emption from schedufar requirements of property insurance rule effective 081 004 
(10CFR50,54) 

MULLER,D R Project Directorate III 2 00/09/26 6pp 47233 240 47233 245 

-0010200010 Environ assessment & finding of no significant impact re exemption from 
10CFR50 54(wU5)(i) on property insurance rule 

MULLER.DR Project Direclorate III-2 80/09/26 6pp 47233 246 47233 251 

-8810200014 Environ assessment & finding of no sigrtificanl impact re exemption from 
1OCFR5O,54(w)(5)(0 on property Insurance rule 

MULLER.DR Project Diroctorate 1 11-2 00/09/26 6pp 47233 252-47233 257 

-BB 102000 16 Environ assessment & finding of no significant impact re exemption from 
10CFR50 54(w)(5)(i) on property insurance rule 

MULLER.DR Project Directorate 111-2 80/09/26 Opp 47233 250 47233 263 


8810280086 Memorandum & order * Grants addl extension of 21 days from svc dale of 
order for stay of proceedings. per 881017 joint motion Served on 001026 
HOYT.H F /Atomic Safety and Licensing Board Pane! #400 7361 80/10/25 Califor- 
nia, Univ of, Berkeley, C A Ip 47225 202-47225 282 


V. Operator Examinations 


-6810200016 Environ assessment & finding of no significant Impact re exemption from 
10CFR50,64(w)(5)(i) on property insurance rule 

MULLER.DR Project Dkoclorate 111-2 8B/09/26 6pp 47233 264 47233 209 

-0010200034 Environ assessment & finding of no significant impact re exemption from 
10CFR60.54(w)(5)(i) on property Insurance rule 

MULLER.DR Project Directorate 111-2 88/09/26 6pp 47233 270 47233 275 


8609300030 Advises that Rev 3 to operator roquafificatlon program submitted on 
88D721 meets requirements of regulations & acceptable 

ADAMS, A Standardization & Non-Power Reactor Project Directorate 60/09/23 
FOWLER, T.K California. Univ of, Berkeley, CA 2pp 47002'359 47002*360 


8010200402 Forwards temporary exemption from requirements of properly Insurance 
rule,10CFR50 54(w){5)(i) Exemption valid until rulemaking compleloo 
MULLER.D.R Project Directorate 111-2 08/10/03 BLISS.H CJommonweallh Edison 
Co. 3pp. 47205 284-47205 322 


DOCKET BO-225 RPI CRITICAL EXPERIMENT 


F. Security, medical, emergency & fire protection plane 

6610040361 Forwards Safety Insp RepI 60-225/68 03 on 880612 No violations noted 
BELLAMY, R R Region 1, Ofc of the Director. 88/09/28. MEINDL,J Rensselaer Poly- 
technic Institute, Troy, NY. 2pp 47041 203-47041 -209 

-6810040384 Insp Rept 50 225/88-03 on 880826 No violations noted Major areas 
inspected'safety Insp In area of emergency preparedness 

AMATO.CG, IaZARUS.WJ Region 1, Ofc of the Diroctor 00/00/28 5pp 
47041 '205 47041-209 


“8810200301 Tomprorary exemption from schodular requirements of property insurance 
rule.per 10CFR50 54(w)(5)(l), ponding completion of rulemaking not later than 890401 
HOLAHAN.GM Division of Reactor Projects • III.IV.V & Special Projects (Post 
070411) 88/10/03. Commonwealth Edison Co 5pp 47205 287-47205 291 

-6610200333 Temporarv exemption from schodular requiromonts of property insurance 
rule.per 10CFR50.54(w}(5)(j), pending completion of rulemaking not later than 890401 
HOLAHAN.GM Division of Reactor Projocls • IlfJV.V & Special Projects (Post 
070411), 8B/10/03 Commonwealth Edison Co 5pp 47205 292 47205 206 

-8810200339 Temporaiy exemption from scheriular requirements of property insurance 
rule.per 1CFR50 64(w)(5)(l), pending completion ol rulemaking not later than 800401 
HOLAHAN.GM Division of Reactor Projects - III, IV, V & Special Projects (Post 
870411) 88/10/03, Commonwealth Edison Co 5pp 47205 297-47205 301 


0. Inspection reports, IE Bulletins & correspondence 

6810040361 Forwards Safety Insp Rept 60-226/88-03 on 880812 No violations noted. 
BELLAMY.RR Region 1, Ole of the Director. 08/09/28. MEINDL.J Ronssefaer Poly- 
technic Institute, Troy, NY 2pp 47041 203-47041*209 

-6610040384 Insp Rent 60-225/86-03 on 880826, No violations noted Maior eroas 
inspected .safety insp In area of emergency preparedness 

AMATO.CG . LAZARUS.W.J. Region 1, Ofc ol the Diroctor 88/09/28 6pp 
47041.205-47041*209. 


DOCKET 50*237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


-8810200342 Temporary exemption from schodular requirements ol property insurance 
rule.per 10CFfl50,64(w)(6)(i), ponding completion of rulemaking not later than 890401. 
HOLAHAN.GM Division of Reactor Projects - III.IV.V & Special Projects (Post 
870411) 00/10/03. Commonwoallh Edison Co. 5pp 47205 302-47205 306 

-8810200346 Temporary exemption from schodular requiromonls of property Insurance 
rule.per 10CFn60.54(w)(5)(i), pending completion of rulemaking not later than 890401 
HOLAHAN.GM. Division ol Reactor Projocls ♦ III.IV.V & Special Projects (Post 
870411) 88/10/03 Commonwealth Edison Co 5pp 47205 307-47205 311 

-8810200353 Temporary exemption from schodular requirements of property Insurance 
rule.per 10CFR5(J 64(w)(5)(i), pending completion of rulemaking not later than 890401 
HOLAHAN.GM. Olvisfon of Reactor Projects - III, IV, V & Special Projects (PosI 
870411). 80/10/03. Commonwealth Edison Co. tipp 47205 312-47205-322 


F. Security, medical, emergency & fire protection plane 


P, Operating license stage documents & correspondence 


660930001 1 Forwards Rev 25 to security plan Rev outlines doctassiflcotion of Unit 1 re- 
actor sphere, core spray/post- Incident room & crlbhouso Rev withheld (ref 
10CFR7a21) 

BLISS.H E. Commonwealth Edison Co 00/09/23 Document Control Branch (Docu- 
ment Control Desk). Ip 47003*065-47003*065 

6610030206 Rev 9 to Emergency Plan Implementing Procedure EPIP 100 Cl, "Station 
Director (Checklist of Initial Generating Station Emergency Plan Rosponsibllitlos) " 

* Commonwealth Edison Co 88/09/30 13pp 47010 216-47010 227. 

8610110386 Revised environ director emergency procedures.includlng Rev 6 to ED-5A, 
"Calculation of Offsite Whole Body Radiation Dose from Noble Gas Radtoactivlly In 
Containmenr & Rev 6 to ED-26, "zlon Station Lake Breeze Dose Calcufatlon,, " 

* Commonwealth Edison Co 00/10/04 46pp 47109*209-47109*263 

6810140094 Rev 1 to Emergency Plan Implementing Procedure EPIP 200-T3, "Time De- 
pendent Containment Radiation Correction Factors Table '* 

^ Commonwealth Edison Co 88/10/05. 5pp. 47164 300-47164 304 


H. General correspondence 

8610060035 Comment supporting petition to rescind paragraphs (x)(y) of Section 
10CFR50 54 re cases of hazardous practices Including util authorizing senior operator 
to turn off safely sys In emergency before sys hae finished Job 
YOUNG.C Affiliation Not Assigned 88/09/03, CUUSENK.M.J Commissioners. 2pp. 
47013*246 47013:261. 

-6610060067 Discusses safety problems at Comm Ed nuclear power plants re risking 
fuel meltdown by turning off safety sys as directed by util policy in emergency if core 
cxwling Is adequate. Vice president Instruction end 

YOUkG.G. Affiliation Not Assigned 88/02/24. WEIL,C.H. Region 3, Ofc of the Direc- 
tor 4pp. 47013.248-47013.251. 


8809120085 Generic Ltr 08-16 to all power reactor iiconsoes & applicants re electric 
power sys - inadequate control over design processes 

CRUTCHFIELD, D Associate Diroctor for Projocls (Post 070411) 88/09/12 Consol! 
dated Edison Co. of New York, Inc 60pp 47001*239-47001 300. 

8809290023 Requests FR publication of notice of consideration of issuance of amend 
to Llconso DPR-19 & proposed NSHC determination & opportunity for hearing on 
880825 request re Tech Spec changes to facilitate future reload reviews. 

SIEGEL.B Probcl Directorate 111-2, 88/09/21 NRC - No Detailed Affiliallon Given. 
Opp 46992 252-46092 260 


8010060071 Advises that utti revising procedures In order to prevent paralleling 125 volt 
& 250-voll do ays, per SEP Topic vT-10 B.Section 4 23 1. 

JOHNSON,l,M. Commonwealth Edison Co. 88/09/28 MURLEY.T.E Office of Nuclear 
Reactor Regulation, Diroctor (Post 87041 1) 2pp 47070.219 47070.220. 


8810100081 Forwards 860B26 Hr ack receipt of OGRE 2 206 petlllon on request for Im 
mediate action re BWRs 

SHEMANSKI.P Project Directorate III 2 88/09/28 BLISS.H E Commonwealih Edison 
Co. 4pp. 47084.235 470B4 242. 

8B10D5005B Generic Ltr 88-18 to all power reactor licensees & applicanlB re removal of 
cycle-specific parameter limits from Tech %iecs Svc list end 
CflUTGHFIELD,D Assodote Director for Projects (Post 870411) 88/10/04 ConsoH 
dated Edison Co. of New York. Inc 48pp 471 16,145 47116*194. 


8810100288 Application for amends to Licenses DPR-19,DPR-25,DPR-29, DPR-30.NPF- 
11 & NPF-l8,romoving corporation organization charts from Tech Specs Fee paid 
DEYOUNG, G.L, Commonwealth Edison Co, 08/10/05 MURLEY.T E Office of Nude 
ar Reactor Regulation, Director (Post 67041 1) 2pp 47190.317-47190 352 

-8810190274 Proposed Tech Specs re administrative controls 
* Commonwealth Edison Co 88/10/05 33pp 47190 319 47190 352 
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8610150407 Responds to 800729 reauosl ro schedule for ImpJemenWng gonencimpre- 
melation procedu/e (GIP) developed by seismic qualif(Oalfon ulJI group DW will review 
(poal GIP after approval by WRC & rasomltort of outstandiiw Issues. 

SI LADY ^J A Commojiwealtli Pdison Co 88/ 10/07 MUffLEV.T.E, Office of Nuclear 
ftoaclor Rogufailon, Director (Post 670411} Spp 47133 360 47133 351 

6810170347 AtMses that 0BO91Z Rev S2 to OA Topical Rapl CE-I^A consistent w/ra- 
quiromenis ol IDCFRBO.App B & acceptable 

wniGHTG C Rocion 3, Ofc of me C^rector 08/10/07. REED.C. Commonweaflh 
Edison Co 2pp 47166 006-47166 007. 

8610170073 Porwards safety evaluation re es-buifl spacing discrepancies of embedmenl 
plate strap anchors at pMnlsUtil program salisfactonly addresses safety concerns ro 
embedment plates 

WflGiLIO.MJ Assistant Director for Region III & Region V Reactors 60/10/10, 
MILLER.HJ Regions, Ole of the Director 2pp 471«^334'47163341 

^88 10170078 Safety evaluation re cfpscrepartcy in degraded embedment olale between 
shop drawing used for fabrication & design specs Utif program satis factonly address- 
es NR C concerns 

• Office of Nuclear Reactor flegulahon. DIreclor (Post 670411) 68/10/10. 6pp, 
47169 336-47169.341. 

8810240345 Discusses DCRDR mods A enhancements Problama encounlorerf in keep- 
ing Implennentation schedule for some Items Late Oct or early Nov meeting fn Chicago 
discussed Utii will submit acceptable revised schedule following meeting 
SILADYJJV Commonwealih Edrson Co. 88/10/13. MURLErJE Office of Nuclear 
Reactor Ragulalion, Director (Post 670411) 2pp. 47259*123-47259 124- 


B810130161 NRC Info Notice 58 083, "Inadequate Testing of Relay Contacts In Safety 
Related Logfe Sys.” Sve Hal end 

ROSSHCE, Division ol Operational Events Assessment (Post 870411) 88/10/19 
Consolidated Edison Cto of New York, Inc. 1 1 0pp 47196,230*47196 357 


R, parioeffo operating reports & related correapondence 

&e 10138304 Monthly operating repta for Sept 1688 (or Dresden Unite 2 & 3W/eft1003 
Hr 

MAXWELl,DC, EENIGENBURQ.E Commonweafth Edison Co 88/09/30. 36pp. 
47120, 344-47iai-OI9. 


3. Reportable pcdurrenceB« LERa A related correspondence 

6010060197 LER 66.015 00 on 580825, MPCI ateamilna high flow faofallon flow fsolatloii 
flow tfansmlHer exhibited trip salpolnl ol 156 25 Inches water In violation of Tech 
Specs Cause unKnown.Transmiltar replaced, W/ 85 0923 Hr. 

GEIGER.J., EENfGEN&URG.E, Commonwealth Edison Co 88/09/23 4pp 
47065 ’303 -47068 306. 

5810190106 Part 21 rapt re potential problem w/EMD 20*64SE4,Typa 999 excitation sys 
drcull breaker & w/ring Potenllal for field circuit breaker to trip due to combined ^r 
ienips 6 field current exists al all plants w/Model 699 sys 

KULCHAK.R.D. Morrison Knudsen Co, Inc 58/10/12 MURLEV.T. Office of Nudear 
Reactor Ragurallon, Director (Post 670411), 0pp. 47263*360.47263,367. 


O, Inspection reports, IE Buirelfne A correepondence 

8809010337 NRG Info Notice 88 073, "Dree lion- Dependent Leak Characteristics of 
Containmeni Purge Valves *’ Sve fist encf 

ROSSf.CE. Division of Operational Evenls Assessment (Post 07i}4l1). 85/09/08 
Consolidated Edisori Co or Now York, Inc 119pp, 45958 058.46950*177. 

8509280065 Responds to NRC 850518 Itr re violations noted fn fnsp Repta £0 237/65- 
12 & 60-24^/58-14 On 85053f.0608Correc1ive actions audit schedules revised to (r). 
elude emergency operating procedure audits. 

Bliss ,H E. Commonweal in Edison Co 60/09/14. OAViS.A 6. Region 3, Ofc of the Dl- 
rector 4pp 46902 355 46902 3S8 

5509290244 Advises tliel 660615.0520,671124,1223 & 550116 responses to IE Bullelfn 
06 003 acceptable Results of Insp to verify proper Implementallon of program A 
review of final response required by Horn f of Dullatin will be addressed in future. 
GREEMAN.EQ Region 3, Ole ol the Director 65/09/20 REED,C, Commonweallh 
Edison Co tp. 40994 191-46994.161. 

6559150005 NRC Info Notice 58 077, "Iriadvertont Reaclor Vassal Overfill ’’ Sve list 
enct 

RCSSt.CE. Otvtsion oi Opwatfwial Evenia Asaeasmant (Poal 570411) 88/09/22. 
Consolidated Edison Co or New York, fne lllpp 47114 201-47116,042 

8809190047 NRC Info Notice 08 070, "fmpfomenfaiion of Revised NRC-Admfnlstered 
Re^flfrflcatkm Exams Sve hsl eivct 

ROSSICE Division ol Operational Evenls Assessment (Post 870411). 88/09/22, 
Consolidated Edison C?o of New York, Inc 1 1 8pp 47115 043 471 16.046 

85t(H>S0ia7 Forwards Safety Insp Repts 50 237/06*16 & 50.249/88 16 on 800714. 
0909 & notice of violation 

FORNEY.W.L Region 3, Ofc of the Director, 50/09/23. REEO.C, Oommonivealth 
Edison Co 2pp. 4 /OSIM 16.47061 ■ 1 29 

•~66 10050140 Notice of violatian from insp on 5807 14- 0600. Violation nDted'Unff 2 reac- 
tor operated in nn mode w/deofaded secondary coniainmani. 

FORNEY,WL Region 3, Ofc of the Director. 00/09/23. Jp. 47061:110-47061:110. 

-8010050147 Insp Ropts 60.237/08*18 & 50-249/00-10 on 860714 0909. Vfolallon 
noted Major areas Ins pouted licensee action on previous insp Mngs.operatlonat 
safaW verification, loflowup op events & monlhiy surveWlonco obsarvatlon, 

RING, M A Region 3, Ofc of the Director. 88/09/23. lipp 47061:119.47061.129 

8809230092 SuppI t to NRC info Notice 68-009, "Movable Ckintact Finger 6indir>g in 
UFA Relays Mfg by GE.” Sve list end 

ROSSt.C.^ Division of Operational Events Assessment (Post 870411). 68/09/29 
Consolidated Edison Co, of New York, Inc 117pp 47115 163-47115:251. 


V. Operator Examlrallona 

8600170150 Generic Ltr 66 13 to alf power reactor (icensees & applicants for OLre op- 
erator licensing exams Sve fist end. 

MIRAQUA,F J. AsBOclatQ Director for Projects (Post 870411). 58/05/05. Consolidated 
Edison Co. of New York, fno Sepp. 46968 001-48955.067 

0009290074 Forwards proposed operator licensing A requalification exam sebedufa 
formal In response to 680506 Qenoxic Lir 80-13 

MORGAN*W.£ Commonwealth Edison Co. 86/09/21. HANNON, J, NRC - No Oatailed 
Affiliation Qjvan 19pp. 48902-153-46992.171 


DOCKET 60-230 NUCLEAR SHIP SAVANNAH 


O. Inspection reports, IE Bulletins A correspondence 

0810240214 Ack receipt of 660413 Ur inforinlng NRC of steps iakan to correct viotatlons 
noted In Insp Rep 1 60-230/07-01 

VERRELLID.M Region 2. Ofc of the Director, 68/10/03 South Carolina, State of Ip. 
47269:104 47259 104. 


DOCKET 60-243 OREGON STATE UNIV, RESEARCH REACTOR 


R. PerlDdIo operaUng reports A related correspondence 

6010240055 Annual rept of chaogps, teats A experiments for Oregon Slate Lfnlv TRIG A 
Reaclor for Jul 1987 - June 1955, 

JOHNSON, A.Q (Dragon State Univ.^ Corvallis, OR 08/09/30. Document Conlrol 
Branch (Document Control Desk) 9pp. 47257’063 47267:071. 


V. operator Examinations 

0610140092 Forwards operator license certificate for presentation to JF 
Higginbotham Certificate not license but recognition of achievement W/o end. 
KIRSCH,0,F, Region 6, Die of the Director. 68/09/20. ANDERSON, T. Oregon State 
Unlv , CcivdlHa, OR. Ip 47 147 ’.06947 U7:0fl6. 


DOCKET 66.244 ROBERT EMMET GINNA NUCLEAR FUNT, UNIT 1 


F. Seourlly, medical, emergency A fire protection plans 


0610030095 Forwards Safety fnsp Rept 60-244/88-14 on 860726-29 A notice of viola 
tlon. 

e6LLAMY,R.R Region 1, Ole of the Director. 08/09/27. MECRBDY,R,a Rochester 
Gas & Eleetdo Corp. 2pp 47010; 1 06*4701 0:1 16. 

-*>6610030119 Notice Of viola lion from Insp on 68 0726-29. Violation noted; failure to 
evaluate adequacy of inlorfaco w/Slato of NY & Monroe & Wayne (Dounties for 4 out 
of 7 yre 8 to maxe results of emergency preparedness program available to govis 
• Region 1. Ote of the Director. 85/09/27. Ip. 47010:10047010.100. 


-0510030121 Safety Insp Rept 50-244/88-14 ort 68 0726-29. Violation noted. Ma|<^ 


e/eas Jnspected.emergency 


emergency^ , 

AMATO.C,(3., LAZARUS, WJ 
47010:109 47010:116 


trainfrifl program. 


program, emergency response facilities A 


1, Ofo of the Director 88/09/27 6pp. 


8810120340 Forwards Safely insp Rept 60-244/08-16 on 060508-0911 & notice of 
vfdatJon.De1alfs of cause of not adhering to procedures due to Inadequate oversfght 
ofjprant managers should be addressed In response to notice of violation 
0n7ENHAUSEN,L. Rejoti 1, Ofc of the Director, 80/10/06 MECREOY.R. Roches- 
ter Gas 0 Efactrio Corp. 2pp. 47134*054-47134:067. 


-0010180344 Notice ol violation from Insp on 800800*091 1. Viol atlonsnoted'Test Proce 
dure PT-12.1 performed w/actual fuel oil pressure documented outsWe range of ac- 
ceotable values A weakly maps of surveys parf or tiled on 080030-0801 not posted. 

• Region 1, Ofo of the Director. 83/10/06. 2pp. 47134:056-47134 067. 
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-S8 10120346 Insp Rept 6D<244/8B-i6 on GQ 0600 0911 Violation notodMaJor areas 
Inspected plant ope ratio ns, ESF sys walkdown^ operational safety 

venfication.surveillance testing, mafnt. radiological protection & physical security. 
COWQILL,CJ Region 1, 0(c of Iho Director 80/10/04 lOpp 47134*056-47134 067. 

6610240049 Revised emergency plan implementing proceduras.lncluding Rev 26 to SC- 
410, "Insp of Emergency Equipment," Rov 19 to SC GOO, "Emergency Plan Qualified 
Individual List,’’ & Rov 15 to SC 601, "Unusual Evont Nolillcellon.^ W/861018 Hr. 
MECREDY,RC Rochester Gas & Electric Corp 88/10/16 STAHLE.C NRC - No De- 
tailed Affiliation Given 72pp 47269 350-47260.061 


J. Insurance & Indemnity Information 

66 10030096 Forv/ards environ assessment & finding of no significant impact re tempo- 
rary exemption from 10CFR50 54 Involving Increase In amount of onsHo properly 
damage Insurance required to bo carried by power reactor llconseos 
STAHuE,C Pro ect Directorate 1-3. 80/09/27. MERCEDY.R.C. Rochester Gas & Elec- 
tric Corp 3pp 47008 069 47008*075 

-3809290374 Environ assessment & finding of no significant impact ro temporary ax- 
emplion from 10CFR50 64(w}(5)fi) requirements concerning Increaso In amount of 
onsite properly damage (naurnnce to bo carried by llconseos. 

WESSMAN.R.H Project Directorate 1-3. 08/09/27 4pp 47000.072-47008 076. 

86 10100191 Forwards temporary oxomptlon from schodular requirements of property In- 
surance rule.10CFR6Q64(w)(6){l) until rulemaking finalized but no later than 800401. 
STAHLE.CR Project Directorate 1-3 80/10/04 MECREDY.RC Rochester Qas & 
Electric Corp. 2pp 47004.322-47084 327. 

-6610100196 Temporary exemption from 1 0CFRSO 64(w)(5){iMncrea8lng amount of 
onsite property damage Insurance reculred by NRC llcensees.Exemption granted until 
njlemaking finalized but no later than 800401 

VARGAS A Division of Reactor Projects • l/lj (Post 070411). 88/10/04. Rochester 
Gas & Ejeclrlc Corp 4pp 47084 324 47084*327 


P. Operating license atago documenta & correspondence 

6809120066 Generic L(r 08-15 to all power reactor licensees & applicants ro aloctric 
power sys - Inadequate control over design processes 

CRUTCHFIELD,D. Associate Director for Projects (Post 070411). 08/09/12 Consoll- 
dated Edison Co. of Now York, Inc 60pp, 47001,239-47001.300. 

6609290110 Forwards Amend 30 to License DPR- 16 & safety ovaluatlon. Amend re- 
vises Tech Specs re reactor vessel level Indication sya 

STAHLE,C Project Directorate 1-3. 80/09/23. MECREDY,R C. Rochoslor Gas & Eloc- 
IrloCorp 4pp 46999*230-46099 251 

-6609200129 Amend 30 to License DPR -18, revising Tech Spocs ro reactor vessel level 
Indication sys 

WESSMAN.R.H. Project Directorate 1-3 00/09/23, 6pp. 46909.244-46909.240 

-6600290135 Safety evaluation sworting Amend 30 to License DPR-18 

• Office of Nuclear Reactor Rogulalion, Director (Post 870411). 88/09/23. 2pp 
46099 250 46990 251 

8610100163 Forwards Amend 31 to ticonso DPR-16 & safety ovaluatlon, Amend re- 
flects replacement of steam generator snubbers w/ rigid struoturat supports (bump- 
ers) 

8TAHLE,G. Project Directorate I-3. 08/10/03 MECREDY.R C Rochester Qas & Elec- 
Wc Corp 6pp 47086*001-47085.016. 

-6610100166 Amend 3t to License DPR- 18, revising Tech Specs to reflect roplacement 
of steam generator snubbers w/ rig Id structural supports (bumpers) 

WESSMARR H. Project Diroclorale 1-3 80/10/03 4pp. 47086:007-47005 010. 

-6610100167 Safety evaluation simporting Amend 31 lo License DPR- 10. 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 60/10/03. 6pp. 
47085 011-47085016 

B6100500S6 Generic Ltr 88-16 to all power reactor licensees & applicants re removal of 
cycle-specific parameter limits from Tech Specs.Svc list end 
CRUTCjHFIELD.D. Associate Director for Projools (Post 870411). 68/10/04 Consoli- 
dated Edison Co of Now York, Inc. 40pp 47116:145 47116.104, 

6810140196 Responds lo generic SER on Rev 0 to generic Implementation procedure 
developed by Seismic Qualification Util Group re USl A-46,Utll will either commit to 
pursue generic resolution of USl A-46 or Me plant specific response. 

MECn^Y.RC Rochester Qas A Electric Corp 08/10/07. STAHLE.C, Document 
Control Branch (Document Control Desk) 2pp 47147.066 47147.057 

8810170238 Forwards application for amend lo License DPR-lo.reflectlng appropriate 
titles for corporate positions having rosponstbilily for overall plant safety, Fee paid. 
SMITH, R E, Rochester Gas & Electric Corp. 88/10/10. STAHLE.C. NRC • No Detailed 
Affiliation Given Ip. 47168 303-47160 318 

-8610170243 Application lor amend to License DPR-1 8, revising Tech Spocs to relleot 
appropriate titlos for corporate positions having responsibility for overall plant safety 
SMITH, R.E. Rochester Gas & Efoctric Corp 00/10/10, 2pp 47168:304-47168.306. 

-8610170249 Proposed Tech Spocs re onsite & offsite organization & compoBlHon of 
plant operations review committee 

Rochester Qas & Electric Corp. 68/tO/lO 13pp 47 168*306-471 68:3 IB. 

8810210365 Notification of 881101 02 meetings w/util A EQ&G in Ontario, NY to review 
In service testing program 

STAHLE.C, Pfolect Directorate 1-3 88/10/18 WESSMAN.R.H Project Directorate 1-3. 
3pp. 47236 143-47230:145. 


O. Inspection reports, IE Bulletins & correspondence 

8609010337 NRC Info Notice 86-073, "Direction-Dependent Leak Characterlatlqs of 
Containment Purge Valves," Sve list end. 

ROSSI, CE. Division of Operational Events Assoesment (Post 870411). 60/09/08, 
Consolidated Edison Go. of New York, Inc. 119pp. 46958 068-46968:177. 


8609150008 NRC Info Notice 88-077, "Inadvertanl Reactor Vessel OvorMI." Sve list 
end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 88/00/22 
Consolidated Edison Co of New York, Inc 111pp 47114:291-47115 042 

8609190047 NRC Info Notice 88-076, "Implemontallon of Revised NRC-AdminIslarod 
Raqualiflcatlon Exams " Sve list end 

ROSSLC.E. Division of Operational Events Assessment (Post 870411) 88/09/22. 
Consofldaled Edison Co of New York, Inc. IIOpp 471 16:043-47115.046 

8810030095 Forwards Safety Insp Rapt 60-244/68-14 on 880726-20 A notice of violo- 
tlon 

BELLAMY, R.R. Region 1, Ofc of the Director 88/00/27. MECREDY,R.C. Rochester 
Gas A Electric Corp. 2pp 47010*108-47010 1 16. 

-6810030119 Notice of violation from Insp on 880728 -20 Violation noted, failure to 
evaluate adequacy of interface w/Slate of NY A Monroe A Wayne Counties for 4 out 
of 7 yrs A lo make results of emergency preparedness program available lo govts. 

• Region 1, Ofc of the Director. 88/09/27. Ip 47010:100.47010.108 

-0810030121 Safety Insp Rept 60-244/88-14 on 880726 29 Violation noted. Major 
areas Inspected emergency preparedness program, emergency response facilities A 
emergency preparedness training program 

AMATO, C.Q„ LAZARUS, WJ. Region 1, Ofc of the Director. 88/00/27 8pp 
4701 0*1 09-4701 0*1 16. 

6810040401 Forwards Safety Insp Rept 60 244/88-17 on 080622-25 No violations 
noted. 

BELLAMY.R R Region 1, Ofc of the Director. 88/00/27. MECREDY.R C, Rochester 
Qas A Electric Corp 2pp. 47041.166 47041.194 

-6810040403 Insp Rept 60-244/88-17 on 880822-26 No violations noted Major areas 
Inspoctod'llcenaoe radwaste program Including training of personnel .procurement of 
packaglrm, delivery to carriers, records A repts. 

DAVIDoON.B.S., PASCIAK.W.J, Region 1, Ofc of the Director. 88/09/22. 6pp 
47041,188-47041:194. 

6609230092 Suppt 1 to NRC Info Notice 86 069. "Movable Contact Finger Binding In 
HFA Relays Mfg by QE." Svo Hat end. 

ROSSI.Cb Division of Operational Events Assessment (Post 870411) 88/09/29 
Consolidated Edison Co. of New York, Inc. 117pp. 471 16*163 471 15,281, 

8810120340 Forwards Safety Insp Rept 6O-244/0O-16 on 880808 0011 A notice of 
vIolation.Detalls of cause ot not adhering to procedures due to Inadequate oversight 
ofplant manaoers should be addressed In response to notice of violation. 
BE7TENHAUSEN,L. Region 1. Ofo of Iho Director. 80/10/05 MECREDY.R Roches- 
ter Gas A Electric Corp 2pp. 47134:054 47134.067. 

-8610120344 Notice of violation from Insp on 680808-0011. Violations notediToat Proce- 
dure PT-12.1 performed w/aotuat fuel oil pressure documented outside range of ac- 
ceptable values A weekly maps of surveys performed on 680830 0901 not posted 

* Region 1, Ofc of the Director, 88/10/05, 2pp. 47134 056-471 34:067, 

-8610120348 Insp Rept 60-244/88 16 on 880808-091 1. Violation noted Major areas 
Inspected’plant operatlons.ESF ays waikdown, operational safety 
verification, surveillance testing, meinl, radiological proloctlcn A physical security. 
COWQILL.CJ Region 1, Ofo of tho Director 80/10/04. 10pp. 47134 050-47134*067. 

88 10930255 NRC Info Notice 08-080, "Unexpected Piping Movement Attributed to Ther- 
mal Stratiffoatlon." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 00/10/07. 
Consolidated Edison Co. of New York, Ino. 223pp 47115:282-47115*285. 

0810040088 NRC Info Notice 00 081, "Failure of AMP Window Indent KYNAR Splices A 
Thomas A Betts Nylon Wire Caps During Environ Qualification Testing " Svo list end 
ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 86/10/07 
Consolidated Edison Co. or New York, Ino. 119pp. 47116:026 47116.144. 

8810210397 Forwards Integrated Performance Assessment Team Insp Rept 60-244/66- 
16 on 860906-22 No violations noted Programmatic weaknesses noted In 10CFR50,59 
safety evaluations, verification of design calculations A adequacy of Q list. 

KANE,WF Region t, Ofc of the Director. 80/10/13. MECREdV,R.C. Rochester Qas 
A Eleetric Corp. 2pp. 47233.003-47233.048. 

-8610210398 Integrated Assessment Insp Team Insp Rept 6O24<1/00.15 on 880908- 
22.MajDr areas inspected.plant operatlons.malnt, engineering support 
aotlvitlea, chemistry A effluents A flow ot technical Info 
KELLY, EM Region 1, Ofo of the Director. 08/10/12. 4<1pp 47233:006 47233:048. 

8810210213 Forwards Insp Rept 60-244/88 20 on 880919-23 No violations 
notod.Weaknesses identified In areas of worker training on use of survey meters A 
lob-coverage survey documentation. 

BELLAMY,R.R. Region 1, Ofo of the Dkector. 88/10/14. KOBER.R.W. Rochester Gas 
A Elecirlo Corp. 2pp. 47232:040-47232050. 

-6810210210 Insp Rept 50-244/88-20 On 880919-23 No violations noted, Weaknesses 
identifled.Major areas Inspected status of previously identified items In radiological 
controls area A ALARA program. 

WEADOCK.A, SHANBAKY.M. Region 1, Ofc of the Direolpr. 88/10/12. 9pp 
47232.042-47232:050. 

6810130181 NRC Info Notice 88 083, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sya," Svo list end 

ROSSLC.E Division of Operational Events Assessment (Post 8704 11), 88/10/19. 
Consolidated Edison Co, of Now York, Inc 119pp. 47196*239-47196*357 


R, Perlodio operating reports A related correspondence 

8810210405 Monthly operating rept lor Sent 1968 for RE Qinna W/88t016 Hr 
MCNAMARA, A,E., MECREDY,R.C. Rochester Gas A Electric Corp. 68/09/30. 6pp. 
47230.210-47230:215 
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S. Reportable occurrences, LERs & refaled correspondence 

6809300041 Closeout RO on 8 B 09 l 6 , 5 ecuritY reported smetling smoke In security dleset 
generator room Smoke observed in electrical panel & all power to panel 
terminated Fire brigade captain declared lire out 

SPECTOR.S M Rochester Gas & Electric Corp B&/0Q/22 Document Control Branch 
(Document Control Desk) 3pp 47002 170 47002' 172 

8810200027 Part 21 rept re potential bullertly valvo failures Drive train replacamonl kits 
being supplied to purchasers Instructions enc.1 

SANDLING.M Xomox Corp (subs of Emerson Electric Co) 88/09/30 MURLHY.TE 
Office of Nuclear Reactor Regulation, Director (Post 870411) 35pp 47226 322- 
47226 356 

8810120042 LER 86*008 00 on 6 60 903, emergency diesel generator B eutomallcally 
started duo Inadvertent Initiation signal from Bus 16 Caused by failed solid state 
switchboard Switchboard replaced w/qualitied spare W/eB10D3 Ur 
BACKUS.WH, WECREDY.RC Rochester Gas a Electric Corp 88/10/03 8pp 
47119 086-47119093 


V. OpeiatOT Examinations 

6808170150 Generic Ur 86 13 (o all power reactor licensees & applicants for OL re op- 
erator licensing exams Svc list end 

MIRAGUA.F J. Associate Director for Projecis (Post 870411) 88/08/08 Consolidated 
Edison Co ot New York, Inc SBpp 46958.001-46958057 


DOCKET 50-24 S MILLSTONE NUCLEAR POWER STATION, UNIT 1 


8808120085 Generic Ltr 63 15 to all power reactor licensees & applicants re alecirfo 
power sya - Inadequate control over oeslgn processes 

CRUTCHFIELD.D Associate Director for Projects (Post 670411) 36/09/12 Consoli- 
dated Edibon Co of New York, Inc 60pp 47001 230 47001 300 

8809290116 Forwards corrected Page 2 Of Amend 19 to License DPR-21, changing ex- 
piration date from 060519 to 101006 

BOYLE.M L Project Directorate 1 4 86/09/22 MROCZKA.E J Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 2pp. 46982 1 17-46962 1 19 

«6ao9290124 Corrected Amend 19 to License DPR- 21, changing Paragraph 2 0 to Para- 
graph 3 re expiration date of license 

STOLZ.J F Profact Directorate 1-4 69/08/18 Ip 46982 1 19 46982 119 

8809290180 Forwards NRR 860026 Itf eck receipt of petition filed by OCRE under 
t6CFR2 206 & responding negalivoly to petitioner request for Immediate action re 
BWRs.for info. 

BOYLE.M L Profecl Directorate 14 86/09/22, MROCZKA.EJ, Northeast Nuclear 
Energy Co. (subs of Northeast Utilities) 2pp 47000 358 47000'363 

8810170092 Forwards Amends 107,23.132 & 24 to Llcenees DPR-BI, DPR-21, DPR 65 
& NPF 45, respectively & safety evaluation Change modifies Tech Specs to provide for 
uniform addresses for listed classes of repts for plants 

STOLZ.J F. Project Directorate ) 4 88/09/28 MROCZKA.E J Connecticut Yankee 
Atomic Power Co 3pp 47159 318-47153 349 

-8810170099 Amends 107,23,132 & 24 to Licenses DPR-61.DPR 21,DPR-B5 & NPF- 
49, respectively, modiMng Tech Specs to provide for uniform addresses for listed 
classes of repts for plants 
STOLZ.J.F Project Directorate f-4 89/09/26 27pp 


F, Security, medical, emergency ft fire protection plans 

8809290186 Revised emergency plan Implementing proceduros.including Rev 6 to EPIP 
46t2. ’‘Waterford.Siate.Tn-Town & EMT Radio Test,” Rev 7 to EPIP 4112-1, “fncldenl 
RepOfling Document,” & Rev 3 to EPIP 4112-3, ”NRC ENS Event Notification ” W/ 
660920 1 \t 

MROCZKA,E J Northeast Utilities 88/09/20 52pp 46905 344 46986 035 

6810040134 Forwards draft exercise contrelier manual for NRC review of full scale 
emergency preparedness exercise at plant scheduled for wk ot 881113 Comments re 
quested by 881014 End withheld 

MROC2KA,E J , WERNER,R P Northeast Nuclear Energy Co (subs of Northeast Util- 
ities)^ WflOCZKA.E J Northeast Utilities 80/09/27 UZARUS,WJ Region 1, Ofc of 
the Director 2pp 47038315 47036 316 

8810040114 Rev 10 to Emergency Plan Implementing Procedure EPIP-4112. "Incident 
Communications " 

SEARS,CF, MROCZKA,E J Northeast Nuclear Energy Co (subs of Noftheaat Utlli 
ties) SEARS,C F Northeast Utilities 86/09/28 66pp 47036 342-47037 047 

8310070 3 8G Provides revised schedule for completion of fire barrier penetration seal 
program for Mrllstcne Unit 1, description of scope of fire barrier penetration seals pro 
pram at plant ft schedule for implementation of program Feo paid 
MR0C2KA,E J, Connecticut Yankee Atomic Power Co SEARS, CJ Northeast Nuclear 
Energy Co (subs of Northeasl Utilities) MROCZKA.E J Northeast Utiiilies, 80/09/28 
Document Control Branch (Document (Control Desk) 6pp 

8010060304 Forwards "USNRC Read & Sign Program" to enhance site access for NRC 
inspectors 

MROCZKA.E J Conneclicul Yankee Atomic Power Co MROCZKA.E J. Northeast Nu- 
clear Energy Co (subs of Northeast Utilities) MROCZKA.E J Northeast Utilities 88/ 
09/29 Document Control Branch (Document Control Desk) 2pp 47066 209 
47068 272 


“8010170101 Safety evaluation supporting Amends 107,23,132 & 24 to Licenses DPR* 
61.0PR-21,DPn 65 & NPF-24,fespectlvBTy 

• Office of Nuclear Reactor Regulation, Director (Post 870411). 86/09/28 2pp 
47163 348-47163 349. 

8810080297 Responds to generic SER on resolution of USi A-40 Completion of generic 
fmplementation procedure In First Quarter 1969 depends on resolution of all oulstand- 
ing issues, accomplishment of interim milestones & agreement on issues 
MROC2KA,EJ, SEARS, C F Connocl/cul Yankee Atomic Power Co MROCZKA.EJ 
Northeast Nuctear Energy Co. (subs of Northeast UtilStlea) 88/09/30, Document Con 
Irol Branch (Document Control Desk) 3pp 47066 004-47066.006 

6810050058 Generic Ltr 66-16 to all power reactor licensees & applicants re removal of 
cycle specific parameter timits from Tech ^ecs Svc list end 
CRUTCHFIELD, 0 Associate Director for Projects (Post 870411). 88/10/04 CJonsoli 
doled Edison Co of New York. Inc 46pp 471 16 145-471 16.194. 

8010130257 Forwards safety evaluation supporting util contofisnce w/ATWS rule 
1OCFR5O02, "Requirements for Reduction ot Risk from AtWS Events for Light- 
Water Cooled Nuclear Power Plant " 

BOYLE.M L Project Directorate M 66/10/06 MROCZKA.EJ Northeast Nuclear 
Energy Co, (subs of Northeast Utilities). 3pp 47136.252-47136 262, 

“8810130260 Safely evaluation supporting amend to 10CFR50 62, "Requirements for 
Reduction Of Risk from ATWS Events for Light-Water Cooled Nuclear Power Plants " 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 86/10/06 Opp 
47 136:255-47 136*262 

6810240412 Forwards specific emergency operating procedures for use during Incident 
response ctr activation 

MROCZKA,EJ Connecticut Yankee Atomic Power Co MROCZKA.E.J Northeast Nu* 
clear Energy Co. (subs of Northeast Utilities) 80/10/07 Document Control Branch 
(Document Control Desk) 2pp 4721 9*1 21-47223 261 


-8910060399 "USNRC Read & Sign Program ” 

* Connecticut Yankee Atomic Power Co 88/03/31 52pp 47066211 47066*272 

8810170091 Summary ol 860830 meoling w/util in Rockville, MD re fire protection relat- 
ed Issues Draft fire protection ongineenng ovafuallon. "Cables on Svc Bldg Outside 
Wall" ft list of aCtenoees end 

WANG, A 6 Project Directorate f 4 88/10/04 Project Directorate f 4 20pp 
47171 005 47171,033 


J. Ineurance ft Indemnity Information 

6810030432 Forwards environ assessment ft finding of no significant Impact re tempo 
re/y exemption from schedular requirements of property Insurance rule 
tOCFRSO 54(w)C6)(4).ef(ecUve 881004 

STOLZ.JF Project Directorate M 08/09/27 MROCZKA,EJ Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 3pp 47005 294 47005 300 

“6810030435 Environ assessment ft finding of no significant impact re exemption from 
requirements of 1 0CFflSO 54(w)(5)(() 

HERNAN.R.W.PfOjoCtDirecloratei 4 88/09/27 4pp 47005297-47005 300 

8610110233 Forwards temporary exemption from schedular requirements of property in- 
surance rule lOCFRSO 54(w)(5)(0. 

STOLZ,J,F. Project Directorate f-4 80/10/03 MROC2KA,EJ Northeast Nuclear 
Energy Co (subs ol Northeast Utilities) 3pp 47108 351-47108 358 

“8610110236 Temporary exemption from schedular requirements of property insurance 
rule atleclive 881004 (^tOCFRSO 54) 

VARGA,SA Division ol Reactor Projects - )/)t (Post 870411) 68/10/03 Northeast 
Nudear Energy Co (subs of Northeast Utilities) 4pp, 47100 354*47108*358 


P. Operating license stage documents ft correspondence 

880726D231 Discusses 880700 mgl meeting in Region f ofo re corporate resource 
allocations, engineertnd support ft plant activities 

BETTENHAUgEN.L Region 1, Ofc of the Director 86/07/14 MR(X;2KA,EJ North 
east Nuclear Energy Co (subs of Northeast Utilities) MROCZKA,£Jv Connecticut 
Yankee Atomic Power Co 1 t2pp 46325 248 46326 359 


-8810170276 Temporary Procedure Change 88-557 to Rev 3 to Procedure EOP 3.1 0, 
"Siaiion Blackout " 

* Connecticut Yankee Atomic Power Co 08/11/02 2pp. 47219.124-47210-125 

“8810240459 Rev 3 to Emergency Operating Procedure EOP 3,1*0, "Emergency Re- 
sponse Procedures.'* 

* Conneclicul Yankee Atomic Power Co 88/02/05 Bpp. 47210 126-47219-133 

“8810240465 Rev 6 (o Emergency Operating Procedure EOP 3 1-0i ‘’Complete Loss of 
Condenser Vacuum " 

* Connecticut Yankee Atomic Power Co 87/05/12 2pp. 47219 134-4721 9- 135 

-6610240490 Rev 10 to Emergency Operating Procedure EOP 3 1-10, "Partial Loss ot 
AC," 

* Connecticut Yankee Atomic Power Oo. 67/07/03 I2pp 47219 136 47219 147 

-8910240503 Rev 4 to Emergency Operating Procedure EOP 3 1-12, "Emergency Bora 
lion " 

' Connecticut Yankee Atomic Power Co. 67/09/03 4pp 47219.148-47219-151 


“8810240506 Rev 7 to Emergency Operating Procedure EOP 3.1-21, "Pressurizer 
Spray Valve Maffunction." 

• Conneclicul Yankee Atomic Power Co 07/10/30. 4pp 4721 0.1 52-4721 0*1 55 


--8810240521 Rev 9 to Emergency Operaling Procedure EOP 3. 1 -23, "Loss of Circulat* 
ing Water” ^ 

* Connecticut Yankee Atomic Power Co 87/05/12 3pp 47219.166*47219-168 


-8010240525 Rev 4 to Emergency Operating Procedure EOP 3.1-20, "Turbine Over- 
speed " 

* Conneclicul Yankee Atomic Power Co 88/06/23 4pp 47219 159-47219:162. 

“8810240535 Rev 6 to Emergency Operating Procedure EOP 3 1-34, "Compiete Loss 
of Control Air Supply " ^ 

* Connoclfcut Yankee Atomic Power Co 85/04/05, flpp 47210.169 47219 170, 

“8810240540 Rev 7 lo Emergency Operating Procedure EOP 3 1 46, "Total Loss of 
Somi-Vltol Power," 

* Connecticut Yankee Atomic Power Co 87/05/12 3pp 47219 171*47219-173 
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10240342 Rev 2 lo Emergency Operaling Procetfuro EOP 3 1-40, “Cavily Seal Fail 
urd ** 

* Connaclicut Yankee Atomic Power Co 84/10/04 3pp 47219 174*47219 176 
'•8810240544 Rev 3 10 Emorgency Oparnllng Procedure EOP 3 1-49, “Partfal Loss o^ 

•^nneclicul Yankee Atomic power Co 67/05/12 4pp 47210 177*47219100 

-6810240545 Rev 2 to Emergency Operaling Procedure EOP 3 1*50, "Loss of MCC-5 ” 

* Connecllcul Yankee Atomic Power Co 68/04/05 6pp 47219 101*47219 106. 

-8810240646 Rev 1 to Emergency Operating Procedure EOP 3 1-51, "Manual Align 
meni of RHR HPSI Cross Tie Valves ^ 

* Connecticut Yankee Atomic Power Co 68/04/05 l3pp 47219 167-47219 199 

-6810240548 Temporary Procedure Change 08*504 to Rev 4 to Procedure E 0, "RoaC' 
•^Conne^cut Y^nkie Atomic Power Co 86/09/07, 2pp. 47219 200-4721 9 201 
-8610240550 Rev 4 to Emergency Operating Procedure E-0, "Reactor Trip or Safety 
'"^necllcul Yankee Atomic Power Co 88/06/03 16pp 47210,202*47210 217 

-88102501 54 Rev 1 to Emergency Operaling Procedure ES 0 0, "Rodiagnosis ’’ 

* Connecllcul Yankee Atomic Power Co. 88/06/03 3pp 47210 218 47210,220, 

-8810260173 Rev 4 to Emergency Operaling Procedure ES0 1, "Reactor Trip Ro- 

'^nneclicut Yankee Atomic Power Co 08/06/03 14pp, 47219 221-47219'234, 

-8810250170 Rev 3 10 Emergency Operating Procedure ES 0 2, "Natural Cifcutalion 

♦^nnecticut Yankee Atomic Power Co 88/06/03 10pp 47210 235-47219*244. 

-8810260195 Rev 3 to Emergency Operating Procedure ES-0 3, "Natural Circulation 
Cooldown W/Steam Void In Vessel (W/RVLis) " 

' CtMineclfcul Yankee Atomic Power Co, 88/06/03 Dpp 47219 245*47219 252 

-6810250196 Rev 4 lo Emergency Operating Procedure ES 0 4, "Natural Circulation 
Cooldown W/Sleam Void In vessel (w/o RVLIS) ’’ 

* Connecticut Yankee Atomic Power Co 88/06/03 13pp 47210.253*47219.285. 

-8810250202 Rev 4 lo Emergency Operating Procedure E*1, "Loss of Reactor or See* 
endarv Coolant " 

* Connecticut Yankee Atomic Power Co 68/06/03, Opp 47210’266*47219 274. 
-8810250205 Rev 3 lo Emergency Operaling Procoduro ES-1.1, "Safely Injection Ter- 

* Connecticut Yankee Atomic Power Co 80/06/03 12pp 47219, 276*47219.’28G 

-8810250208 Rev 3 to Emergency Operating Procedure ES 1 2, "Post LOCA Cooldown 
& Depressurization " 

* Connecllcul Yankee Atomic Power Co 08/06/03 17pp 47219,287*47219 303 

-8810260211 Rev 6 to Emergency Operating Procedure ES-1 3, "Transfer to RHR Ro- 
clrculation " 

* Connecllcul Yankee Atomic Power Co. 80/06/03 0pp 47210,304 47210 911. 

-6810250216 Rev 6 lo Emergency Operating Procedure ES-1. 4, "Transfer to Two Path 
R^rculatlon." 

* Connecticut Yankee Atomic Power Co 88/06/03. 9pp. 47219 312-47210 320 

-8810260223 Rev 2 lo Emergency Operating Procedure E-2, "Faulted Stoam Qeneralor 
Iflolalion," 

' Connecticut Yankee Alomlo Power Co 88/06/03 3pp 4721 0'32 1-4721 0.923. 

--881O26O220 Rov 4 to Emergency Operating Procedure E-3, "Steam Generator Tube 

*^nnectlcut Yankee Atomic Power Co 80/06/03, 27pp. 47210’324-47219.950. 

-8810250239 Rev 3 to Emergency Operaling Procedure ES 3.1, "Post-Steam Genera- 
tor Tube Rupture Cooldown Using Backfill.'^ 

* Connecticut Yankee Atomic Power Co. 68/08/03. 7pp. 47210.351-4721O.357. 

-8610260241 Rev 9 to Emorgency Operaling Procedure ES-3 2, "Post-Steam Genera- 
tor Tube Rupture Cooldown using Blowdown " 

* Cgnneclicul Yankee Atomic Power Co. 80/08/03, 12pp. 47219 358*47220*000. 

-8810250247 Rev 2 lo Emergency Operaling Procedure ES-3.3, "Poat-Sloam Genera- 
tor Cooldown Using Sioam Dump." ^ 

* Connecticut Yankee Atomic Power Co. 88/06/03, 13pp. 47220 010-47220 022, 

-6810250260 Rev 3 to Emergency Operating Procedure ECA 0.0, "Slalion BlacHout." 

* Connecticut Yankee Atomic Power Co 06/08/03. 15pp. 47220.023-47220,037 

-8610250252 Rev 3 lo Emergency Operating Procedure ECA-0.1, "Station Blackout Re- 
covery W/o Steam Injection Required " 

* Connecticut Yankee Atomic Power Co. 68/06/03. 10pp. 47220,030*47220 047, 

-8810260258 Rev 4 to Emergency Operating Procedure ECA-0.2, "Station Blackout Re- 
covery W/Steam In action Reeuired." 

* Connacllcut Yankee Atomic Power Co. 08/06/03, epp, 47220*048-47220.053. 

-8810260260 Rev 4 to Emergency Operating Procedure ECA-1.1, "Loss of Emergency 
Coolant Recirculation." 

* Connecticut Yankee Atomic Power Co. 88/06/03. 10pp. 47220 064-47220 063, 

-6810250266 Rev 1 to Emergency Operating Procedure ECA-1.2, "LOCA Outside Con- 
tainment." 

* Connecticut Yankee Atomic Power Co. 88/06/03. 2pp, 47220.084-47220.065. 

-8810250266 Rev 4 lo Emergency Operating Procedure ECA-2.1, "Uncontrolled De* 
pressuflzatloo of All Steam Generators " 

^ Connecticut Yankee Atomic Power Co. 88/06/03 18pp. 47220 066*47220:083. 

-8810260271 Rev 3 to Emergency Operaling Procedure ECA-3.1, "Steam Generator 
Tube Rupture W/Loss of Reactor Coolant • Subcooled Recovary Desired " 

* Connecticut Yankee Atomic Power Co. 88/06/03. 26pp. 47220 084*47220 109. 


-8010260274 Rev 3 to Emergency Operatina Procedure ECA 3 2, "Steam Generator 
Tube Rupture W/Loss of Reactor Coolant - Saturated Recovery Desfred " 

• Connecllcul Yankee Atomic Power Co 80/08/03 22pp 47220 1 10 47220 131 


-8810250279 Rev 4 to Emergency Operaling Procoduro ECA 3 3, "Steam Generator 
Tube Rupture W/o Pressurizer Pressure Control " 

• Connecticut Yankee Atomic Power Co 88/08/03 23pp. 47220 132*47220,154, 

-0810250281 Rev 3 lo Emergency Operaling Procedure FR-S 1, "Response to Nuclear 
Power Generation/ ATWS ” 

• Connecticut Yankee Atomic Power Co 80/06/03 7pp, 47220 155 47220 101 

-8810260283 Rev 1 lo Emergency Operating Procedure FR S 2 , "Response to Loss of 
Coro Shutdown " 

• Connectjcul Yankee Atomic Power Co 88/06/03 2pp 47220 182-47220 163 

-8810250294 Rev 2 to Emergency Operating Procedure FR C 1, "Response to fnad 
equate Ck)ro Cooling " 

•Connecticut Yankee Atomic Power Co 88/08/03 0pp 47220 164*47220 172, 

-8810260297 Rov 2 to Emergency Operating Procedure FR-C 2, "Response to Degrad 
ed Core Cooling " 

• Connecticut Yankeo Atomic Power Co. 08/06/03 7pp. 47220 173 47220*179 

-8810250300 Rev 1 to Emorgency Operating Procedure FR-C 3. "Response Ic Saturat- 
ed Coro Cooling," 

• Connecticut Yankee Atomic Power Co 86/08/03 3pp 47220 180 47220 182 

-8810250302 Rev 4 to Emergency Operaling Procedure FR-H 1, "Response to Loss of 
Secondary Heat Sink " 

• Connecllcul Yankeo Atomic Power Co 88/06/03 19pp. 47220 183 47220 201 

-8810250303 Rov 1 to Emergency Operating Procedure FR H2, "Response to Steam 
Generator Overpressure " 

• Connecticut Yenkeo Atomic Power Co. 80/08/03 3pp, 47220 202-47220 204 

-8810250308 flev 3 lo Emergency Operaling Procedure FR*1 i 3, "Response to Steam 
Generator Higli Level," 

• Connecllcul Yankee Atomic Power Co 00/06/03 3pp 47220 205 47220 207, 

-8010250310 Rev 2 to Emergency Operaling Procedure FR-H 4, "Response to Loss of 
Normal Stoam Release Capabilities ” 

• Connecticut Yankeo Atomic Power Co. 88/06/03 2pp. 47220 208 47220 209 

-8810260318 Rev 2 to Emorgency Operating Procedure FR-H 6, "Response to Steam 
Generator Low Level." 

• Connecticut Yankee Atomic Power Co. 08/06/03 3pp 47220,210 47220 210 

-8810250318 Rev 4 to Emergency Operating Procedure FFt-P 1, "Response to Immi 
nent PT8 Condition." 

• Connecticut Yankeo Atomic Power Co 88/06/03 12pp 47220 213*47220 224 

-8810260321 Rov 1 to Emergency Operating Procedure FR P.2, "Rosponao to Antici- 
pated PTS Condition " 

• Connecticut Yankee Atomic Power Co. 88/06/03 6pp 47220,225 47220.229 

-8810250328 Rev 2 to Emorgency Operating Procodure FR-Z 1, "Rosponso lo High 
Containment Pressure." 

• Connociicul Yankee Atomic Power Co 80/06/03 3pp. 47220 230 47220 232 

-8810250331 Rev 1 to Emergency Operating Procedure FR-Z 2, "Response to Conlain* 

^ConnwtlcuP Yankee Atomic Power Co 08/06/03. 2pp. 47220 233 4/220;234. 

-8610260334 Rov 2 to Emergency Operating Procedure FR*Z3, "Response to High 
Containment Radiation Level. 

• Connecticut Yankee Atomic Power Co 88/08/03 2pp 47220 236-47220 ?36 

-8010250338 Rev 3 to Emergency Operating Procedure FRI.Ij "Respenae to High 
Pressurizer Level " 

• Connecticut Yankee Atomlo Power Co. 88/08/03, 4pp. 47220.237-47220 240 

-8810250340 Rev 2 to Emergency Operating Procedure FR 1.2, "Responso lo Low 
Prossurizer Level " 

• Connecticut Yankeo Atomlo Power Co 08/08/03. 3pp. 47220 241-47220 243 

-8810260423 Rev 3 to Emergency Operaling Procedure FR-1 3, ''Response to Voids in 
Reactor Vessel." 

• Connecticut Yankee Atomic Power Co. 88/06/03. 16pp, 47220:244*47220 259. 

-8810260426 Rev 1 to Emorgency Operaling Procedure EOP 669, "EOP Administration 

p55j5eR^.J., MCCOLLUM, W.R., MROCZI<A,E J. Connecticut Yankee Atomic Power 
Co B4/03/20. 11pp. 47220:260-47220*270. 

-8010250427 Rev 3 to Emergency Operating Procedure EOP 570, "Reactor Pressure 
Vessel Level Control Emergency Procedure^’ 

PALMER,R.J.. BERRY Connecticut Yankeo Atomic Power Co. 80/06/20 8pp 
47220*271 -47220*279. 

-8810260430 Rev 2 to Emergency Operaling Procodure EOP 671, "Reactor Pressure 

Vessel Level/RK Power Conlfot Emergency Procodure.” 

PALMER, RJ Connecticut Yankee Atomic Power Co 88/05/20 1Bpp 47220 280- 
47220:295, 

-8810250431 Rev 2 to Emergency Operaling Procedure EOP 672, “Reactor Power 

Control Emergency Operating Procedure " „ 

PALMER, n J., KRAEMER.R., ROMBERG, W.O. Connecticut Yankee Atomlo Power Co. 
07/01/13. Opp. 47a20:296*47220'303 

-8610250436 Rev 2 lo Emergency Operating^ Procedure EOP 573, “Reactor Pressure 

PALMErK.^RaIm^!^^^ Atomic Power Co 88/06/20 5pp. 

47220.304-47220*308. 
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-88102-50440 Rev 2 to Emerg&ncy Oporaimg Prcx:6cliiro EOF 574, "fleactor Prossuro 
Vessel Steam Cooffng Emergency Procedure " 

KRAEWER.R, PALMfcR.RJ Conneelicul Yankee AlemJc Power Co 86/05/20 4pp 
47220 309 47220312 

-8810250444 Rev 2 to EOF 575. "Reacior Pressure Vessel LgvoI/Rk Power Conlrol 
Emorgomy^ Procedure ■’ 

KRAEWER.R. PALWER.R J Connecticut Yankee Atomic Power Co 0B/OS/2O 9pp 
47220 313 47220 324. 

“8810250448 Re/ 1 to Emergency Operating Procedure EOP 576, “Reactor Pressure 
Vessel Love) Restorahon Errergejicy Procedure" 

* Conneclicul Yankee Atomic Power Co B8/06/03 9pp 47220 325 47220333. 

“0810250449 Rev I lo Emergency Operaljng Procedure EOP 577, “Emergency Reactor 
Pressure Vessel DepressunzalJOn Emergency Procedure “ 

MCCOLLUM, WR , WROCZKA.E J Connecticut Yar^koe Atomic Power Co 84/03/20 
7pp 47220334-47220 340 

“6810250454 Rev t to EOP 578. “Reactor Pressure Vessel Emergency Procedure" 
WCCOLLUM.WR, PALMER fl J Conneclicul Yankee Atomic Power Co 04/03/20 
13pp 47220 341 47220 353 

“8810250456 Rev 1 lo Emergency Operating Procedure EOP 579, “Alternate Shutdown 
Coolir^g Emergency Procedure ’’ 

MCCOLLOW.Wfl, PALMER, RJ Connedjcut Yankee Atomic Power Co, 84/03/20 
4pp 47220354 47220 357 

“8810250462 Rev 2 to Emergency Operating Procedure EOP 6B0, “Conlainruenl Cor>* 
Irol Emergency Procedure “ 

KRAEMER,fl , PALMER, R 3 Connecticut Yankee Atomic Power Co 86/05/20 43pp 

47220 35B 47221 039 

“8810250486 Rev 3 to Emergency Operating Procedure EOP 2525. "Std Posl-Tnp Ac- 
iJor^s " 

BRINKMAN, S , SWITH.J Connecticut Yankee Atomic Power Co 88/08/03. 17pp 

47221 040-47221 056 

“8810250477 Rev 2 to Emergency Operating Procedure EOP 2526, "Reactor Trip Re- 
covery *’ 

BRINKMAN, S, SMITH, JS Connecticut Yankee Atomic Power Co B8/08/03 19pp 
47221 057-47221 076 

-8818250481 Rev 2 to Emargency Operating Procedure EOP 2528, "Electrical Emer- 

g ency " 

RINKMAN.S, SMITH.JS ConneclfCut Yankee Atomic Power Co, 8B/08/03 42pp 
47221 076 47221 117 

“8810250405 Rev 4 to Emergency Operating Procedure EOP 2532, "Loss of Pumary 
Coolant “ 

BRINKMAN, S , SWITH.d Connecticut Yankee Atomic Power Co 68/08/03 36pp 
47221 1 16-4722 V 163 

“8810250499 Rev 5 to Emergency Operating Procedure EOP 2534, "Steam Generator 
Tube Rupture " 

ORINKMAN.S, SMITH.J Connecticut Yankee Atomic Powor Co 88/08/03. 36pp. 
47221 154 47221 188 

“8810250502 Rev 4 to Emergency Operating Procedure EOP 2538, "Excess Steam 
Demand." 

aRiNKMAN,S, SMITH.J Connecircut Yankee Atomic Power Co. 88/08/03. 34pp 
47221 1B9 47221:222 

“8810260504 Rev 4 to Emergency Operating Procedura EOP 2537, "Loss of Afl Feed- 
waler" 

BRINK WAN.S . SMITH.J Conneclicul Yankee Atomic Powor Co. 86/08/03 24pp 
47221 223-47221 246 

“Bfl 16260508 Rev 5 lo Emergency Operating Procedure EOP 2540, "Funcllonal Recov- 
ery" 

SMITH.J ConnecHcul VartKee Atomic Power Co 88/02/20, 32pp. 47221 ‘247- 
47221,270 

-8810260509 Rov 2 to Emergency Operating Procedure EOP 2540A. “Fiinclional Re- 
covery of Reaclivity Oontrof " 

BRINkMAN.S , smith ,J Conneclicul Yankee Atomic Power Co 68/08/03 tQpp 
47221 279-47221 297 

“9810260046 Rev 2 to Emoraency Operallng Procedure EOP 2540 B, "Functionaf Ra- 
GQvety of V^lal Auxilfarfes (AC & DC Power) 

BRINkMAN.S, SMITH,J Connecticut Yankee Alomfc Power Co. 88/08/03 20pp 
47221 296-47221 -377 

-6819260055 Rov 3 to Emergency Operalrng Procedure EOP 2540C, "Functional Re- 
covery of RCS rnvonlorv S Prassure. ’ 

BRINKMAN,S, SMITH.J Conneclicul Vankoo Atomic Power Co 88/08/03 26pp 
47221 318 47221342, 

--8B1C2500S1 Rev 3 lo Emergency Oparalmg Procedure EOP 2640D, "Functional Re- 
covery ol Heat Removal " 

BRINKMAN, S., SWtTH.J Conneclicul Yankao Atomic Power Co 66/08/03, 64pp, 
4722Va40.47222038. 

-8810260066 Rev 2 to Emerggncy Operating Procedure EOP 2540E, "Functional Re- 
covery of Containment Integrrty." 

MOONEY, D Connecticut Yankee Atomic Power Co 86/06/20. lipp 47222 037- 
47222047 

“00-10260073 Change 1 to Rev 2 to- Emergency Operating Procedure EOP 2640E, 
"Functional Recovery of Containment Integrity *’ 

MROCHKA Cojineclici;l Yankee Atomic Power Co, 87/01/28 9pp 47222.048- 
47222 056 ^ 

“8910260090 Change 1 to Rev 0 to OPS Form EOP 35 F-0 2, "Core Cooling Stafua 
Tree/' 

" ConnacUcul Yankee AlomfC Power Co. 88/03/02 3pp. 47222 057-47222.059 

-B81O26OO90 Ctianoo 1 lo Rov 0 lo OPS Form EOP 35 F 0 3, "Heal Sink ’* 

* Connecticut Yankee Atomic Power Co. 87/10/22 5pp 47222*060 47222064 


-S61 0260100 Rov 0 to Emergency Operating Procedure EOP 3502, "Fuel Handling a- 
cldenl " 

BURTON.KL Connoclicut Yankee Atomic Power Co 87/09/14 Qpp 47222 Oft*. 
47222 070 ^ 

“6810260106 Rev 4 (a Emergency Operating Procedure EOP 3503, "Shutdown Outism:;^ 
Control Room " 

• Conneclicul Yarikae Atomic Power Co 87/01/24 34pp 47222 071-47222 104 

“8B19260'126 Rev 1 to Emergency Operating Procedure EOP 3505, "Loss ot Shuldo>^ 
Cooling (RHR) " « J 

* Conneclicul Yankee Alomlc Power Co, 87/11 /05, lOpp 47222,116 47222 125 

“8910260127 Rov2 to Emergency Operating Procedure EOP 3604, "Cooldown OuIS4<#q, 
Control Room 

MOORE, DR. Connecticut Yankee Atomic Power Co 86/11/05 lipp 47222 10^^ 
47222 IIS, 

“8610260136 Rev 0 to Emergency Operating Procedure EOP 3508, "Loss of All Charg. 
Ing Pumps " 

Conneclicul Yankee Atomic Power Co B5/10/09 5pp 47222 126 47222 130 

“8S1 0260 164 Rov 6 to Emergency Operating Procedure EOP 3509, "Fire Emergency,^* 

* Connecticut Yankee Alomlc Powor Co. 88/08/15 12pp 47222 131 47222 142 

“8810268170 Rev 2 to Emergency Operating Procedure EOP 35 E 0. “Reactor Tnp -or 
Safety inlectlon '* 

• Connecticut Yankee Atomic Power Co. 88/06/15 16pp 47222 143-47222 156 

“8810260175 Rev 2 lo Emergency Operating Procedure EOP 35 E-1, "Loss of Reactor 
or Secondary Coolant " 

* Connoctreot Yankee Atomic Power Co. 88/06/16 18pp 47222 159 47222 178 

“8810280182 Rev 2 to Emergency Operating Procedure EOP 36 E-2, "Faulted Steam 
Generator Isolation ** 

• Conneclicgt Yankee Atomic Power Co 88/08/15 6pp 47222 177-47222 162 

“8810280189 Rev 2 lo Emergency Operating Procedure EOP 35 E-3, "Steam Genera* 
for Tuba Ruplure " 

• Connacllcut Yankee Alomlc Power Co. 88/06/1 5 32pp 47222,103 47222.214 

“8810260194 Bov 1 to Emergency Operating Procedure EOP 36 ESOO, "RediagncK 
els.'* 

• Connecticut Yankee Atomic Power Co 85/12/13. 6pp. 47222 215-47222 219 

-^$610260199 Rov 3 to Emorgorwy Opwatlng Procedure EOP 36 ES-0 1, "Reacter Tnp 
Response " 

• Conneclicul Yankee Alomlc Power Co, 88/00/15, 13pp 47222 220 47222 232 

“8010260204 "Rev 2 lo Emergency Operating Procedure EOP 35 ES 0 2, "Naturflf Or 
cwlallon CoDldowr> " 

* Conneclicul Yankee Atomic Power Co 98/06/15 lipp 47222 233-47222' 243 

“9010260219 Rev 1 lo Emergortcy Operating Procedure EOP 35 ES-0 3, "Natural Circxi- 
lalion Cooldown W/Sieam Void in Vessel (w/RVLMS) " 

* Connecticut Yankee Atomic Power Co. 05/12/13. 8pp 47222-244-47222 261. 

“8810260229 Rev 2 to Emoroency Operaling Procedure EOP 35 ES 04, "Natural Circu- 
lation Cooldown W/Sioam Void In Vessel fW/e RVLMS) 

Connecticut Yankee Atomic Power Co. 80/00/15, 13pp 47222 252 47222*264 

“88102S0233 Rev 4 to Emergency Oparallng Procedure EOP 35 ES 1 1, "Safety /njeo- 
tlor\ Termination." 

• Connecticut Yankee AlomFc Power Co 80/06/15, 15pp 47222 265 47222 279. 

“9810260238 Rev 2 to Emergenay Operaling Procedure EOP 95 ES-l 2, "Posl-LOCA 
Cooldown & Depressurization.'* 

• Connecticut ^nhoe Atomic Power Co 88/06/ 15 17pp 47222 280-47222,296 

“8810260244 Rev 2 lo Emergency Operating Procedure EOP 35 ES-1.3, "Transfer lo 
CoW Leg RedrculalfOn.** 

♦ Conneclicul Yankee Atomic Powor Co 88/00/15 7pp 47222 297-47222.303 

“8610260252 Rev 2 to Emergency Oparallng Procedure EOP 36 ES 1 4, "Transfer lo 
Hot Leg Recirculation " 

* Cdnneclicwt Yankee Atomic Power Co 88/06/15 6pp, 47222.304 47222 309 

“8810260267 Rev 2 to Emergency Operating Procedure EOP 36 ES-3 1, "Posl-Sleam 
Generator Tube Rupture Cooldown Using aackfill," 

• Connecticut Yankee Atomic Power Co 80/06/16 8pp. 47222-310 47222-317 

“8810200272 Rev 2 lo Emergency Operating Procedure EOP 35 ES-3 2, "Post-Steam 
Generator Tube Rupture Cooldown Using RTowdown." 

’ Connoclfcul Yankee Atomic Power Co 06/06/16 10pp. 47222 318-47222 327. 

“6810280260 Rev 2 lo Emergency Operaling Procedure EOP 35 ES-3.3, "Post-Steam 
Generator Tube Ruplure Cooldown Using Steam Dump." 

* Conneclicul Yankee Alomlc Power Co. 08/06/16 10pp. 4 7222 '328-47222:3 38. 

■“8810260315 Rev 3 to Emergency Operating Procedure EOP 35 EGA 0.0, "Loss of Ali 
AC Power." 

* Connecticut Yankee Atomic Power Co. 88/06/15 29pp 47222.330-47223.007 

“0910280322 Rev 2 to Emergency Operattnp Procedure EOP 36 EGA 01, "Loss ol AH 
AC Power Recovery W/o Sf Required," 

‘ Conneclicul Yankee Atomic Power Co- 88/06/15, 13pp. 472S3 008-47223,020 

“0610280410 Rev 2 to Emeraoncy Operelinp Procedure EOP 35 ECA-0 2, "Loss of Afl 
AC Power Recovery W/SI Required.^' 

* Connecticut Yankee Atomto Power Co, 80/06/15 12pp. 47223 -02 1-472 23 -03 2 

“8610260417 Rov 2 to Emergency Operating Procedure EOP 35 ECA-1 1, "Loss of 
Emergency Coolant Recirculation. 

* Connecticut Yankee Atomic Powor Co 80/06/15. 18pp. 47223 033-47223 050, 
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-6810260425 Rev 1 1o Emergency Operating Procedure EOP 35 ECA-1 2, “LOCA Out- 
side Containment " 

* Connecticut Yankee Atomic Power Co, 85/12/13. 6pp 47223.051 -472231066 

-881 0260436 Rev 2 to Emergency Operating Procedure EOP 35 ECA-2 1, “Uncon- 
trolled Depressurization of All Steam Generators.*' 

' Connecticut Yankee Atomic Power Co 88/08/15. 18pp, 47223,057-47223 074 

-6810260464 Rev 2 to Emergency Operating Procedure EOP 35 ECA-3 1. “Steam Gen- 
erator Tube Rupture W/Loss of Reactor Coolant ■ Subcooled Recovery Desired." 

* Connecticut Yankee Atomic Power Co 80/06/16. 28pp 47223 076-47223*102. 

-8810280473 Rev 2 to Steam Generator Turbine Rupture W/Loss of Reactor Coolant 
Saturated Recovery Desired “ 

* Connecticut Yankee Atomic Power Co 88/06/16 26pp 47223' 103-47223: 127. 

-681026046S Rev 2 to Emergency Operating Procedure EOP 35 ECA-SS, “Steam Gen- 
erator Tube Rupture W/o Pressurizer Pressure Control." 

* Connecticut Yankeo Atomic Power Co 88/06/15 10pp. 47223' 128-47223:1 46. 

-8810280497 Rev 2 to Emergency Operating Procedure EOP 35 FR-C.1, “Response to 
Inadequate Core Cooling." 

* Connecllcut Yankee Atomic Power Co 08/06/15 10pp. 47223.147-47223.166 

-8810260606 Rev 2 to Emergency Operating Procedure EOP 35 Ffl-C.2, “Response to 
Degraded Coro Cooling." 

* Connecticut Yankee Atomic Power Co 88/06/15, 0pp. 47223:1 57-47223*165. 

-8810260513 Rev 1 to Emergency Operating Procedure EOP 36 PR C.3, “Response to 
Saturated Coro Conditions 

* Connecllcut Yankee Atomic Power Co. 66/12/13. 6pp 47223:166-47223:170, 

-6610280520 Rev 1 to Emergency Operating Procedure EOP 35 FR H 1, “Response to 
Loss of Secondary Heat Sink “ 

* Connecticut Yankee Atomic Power Co. 85/12/13, 14pp 47223:171-47223:184. 

-8810260524 Rev 1 to Emergency Operating Procedure EOP 35 FR-H.2, "Response to 
Steam Generator Overpressure.^ 

* Connecticut Yankee Atomic Power Co 85/12/13, epp, 47223:105*47223.190. 

-6810260528 Rev 1 to Emergency Operating Procedure EOP 36 FR-H.3, “Response to 
Steam Generator High Lovm." 

* Connecllcut Yankee Atomic Power Co. 85/12/13, 6pp. 47223.191 -47223' 106, 


6810190166 Appllcetion for amend to License DPR -21, re vising Tech Specs re crilerfa 
for snubbers that may be counted as Inoperable Fee paid 
MROCZKA,E,J. Northeast Nuclear Energy Co. (subs of Northeast Ulllitles). 
MROCZKA.EJ Northeast Ulllitles 88/10/13. Document Control Branch (Document 
Control Desk), 3pp 47208 293-472O0'297, 

-8B10100192 Proposed Tech Specs re limiting condition for operation for primary sys 
boundary snubbers & visual Insp acceptance criteria for snubbers 
• Northeast Nuclear Energy Co (subs, of Northeast Utilities). 88/10/13. 2pp 
47208*296 47208:297. 

8010210394 Notice Of Significant Licensee Meeting 08-167 on 881110 w/ util In King of 
Prussia, PA to discuss environ qualification 

MCCABE, EC. Region 1, Ofc of (he Director 88/10/13, Region 1, Ofc of the Director. 
2pp. 47230.253 47230:254. 


Q. Inspection reportSj IE Bulletins 81 correspondence 

6807200231 Discusses 860708 mgl meeting In Region I ofc re corporate resource 
allocations.englneerlng support & plant activities. 

BETTENHAUSEN.L. Region 1, Ofc of the Director 88/07/14 MROCZKA.E J. North- 
east Nuclear Energy Go (subs, of Northeast Utilities). 112pp. 46325,246 4 63 25' 359. 

8609010337 NRC Into Notice 88*073, "Direction Depender^l Leak Characteristics of 
CJontaInment Purge Valves," Svo list end. 

R08SI.C.E. Division of Operational Evanls Assessment (Post B70411). 88/09/08, 
Consolidated Edison Co. of Now York, Inc. 119pp 4 69 58 ,058-4 6958' 177. 

8809300164 Forwards response lo NRC Bulletin 88-008, "Thermal Stresses In Pipings 
Connected to RCS" Dunng next refueling outage util will perform nondestructive 
exam of selected welds & elbows downstream of fill header Isolation valves 
MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Ulllitles). 
MROC2KA,E,J Northeast Utilillss. 88/09/20. Documsnl Control Branch (Document 
Control Desk) 0pp. 47003.00 1-47003'008. 

8809150008 NRC Info Notice 88*077, “Inadvertent Reactor Vessel Overfill." Svo list 
end. 

ROSSI, CE, Division of Operational Events Assessment (Post 070411). 80/09/22. 
Consolidated Edison Co of New York, Ino. Ilipp 47114:291-47116-042 


-8810260539 Change 1 to Rev 1 to Emergency Operating Procedure EOP 36 FR H.3, 
“Response to Steam Generator High Level " 

* Connecticut Yankeo Atomic Power Co. 87/12/17, Ip. 47223:107-47223:197. 

-8610260645 Rev 1 to Emergency Operating Procedure EOP 35 FR*H.4, "Response to 
Loss of Normal Steam Release Capabilities," 

' Connecticut Yankeo Atomic Power Co. 85/12/13 4pp, 47223:198*47223:201. 

-8610260551 Rev 1 to Emergency Operating Procedure EOP 36 FR H.6, "Response to 
Steam Generator Low Level" 

* Connecticut Yankee Atomic Power Co 85/12/13. 6pp. 47223:202-47223*208. 

-6810260562 Rev 1 to Emergency Operating Procedure EOP 36 FR-1.1, “Response to 
High Pressurizer Level." 

* Connecllcut Yankee Atomic Power CJo 05/12/13, 7pp, 47223*207*47223'213. 

-8810260566 Rev 1 to Emergoncy Operating Procedure EOP 36 Ffl-1 2, "Response to 
Low Pressurizer Level “ 

‘ Connecticut Yankee Atomic Power Co. 85/12/13 6pp 47223'214-47223.216. 

-8610260671 Rev 2 to Emergency Operating Procedure EOP 35 FR-1.3, “Response to 
Voids In Reactor Vessel" 

* Connecticut Yankeo Atomic Power Co 88/06/16 10pp. 47223 219 47223:231, 


860919Q047 NRC Info Notice 88 078, “Implementation of Revised NRC- Administered 
Requallficallon Exams." Svo list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 58/09/22 
Consolidated Edison Co. of New York, Inc. 1 19pp. 47115 043 47116.046. 


8810030020 Forwards Emergency Operating Procedures (EOP) Insp Rept 60-246/88- 
200 on 680613-30 Several weaknesses re development & Implementation of EOPs & 
deficiencies on primary containment control guidelines noted 
VARGA, 8 A. Division of Reactor Projects • I/ll (Post 870411). 86/09/23. 
MROCZKA,E.J. Northeast Nuclear Energy Co (subs of Northeast Utilities). 8pp, 
47014:113-47014:149. 


-8810110062 Emergency Operating Procedures Insp Rept 50 264/68-200 on 660613- 
30.lnadequacles & deficiencies noted.Ma|or areas Inspected.determlnatlon if proce- 
dures technically correct & whether procedures could be carried out & performed. 
VANDENBURQH,C. KONKLIN.J.E., HAUQHNEV,C J Division of Reactor Inspection & 
Safeguards (Post 870411), 80/09/07, 29pp. 47014:121-47014:140, 

8609230092 Suppt 1 to NRC Info Notice 88-009, “Movable Contact Finger Binding In 
HFA Retaya Mm by QE," Svo list enct. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/29. 
Consolidated Edison Co. of New York, Ino. 117pp. 47116*163 47115.281. 


-6810260574 Rev 2 to Emergency Operating Procedure EOP 35 FR*P,1, “Response to 
Imminent PTS Condition " 

* Connecticut Yankeo Atomlo Power Co 80/06/16. 13pp. 47223'232-47223.244. 

-8610260576 Rav 2 to Emergency Operating Procedure EOP 36 FR P.2, “Response lo 
Anticipated PTS Condotion ^ 

* Connecticut Yankee Atomlo Power Co. 88/06/15 0pp 47223:245-47223:262 

-8810260577 Rev 2 to Emergency Operating Procedure EOP 36 FR-Z.1, "Response to 
Hlah Containment Pressure/' 

* Conneclicul Yankeo Atomic Power Co 88/08/16. 0pp. 47223.201*47223:269. 


0810130160 Discusses equipment qualification deficiencies Identified during 1967 reverl* 
ficallon & reviewed during B80816-19 insp. Deficiencies Involve PE/PVC cables^QE 
EB 5 terminal blocks, Honeywell microswitches & 3M “Scotchlok" wlrenuls 
MARTIN, T.T Region 1, Ofc of the Director. 68/10/04. MROCZKA.EJ Northeast Nu 
clear Energy Co. (subs, of Northeast Utilities). 2pp. 47135:103-47135:104. 

8610030266 NRC Info Notice 88*080, “Unexpected Piping Movement Attributed lo Ther- 
mal Stratification " Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/10/07, 
Consolidated Edison Co of New York, Ino. 223pp. 47116:282*47116:285. 


-8810260578 Rev 1 to Emergency Plan Implementing Procedure EOP 36 FR-Z.2, “Re- 
sponse to Containment Flooding " 

' Conneclicul Yankee Atomic Power Co. 85/12/13 4pp 47223:270-47223*277. 

-8610260579 Rev 2 to Emergency Operating Procedure EOP 35 FR-S.1, “Response to 
Nuclear Power Gene ration/ ATWS " 

* Connecticut Yankee Atomic Power Co. 88/06/16. 8pp. 47223.263-47223:260. 

-8810260580 Rev 1 to Emergency Plan Implementing Procedure EOP FR-Z,3, "Re- 
sponse to High Containment Radiation level “ 

* Connecticut Yankee Atomic Power Co. 06/12/13. 4pp 47223:274-47223:277. 

-8810260581 Rev 2 to Emergency Operating Procedure EOP 35 Ffl-S.2, “Response to 
Loss ol Core Shutdown " 

* Connecllcut Yankee Atomic Power Co 08/06/16. 4pp. 47223:278-47223:281, 

8810170392 Forwards Amend 24 to License DPR-21 & safety avaluatton. Amend re- 
duc^os MAPLHGR limit by 2% to compensate for potentially degraded ECCS flow due 
to debris-induced strainer plugging following LOCA. 

BOYLE, ML Project Directorate 1-4, 80/10/11. MROCZKA,E.J. Northeast Nuclear 
Energy Co, (subs of Northeast Utilities) 3pp. 471 69;0B3-47 169:094. 

-88101704(K Amend 24 to License OPfl'21, reducing MAPLHGR by 2% to compensate 
|o^t 0 nl(ally degraded ECCS flow due to debris* Induced strainer plugging following 

STOLZ,JF, Project Directorate 1-4. 88/10/11. 5pp. 47169.006-47189 090 

-8610170421 Safely evaluation simportlng Amend 24 to License DPR-21. 

* Office of Nuclear Reactor Regulalton, Director (Post 870411). 88/10/11. 4pp. 

47169 091-47169 094 ^ # hh 


8610040066 NRC Info Notice 0B-OB1 "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing." Svc list end. 
BOSSLO.E. Division of Operational Events Assessment (Post 670411). 88/10/07, 
Consolidated Edison Co. oiNew York, Ino. 1 19pp. 47116,026-47116:144. 

8810210331 Forwards Environ Quallllcation Insp Repts 60-245/88-14 & 50*336/66 20 
on 80O016-19.Potential violations noted. Enforcement conference will be held in near 
future to discuss Ideal Mode) 74B wireout deficiencies. 

MARTIN, T.T. Region 1, Ofo of the Director. 88/10/14. MROCZKA,E J. Northeast Nu- 
clear Energy Co (subs, of Northeast Utilities). 2pp, 47235:322-47235:337 

-8810210338 Insp Repta 50*246/68*14 & 60 336/68*20 on 880816*19. Potential en- 
forcement Item nDted.Ma]or areas Inspected; licensee qualification documentation to 
determine quallflabillty of replaced deficient environ qualliication. 

CHEUNG, L. ANDERS0N,Q Region 1. Ofo of the Director. 88/10/06. t4pp 
47236:324-47236.337. 

8810130161 NRG Info Notice 88-083, “Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys." Svo list end 

ROSSI.C.E. Olvfsion of Operational Events Assessment (Post 870411). 68/10/19. 
Consolidated Edison Co of New York, InC 119pp. 47196:239-47196:367. 


n. periodic operating reports 8 related correspondence 

8810190180 Monthly operatlr^ rept for Sept 1988 for Millstone Unit 1 W/88t0i2 Hr. 
NEWBURGH, G , SCACE.S.E Northeast Nuclear Energy Co, (subs. Of Northeast Utili- 
ties) 8CACE,S E. Northeast Utilities. 88/09/30. 6pp 47203:150-47203*154. 
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R«portabte occtirrencos, LERs & related correspondence 

6flt&?00027 Part 21 rept ra potenijaf butterti/ valve faflures Drive Uarn replacemenl h\s 
being supplied to pmcbasers. Insliuctions ond 

SANDLINOtW Xomox Corp (subs of Emerson E/eclrlc Co ) B8/0D/3ft MURLEy^TE" 
Office of Wucfear Header Regulalron, Director (Post 870411) 35pp 47226 322- 
47226*358, 

8810170217 LER 88-007 00 on 6a090a*ciisccsvered emorgenci^ sve water self- cloanJnfl 
strainer drive motor B 480 volt breaker in tripped position Caused by failure of packing 
flisnd follower bolting on strainer Level switch fnslalfed W/e01OO7 Ur 
KANE,S,E , SCACE.S E Northeast Nuclear Energy Co (subs of Northeast Utilities) 
SCACE,SE Northeasl UtiUles 68/10/07. 4pp 47188 299*47 168 302 


V. Opoiaior Examinations 

8008170150 Genonc Ltf 88-13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams Sve list end 

MIRAQLIA.FJ Associate Director for Projects (Post 870411) 60/08/08 Consolidated 
Edison Co of New York. Inc Sepp 46950 001-46956 057 

6810130302 Forwards grading & answer sheets for 680921 generic fundarnentala pilot 
exam W/o ends 

PERKfNS.K E Operator Licensing Brandt 86/10/07 FITZPATRfCK.H General Public 
UtiliUea Corp - ePU Service Coro LOWTHART.WH Pennsylvania Power & Light C?o. 
SCASE.SE Northeast Utilities. 37pp 47136001-47136 037, 
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F. Securlfy, medIcaJ, emergency & fire p/otectipn plans 


68 161 70475 Fotwarda p;ibljo version of revs to Book 2 of omorgsnGy procedures docu- 
monl, 

GFIAM,S 5. Consolidated Edison Co of New Yorl(» Inc 03/09/23 Document Control 
Branch (Document Control Desk) Ip 47171,230-47171.323 

-8810176480 Revised Implementation procedures, Including Rev B lo lP-1035, “Techni- 
cal Support Ctfr" Rev 4 lo IP-t023, '‘Operahonef Support Ctr" & Rev 4 to fP-1016, 
"Obtaining Meteorological Dala 

* Consolidated Edison Co of New York, fne 08/09/21 89pp 47171231 47171,323, 


J. Insurance fndamnlly Information 

00OB26O210 Forwards environ asasssmenl & finding of no slonilfcant impact ro tempo 
rajy exempipon from 10CFR 60S4(w)(5)(i) concemmo property Insurenco rulo,of(ec{iVG 
on 88 1004 

LANGFORD A f^roject Directorate f-1 88/09/28 BRAM,SB Consolidated Edrson Co 
of New York. Inc 3pp 4B992 333 46992 339 

-8809290224 Enwron assessment & finding of no srgnifjcanl Impact concerning oxemp 
tion from lOCFHSO 54(w)(S)-(l} re Increase in amount of onsite property damage fnsur 
ance required to bo carried by licensee 

CAPRA,RA Project Directorate r-1 98/09/26 4pp 46992 336 46992 339. 


P, Operating lloejise stage documenta & correspondence 


0810030179 Forwards application for amend lo Licons© DPR-26, revising Tech Specs re 
limiting conditions for oporalfon action ^ basis for containment radioactivity mojufera 
retied upon as means oi leakage detodlon Fee paid 

BRAM.SS Consolidated Edison Co of New York, Inc 68/09/23, Documenl ConUoP 
Branch (Document Control Desk) 2pp 47013 346-47014 006 

-8810030104 Application for amend to License DPR -26, revising Tech Specs re linnJtmg 
condition for operation acllon & basis for containment radioactivity monitors roUod on 
as means of RCS loagage detection 

BRAM.S Consolidalw Edison Co of New York, Inc 68/09/23 Docutnsr^l ConUot 
Branch (Clocumont Control Desk) Ip 47613 348-47013 346 

-8810030165 Proposed Tech Specs Pages 3 1 F-1 Ihrouph 3 1 F-9, revising limlllng con- 
ditions for oporalfon action & oasis for containment raofo activity monitors relied on aa 
means of RCS leakage detection 

* Consoildated Edison Co of New York, inc 80/09/23 16pp, 47013 349 47014 006 

8O1O20O4B8 Final response to FOIA request for documents re pfant Forwards App D 
documents App D documents also available In FDR 

GRIMSLEY.O.H NR C - No Detailed Affiliation Givon 68/09/23 WEfSSMAN.S CaJi- 
fornia, State of 2pp 47209 001-47209 093 

-63042266S1 Board Notification 63-42 forwards Irtfo ro unanalyzed reactor vessel Iher- 
mal stress during cooldown B&W Informed NRC of preliminary safety concern ovolvir^ 
from further consideration of 600610 St Lucie upper head voiding event 
EISENHUT.DG Division of Lice nsinn (600426 651 124) 83/04/12 PALLADJNO.NJ 
Commissionofs 20pp 47209 068-47209 0S9 

6010030303 Forwards application for amend to License DPR 26, Increasing authonzed 
core power fevel to 3,083 4 MWt over connplele range of operating temp & pressure 
conditions Fee paid 

BflAM,S B Consolidated Edison Co of Now York, Inc 88/09/30. Documon! Control 
Branch (Document Control Desk) 3pp 47028 338-47029 1 07 

-6610030304 Application for amend to License DPR'26Jncreasing authorized cora 
power levels io 3,083 4 MWt over completo range of operating temp & pressure coo< 
ditions 

BRAM.S B Consolidated Edison Co. of New York, Inc 88/09/30 4pp. 47026 341* 

47028 344 

-6810030306 Proposed Toch Specs, including Pages 1*1 ,2,3-2 & 3 1 G*1,ro eecondary 
water chemfstry monitor/ng.hot shutdown conditions & RCS presaure.temp & flow rale 

* ConsQlidatea Edison Co of New York, fne 68/09/30 16pp 47028 345 47028-359 

-6810030314 "Indian Pofnt Unit 2 NSSS Stretch Rating • 3,083,4 MWt Licensing Ropt " 

* Westinghouse Electrfc Corp WCAP.11972 88/09/30, 74pp. 47028 360 47029 075 

-6810200001 “Indian Point Unit 2 Balance-of Plant Stretch Rating * 3003 4 MWt Licens- 
ing Ropt “ 

•United Engineers a Conslruclors, Inc (subs of Raytheon Co) 88/09/30 15pp 

47029 076 47020 107 

8610070026 Forwards application for amend (o Liceneo DPR-26 to allow fuel design 
transition to Westinghouse 16x15 optimized fuel assembly fuel Fee paid 
BRAM.S B Consolidated Edison Co. of New York. Inc 86/09/30 Document Control 
Branchi (Document Control Desk) 2pp 47074*254 47075 224 

**8810070030 Appficabon for amend lo License DPR-2e to allow transition (o Westing* 
house 15 x 15 optimized fuel assembly fuel through revs to plant operating 
limliations, reducing reactor coolant sya & in plant radiation fields conlamination 
levels 

BRAM.S B Consolidated Edison of New York, Inc 68/09/30 6pp 47074 256- 
47074*261 


8809120085 Generic Ltr 06*15 lo all power reactor freensees A applicants re electric 
power sys - inadequate control over design proceeses 

CRUTCHFJELO.O Associate Director for Frojects (Post 070411) 88/09/12 Consolt- 
daled Edison Co. of Now York, Inc 60pp 4700 1 239-47001 300. 

0BD93OOO2O Advisea linat ulri has modified ATWS mjttgaVon sys actualron circuitry 
(AMSAC) doa|gn,per raevafuation of deaiqn &. Wosiin^ouse WCAP-1oa56-P-A,Rov 
l.per 10CFR50 82 Response lo NRC SER & AMSAC skotchaa end, 

BRAMS0 Consolidated Edison Co oi New York, Inc, 80/09/16 Document Conlroi 
Branch (Documenl ConUo) Desk) 17pp 47006 001*47008 0)8 

S8 10030049 Forwards safety ovafualion allowing facility to operate until next rafuellng 
outage w/o Ij>terlm steam generator exams, based o/» review of 880122 
submlttal.Techrilcal evafuaimn repl also end, 

LANG FORD, D Project Drroctprale i*1 60/69/23 BRAM.S 0 Oonsolidatcd Edison Co 
of New York, fnc 2pp 47005.163 47005 212 

^8810030050 Safety evaluation supporting ulil 860122 & 0525 requosts to allow facility 
to operaie until next refueling ouiago w/o interim sleam generator exams 

* Office of Nuclear Raaclor Regufallon, Director (Post 670411) 66/09/23 3pp 
47005055*47005.157 

^6009138245 “Technical Evaluainn Rept, Indian Point Station, Review of Request for 
A^rovaf to Schedule Next Steam Generator fnsp for Spring 1969 Rafuefmg Outage " 

• Science Applications InternalronaJ Corp {formerly Science Applications, Inc.) NRC 
03 07-029, SAfC 88/1014. 00/08/00 NRC * No Detailed Affilrallon Qivon 25pp 
47005'! 50 47005 212 


**8610070031 Proposed Tech Specs, allowing transition to Westinghouse 15 x IS opti- 
mized fuel assembfy fuel & concerning safety limits A limiting safety sys setilngs 

• ConsotWatod Edrson Co o1 Now York, Inc 86/09/30 41pp 47074 H62'47074 302 

-6610070035 "Safely Assessment for Indian Point Unit 2 Transition to Weslrnghouss 
15x16 Optimized Fuel Assessment Fuel W/Extended Burnup Capability " 

• Consolidated Edison Co of Now York. Inc 06/09/30. 2B3pp 47074:303-47075 224 

8610050056 Gonertc Ltr 66-16 ro all power reactor licensees & applicants re removal of 
cycle specifrc parameter limits from Tech Specs Sve list end. 

CRUTCHFIELD, D Associate Director for Projects (Post 670411) 8B/10/04 Consau- 
daled Edison Co of New York, Inc 4Bpp, 47116'146 471 16.194. 

8010130241 Responds to Qeno/jc Llr 87-02 re resoMlon of USf A-46 re vorikcalion of 
seismic adequacy ot mechanical & efecltical equipment In operating reactors 
fiRAM.se CJonsolidalocf Edison Co of Now York, Jne 88/10/04 OocumonI Control 
Branch (Document Controf Desk) 2pp 47136 1 76 4 71 36' 179 

6810130026 Forwards summary of 600922 meeting la Region ( ofe lo discuss initiatives 
taken by util re sys engineer program 

MARTfN.TT Region 1, Ofc of the Drrector, 08/10/06 BRAM.S Consolidated Edison 
Co of New York, Inc. 2pp. 47121 034 47121.067 

-0810 130031 Summary of 680922 meeting w/util in Region I ofc ra Initiatives taken lo 
inaugerato sys engineer program & review & updalo design basis for facility. 
JOHNSTON, WV., MART/N.T.T. Region 1, Ofc of the DIreotor 60/10/05 Region 1. 
Ofc of the DiraclOf. a2pp 47121036 47121.067 


ea 19030076 Forwards appilcalion for amend lo License DPR-26,addlng requirement for 8816130090 Submits dally highlight Meeting wiil be held w/utd on 081018 fn 
periodic surveilisnce lest of backup nltroger) supply sys lo pressurrzor PORVsFee Rockviilo.MD to discuss progress In developing plant-ref simulator per 10CFR55 46 

........ ... „ . . LAMGFORaD Project Dfraclorata M, Oft/io/07, MUBLEY.T , SNtEZEKJ . 

BRAW,S.6 Consolidated Edison Co. of New York, Inc 68/09/23 Document Control M1RAQLIA.F NRC* No Detailed Affiliation Given 3pp 47135:151-47135:153. 

Branch (Document Control Desk) 2pp 47009.127*47009,136, 

^ , 0810210372 Notification of Significant Licensee Meeting 68*163 on 801011 w/ulil in 

*-8010630080 Appllcaiion for amend lo License DPR 20, adding now Tech Spec 4 Ift.E Region J ofc to discuss maint & correcliva action Agenria end 

& associated basis lo require surveillance test of backup nitrogen supply sys to pres* SWETLAND.P.D Region 1. Ofc of the Director 00/10/07 Region 1, Ofc of the Direc- 

surizar POHVa. tor 3pp 47233 157*47233*159 

BRAM,S, Consolidated Edison Co of New York, fnc 86/09/23. Document Conlroi 

Brancbi (Documenl Control Desk) ip. 47009 129 47009,129 8810210081 Forwards "Reactor Vessel Mat/ Surveillance Program for Indian Point Unit 

2 Analysis of Capsule V," final rept LIcenso amend application will be submitted for 
<-0810030003 Proposed Tech Specs, adding new Tech Spec 4 h 10.E to require survell NRC approval to revise hoatup & cooldown curves for up to 32 EFPYs , ^ , 

Jance test of backup nftrogen supply sys to pressunzer PORVs BRAM.S B Consolidated Edison Co, of New York. Inc 68/10/12, Document Control 

* Consolidated Edison Co, of New York, fnc 08/09/23 7pp. 47009 130-47009.136, Branch (Document Control Desk) Ip 47234.246-47234 320. 
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-0310210090 “Reactof Vosaaf Malf Surveil/anco Program for fndiofi PoinI Unll 2,Analy' 
OD?NGS^FA SoulhwosI ^oaearch fnstllute 80/10/31 OOpp 47234240-/17234320 


-0809290032 Rovised page to monlhly operating rapt for Jul 1988 (or Indian Point Sta- 
tion Unit 2 

KRIEGER.K. Consolidated Edison Co of New York, Inc. 88/07/31 2pp 46990.022- 
46909 023. 


0. Inspection raporta, IE Bulletins & correspondence 


8809010337 NRC Info Notice 88 073, “Diroctlon-Depondont Leak Characlofislics of 
Containment Purge Valves " Sve list end. 

ROSSI CE Division of Operational Events Assessment (Post 870411) 06/09/08 
Consolidated Edison Co of New York, Inc 1 19pp 46958 058 46958 177 


6309200067 Forwards response to NRC Bulletin 88 005, "Nonconforming Mails Sup' 
plied by Piping SuppllGs,lnc at Folsom, NJ & West Jersey Mfg Co at Willlametown,NJ 
NRC notified as cosequenco of Hardness measurement tost results obtained 
eRAM.SB, Consolidated Edison Co of Now York, Inc 80/09/16 Document Control 
Branch (Document Control Desk) 14pp 47001,018-47001 031 


8009290185 Responds (o NFC B80819 Hr ro violations noted in Insp Rept 60-247/88-24 
on 000623 Inadvertent opening of all four MSIVg.Correctivo actions task force estab- 
lished to review & evaluate all circumstances surrounding even! 

8RAM,SB Consolidated Edison Co of New York, Inc 60/09/19 Document Control 
Branch (Document Control Desk). 9pp 46993 061-46993.089. 


8010040068 Ack receipt of 880705 Hr Informing NRC of steps taken lo corrocl violations 
noted in Inap Rept 50-247/68-14 & info ro Inillatives to improve Insorvice tesling pro 

8urr,J P. Region 1, Ofc of the Director. 88/00/19 BRAM.S Consolidated Edison 
Co of New York, Inc 2pp 47038 233 47030 238 


3609160008 NRC Info Notice B8'077, "Inadvertent Reactor Vessel Overlilf" Sve Hat 

ROSSI.CE Division of Operational Events Assessment (Post 070411). 08/00/22 
Consolidated Edison Co or Now York, Inc. 1 1 1pp 471 14 291-47116 042 


6809190047 NRC Info Notice 80-070, "Implementation of Revised NRC Administered 
Requalificatlon Exams " Sve list end. _ . ^ 

ROSSI.CE Division of Operational Events Assossmont (Post 070411). 80/09/22, 
Consolidated Edison Co of Now York, Inc 110pp 47115.043-47116*046 


8310050283 Forwards Enforcement Conference Repis 50-247/66-11 & 60-247/87-30 
on 680616 

MARTIN,! T, Region 1, Ofc of the Director. 00/09/22. BRAM,S. Consolidated Edison 
Co ol New York, Inc 2pp 47059.051-47068.1 05 

-0810060290 Enforcement Conference Repis 60-247/06*11 & 60-247/07-30 on 
86061 0.MaJor areas discussed .environ qualification of Lowls Instrumentation 
cable, Weldmuller terminal block8,f(ow Ironsmlltora RTV sealant & ASCO solenoid 
valves. 

CHEUNG,LS, ANOERSON,CJ Region 1, Ofc of the Director 08/00/19. 43pp. 
47058053-47068.105. 


3810030049 Forwards safety evaluallon allowing facility to operate unlit next refueling 
outage w/o Interim steam generator exams.basod on review of 800122 
submIttal.TechnIcal evaluation rept also end. 

LANGFORD, D Project Direclorato 1-1, 00/09/23 BRAM,S B. Consolidated Edison Co 
of Now York, Inc 2pp 47005 153-47006 212, 


-B60913024S "Technical Evaluation Rept,lndlan Point Station, Review of Request for 
Approval to Schedule NexI Steam Generator Insp for Spring 1909 Refueling Outapo.'' 
• aclonco Applications International Corp (formerly Science Applications, Ino.) NRC- 
03 67-029. SAIC-88/1B14. 80/09/06 NRC - No Detailed Aililiallon Given. 26pp. 
47005 15Q'47{105.212 


S. Reportable occurrences, LERs & related correspondence 

8809290292 RO.on 600827,plant vent noble gas effluent monitor declared Inoperable 
duo to erratic stack vent flow indication Caused by rain water leaking Into electrical 
conduit that supplies flow transmitter. Vent flow transmitter signal wires rewired 
BRAM.S.B. Consolidated Edison Co of New York, Inc, 86/09/16, Document Control 
Branch (Document Control Desk) 2pp 46986*105-46966 106 

8010030084 PNO 1 80 O00.on 8 60 924, 1 Icon see discovered that float connected magna- 
Uol level alarm device come loose & somewhere in tank.Cause not stated Licensee 
plana to radiograph piping connected to refueling water stor^e lank 
ROSSBACH.L, SWETLAND,P. Region 1, Ofc of the DIreclor. 08/09/24 2pp 
47016,023-47016024 

8010170295 UER 88 003 01‘on 8 6 03 23, aggregate of individual valve leakage exceeded 
Tech Spec limit Caused by excessive leakage across six containment Isolation 
valves. valves repaired W/ 881005 Hr. 

ELLWANQER.J. QUINN.SE. Consolidated Edison Co ol Now York, Inc, 08/10/06 
4pp. 471 71 '351 -471 71:364. 

8810170308 UER 80 011-00*on 880909, diesel generator Inoperable due to white cfouds 
cominn from diesel crank case blower exhaust pipe Caused by corrosion at Inlet of 
first tube bypass.Lube oil cooler tube bundles replaced W/601005 Hr. 

REID.H, BRAM.S B. Consolidated Edison Co. of New York, Inc 88/10/05 4pp 
47173.063-47173.086 


V* Operator Examlnallona 

6600170150 Generic Ltr 80-13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams Sve list end 

MIRAQLfA.FJ Associate Director for Projecla (Post 870411). 88/08/08. Consolidated 
Edison Co of New York, Inc. 66pp 46958.001*46958 057. 


DOCKET 60-249 DRESDEN NUCLEAR POWER STATION, UNIT 3 


F, Security, medical, emergency & fire protection plans 

860930001 1 Forwards Rev 26 to security pJan.Rev oulllnos declassiflcallon of Unit 1 re- 
actor sphere, core spray/post- Incident room & cribhouseRev withheld (ref 
10CFR73 2t). 

BLISS, H E (Jommonwedlth Edison Co 86/09/23. Document Control Branch (Docu- 
ment Control Desk) Ip. 47003*085 47003*065 

8610030206 Rov 9 to Emergency Plan Implementing Procedure EPIP 100*01, "Stallon 
Director (Checklist of Inltlar Generating Slatlon Emergency Plan Responsibilities)." 

* Commonwealth Edison Co. 68/09/30. 13pp. 4701 0.2 16-470 10*227 

8810110388 Revised environ director emergency procedures, Including Rev 5 to ED-5A, 
"Calculation of Offsite Whole Body Radiation Oose from Noble Gas Radioactivity In 
Containment" & Rov 5 to EO-20, "Zion Station Lake Breeze Dose Calculation ..." 

* Commonwealth Edison Co. 80/10/04. 46pp 47 109.209*471 09:253. 


6809230092 SuppI 1 lo NRC Info Notice 00-069. "Movable Contact Finger Binding In 
HFA Relays Mfg by QE " Sve list end. 

ROSSI.CE Division of Operational Events Assessment (Post 070411). 80/09/29 
Consolidated Edison Co of Now York, Inc. 117pp. 47116*163-47116.281 


3610120393 Responds to Action Item 1 of NRC Bulletin 08 000, "Thermal Strossos In 
Piping Connected to RCS " Section of auxiliary spray lino may be susceptible to temp 
stratifications or oscillations 

QUINN.S.E. Consolidated Edison Co of New York, Ino. 00/10/04 Document Control 
Branch (Document Control Desk). 3pp 47146.136 47146 164 

-08101903 13 Rev 2 to "Indian Point Unit 2 (NRC Bulletin 00 006 Thermal Stresses in 

a Connected to RCS) I ndenlifi cation of Unlaolable Piping & Determination of Insp 
ons." 

SWAMY.S,A., BAMFORD.W.H . UCAK.M Consolidated Edison Co of Now York. Inc. 
MT.SME-424(80) R02 08/09/30, 16pp 47146.139-47146*164. 

8610030255 NRC Info Notice 86 080, "Unexpected Piping Movement Attributed to Ther- 
mal Stratification." Sve list end 

ROSS!,C.E, Division of Operational Events Assessment (Post 870411) 68/10/07. 
Consolidated Edison Co of New York, Inc 223pp 47116.202 47116.205 

8810040066 NRC Info Notice OB-001, "Failure of AMP Window Indent KYNAR Splices & 
Thomas 8 Setts Nylon Wire Capa During Environ Qualification Testing." Svo list end. 
ROSSI.CE. Division of Operational Events Assesamont (Post 870411). 68/10/07, 
Consolidated Edison Co. of Now York, Inc 119pp. 47116 026-47116,144 


8810130161 NRC Info Notice 80 083, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys." Sve list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 970411), 89/10/19 
Consolidated Edison Co. of New York, Inc. 119pp. 47100:239-47196:367. 


n. Periodic operating reports & related correspondence 

6009290024 Forwards monthly operating rept for Aug 1098 for Indian Point Unit 2 & 
revised page to monthly operating rept for Jul 1 90B, 

BRAM.aB. Consolidated Edison Co of Now York^ Inc. 80/09/16 NRC * No Detailed 
Affiliation Given. Ip 46999*017-46999.023 

-0809290029 Monthly operating rept for Aug 1988 for Indian Point Station Unit 2. 
KRIEQER,K. Consolidated Edison Co ofTiew York, Ino. 80/00/31. 4pp 40999:010- 
46999021, 


6610140094 Rov 1 to Emornoncy Plan Implementing Procedure EPIP 200-T3, "Time De 
pendent Containment flatflatlon Correction Factors Table." 

^ Commonwoallh Edison Co. 88/10/06. 6pp. 47164:300-47164*304. 


H. General correspondence 

6810060035 Comment supporting petition lo rescind paragraphs (x)(y) of Section 
10CFR50,54 re cases of hazardous practices Including util authorizing senior operator 
to turn off safety sys In emergency before sys has finlstied job. 

YOUNG, C, Affiliation Not Assigned 80/09/03 CLAUSENK,MJ. Oommls alone rs. 2pp. 
47013.246 47013*251, 

-6610060057 Discusses safety problems at Comm Ed nuclear power plants re risking 
fuel meltdown by turning off safely sys as directed by util policy In emergency if core 
cooling is adequate. Vice president Instruction end 

YOUNG, C. Affiliation Not Assigned 88/02/24, WEIL,C H. Region 3, Ofc of the Direc- 
tor. 4pp, 47013*248-47013.251. 


J. Insurance & Indemnity Information 

0610200006 Forwards environ assessment & finding of no significant impact re exemp- 
tion from 10CFn6064{w)(6)(i) of property Insurance rule. 

MULLER, O.R. Project Directorate III-2. 80/09/30 DLISS,H, Commonwealth Edison 
Co, 3pp. 47233:237-47233:276. 

-8010200009 Environ assessment & finding of no significant Impact re temporary ex- 
emption from schedular requirements of property Insurance rule effective 0B1OO4 
(lOCFRSO 54). 

MULLER, D,R. Project Directorate III-2. 88/00/26. 6pp. 47233*240-47233.245, 


exemption from requirements of property Insurance 

ig completed. 

ISS,H. Commonwealth Edison 


SS10200402 Forwards temporary exemption from requirement 
rule,10CFR60.64(w)(6)H).txemplion valid until rulemaking com 
MULLER, D.R. Project Directorate fll-2. 80/10/03, BLISS, H. 

Co. 3pp. 47205:284-47205:322 

-8610200339 Temporary exemption from schedular requirements of property Insurance 
rule, per 1CFR6064(W)(6)(0, pending completion of rulemaking not later than 890401. 
HOLAHAN.Q.M. Division of Reactor Projects * lll,IV,V & Special Projects (Post 
070411), 86/10/03. Commonwealth Edison Co. 6pp. 47205:297-47205*301. 
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Ph Opfirairng (Ic9n«e erage cfocumenla & fiorr^spondanca 


adQdl2(H>8S Genoric Itr G845 (D all powa; ^aactcr ilcaosEds & epplicaats ra alactric 
powe/ sya - inadepuala canltol over dcslfla ptocaaaoa 

CRUfCHFIELD.D Associale Director for Prolecls (PosI 870411). 80/00/12 Consali- 
daleid e<Jfson Co of New Yorh. (ncj 60pp 47001 239 47G01 300 

8810100081 FoAvards 080826 fir ack racoipl of OCP£ 2 208 patdfon on raquaat for fm 
mcdtaio action ra SWFIs 

SHEMAN8KI,P, PfO|GCt Direcloralo l)J 2 08/09/28. aUSS.H£ Commonwaallh Edison 
Co 4pp 47084 235*47084 242 


SSiOOS'fHlffB Gonojrrc Ltr eo>l6 to aU power reactor ficensaes & epplrcantd ra removal of 
cyctS'^BCifio paramo ter fimiis from Tech ^ocs Svc list end 
CnorCHFIELD.D Assocface DirecCor lor Projecis post 87041 1). SB/ 10/04. Consoli- 
dated Edison Co of Now Vo/k, fnc 48pp 47116 145*47116,194 

8B 10190208 Applicalion for emends to Lfcensos OPR*1©,DPR-25,DPn^29, DPB 30.NPF- 
1 1 & NPr*l8.romovfng corporalion ordanliaDoo diarls from Tedi SpecsFee paid 
DEVQUNG.G L. Gommonwealih edjson Go. 68/10/05 MURLEY.tE Ofiloe of Nude* 
ar Reactor RefiblalJon, Dfrecior (Post 670411) 2pp 47190 3I7-47I0D’352. 

-6810100274 Proposetf Tach Specs re administrative controls 
' Commonwealth Edison Co 8a/io/05, 33pp, 47190.319*47190 352. 

88101^0407 Responds (o 880729 reouesi ra schedule lor Implamonlfng generic fmpfe 
fnetallon procedure (G/P) develooeo by sorsmio qualiffcaffon ulll oroup Util wilt review 
final GIP efler approval by NRC & rosorullon of ouislandlng Issues 
SILAPY.JA Commonwealth Edison Co 86/10/07 MURLEV.TE Office of Nuclear 
Reactor Regulation, Drector <Posi6704TI). 2pp 4713336047133-351 

8810170347 Advises that 880912 Rev 5S lo OA Topical Repl C£*1^A conaislenl w/ro* 
quiraments of 10CFR50*App B & accopiabfe 

\VR)GHT,G C Region 3. Otc of the Director 68/10/07. REEO.C Commonwealih 
Edison Co 2pp 47166 08047166 087, 


8010170072 Forwards safely evaluation re as*buDt spacing discrepanclas of embedment 
plate strap anchors al plants Util program satisfactorily addresses salol^ concerrts re 
embedment plates 

VlRGILIO^MJ Assistant Director for Region Iff & Region V Reaclors 68/10/10. 
MILLER, H J Region 3, Otc of Ihe Dlrodor 2pp 47169.334 47169.341. 


-8010170078 Safety evaluation re discrepancy fn degraded embedment plate between 
shop drawing used for fabrication & design specs 0(11 program satisfactodly address* 
ee NRG concerns 

" Office of NtfCfear Reacfor Reoufatioa Dfrecior (Posl 870411). 88/10/10 0pp 
47169 33647160 341 ^ f hk 


8810030255 NRC Info Notice 00*080. "Unexpected Piping Movemenl Atlfibulod IQ Thor* 
mat Stratification Svo list end 

ROSSf.C.E, DMalon of Operational Events Assessment (Post 670411), 88/1 C/OT 
Consolidated Edison Co, or New York. Inc 223pp, 471 16:202 471 15 286 

8811)010066 NRC Info Notice 80 081, Tollura of AMP Window Indent KYNAR Spllcei I 
Thomas A Batts Nylon Wire Capa During Environ Qualification Testing,” Svo Wl mi 
flOSSI.CE Division of Operational Events Assessment (Post 87941!). 80/ 10/07 
Consolidated Edison Co. of New York, fnc. 110pp 471 16:028 47116:144 

68f01301fi1 NRC tnfo Notice 06 0S3, "fpadegualo Testing of Relay Contaos In Safely- 
Related Logic Sys ” Svc fist er)cf 

ftOSSI.CE. OMsfon of Operational Events Assessment (Post 070411), 80/10/19 
Consolidated Edison Co. of New York, Inc. 110pp. 47108.239 47106357. 


n. Periodic operating reports & refated correspondence 

8810130394 Monthly operating repis for SepI 1988 for Dresden Units 2 A O.W/WIBW 
Ut 

MAXW£LL,D.C, EENIGENBURQ,e Commonwealth Edison Co, 06/09/30. 30pp 
47129’34447121:019 ^ 


S. fleportabre occurrencee, LERa A related correaponcfence 

8810190168 Rail 21 repl f© potentmi problem w/EMD 20-645E4,Type 098 e/citaOon wt 
circuit breaker & vrinng Potential for Held ciTcuit breaker to trip due to comblred sr 
tamps A fletd currant ajffats at ai( plants w/Mode( 999 sys 
KUtCHAK,RD Morrison -Knudsen Co., Inc. 88/10/12 MURLEY.T Office o1 Nuclw 
Reactor ReguloDon, Director (Post 87041 1). 0pp 47203 35047263 357 


V» Operator EKaoilnatlone 

8808170159 QenorTc Ur 08*13 lo all power reactor licensees A appllcanls for OL re Op- 
erator ficonsing exams Svo list end 

MlRAQllA,F J. Aasoclale Dlreclor for Prelects (PosI 87041 1). 88/08/06. ConsolWalsd 
Edison Co. of New York, Inc. B9pp 4 6 968 -00 146958:057. 

88092^74 Forwards proposed operator licensing & requallllcaHon exam sch«W4 
formal In fesponsa to BB060B Gonerlo Ur 88*13 

MORGAN, W E Commonwealth Edison Co. 80/09/21. HANNON, J NRC • No Oeiato) 
AMallon Given. tSpp 4699216346992.171. 


8810240345 Discusses QCRDR mods A enhancements Problems encountered In keep- 
ing Implemenlallon schedule for some it 0 ins.Lflle Oct or early Nov meelfna In Chfeago 
discussed Uul will submit scceptabfe revised schedufe foKowng meeting. 

SfLADY.JA, Commonweallh Edison Co. 68/10/13. MURLEYJ.E, Office of Nuclear 
Reactor Regofallon, Director (Peal 670411) 2pp 47269.123 47269 124 
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F. EeourhVi medical, emergency fire protection plane 


Q. Inspection reports, IE Bulletins A correspondence 


8800010337 NRC fnlo Nol/fio 80 073^ ”Direcllon*Dopender>l Leak Cha/aclorlatica of 
Conialnrnenl Purge Valves ” Sve frsi end 

ROSSl.CE Drvjalon of Operational Events Aassssment (Post 870411). 88/00/08 
Consolidated Edison Oc or New York, Inc I19pp 46958 .05846968-1 77, 

8809200060 Responds to NRC B80818 Hr re violations noted (n Insp RepU 60*237788* 
12 A 60*249/6844 on G80631 0600 CorrecUva acUQn8.audil schaWes revised to In- 
clude emeTucncy operaling ^ocedure audits 

BLISS, H E CkimnvonwealVv Edison Co 88/09/14. DAVIS.AB Region 3, Otc of the 01* 
TOClOr. 4pp 46982 35S 46962 356. j , w v u « « la 

0809200244 Advises (hat 860516.0828,871124,1223 A 860116 responses to IE Bulletin 
85-003 aoceplablo.ResjiJ’ls of Insp to verify proper Implemenlailon of program A 
review of final response required by item f of bulletin wflf be eddressed fn future 
QREEMAN,EG Region 3, Ofc of the Director. 88/09/20. REEO.C ComrTKJnwesllh 
Edison Co. tp, 46994- 1 91 46994-16 1 

0000160008 NRC tnfo Notice 86*077, '’Inadvertent Reactor Vessel Overfllf.” Svo Ifst 
anef. 

ROSSLCE OtvfslDn of Operalfonat Evonfs Assesamenl (Post 870411). 88/09/22. 
Consolidated Edison Co. of New York, Inc 11 Ipp 47114:201471 16 042 

0890100047 NRC Info Notice 88 078, ’‘Implemenlabon of Revised NRC-Admlnisfered 
Reqiialilreallon Exams" Svefisi end 

ROSSI, C.E. Division ot OperatlcnAl Events Assessment (Pest 870411). 88/09/22. 
Consolidated Edison Co of New York, fr>o. 116pp. 471 15:843471 15 046. 

0810050137 Forwards Safety Jnsp Repte 50 237/68-18 A 60-246/88-19 on 880714- 
0909 A notice ol Wolalfon 

FORNEYWL flMion 3. Ofc of the Director 88/09/23. REEO,C Commonweatth 
Edison Co. 2pp 4708 f;1 16-47061 rl 29 


-0810050140 Nolfce of violalion from fnsp on a90714-0909.Vfo[allon notod.Un« 2 reac- 
tor operated jn run nM>de w/degraded secondary conlarnmenL 
FORNEY, W L Region 3, Ofc of lha Director 88/09/23. ip. 47061*1 1847O6MI0 


-0010050147 Jnsp Repla 60*237/88-18 A 50-249/88-10 on 880714*0009 Violation 
notedMajor areas inspected licensee action on previous Insp ffndlncs.operalfonal 
sately verilfcation, followup on events A monthty surveillance obsarvalton. 

RlNG,M A Region 3. Ofc of Ihe 0\(QCtQr 88/09/23. 1 1pp. 47061.119-47061:126 


0099230092 SuppI 1 lo NRC Info Notice 88-069, "Movable Contact FTiniar flindlng In 
HFA Relays Mfg by GE ” Sve list er^cl 

ROSS1.0.E, Dlvlspon of Operational Events Assessment (Poet 070411). 88/09/29, 
ConsoIWaied Edison Co of New York, Inc tl?pp 471 16:183471 15-281. 


0010170007 Responds to NRC 680816 ftr re open Items Identified In Insp Repfs 50- 
237/88*12 A 50 249/88-14 re emergency operating procedures Correctlva 
actions oasfe classroom training In upgraded procedures will be held between Apr- 
Jurve 1009. ^ 

SILADy,J.A. Commonweallh Edison Co. 88/09/30. DAVfSAS. Region 3, Ofc of (he 
Oirec tor. 7pp. 47184 342-47164*348. 


6810110023 Forwards response to v/otatlons noted Jn Inap Rspts 60-260/80*20 A 50* 
251/88*20 End wJIhhetd (ref t0CFR2.780 A 73,21). 

Ck3NWAy,W R Florida Power A Light Co. 08/10/03, Document Conlrof Branch (Ctoou 
ment Control Desk) tp. 47107:05D*47T07:050 

0810120008 Noliffcatlorr of 681018 mealing w/util fn Rockvitle.MD to discuss cunent 
status of physical security. 

EDtSON.Q E. Project Directorate |)-2. 08/10/05 BERKOW,HN. Project Direclorale 11- 
2.3pp 47114 287-47114.289. 

6610170034 Bubmita ImpTomentallon schedules for Generic Lir 66*10, "ImplemeniatlOfi 
ol Fire Protection Requirements." Integrated schedule monthly summary rept will pro- 
vide updated schedufe changes A restatus Mod 25 re alternate shutdown panel 
CONWAY,W.F Florida Power A Light Co. 80/10/06 Document Control Sran^ (Dtmi* 
ment Centro! Desk), ip. 47 t66.0H-47 166.054 

6010210097 Fofwaids EPIP 20126, "OHalle Dose Catoulattons" A Rev 17 to fadtotogkai 
omergeDcy plan. 

CONWAY.W F Roride Power A. Light Co, 80/10/17, Document Control Branch (Docu- 
ment ContrbJ Desk). Ip 47220.S3547230.D06, 

-6010210102 Emeroency Plan Implementtng Procedure EPIP 20126, "OfIsHe Dose Cal* 
culartJons " 

* Florida Power A Light Co, 88/07/29 31pp. 47228:338-47230.006 


O. Adjudicatory torrespohdence 


0010050030 ALAB*898.* Advises that time for Commission lo review Decision ALAB* 
998 expired .Commission declined review A declsfon became final agency action on 
87Qfl27.Served on 680930. 

CHIUC^.J. Office of the Secrefaty of the CommlssJon, #408 7187, 87/09/30. Atomic 
Safety arvd Uconafng Board Paneu tp. 4 6085.304-4600 5*304. 


0619050090 AlAS.89a * Corrocted momoranKlum .advising that time fqt CommlssJon to 
review Dec'*'!':” A decision became 

final agency ■ ■ 'i r i htO- t '/i ‘ f 'C.,'* 

CHILKTsJ. 1 1--ft r *’* , ,. 1 1 'MVMi.'i , ■ .'i 66/09/30 Atcjmlc 

Safety and' rr. i : V. dPAR' i 46 C M"* irt. ' * ' 


J. Insurance A Indemnfty Information 

6609200030 Fonvarda Endorsements 73 A 74 A 95 A fie to NELlA Policies NF-Sa? A 
NF- 10 5, respectively A ErxIorsemenlS 60 A 61 A 02 A 83 to MAELU PolJcres MF'66 A 
MF'55.respectlvoly, 

GARTEan J. Marsh A McLennan, loc. 88/09/16 OINITZJ. NRC ■ No DelSrled Affili- 
ation Given- dpp 46 976-042-46978 050 

8009200040 Forwards oavtron assessmonl A finding of no signffrcanl Impact re oxemp 
bon from tQCFR60.54(w)C5](J) concorn^n property InaurarKio rule effective on 681004 
TOURJGNV,EG. Prolect Directorate 11-2, 00^9/23 CONWAY, VV.F, Florida Powex A 
Light Go 4pp 46092. 128-46992'139. 
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— ftaO920OO42 Environ asseaament & finding of no significant impact concerning oxomp 
tion from 10CFR50 54(w)(6)(l) requlremonts ro increaso in amount of onsilo property 

BER?§?vl}lH^N^Pra[oct Directorate lf-2 86/09/23 4pp 40992 132-46992-135. 

-.8009290044 Environ assossment & finding of no significant Impact cortcorning ©xemp- 
lion from 10CFR60 54(w)(5)(i) requirements re Increase In amount of onsite property 
damaao Insurance 

0ER)«>W,H N Project Directorate il 2, 00/09/23 4pp 46992 136 46992-139, 


0810100235 Forwards temporary exemptions from 1QCFR50,54(w)(6)(i) achodulaf rG* 
□ulremants of property insurance rule, 

tOURIQNY.E Q , EDfsON.Q E Project Dfroclorote 11-2 88/09/29 CONWAY, W F, 
Florida Power & Llglit Co. 4pp 47085 228 47085 23? 


-8810100260 Temporary exemption from 10CFR50 54(w)(6)(i) requirements ro properly 

5aRq!Ss A ^Division of Reactor Projects - I/ll (Post 870411) 80/09/29 Florida 
Power & Light Co 4pp 47085 200 47085 233 

-8810100264 Temporary exemption from 10CFR50.54(w)(6)(*) requirements re property 
Insurance rule 

YARQA.SA Division of Reactor Projects - I/ll (Post 070411) 88/00/29. Florida 
Power Light Co 4pp. 47005-234 47085 237 


P. Operallno lleonso atage documents & correspondence 


8809120085 Generic Ltr 68-16 to all power roactor licensees & applicants re electric 
power sys - Inadequate control over design processes 

CRUTCHFIELD, D. Aosoclalo Director for Projects (Post 670411) 88/09/12. Consoll- 
datod Edison Co of Now York, Ino. 60pp 47001-239.47001 300. 

8810070012 Roquesla diacroHonary enforcement to permit plant to cooldown below 276 
F when required 

CONWAY.W.F. Florida Power & Light Co 88/09/16 GRACE.J N Region 2, Ofo of tho 
Dlrecior- 3pp. 47072.231-47072 233 


8809300060 Application for amends to Licenses DPR-31 & DPR-41, Incorporating re- 
vised heatup & cooldown limit curves applicable up to 20 EFPYa of evo 
life Wesiinghouse Ltr Rept MT/SMART/116(fld) end Fee paid 
CONWAY.W F. Florida Power & Light Co 68/09/21 Document Control Branch (Docu- 
ment Control Desk), 7pp 4700 1;3{) 1-47001 -350. 


-8009809903 *'Reocto/ Vessel Heatup & Cooldown Limit Curves for Normal Operation/* 
ltr repL 

RAY,N K. Wostlnflhoi.130 Electric Corp SCHMEflTZ,J C, MEYER.T A. Florida Power & 
Light Co MT/SMART/1 16(00). 88/08/31 27pp. 47001,300 47001 334 

-8809300066 Proposed Tech Specs, Incorpora ling revised heatup & cooldown limit 
curvos applicable up to 20 EFFYs Of sve life 
* Florida Power & Light Co. 0B/O9/21, ICpp 47001-335 47001 350. 

8019070066 Aopilealfon for amends to Licenses OPR-31 & DPR-41, modifying Section 
3 0 & 4.0 of Tech Specs per Generic Ltr 87-09 re applicability of limiting conditions lor 
operation & survoillanca requlremonls Fee paid 

CONWAY, W F Florida Power & Light Co 60/09/27 Document Control Branch (Docu- 
man! Conirol Desk) lOpp 47063 313 47083-347 


-0010070067 Proposed Tech Specs modlly Sections 3 0 & 4 0 re applicability of limlling 
conditions for oporotlon & surveillance requirements, 

• Florida Power & Light Co 88/09/27 26pp 47083-323-47063 347. 


6810130261 Ack receipt of 860916 request for discretionary enforcement to enable con* 
llnuod operation w/cold overpressure millgation sys not fully mooting Tech Spoc 
ba8lB.Roquo9t granted tor next refueling outage of each unit 
GRACE, J N. Region 2, Ofc of the Director 88/00/27, CONWAY.W F. Florida Power & 
Light Co 2pp. 47133,013-47133 014, 


8610050056 Generic Ltr 08-10 to all power roaclor flcensoes & applicants re removal of 
cycifi-specllic paramotor llmils from Tech Specs Sve list end, 

CRUTCHF1El5,D. Aasoclate Dlrecior lor Proiocts (Post 870411) 68/10/04 Consoli- 
dated Edison Co of Now York, Inc, 40pp 47116 145-47116.194 


8809200146 Forwards respotvse to NRC Building 88 005 ro purchasing documentation 
& Hating of all nonconforming mat), mall use disposition status & Juslifjcatlon of contin 
ued operation for all mails supplied by West Jersey Mfg Co, 

CONWAY.W.F. Florida Power & Light Co. 88/09/15 Document Conirol Branch (Docu 
ment Control Desk) lipp 46976 244 4697B 254 

8810050299 Ack receipt of 880829 ltr Informing NRC of steps taken to correct violations 
noteif In Jnsp Repts 50-250/88-14 & 50 251/68-14 

WILSON, B A Region 2. Ofc of the Director 60/09/16, CONWAY.W F Florida Power 
& Light Co. Ip 47053 350-47053-358 

8810050236 Ack receipt of 880902 ltr Informing NRC of steps taken to correct violations 
noted In Insp Repts 50 260/68 11 & 50-251/68-1 1 

GRACE, J N Region 2, Ofc of tho Director 86/09/21 CONWAY.W F Florida Power & 
Light Co Ip. 47057:069-47067.069 

8809160000 NRC Info Notice 88 077, “fnadvortent Reactor Vessel Overfill ” Sve list 
end, 

ROSSLC.E. Division of Oparallond Events Assessment (Post 870411) 88/09/22 
Consolidalod Edison Co. of New York, Inc lllpp 47114-201-47116.042 

8809190047 NRC Info Notice 08 078, "Implementation of Revised NRC-AdmInIslorod 
Roqualificallon Exams Sve list end 

ROSSI.C.E. Division of Oparalional Events Assessment (Post 070411). 88/09/22 
Consolidated Edison Co, of New York, fnc 1 1 9pp 471 15 043-4711 5.046 

6810070181 Notice of violation from Insp on 880725-0826, Violalion noted.Sleam Gener- 
ator B steam flow control transfer switch & feedwater flow control transfer switch in 
advertently placed on Channel III, resulting in roactor scram 
WILSON.B A. Region 2, Ofc of the Director 85/09/26, 2pp. 

0010130143 Grama enforcement discrotlon re relief from Tech Spec hmitinp condition 
for operation for overpressuro mitigating sys, per HR Denlon & JM Tayfor 680227 
memo. 

GRACE, J.N. Region 2, Ofc of tho DIrodor 88/09/27 TAYLOR, JM. Deputy Executive 
Director for Regional Oporalions, EDO (Post 07041 3) MURLEV.T E Office of Nuclear 
Roaclor Regulation, Director (Foal 670411) LtEBERMAN.J Ofc of Enforcemont (Post 
670413) 2pp 47135.097.47136‘102. 

-8010130148 Ack receipt of 600916 request for discretionary enforcomont of Tech 
Spoc 3.16 ro overpressure millgation &ys.Requo5t granted In 660919 tdeon 
GRACE.J N Region 2, Ofc of the Director 80/09^7. CONWAY.W F. Florida Power & 
Light Co Ip. 47135.102-47136:102 

0010120391 Forwards Insp Ropls 60 250/00-23 & 50 251/08 23 on 880815-19 No vio- 
taVona or deviations noted. 

HERDT.AR. Region 2. Ofc of the Director 00/09/28 CONWAY.W.F. Fforida Power & 
Light Co. 2pp 47113-054 47113.062. 

-8010120396 rnsp Repts 60-250/80 23 & 50 251/88-23 on 860316-19 No violaliona or 
deviations noted Major areas Inspected Intake cooling water & component cooling 
water ays 

BERNHARD, R., JAPE.F Region 2, Ofc of the Director. 88/09/23 7pp. 47113 056- 
47113,062. 

6909230092 SuppI 1 to NRC Info Notice 80 069, "Movable Contact Finger Binding In 
HFA Rolays Mfg by GE.** Sve list end 

ROSSI, C.fc. Division of Operational Events Assessment (Post 67041 1), 88/09/29 
Consolidated Edison Co. of Now York, Inc 1 1 7pp. 471 16 163 471 15 201 

0010110023 Forwards rosponso to violations noted in Jnsp Repts 50-260/80 20 & BO- 
SS 1/e8-20.End withheld (rol 10CFR2 700 & 73 21) 

CONWAY.W.F, Florida Power 0; Light Co, 06/19/03. Document Conirol Branch (Docu- 
ment Conirol Desk). Ip 47107-05047107:050 

0610120210 Responds to NRC Bulletin 60 009, "Thimble Tube Thinning in Westing- 
house Reactors Results of eddy current Insps will bo compared to Westinghouse 
accoptartce criteria & nonconformances will be handled, per site procedures 
CONWAY.W.F. Florida Power & Light Co. 80/10/06 Document Control Branch (Docu 
ment Control Desk) 2pp. 47117:34147117.342. 


8810110110 Requofila fee for 880623 appilealion for review of electrical power sys on- 
harreoment ropl. 

OIQQS.R.M License Foe Management Branch. 86/10/05 WOODY, C,0. Florida 
Power & Light Co Ip. 47107-203 47107 293 


8010240364 AcK receipt of 660912 revised response of stops taken to correct violations 
noted In Insp Repts 60-250/68 06 & 60 261/86 06. 

HeRDT,A.n Region 2, Ofc of Ihe Director. 08/10/00 CONWAY.W F Florida Power & 
Light Co Ip. 47263 20947263.209 


9910130184 Sumrnary of 860913 meeting w/util in Rockville, MO re Tech Specs conver- 
sion Involving voluntary effort to upgrade approved Tech Specs Agenda & fist of alien* 
dees eacL 

EDISON, GE. Project Dfrectorale lf*2 06/10/05. Projeol Diroctorate 11-2 6pp, 
4713505947135 0-64 

6810170411 Forwards Amends 133 & 127 to Licenses DPR 31 & DPR-41, rospoclively 
01 safety evaluation Amends modify description of reactor core In Tech Spoc to pro- 
vldo for replacemonl of Individual fuet rods within fuel assemblies. 

EDISON, G E. Project Direclorale 11-2. 80/10/12. CONWAY.W.F, Florida Power & Light 
Co 3pp 47167 323 47167,335. 

-*9010170413 Amends 133 & 127 to Licenses DPR.31 & DPR-41, respectively, modifying 
deEcnptiori of reactor core in Tech Spec to provide for replacement of Individual fuel 
rods wilhln fuel assemblies w/statnless steel rods or vacani rod positions 
BERKOW,H.N. Project Directorate If-?. 00/10/12. 7pp. 47167:32847167:332, 

-*0019170416 Safety evatualion supporting Amends 133 & 127 to Licenses DPR*31 & 
DPR*41 .respectively 

• Office of Nuclear Reactor Regulation, Diroctof (Post 670411). 86/10/12. 3pp. 
47187.333-47167:335 


0010030366 NRC Info Nolice 88-060, "Unexpected Piping Movomonl Attributed to Ther- 
mal Slralification.** Sve list end. 

ROSSLCE, Division of Operational Events Assessment (Post 870411) 60/10/07 
Consolidated Edison Co, oiNow York, Inc, 223pp. 47116-282 47116 266 


0010040066 NRG Info Notice 00-001, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Bolls Nylon Wire Caps During Environ Qualification Toaling." Sve list end. 
ROSSLC.E. Division of Operational Events Assessment (Post 870411) 86/10/07 
Consolidated Edison Co ofNaw York, Inc, 110pp. 47116 026 47116.144. 


061O10O3S7 Responds to NRC Bulletin 68-008, "Thermal Strossoa in Piping Connected 
to RCS." Supplemental rept providing delaifs & implementatior^ schedule of actions 
required under Item 3 of bulletin will be provided by BG1230 
CONWAY,W,F. Florida Power & Light Co 88/10/14 Document Conirol Branch (Docu- 
ment Control Desk). 4pp, 471 72-1 17-47172:120, 


6010130161 NRC Info Notice 86-003, "Inadequate Testing of Relay Contacts in Safety 
Belated Logic Sys," Hat enct ^ ^ . 

ROSSI, C.e. Division of Operational Events Assossmenl (Post B70411). 88/10/19 
C?onsolldated Edison Co. of Now York, Inc 110pp. 47106:239 47196357, 


Q. Inspection reporiSj IE Bulletins & oorrettpondence 

6009010337 NRC Info Notice 88-073, "Direction-Dependent Leak Characteristics of 
Containment Purge Valves,*’ Sve list end. 

ROSSi.O.g, Divimon of Operational Evonts Assessment (Post 670411). 68/09/08. 
Consotidoted Edison Co. of Now York, Ino 1 10pp. 46968,05846056.177 


R, Ptrlodlo operating reports & related correspondence 

0609200293 Forwards mgt on shift weekly repts for wk starting 6B0826 Plant supervisor 
nuctaar shift repts also oetng submitted 

CONWAY.W F. Floftdo Power & Light Co, 80/09/07 GRACE, JN Region 2, Ofo ol the 
Dtraclor. 50pp. 46971-114 46971:171. 
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8« 10080103 Forwards mot on Shift weekt/ rept for wk a farting 880902 
OOJMWAY.W F Florida Power & Light Co. 88/09/14. GRACF.J N. Region 2, Ofc of the 
Director 44pp 47069.330 47070 016 

8810130201 Forwards mgt ori'Shlfi weeW/ rept, per NRC order dtd 871019 Plant super- 
visor nuclear shift repts also end 

CONWAY.W F- Florida Power & Llghl Co 88/09/21 GRACe.JN Regtor) 2, Ofc of the 
Oifoclor. 46pp 47146210 47148 255 

6810130051 Siibmils inonlhfy status rept for Turkey Point project for NRC senbr mgl 
lnfo.rnforms Itiat future plant status will be covered under regpon quarterly plant status 

gSaCE,JN Red Ion 2, QIC of the Director 88/00/28 MORLEY.TE Office of Nuclear 
Reactor Regulation, Director (Post 870411), 6pp 47132.303'47132.306. 

8810240236 Forwards mflt an-shifi weekly rept for wk starting 880916 Plaf>l suparvlsor- 
nucfear shift repts also er^cl. 

CONWAy,W.F Florida Power & Uflfil Co 88/09/28 GRACE.J.N. Refllon 2, Ofc of the 
Director 49pp 47264iOQ1 47264 049 

8610210569 Monthly operating repts for Sept 1988 for Turkey Point Units 3 & 4 & St 
Luciei urnts 1 & 2 tv 

BONETT.D M , CONWAY, W F. Florida Power & Light Co 08/09/80, t0pp 47231 064- 
47231:081 

86 10 1808 75 Forwards select sya aBsessmenl progress summary for Sept 1988, per NRC 
860812 Ofdar,covering design, basis recommenaatlon & walkdowns, 

CONWAY, WF. Florida Power & Light Co, 68/10/14, Document Controf Branch (Docu- 
ment Control Desk) 2pp 47172 213-47172:244 


Q. Adjudicatory correspondence 

8610050036 ALAB B90.* Advises that lime for Commission to review Decision ALAB- 
898 a^lrod Commlsslor) declined review & decision became final agency acHon on 
870927^SefVed on 880930 

CHJLK,S J, Office of Ihe Secretary of the Commission ^488 7187 87/00/30 Atomic 
Safety and Licensing Board Panel Ip 46985 304 46985 304 

6810050090 ALAB'808 * Corrected memorandum advising that time for Commission to 
review Decision ALAB 898 expired Commission declined review & decision becamo 
final agency action on 860927 Served on 881003 

CHILlCS J Office of the Secretary of the Commission ff4BB 7191 80/09/30 Atpnvic 
Safely and Licensing Board Panel 1 p 46985 1 1 7-46905 1 1 7 


H Qoneral correspondence 


8009290116 Responds to 660902 Itr re constltuenLD Auerbach, concerns on spill cl ra 
dioactive wafer at plant on 880816 Improvementa Implemented a I plant 
listed Summary of events end 

STELLO.V Ofc of the Executive Director for Operations 88/09/26 CHILES.L 
Senate 7pp 46909 343 46999 355 

-0800290131 Forwards 0 Auerbach 0BO825 ftr expressing concerns re 680616 spill of 
3,200 gallons of radioactive coolant due to leaking pump valve 4 util viola lions A 
lines, for response 

CHILES, L Senate 88/09/02 KAMMERER.C NRC - No Detailed Affiliation OWpti 
6pp 46999 35O-4B909 355 


S, Reportable occurrences, LERs A related correspondence 

8809280002 LER 68-019 00 on 080622, boric acid transfer pump 3A declared out-of- 
SVC Caused hy lack of visible water level A zero nilroqan pressure In seaJ pot & failure 
of puftip seal.Seal replaced & pump returned lo svaW/O 80921 Hr, 

LYON^E. CONWAY,W,F Floncfa Power & Ught Co. 80/09/21. 4pp. 46977 366- 
46977,358 

8809290361 LER 08 018 00^00 0008 22, determined that refueling water storage lank 
supply to ECCS isolated from both (rains of ECCS sys Caused by procedure 
inaaequacy.Procedura revised to exclude monthly cycling of lank outlet valves W/ 
060921 ftr. 

CROSS.KW, CONWAY,WF. Florida Power & Light Co 68/09/21. 4pp 46992 090 
46992 003. 

0610060227 LER 06 011-01 on 060529, valve closed on by chemfsfiy technician while 
obtaining sample from diesel fuel od storage tank Caused by personnel error while 
performing valve manipulation Valve opened & locked W/860921 Hr, 

LYONS, E. CONWAY, WF. Florida Power & Light Co, 88/09/21. 8pp. 47070 022- 
47070 027 

8S10060207 LER 68 020 00 on 880831 .control room ventilation ays shifted to recircula- 
tion mode while conducting routrne test of Channel B air Intake radiation 
monitor Caused by spurious actuaDon signal Recirculation moda verified W/6B0929 Ur. 
LYONS.E. COMWAY.WF Florida Power & Light Co 68/09/29 4pp. 47074 232- 
47074.237 

6010190160 Pert 21 rept re potential probfam w/£M0 20 645E4,Type 999 excitation aya 
circuit breaker & winng Potential for field circuit breaker to trip due to combined air 
temps & field current exists at at) plants w/Modet 690 s/s 

KULCHAK,RO Morrison Knudsen Co, Jnc, 88/10/12 MURLEY.T Office of Nuclear 
Reactor Regulation, Director (Post 870411) 8pp 47263.350-47263357 


V. Operator ExamlnaUona 

8808170160 Generic Ltr 08 13 lo all power reactor licensees & applicants for OL re op- 
erator licensing exams Svc fist end. 

MIRAGUAFJ Associate Oiractor for Projects (Post 870411} 08/08/08 Consolidated 
Edison Co. of New York, Inc 58pp 46958 001 46958 057 
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F, Security, medfcaP, emergency A fire protection plans 

6610110023 Forwards response to vlofabons noted In fnsp Repts 50 250/68-20 6 50- 
251/88-20 End withheld (ref lOCFRa.TOO & 73 21) 

CONWAY.WF, Florida Power & Light Co. 88/10/03 Document Controf Branch (Docu- 
menl Control Desk), ip. 47107 050-47107:060. 


J. Insurance & Indemnity Information 

8609260036 Forwards Endorsements 73 & 74 & 95 A 96 to NEUA Policies NF-227 A 
NF-ISS.respsclfvejy S Endorsements 60 & 61 & 82 & 63 to MAELU Poficlos MF-08 4 
MF-55.fa8pecl)veJy. 

CARTEfl.ft J. Marsh & McLennan, Inc 68/09/16 DINITZ,! NRC - No Detailed AiU 
atlon Given, 0pp 46976 042-4697e-050 

6809290040 Fonwards onviren assessmont & finding of no significant Impact re OKonp- 
lion from 10CFR50 54(w)(5)(i) concerning properly Insurence rulo effective on 8B1004 
TOUflIGNY.EG Project Directorate 11-2. 88/00/23 CONWAY.WF Florida Power 4 
Light Co, 4pp 46992 128 46992 139 

-6609290042 Environ assessment & finding of no slgnlficanl ImpacI concerning examp- 
tion from 10CFR50 64{w)(5)(i) requirements re Increase In amount of onsite property 
damage Insurance 

BERKOW.HN Project Directorate N-2 68/09/23 4pp. 46992.132.48992 195 

8810100235 Forwards temporary exemptions from 10CFR50 54fw)(5)(i) schedulaf re 
qulremenls of property Insurance rule 

TOURIGNY,e.G » EDISON, Q.E. Profecl Directorate 11-2 88/09/29 CONWAY, WF, 
FJOfida Power & Light Co 4pp 47080 226 47085 237 

-8810100204 Temporary exemption from 10CFR50 54(w)(5)(i) requirements ro properly 
Insurance rule . 

VARGAS A. Division Of Reactor Projocis - J/fl (Post 870411) 88/09/29 Florida 
Power & Light Co 4pp 47085 234 47086 237. 


P, Operatfng license stage documents & correspondence 

80091 200B5 Generic Ltr 80-15 to dll power reactor licensees & applicants ro eteclrtc 

S ower sys - inadequate control over design processes 
RUTCHFfELO^D Associate Director for Prolecls (Post 870411) 80/09/12 Con soil 
dated Edison Co. of New York. Inc 60pp. 47001.239-47001 300. 

8810070012 Requests discretionary enforcement to permit plant to cooldown below 276 
F when required 

CONWAY.W.F Florida Power & Light Co 88/09/16, GRACE, J N Region 2, Ofc of the 
Director 3pp 47072*231 -47072.233. 

9609300060 Appheabon for amends to Licenses DPR-31 & OPR-41, IncorporatinQ re- 
vised heatup & cooldown limit curves applicable up to 20 EFPts o1 eve 
life Westinghouse Ltr Rept MT/SMART/1 16(68) end Fee paid 
CONWAY, W F, Florida Power & Light Co 00/09/21 Document Control Branch (Docu- 
ment control Desk) rpp 47001.301-47001 350. 

-6809300063 "Reactor Vessel Heatup & Cooldown Limit Curves for Normal Operation," 
ltr rept. ^ . 

RAY.N K. Westinghouse Electric Corp SCHMERTZ.J.C . MEYER.TA Florida Power 8 
Light Co MT/SMART/1 16(68). 08/08/31 27pp 47001:308-47001'334. 


9810120008 NoUricalion of 881018 meeting w/util In Rockvilfe,MO fo discuss current -9809300066 Proposed Tech Specs, Incorporating revised heatup & cooldown LmH 

status of physical secunty curves appileabte up to 20 EFPYa of svc life 

EDISON, G E Project Directorate l<-2 68/10/05 0ERKOW,H.N Project Direcforate II- * Florida Power & Light Co 88/09/21, 16pp. 47001.335 47001*350 

2 3 pp, 47114 287-471 mag 

8810070066 Application for amends to Licenses DPR-31 & DPR- 41, modifying Section 
9010170034 Submits imptementatfon schedules for Genenc Ur 86-10^ "implementation 3 0 & 4 0 of tech Specs per Generic Ltr 87-09 re applicability of limiting conditions for 

of Fire Protection R e quire me nle." Jnlegrated schedule monthly summary rept will pro operation & surveillance requirements Fee paid ^ ^ 

vide updated schedule changes & reslatws 26 re aftarnate shutdown panel, CON WAV, W F Florida Power & Light Co 08/09/27 Document Control Branch (Docu- 

CONWAY, W F, Florida Power & Ughi Co 98/10/06. Document Control Branch (Oocu- ment Control Desk) lOpp, 47083 3^13-47083.347. 

ment Control Desk) Ip 47106.064^-47160-054. 

-9010070067 Proposed Tech Specs modify Sections 3 0 & 4 0 re appllcabilify of llmliinp 
9910210097 Forwards EPIP 20i26« "Offsite Dose Calculations'* & Rev 17 to radiological conditions for operation & sunrelllance requirements 

emergency plan * Ftorlda Power & Light Co 88/09/27. 25pp 47083 323-47003*347. 

CONWAYtW.F. Florida Power 9 Light Co 80/10/17, Document Control Branch (Oocu- 

mem Control Desk). 1 p 47229*335-47230.006 8810130261 Ack receipf of 0803 16 request for discretionary enforcement to waWe^* 

tinued operalfon w/cold overpressure millgalion sya not fully meeting Teen Spec 
-^8910210102 Emergency Plan Implementing Procedure EPIP 20128, "Offsite Dose CaJ- basis Request granted for next refueling outage of each unit, ^ . 

culations " GRACES N Region 2, Ofc of the Director 08/09/27 CONWAYrW.F Florida Power 9 

• Florida Power 9 Light Co, 88/07/29. 31pp. 47229 336-47230.006. Light Co. 2pp 471 33:013-47133 014 
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8B10050058 Genoffc Ltr 88*16 to all power reaclor licensees & applfcar^ts re removal of 
cvcle*sDecific parfiineter limits from Tech ^ecs Svc list end 
CRUTCHFfELO.D Associate Ofreclor for Projects (Post D70411). 88/10/04 Consoli 
dated Edison Co of New York, Inc 48pp 47116 145*47116 194 


8809230092 SuppI 1 to NflC Info Notice B8 06D, "Movable Contact Finger Binding in 
HFA Relays Mfg by GE *' Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870410 68/09/29 
Consolidated Edison Co of Now York, Inc 1 17pp 471 15*163 471 16 281 


88 101 30 16 4 Summary of 680913 moeling w/ulil in Rockvillo,MD ro Tech Specs convor- 
sfon involving volunlary effort to upgratfa approved Tech Specs Agenda & list of atten* 
dees end 

EDlSON,G E Project Dlreclorate IJ 2 88/10/05 Project Directorate fl 2. epp 
47135 059'471 35 064 

8810170411 Forwards Amends 133 & 127 to Licenses OPR-31 & DPR 41, fospeclivoly 
& safety evaliiation Amends modify description of reactor core in Tech Spec to pro 
vide for replacement of individual fuel rods within fuet assemblies 
EDISON, G E. Project Dlrecloraie 11*2 08/10/12 CONWAY.W F Florida Power & LlgW 
Co app 47167 323 47167-335 

«fl8 10170413 Amends 133 & 127 lo Licenses DPR-31 & DPR'41, respectively, modifying 
description of reactor core fn Tech Spec to provide for replacement of (ndlvjduat fuel 
rods within fuel asaembljes w/stainless steel rods or vacant rod positions 
BERKOW,KIN Project Dfreclorale If* 2 88/10/12 7pp 47167 326 47167 332 

*•8610170418 Safety evafualion supporting Amends 133 & 127 to Licenses DPfl-31 & 
DPR *41, respectively 

* Office of Nuctear Roactor Regulation, Director (Post 870411) 88/10/12 3pp 
47167 333 47167 335 


Q. Inspecffon reporta, IE Bulfetlns & correspondence 


B809010337 NRC tofo Notice 80 073, "Direction Dependent Leak Characlerfstics of 
Containment Purge Valves '* Svc list end 

ROSSI.CE Division of Oparallonal Events Assessment (Post 870411) 08/09'/OB. 
Consolidated Edison Co of New York, Inc 119pp 46958 050 46958 177 


8809200146 Forwards response to NRC Bulleling 00*005 re purchasing documontalion 
& listing of all nonconforming mall,mall use disposition status & juatiffcalion of coniln* 
uod operation for all matfa supplied by West Jersey Mfg Co 
CONWAYtW.F. Florida Powers Light Co 08/09/15 Document Control Branch (Docu 
menl Control Desk) 11pp. 46978 244*46978.264 


6810050299 AcK receipt of 880029 Hr informing NRC of steps taken to correct violations 
noted in Insp Repts oO 250/80*14 & 60 251/00*14 

WILSON.B.A Region 2, Ofc of the Director 88/09/16 CONWAY, W.F. Florida Power 
SUghtCo ip 47053'3SQ*47053 356. 


8810110023 Forwards response to violations noted In fnsp Repts SO 260/88-20 & 50* 
251/88 20 End withhold (ref 10CFR2,790 & 73,21) 

CONWAY,W F Fiorrda Power & Light Co 88/10/03 Document Control Branch (Docu* 
monl Control Desk) Ip 47107 060*47107 050 

8810120218 Responds lo NRC BMIotin 88*009, "Thimble Tube Thinning in Westing 
house Reactors " Results of oddy current insps will be compared to Weslinghouse 
acceptance criteria & nonconformances will be handled, per site procedures 
CONWAY ,W F. Florida Power & Light Co 08/10/06, Document Control Branch (Docu 
monl Control Desk) 2pp 47 1 1 7 34 1 *47 1 1 7 342 

8810240364 Ack receipt of 8B0912 revised rosponso of steps taken to correct violalions 
noted (n Insp Ropts 50-250/66 06 & 50 251/86 06 

HERDTA.R, Region 2, Ofc of Ihe Director 88/10/06 CONWAY, W.F Florida Power & 
Light Co ip 47253 269 47253 289. 

8810030255 NRC Info Nolice 88 OBO, "Unexpected Piping Movemonl Attributed to Thor* 
mat Stratification " Svc list end 

ROSSI,CE Division of Operational Events Assessment (Post 670411} 80/10/07 
Consolidated Edison Co of New York, Inc 223pp 47115 262 471 15 285 

B810040D66 NRG Info Notice 80 081, "Failure of AMP Window Indonl KYNAR Splicea & 
Thomas & Bolts Nylon Wire Caps During Environ Qualification Testing " Svc list end. 
ROSSLCE Division of Operational Events Assessment (Post S70411) 80/10/07 
Consolidated Edison Co or New York, Inc 119pp 471 16 026 47116 144 

8810180387 Responds to NRC Bulletin 80 008, "Thermal Stresses In Piping Connecled 
to RCS " Suppfementaf rept providing details & I mpfe mental Ion echedufo of actions 
required under Item 3 of bulletin will be provided by 881230 
CON WAY, W.F Florida Power & Light Co. 80/10/14 Docuinont Control Branch (Docu 
monl Control Desk) 4pp 47172 1 17*47172.120 

8810130161 NRC Info Notice 88 083, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys " Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 870411). 86/10/19 
Consolidated Edison Co. of New York, Inc 1 lOpp 47196 239 471 96 357 


R. Perfodfo operating reports & related correepondence 


8810060236 Ack receipt of 660902 ltr Informing NRC of stops taken to correct violations 
noted in Insp Ropts 60 250/08.11 & 50*251 /GO* 11 

GRACE. J N. Region 2. Ofc of Iho Director. 60/09/21 CONWAY.W. F Florida Power & 
Light Co Ip 47057 069-47057-060. 


6609280293 Forwards met on shift weekly repts for wk starting 680626 Plant supervisor 
nuclear ahilt repts also being submlUed 

CONWAY.W F. Florida Power & Lintit Co. 68/09/07 GRACE, J N. Region 2, Ofc of the 
Director. 58pp 4697 l.t 14*4697 1:1 71 


8009150090 NRC Info Notice 88 077, "Ineclvertont Roactor Vessel Ovorfiil.*' Svo list 
end 

ROSSI.CE Division of Operallonal Events Assessment (Post 870411). 68/00/22 
Consolldotod Edison Co of Now York, fno. Ilipp 47114 291 47116.042 

8600190047 NRC Info Nolice 88 076, "Implomonlallon of Revised NRC*AdminIsterod 
Requaliflcatlon Exams " Svc list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 670411), 68/09/22 
Consolidated Edison Co, ol Now York, Inc. IIOpp 47116-043 47115.046 

8009200066 Forwards revised response to violations rioted In Insp Ropt 50 251 /BO- 
OS Corrective actions MSIVs moeifled to utilize safety-related backup nitrogen supply 
sys to ensure closure in 6 s or less w/o Instrument air & steam (low 
OONWAY.W F. Florida Power & Light Co, 86/09/22. Docgmont Control Branch (Docu* 
menl Control Desk) 3pp 4 69 77- 156*460 7 7. 160 

8810139096 Forwards Insp Ftopt 50*251 /80*25 on 860016 26 & notice of violation 
COLLI NS.D.M Region 2, Ofc of the Director. 66/09/27 CONWAY, W.F. Florida Power 
& Ught Co 2pp. 47136 030 47136 054. 


8810060163 Forwards mgl on sliill weekly repl for wk starting 860902, 

CON WAY, W.F. Florida Power & Ught Co 88/09/14. QRA(:E.J.N Region 2. Ofc of the 
Director. 44pp. 47009.330*47070.016 

BS10130201 Forwards mgl on-shift wookty ropt.por NRC order did 071019 Planl super- 
visor nuclear shift ropta also end 

CONWAY.W F Fforida Power & light Co. 80/09/21 . GRACE, J.N Region 2. Ofc of Iho 
Director. 46pp 47146.210-47146.255 

6010130061 Submils monthly status rept for Turkey Point project for NRC senfor mgl 
info Informs that future plant status will bo covered under region quarterly plant status 

gSaCE.J N Region 2, Ofc of Ihe Director, 00/09/28. MURLEY.T.E, Office of Nuclear 
Reactor Regulation, OIroclof (Post 87041 1). 6pp 47132:303 47132-308. 

8810240238 Forwards rngl on shift weekly rept for wk starting 0BO916. Planl auparvisor- 
nuclear shift repts also er\c}. 

CONWAY, W F. Florida Pdwor & Light Co 98/09/28 GRACE, J N Region 2, Ofc of the 
Director. 49pp 47264 001-47264-049. 


-8810130096 Notice of violation from insp on 880816*26 Violation noted Main! Proco* 
dure (MP) 3507.2, "Spent Fuel PH Pump * Disassembly, Repair & Assembly (fngoreoff- 
Rand)," rev did 861 104 did not provide adequate instructions. 

COLUNS,D M Region 2, Ofc of Ihe Director 08/09/27. 2pp 47136.040*47130.041 


0010210559 Monthly operating repts for Sept 1968 for Turkey Point Units 3 & 4 & St 
Ucie UnH8l&2W/G01017 Hr. 

BONETT.O M., CONWAY, W.F Florida Power & Light Co. 60/09/30. 10pp. 47231-064* 
47231-081. 


-6010130097 insp Rept 60*261/88*25 on 880816-26 Violations noted Major areas 
Inspected root cause deterininallDn & radiological aspects of radioactivo liquid spill of 
886816-16 

STODDART.P, KAHLE.J0. Region 2. Ofc of Ihe Director 00/00/27. I3pp 
47136 042-47136 054. 


6010160375 Forwards seJocl sys assessment progresa summary lor Sspt 1966, per NRC 
860812 ordor,covorfng design basis focommonaatlon & walkdowns 
CONWAY.W F. Florida Power & Light Co. 86/10/14. Document Control Branch (Docu- 
ment Control Desk). 2pp 47172:243 47172 244 


0010130143 Grants enforcement discretion re relief from Toch Spec limiting condition 
for operation for ovorpressuro mlllgating sys.por HR Denton & JM Tayfor 880227 
memo. 

GRACE.J N Region 2, Ofo of the Director 68/09/27 TAYLOR, J M Deputy Executfvo 
Director (or Refllona) Operations, EDO (Post 670413) MURLEY.TE, Office of Nuclear 
Reactor Regufalion, Director (Post 67041 1) LIE0ERMAN,J Ofc of Enforcemonl (Post 
870413) 2pp 47135 097*47135.102 

-0010130140 Ack receipt of 680916 request for discretionary onforcemont of Tech 
Spec 3 15 ro overpressure millgallon sya.Request granted In 680919 telcon. 

GRACE, J N. Region 2, Ofc of the Direclof. 80/09/27. CON WAY, WF. Florida Power & 
Light Co. Ip 47136:102*47135:102 

0810120391 Forwards Insp Repts 60*260/08*23 & 50 251/88*23 on 800016*1 9.No vio- 
lations or doviotions noted 

HERDT,AR. Region 2. Ofc of the Director. 08/09/26 CONWAY.W F. Florida Power & 
Light Co 2pp. 47113.054-47113:062. 


S. Reporfabie occurraneea, LERs & related correspondence 


6B10170011 LER 08-012*00.on 8 8 090 5, control rod K-12 dropped from 220 slops to 0 
step, causing turbine runback to 60% power.Cause of drop under investigation Insp of 
controf rod K*12 t^ll be performed durina current refueling outage.W/BOIOOS Hr 
SAUMON,Q,. CONWAY, W,F. Florida Power & Light Co 66/10/05. 6pp 47170 244* 
47170:240, 


6810190168 Pari 21 rept re potential problem w/EMD 20*645E4,Type 099 excitation sys 
circuit breaker & wiring, Potential for field circuit breaker to trip due to combined air 
temps & field current exists at all plants w/Modol 999 sys 

KUUCHAK.R.O, Morrison -Knudson Co., ino. 88/10/12 MURLEY.T Office of Nuclear 
Reactor Regulation, Director (Post 870411). 8pp. 47263:350 47263:357. 


V, Operator Examinations 


-0010120399 Insp Rapts 50*250/88*23 & 50-261/80*23 on 880815*19 No vlofallona or 
deviations noted Major areas Inspected Inlako cooling water & component coofing 
w&for sys*! 

BERNHARD.R.. JAPEcF. Region 2, Ofc of the Director. 88/09/23. 7pp. 47113-0S6* 
47113 062 


8800170160 Generic Ltr B8-13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svo list end. 

M(nAQUIA,Rj Assoclato Director for Projects (Post 870411) 88/08/08. Consolidated 
Edison Co. of New York, foe Sepp, 46958 001*46956-057. 



40 DOCKETED ITEMS 


DOCKET 60-254 QUAD-CIKES STATION. UNIT 1 


F* Security, medical^ ftmergency & lire proiectlcn pl^ns 

50-254/88-19 & 50-265/88-19 On 080330 
OBOiJ.No vlolaMona nolod Response deiartmo aclions leken or planned io corrocl exor- 
roquBaiod within 45 days of ftr dale 

SHAFEavvj. Region 3, Ofc of Ihe Director 88/09/22 fiEED*C Commonwealth 
Edlaon Co. &pp. 46983 071-46983 096 

-8809280096 Insp Repis 60 264/08 18 S 50-265/88-19 on 680630-0902 No violations 
open jtomS fdanUfied Mafor areas Inspected annual exorcfso 
SNEU.W, Region 3. Ofc of the Dfreclor 30/09/22. 23pp 

46683 074-46983 006. 


8810030024 Advises thal Rev 70 to annex to plant emergency plan consistent w/provl- 
slooa of 10CFH50,54<q). ^ r r 

SHAFER, WJ3 RmIoh 3, Ofc of ih© DPrector 00/09/27 REED.C Commonwealth 
Edison Co. 2pp 47003 360-47003-361. 


Requests that utif review allegations re contract guard force at 
M&PesMnse requested In 45 daya^Summarv Qt atPegations valhheW (ref 

NOFIELIUS,C,E. Region 3. Qfo of the Director 86/09/26 REED A -Comroojweaim 
Edison Co. 2pp 47081.170-47081:171. 


—8810070222 “Mydrogon Water Chemislry Installation Repl for Amend to Facility OL*' 

• Sargent & Lundy, inc 89/05/16 lOOpp 47079 268-47079 349 

-6810070225 ’'Hydrogen Water Chernistry Installation Compliance W/EPRI Cmdohnea 
for Permanent BWR Hydrogen Water Chemistry Inataflalions " 

• Sargent & Lundy, fnc 87/09/30 lOOpp 47079 350 47080 075 

081 01 00081 Forwards 680026 Hr ack receipt of OCRE 2 206 petition on request for im- 
mediate action re BWRs 

SHEMANSKI.P Project Directorate IH 2 08/09/28 BLISS, H.E Commonwealth Edison 
Co 4pp 47084 236-47084:242, 

68100S0058 Generic Ltr 88-16 to all power reactor licensees & applicants re removal of 
cycle specific parameter limits from Tech Specs Svc list end 
CHUrcHFJELO,D. Assoclaie Director for Projects (Post 870411) 88/10/04 Consotp- 
dated Edison Co ofNawYork, Jnc 4epp 47116 145-47116'194 

8010190266 Application for amends to Licenses DPR- 1 9, DPR -25. OP R-2 9, DPR 30.NPF 
11 & NPF-1 8, removing corporation organization charts from Tech Specs Feo paid 
DEYOUNG, GL. Commonweafth Edison Co BB/10/05 MURLEY.T.E, OfHce of Nuclo* 
ar Reactor Regufation. Director (Post 87041 1) 2pp 47190,317-47190 362 

-6010190274 Proposed Tech Specs re administrative controls 

• Commonwealih Edison Co 88/10/05 39pp. 47190 319 47100 352 


8*10170208 Forwards Safety Insp Rep Is 50-254/88-21 & 60-265/86-21 on 860222- 
* 0901 .Vlofetfons noted re rack of safe shutdown procedures per 
10CFR50.AppR. 

MILLERKJ. Region 3, Ofc of the Director. 88/1 0/07. REED.C Commonwaaffh 
Edison Co. 2pp 47169.001-47109.023 


0610120190 Responds to 880729 request re schedule for Implementing genadc Imple- 
mentation procedure Util will review final generic (mpfemenlallon procedure after ap- 
proval by NRC & resolution of all outstanding issues 

JOHNSON,! M. Commonwealth Edison Co 88/10/07 MUR LEY, TE Office of Nuclear 
Reactor Regulation, Director (Post 870411) 2pp 47119 214-47119 215 


“^®^0W214 Insp Repls 50 254/68 21 50-265/08-21 on 880222-0901 Viofatiofis 

noletJ. Major areas Inspeclad compfianca w/App R \o 10CFR60 a review of fireprolec* 
Don program tacmfrarnente 

HOLMES, J., butler, D, HODOR.R Region 3, Ofc of the Director. 88/10/05 21pp. 
47100,003 47169.023. 

8810180191 Notification of 661020 enforcemanl conforenco In Glen Ellyn, IL to discuss 
findings from fire protection fnsp 

QREfcNMAN.E.Q, Region 3, Ofc of Ihe Director. 80/10/07 REED.C Commonwealth 
Edison Co. Ip. 4717^335-47172:336, 

*-88102404^ Noliflcatlon of sigmlfcanl ficensea meeting on 8B1028 w/wffi In Gian 
EllynJL Io discusa fife protection findings. 

Rogfon 3t Ofc of the Dir actor, 08/10/07. Realon 3, Ofc of Ihe Director 1p. 
4717^336-47172.336 

8810170182 Forwards Safety Insp Repts 50 254/08-20 & 50 265/88-20 on 880007- 
0930.No violations noted 

FORNEY, W.L Region 3, Ofo of the Director, 88/10/13. REED.C Commonwealth 
Edison Co. 2pp 4T16B'210 47168 225. 

«eB16170T84 Insp Repls 50-264/86 20 & 50-265/68-20 on 860607*0930 No violations 
or deviations noted, Major areas Inspected operations, malnt,Burveilfanc6,L£R 

review, routine repts, temporary Instructions/adiatlon oonCrot & Info notices 
RING, M A Region 3, Ofo of (ho Director 88/10/13 14pp 47168 212 47168*225 


H, Qenoraf correapopdonce 

B81DOff(]K)36 Comment supporting petition io rescind paragraphs (x)(y} of Section 
10CFR60.64 ra cases of Hazardous practices Including util authorizing senior operator 
to turn off safety sys In emergency befora sys has frnl^ed job 
YOUNac. Affiliation Not Assigned 88/09/03 CLAUSENK.M J. Commlsaloners. 2pp. 
47013:248-47013*261. 

-8B10080067 Olscusses safety problems at Comm Ed nuclear power plants ra risking 
fuel meltdown by turning off safety sya as directed by util policy fn emergency ff core 
coollhd la adequate Vice president Instruction end. 

YOUNG ,C. Affllisllon Not Assigned 88/02/24 WEfL.C.H. fiegloft 3, Ofc of the Direc- 
tor, 4 pp 47O13;24047O13.251, 


J. Insurance A Indemnity Information 


8810170347 Advises that 880912 Rev 62 to QA Topical Rapt CE-1-A consistent vv/re 
quIrPments of 10CFR50,App 0 & acceptable 

WRlQHT,G.C Region 3, 01c ol the Director 80/10/07 REED.C. Commonwealth 
Edison Co 2pp 47166 086-47166.087, 

8810170072 Forwards safety evaluation re as-bulli spacing discrepancies of embednnem 
plate strap anchors al plant9.Ulll program aalisfactorily addresses safety concerns re 
embodmenl plates 

VIRGILIO.MJ Assistant Director for Region III & Region V Reactors 88/10/10 
MILLER, H J. Region 3, Ofc of (he Director. 2pp 47169 334-47169.341. 

-8810170078 Safety evaluation re discrepancy In degraded embedment plate between 
shop drawing used for fabrication & design specs. Util program satisfactorily address* 
es NRC concerns 

* Office of Nuclear Reactor Regulation. Director (Post 870411). 88/10/10 6pp 
47169*330 47169*341. 

8810240345 Discusses DCRDR mods &. enhancements Problems encountered In keep- 
ing implementallon schedule for some liemsXate Ool or early Nov maellng In Chicago 
discussed Util wilf submit acceptable revised schedule following meeting 
81LA0Y,J.A CommoiwoaUh Edison Co 88/10/13. MURLEY.T E Cilice of Nudear 
Reactor Regulation. Director (Post 870411) 2pp 47259*1 23-47259, 124. 


Q. Inspaotlon reportej IE Bulletins & correspondence 

8609010337 NRC IniP Notice 88 073, "Dfrectlon Dependenl Leak Characloristica ol 
Containment Purge Valves '• Svc list end 

ROSSI, CE, Division of Operalional Events Assessmenl (Post 870411) 8B/09/08 
Conaolidaied Edison Co. of New York. Inc I19pp 4695B O5B-46950.177 

8809150008 NRC Info Notice 8B-077, "Inadvertent Reactor Vessel Overfill" Svc Nst 
enc) 

ROSSf.CE, Divfsioi> of Operational Events Assessmant (Post 870411). 88/09/22, 
Consolidated Edison Co of New York, Inc 1 1 Ipp 4711 4.291-471 1 5 042 

8809190047 NRC Info Nolice 06-078, ' 'Implementallon of Revised NRC- Administer ad 
RequariflcaDon Exams ” Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 8B/09/22 
Corjsolidatad Edison Co of New York, Inc. 110pp. 47115*043-47115.046 


B61920000e Forwards environ assessment & finding of no sfgntanl fmpaci re axemp- 
lion from 10CFH60.64(w)(5)(l) of property Insurance rvle. 

MULLER, O.R Prolect Directorate ill 2 86/09/30 BLISS, H Commonwealth Edjson 
Co. 3pp. 47233 :237-47S33'275 

-8110200010 Environ assessment & finding of no significant Impact ra exemplion from 
10CFR60,64(w)(5)(l) on property Insurance ruJe. 

MULLER, O.R. Project DlractcraW 111-2 88/09/26, 6pp. 47233 246 47233*251. 

B610200402 Forwards temporary exemption from requirements of property Insurance 
rulo,19CFR50.64<w)f5JOI Exemption valid unhl rufemaWnfl compfeteo 
MULLER.afl. ProM Directorate iri-2 88/10/03. BUSS.H. Commonwealth Edison 
Co, 3pp. 47205:264-47205:322. 

-BB10200346 temporary exemption from achedufar requirements of property Insurance 
rule, per 1 0CFflSd 54(w)(6)(l).pendmg completion cf rulemaking not later than 890401. 
HOLAHAN.G.M. DIvIsfon of Reactor Projects - f|J,)V,V & Special Projects (Post 
87041 f). 88/10/03. ComrrKinweafth Edison Co. 6pp. 47205:307-47206 311. 


P, Operating Neenee etAge documents A correspondence 

6609120085 Generic Ltr 88-15 to all power reactor licensees 8 applicants re elecutc 
power sys - fnadequale control over design processes 

CRUTCHFIELD A. Associate Director tor Projects (Post 870411) 88/09/12. ConsoH- 
dated Edison Co. of New York, fno. BOpp. 47001*239 47901*300, 

B01OO7O219 Forwards addi fnfo fn support of 880916 applloatlan for amends (o U- 
canaas DPn-29 A DPR-30 re hydrogen wafer chemfelry program Attachment C pro- 
vides draft proposed changes to updated FEAR. 

JOHNSON,!. M Commonweafth Faison Co. 86/09/28. MURLEY.TE Office of Nuclear 
Reaclor Regufallon, Director (Post 670411). 4pp. 47079*264-47080:976, 


8609280095 Forwards Safety Insp Repts 50-264/68-19 & 50-265/80-19 on 830830 
0902,No violations noted. Response detailing actions taken or planned to correct exor- 
cise weakness requested wrthin 45 days of ltr date. 

SHAFER, WO. Region 3, Ofo of the Director 80/09/22 REEDA Commonwealth 
Edison Co. 3pp 46983 071 -46983 096 

-8809280096 Insp Repls 6O-254/80.10 & 50-265/88-19 on 8 00830-0 902, No violations 
noted Weakness & four open Items Identified. Major areas inspected annual exercise 
PLOSKI.T., SMITH, M., SNELL, W. Region 3, Ofc of Ihe Director. 68/09/22 23pp. 
46983 O74-460B3'.O96. 

6609280092 SuppI 1 (0 NRC Info Notice 88 069, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE " Svc list end 

ROSSI, Ct, DrvisJon of Operational Events Assessment (Post 870411) 80/09/29. 
Consolidated Edison Co. of New York, Inc. 117pp. 47115,163-47115 281, 

8810030255 NRC Into Notice B8-080, "Unexpected Piping Movement Atlrfbuled to Ther- 
mal Stratification " Svc Net end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411), 88/10/07. 
Consolidated Edison Co of New York, Inc, 223pp 47115:282-47115:285 

0810040068 NRC Info Nolle© 80-081, "Fallur© of AMP Window Indent KYNAR Splices & 
Thomas Betts Nylor^ Wire Caps During Environ Qualification Testing " Svc llsl end 
ROSSI,C,E Division of Operational Events Assessment (Post 870411) 08/10/07. 
Consolidated Edison Co, of New York, Inc 119pp. 47116 026-471 16.144, 

8810170206 Forwards Safety Insp Ropts 60 254/88-21 & 50-265/88-21 on 880222 
26,0627-28 & 0901, Violations noted re lack of safe shutdown procedures par 
IQGFRSOApp R 

MILLER, H.X Region 3. Ofc of the Director. 08/10/07 REED.C, Commonwealth 
Edison Co 2pp. 47169:001.47169*023- 
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-8ei017<]2t4 Insp Repis SO-25<i/88-2l & SQ-Ses/es 21 on 880222-0801 Violations 
noted Major areas Inspeclad compljance w/App R lo 10GFR50 & review of fire protec- 
tion program requirements 

HOLMES.J, BUTLER, a, HODOR.R Region 3, Ofc of the Director. 8B/10/05 21pp. 
47169.003-47169 023 

6610190191 Notification of 031028 enforcement conference in Glen Ellyn, IL to discuss 
findJriga from fire protection fnsp 

CREWMAN, EG Region 3, Ofc of the Director. 88/10/07. REEO.O, Commonwealth 
EdisonCJo Ip 47172.335 47172 336 

-8610240466 Notification of significant licensee meeting on 681028 w/utll In Glen 
Ellyn JL to discuss fire protection findings 

• Region 3* Ofc of the Director 88/10/07. Region 3, Ofc of the Director Ip. 
471 72.330-471 72-336 

6810170182 Forwards Safely Insp Repts 50-254/88 20 & 60-265/88-20 on 880007- 
0930 No violalfons noted 

FORNEy.W.L. Region 3, Ofc of the Director. 88/10/13. REEO,C Commonwealth 
Edison Co. 2pp. 47188 210 47168 225 

-861 D1 701 84 Insp Repts 60-254/88 20 & 60 266/88-20 on 680807 0930 No violations 
or deviations noted, Major areas Inspected* operations,maln1.8urveillancBgLEn 
revieWiroutfne repts, temporary Ins (ructions, radiation control & info notices 
niNQ.M A. Region 3, Ofc of the Director 88/10/13. 14pp 471 60.21 2-47 168*225. 

6810130161 NRC Info Notice 88-083, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sya ** Svc fist end 

ROSSIAE. Divfsion of Operational Events Assessment (Post 870411) 88/10/19 
Consolidated Edison Co of New York. Inc 110pp. 47196,239-47196 357 


P. Periodic operating reports & related correspondence 

66 10 1 70031 Forward listing of changea.losls & experiments completed during month of 
S^t 1966. 

ROBEY, fl. A. Commonwealth Edison Co 68/09/27 Office of Nuclear Reactor Regula- 
tion, Director (Post 8704 11) 1 1 pp 47 1 69:2 1 0-471 69*228 

8610 160 359 Monthly operating repls for Sept 1988 for Quad Cities Units 1 & 2.W/ 
680927 itr. 

DEELSNYDER,L.. ROBEY,R.A Commonwealth Edison Co. DEELSNVDER,L. lowa-Nfi- 
noJs Gas A Electric 88/09/30 23pp 47172:183 47172 206. 


S. Reportable occurrences, LERs & related correspondence 

8809290359 LER 8B-008 01. On 680408, Group I Isolation & Channel A half- scram oc- 
curred as reactor pressure decreased. Caused by bypass relays not energized be- 
cause of rotational play In mode switch Mode switch adjusted W/880029 Itr 
DOLECHECK.D, 6A)(R L, Commonwealth Edison Co 88/06/29. 4pp. 46992.104* 
46992:107 

6609200352 LER 88-013-00 on 880622, discovered core spray room cooler inoperable 
due lo broken fan belta Caused by InsuffIclenI preventive moInlBelta replaced & pro- 
cedure revised to require belt replacomenl during refuel outagoa W/880009 Mr 
HILL,K.J . aAX,n.L Commonwealth Edison Co 08/09/09 7pp. 46992.353 46902*359. 

6609260356 LER 88*014-00 on 880024, HPCI steam line high steam line high flow set- 
point check found too hfgh.Causod by Inadequalo preservice teslIng.Setpofnl lowered 
A HPGI operability run successfully W/88091 9 Itr. 

HILL,K.J , BAX,R.l, Commonwealth Edison Co 68/09/10. 7pp 47000.223 47000*220. 


V. Operator Examinations 

8806170150 Generic Ltr 66*13 to all powor reactor licensees A applicants for OL ro op- 
erator licensing exams 5vc list end 

MfRAQUA.F.J. Associate Director for Projects {Post 870411) 88/08/08 Consolidated 
Edison Co. of New York, Inc. SOpp. 46958:001-46958.057 

8806204Q74 Forwards proposed operolor licensing A requalificatlon exam schedule 
rornnal m response to 880608 Generic Ltr 88-13 

MORGAN.W.E. Commonwealth Edison Co 86/09/21 HANNON, J. NRC * No Detailed 
Affiliation Given. 19pp. 46992 153-46992:171, 

6810130302 Forwards grading A answer shoots for 880921 generic fundamentals pilot 
exam W/o ends, 

PERKINS.K E. Operator Licensing Branch 88/10/07. FIT2PATfllCK,E General Public 
Utilities Corp. • GPU Service Corp. NEAL,J. Commonwealth Edison Co. 
CONVERSE, RJ. New York Power Authority (formerly Power Aufhonty of (ho State of 
New York) 37pp. 47136.001-47136 037. 


DOCKET 60-256 PALISADES NUCLEAR PLANT 


F. Security, madloal, emergency A fire proteotlon plans 

8610140059 Temporal Change Notice TCN-EI-aa-OOS to Rev 8 of Emergency Imple- 
mentlon Procedure El-7.1, *Tost-Accldent Sampling - PCS Liquid/Qas A Containment 
Air" 

HAGEfl,Jj BACHMAN, W.L, KOZUP,C Consumers Power Co 88/05/16, 26pp. 
47156:227-47166*261, 

8810040433 Rev 3 to Emergency Implementation Procedure E(-6.10, "Offsite Dose Cal- 
culation * Straight Line Gaussian (Manual Method) " 

FUOERE.D.L , RIDLEY, J Consumers Power Co. 88/09/08. 2pp 47042 047* 
47042046. 

8810040440 Rev 4 to Emergency Implementing Procedure El-6 3, "Release Rale Deter- 
mination From High Range Eflluent Monitors^' 

DAWSON. M , FUGERE,D.L , KOZUP.C.S Consumers Power Co. 88/09/08 2pp. 
47041*210-47041.211. 

6810040444 Coversheet for Rev 3 to Emergency Implementing Procedure El 6 4, "Po- 
lenUal Release Determination From Containment High Range^onllors.'* 

FUQERE.DX Consumers Power Co 88/09/08 2pp. 47041:023 47041:024. 


8810140087 Temporary Change Notfce TCN El 87 007 to Rev 5 to Emergency Imple- 
mentation Procedure El 6 7,^Tlant Site Moteorological Sys " 

DAWSON, M., RIDLEY, J Consumers Power Co 08/09/09 2pp 47146.272- 

47146*273. 

88 10040446 Rev 4 lo Emergency Implemention Procedure Ef 6 9, "AutomalecI Dose As- 
sessment Program " 

DAWSON.M., FUQERE.DL Consumers Power Co. 08/09/12 2pp 47040 196- 
47040*197. 

8810040410 Rev 4 to Emergency Implementation Procedure El 9, "Offsite Radjolonlcal 
Monitoring *' 

BRUNET.J.R, RIDLEY, J Consumers Power Co 88/09/16, 2pp 47042.049- 

47042:050 ^ 

B810140100 Rev 6 lo Emergency fmplomenlatfon Procedure El 60, "Offsite Dose Cal- 
culation A Recommendallons for Protective Actions " 

DAWSON, M, RIDLEY, J Consumers Power Co. 88/09/16, 4pp 47138 097- 


8809280013 Responds to SALP 8 repl for May 1987 - May 1968 Training of all licensed 
operators in equipmont control process Inlllatod A single point accountabifity eslab- 
tlst\ed tor App R Issues, 

HOFFMAN, D P. Consumers Power Co QB/09/23. Document Control Branch (Docu- 
ment Control Desk). 6pp 46970 005-46978:010. 

8810070018 Rev 3 to Emergency Plan Implementing ProcGdure,EI-16 1, "Mainl of Emer- 
g^ency Equipment" 

RIDLEY, J Consumers Power Co 88/09/26. 17pp 47081 144 47081*160 

8810060002 Rov 6 to Emergency Plan Impfemanling Procaduro £(-4 2, "Operational 
Support Ctr Activation " 

BRUNET,JR, RIDLEY, j Consumers Power Co. 88/09/28 8pp 470SD 274- 
47050 282, 

6010140159 Forwards Safely Insp Rapt 60-256/08-18 on 8B081 1 0907 No violations or 
devlalons noted 

AXELSON.W.L Region 3, Ofc of the Director. 80/09/28, HOFFMAN,D P Consumers 
Power Co 2pp. 47147*079 47147*088 

-^8810140160 Insp Rept 60 265/88-18 on 88081 1 -0907 No violations or deviations 
noted, Major areas Inspectedoperatlonal safety, maint, surveillance, physical security A 
radiological protection 

BURGESS.a.L Region 3. Ofc of the Direclor 80/09/28 Bpp 47147*081-47147 008. 

6810040003 Rov 4 to Emergency Implemenling Procedure EM 4, "Medical Care/Treal- 
monl of Contaminated, Iniyrod Personnel " 

BRUNT, J.R, RIDLEY, J Consumers Power Co 88/09/29. 2pp 4703B 136-47038137. 

6810040126 Forwards Rev 21 to Palisades A Rev 20 to Big Rock security 
plans, reflecting changes to nuclear security organization Revs withheld (rof 
10CFR73.21(c)). ^ 

JOHNSON, 0 D Consumers Power Co. 86/09/20 Documonl Control Branch (Docu- 
ment Conirol Desk) Ip. 47019 359*47019 359 

8610100013 Rov 6 lo Emergency Implementation Procedure Et-4 3, "Emergency Oper* 
allons Facility Activation " 

RIDLEY,J., KOZUP,CS Consumers Power Co 88/09/29 9pp 47103 312-47103 320. 

061(^40^133 Forwards Rev 8 to suit ability, training A queMIcatlon plan for plants.Rev 

JOHNSON, B.D. Consumers Power Co 88/09/30. Document Control Branch (Docu- 
ment Control Desk) tp 47025.336*47025 336. 

8610050166 Fonvards Rev 2 to safeguards contingency plans .reflecting changes In nu 
clear security organization Rev wilhlield (ref t0CFR73 21 (c)) 

JOHNSON, 0D. Consumers Power Co 88/09/30 Document Control Branch (Docu- 
ment Control Desk). Ip 47050 232-47050 232. 

8310110001 Attachment 2 lo Rev 6 to Procedure El 4.3, "Communications Matrix" 

♦ Consumers Power Co 88/09/30 2pp. 47108.018-47108 010 

8010110097 Rov 3 to Procedure El-t2.1, "Personnel Accounlablfity " 

* Consumers Power Co 88/09/30 0pp. 47109.052*47109 080, 

6010110099 Rev 6 lo Procedure El 8, "Onsite Radiological Monitoring," 

• Consumers Power Co. 80/00/30 25pp 47108.034-47108.058 


J, Insurance A Indemnity Information 

8810050199 Forwards tomporary exemptions from scheduler requirements of property 
Insurance rule 10CFR60 M(w)(6)(i). 

OUAY.T.R, Project Directorate lll-l. 88/09/30. BERRY,KW Consumers Power Co 
4pp. 47067.162 47057*173 

•>^8610050203 Exemption from 10CFR50 64(w) requirements re incroaso in amount of 
onsite property damage insurance required to be earned by licensees 
HOLAHAN.Q.M, Division of Reactor Projocia - III, IV, V A Speciat Projects (Post 
87041 1). 88/09/30. Consumers Power Co, 4pp 47057.170 47057*173 


K, Utility Final Safety Analysis Report (FSAR) A amends 

8610100063 Forwards Rov 5 to updated FSAR for plant Rev accurately Incorporates all 
changes to plant or proced ures, except for Figure 12*1 which requires mod to reflect 
current organization Changes>por 10CFR50.59, listed 

HOFFMAN.D.P, Consumers Power Co 80/00/21. Documonl Control Branch (Docu- 
ment Control Desk) 3pp. 47089,091*47069 287 

-8810100077 Rev 6 to updated FSAR for Palisades. 

‘ Consumers Power Co. 88/09/30 167pp 47089.094-47089 287 
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P Operatinn Hcortse ataao (JocumentB & corfogpomdenco 

08091200^5 Genanc Hr 80 15 (o all po^vGr reactor ficanseos sppitcanfs ro elactric 
power s^s ifiatJeqi^ste control orver desvsn prtMjossos 

CRUrCHFIELD.D Associate Pirector for Proiects (Post 870411) 80/09/12 ConsoN 
dated Edison Co of New York, Inc 60pp 47001 239 47001 300, 

8809300151 Forwards application for amend to License DPR 20,romoving organizational 
charts from Tech Spoc8,per Generic Hr 88 06 Fee paid 

BERRY, K W Consumers Power Co 88/09/21 Document Control Branch (Document 
Control Desk) Ip 

-0810070065 Application for amend lo License DPR'20.defeung organization charts 
from Toch Specs, per Generic Ltr 88 06 

HOFFMAN.DP Consumers Power Co 88/09/21 4pp 47013 285 47013 28$ 

•-80O938O152 Proposed Tech Specs, re moving organizational charts.par Generic Ltr 86 
06 

* Consumors Power Co 0B/OD/21 7pp. 47013 289 47013 295 

8809260166 Forwards environ assessinanls & findings of no sfgnificani impact ro tent' 
porary exenipljon from schcdular requirements of property Insurance nila effocUve 
$81004 par 1 0CFR6O 54(W)(SJ(i) 

DDANNI.DC Project Directorate in-1 88/09/23 BERRY, KW Consumers Power Co 
4pp. 46981 on 46961 022 

-8609288191 Environ Bsssssmonf & finding of mo significant Impact ro exemption from 
requirements of 1OCFR5O54fw)(5)0) concerning property Insurance rule* 

DIIANNI.DC Project Directorate fIM 88/09/23 8pp 46981 O15-46081'O2a 

$810030148 Fonvards application for amend to License OPiR'20, revising Tech Specs re 
admfnistralive controls Changes designed lo slrongthe-n holh onsite & offsite safety 
review luncMons Fee paid 

BERflY,K W Consumers Power Co 88/09/23, Oocumenl Control Branch (Document 
Control Desk). 2pp 47007 146 47007 1 69 

-8&1 0030148 Application for amend lo License DPR 20.changfng Tech Specs ro admin 
IstrotivQ controls 

HOFFMAN.D P Consumers Power Co 08/09/23 Cpp 47007.14047007:155. 

-6B10030151 Proposed changes to admin rstr alive controls section of Tech Specs 

* Consumers Power Co 88/^03/23 14pp. 47013 284.47013 284. 

$810030276 Informs lhal response to 860416 request far addi info ra NUREG' 
073 7, Hem IJ K3 5 concerning reactor coolant pump trip wifl be submitted on or before 
681202 

SMEOLEy,R,W Consumers Power Co 68/09/23 Document Control Branch (Docu- 
ment Control Desk) Ip 47005 213 470D5'213 

8616050062 Forwards notice of consideration of issuance of amer>cf lo License DPR.20 
& opporlunity for hearing re 080901 application lor amend to license 
WAWBACH.tv. Project Directorate lil-l 88/09/26 BERRY.KW Consumers Power 
Co, 3pp 47Q58 125 47030 131. 

-8810056055 Notice of consideration of issuance of amend lo License DPR'20 & op. 
porfunily for hearing on 080901 request revising Tech Specs ro peaking factors & 
I HR limits 

WAMBACHJV Projecl Direcloralo III.1 68/09/10 4pp 47058’12a 47058 131. 

8610040411 Informs of delays In commiiment to move radwaslo activities to new facility 
due to unaniicipatod outage costs Provides revised commitment to transfer radwasle 
activities to new facility in 1969 

KUEWiN.J L Consumera Power Co Ba/(J9/20 Document Control Branch (Oocumenl 
Ccinlrol Desk) Ip 471>19 35B*47019'358 

8310070175 Forwards Functional EvaJuation Program Summary Rept/' “i^a Func* 
(lonal Evalualfon Long Term Commit men Is'* & "Sys Functional Evaluation Technical 
Review Lor^ Term Commitments *’ 

BORDINEJ C Consumers Power Co 88/09/30. Oocumenl Control Branch (Oocu 
ment Control Desk) Ip 4707$ 113 47076-164 

-.-8310070167 "Sys Funclional Evaluation Program Summary Root " 

* Consumors Power Co 88/09/30. 6pp 47076 1t4-47076-l18. 

-6810070341 “Sys Functional Evaluaiion Long Term Commilmanis” 

‘ Consumers Power Co 08/09/30 37pp 47078:119.47076*165 


0010130070 Forwards notice of consfdoration of i^isuance of amend to License DPR 25 
& NSHC detormhatfon & opportuniiy for hearing on 600819 request to change prei 
surizer lovol mslrumoniation per Reg Guide 1 97 

WAMBACHXV Project Direclorato 111*1 86/10/04 BERRY.KW Consumers PoiAcr 
Co 2pp 47136 068*47136 075 

-8010130072 Notice of consideration of Issuance of amend to License DPR 20 & pip 
posed NSHC determination & opportunity for hearing Amend revises Tech Specs Id 
change pressurizer fevel instrumentation per Reg Guido 1 97 
WAI^ACH.TV Project Directorate MM 68/10/04 6pp 47136 070.47136 07B, 

8810130134 Forwards notice of consideration of issuance of amend lo Licenso DPR*20 
& proposed NSKC determination & opportunity for hearing on 880824 request to 
change Tech Specs re monthly surveillance test of area radiation monitors 
WAmBACH.Tv Protect Direclorete lfl-1 80/10/04 BERRY, KW. Consumers PoWdr 
Co 3pp 47136104 47136112 

-8310130144 Notice of consideration of Issuance of amend (o License OPR 20 $ pro 
posed NBHC determination & opportuniiy for hearing Amend would change Tech 
Specs re monlhly surveiiianoo teat for area radiation monitors 
WAM8ACH,TV. Protect Directorate (l(-t, 68/10/04 6pp 47136 107-47136 112. 

8810130088 Provides addI Info supportino reactor protection sys Tech Spec change ro 
quest per NRC questions on qualifications of optical fsofation devices for Non Class 
IE to Class fE Isolation 

KUEMfN.J L Consumers Power Co 86/ 10/06 Oocumenl Control Branch (DocumonI 
ComroiDeskJ Ip 47122 219 47122 21& 

6810130123 Application for amend to Licenso DPR*20, changing Tech Specs lo cfanfy 

B ' linear boat rate specs Fee paid 

,KW Consumers Power Co 80/10/08 Document Control Branch (Do cumcrtl 
Control Desk) 5pp. 47136 095 47136 103 

-88 10 1301 24 Proposed Tech Spec Pages 3 103,3-104 & 3-105 ro linear heal rale 
* Consumers Power Co, 88/19/06 4pp 47136 100*47136 103, 

8810130113 Application for amend to License DPR-20, removing steam generator opor- 
alii^ differential preasuro from specs Fee paid 

BERRY.KW Consumers Power Co 88/10/07 Document Control Branch (Document 
Control Desk) 3pp 47122 316 47122 320. 

-8010130114 Proposed Tech Specs re primary coolant sys 
* Consumors Power Co 68/10/07 2pp, 47122 319 47122-320, 

8610160233 Forwards rept on posl-accredlialion review of training programs al 
facility Concerns noted re Improper sign offs for on the job training tasksjack of 
hands on training for some tasks & apparent lack of (ob performance feedback 
WAMBACH.TV. Projocl Direclorate IIM. 88/10/11 BERRY.KW. Consumers Power 
Co 19pp 47176180 47175190 


0. Inspection reports. )H Bulletins & correspondence 

6809010337 NRC Info Notice 89 073. '’DirectiDn-Dependent Leak Cliaractoristics o( 
Containment Purge Valves " Sve list end 

ROSSI, C,E Division of Oporalional Events Assessment (Post 870411) 88/09/08 
Consolidated Edison Co of New York, Inc. 119pp 46950 058*46968 177 

8009150008 NRC Info Notice 08 077. "Inadverienl Reactor Vessel Overfill" Sve lisl 
oncl 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 88/09/22 
Consolidated Edison Co of New York, Ino 11 tpp 47114:291*471 16-042 

BB09190D47 NRC tnlo Notice 88 078, “Implementation of Revised NRC*Admhilaleied 
Requalificatloni Exams " Svo list end. 

ROSSI, CE Division of Operatiorjal Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co. of New York, tnc 1 19pp 47115 043-47116 045. 

8809280013 Responds to SALP 8 ropt for May 1087 - May 1988 Training of all licensed 
operators in equipment control process Initiated & single pofni accountability astab 
llahed for App R Issues. . _ 

HOFFMAN.D P Consumers Power Co 80/09/23, Document Control Branch (Docu 
menl Control Desk) 6pp. 46970 OOS 46978 010 


-8810070346 "Sys Functional Evaluation Technical Review Long Term Commsimenls " 
^ Consumers Power Co 88/09/30 0pp 47076 1 66 47076-164 

8810110003 Responds lo generic SER on Seismic Quaiificaiion Util Group resolullon of 
U5I A 46 re seismic adequacy of equipment Rev 2 of generic implementation proce 
duro scheduled to contain info to implemens Generic Ltr 67 02 
BERRY ,K W Consumers Power Co 8B/09/30 Document CJontroI Branch (Document 
Conirof Desk) 7pp 47109 045 47109 051 

6810050058 Qenan'c Ltr 68-16 to all power reactor licensees & applicants re ramovaf of 
cycle apociko parameter llmils from Tech Specs Sve fist end 
CRUTCHFIELb.O Associate Diredor for Projecis (Post 07041 1). D8/10/04 Consoll 
dated Edison Co of New York, Inc 48pp 47116 145 471 16 194. 

8810110224 Submits supplementary Info supporling 660604 Tech Spec change request 
re secondary safety valves Confirms (hat, following testing, valves wilf be adjusted to 
plus or minus 1% tolerance 

kUEMIN.JL Consumers Power Co 88/10/04. Document Control Branch (Documenl 
Control OoBk) Ip 4? 1 0B 061-47109 061 

8810130059 Forwards notice of consfderalien of issuance of amend to License DPR*2(> 
S. proposed NSHC doierminalson & opportunity tor hearing on 080894 request re oper- 
ability & surveillance for post-accident momlonng inslru mentation 
WAMBACH.TV Project Direclorate IIM 88/10/04 BERRY,KW Consumers Power 
Co 3pp 47121 068-47121 Q77 


6810140169 Forwards Safety Insp Rept 50-256/80.18 on 80081 1-0907,No violations or 
devidtons noted, 

AXELSON.W L Region 3, Ofo of the Direclor B8/O9/20 HOFFMAN.D.P Consumers 
Power Co 2pp 47147 079-47147 080 

-8810140160 Insp Rapt 60 265/80*18 on 000811-0907 No violations or deviallons 
noted Major aieas inspected operational aately, malnt,survefllanco,physical secimty* 
radiological protection. ^ ^ 

aURGESS,B L Region 3, Ofe of the Director. 88/09/28. 0pp 471 4/.oei. 47147.008 


6009230092 SuppI 1 1o NRC Info Notice 00-000, "Movable Contact Finger Binding In 
HFA Relaye Mtg by QE Sve M end. 

ROSSI.Ct. Division of Operational Events Assessment (Post 870411) 88/09/29 
Consolfdated Edison Co of New York, Inc. 117pp. 471 15,163-47115-281 


8610030255 NRC Info Notice 88 080. "Unexpected Piping Movement Attributed to Ther- 
mal Stratillcatlon/’ Svo fist end, ^ 

ROSSkCE DMsIon of Operational Events Assessment (Post 870411) 00/10/07. 
Consolidated Edison Oo of New York, Inc. 223pp 47115.202-47116 285. 


8810940066 NRC Info Notice 88 081. ‘'Failure of AMP Window Indent KYNAR Splices & 
Thomas A Belts Nylon Wire Ceps Dunng Environ Qoalificatron Testing" Svclial en^w. 
ROSSI.CE DMsIon of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co of New York, Inc 1 1 9pp 47116 026-47 1 1 6: 1 44 


-0810130001 Notice Of consideration of issuance of amend to Licenso DPR-20 & pro 
posed NSHC deierminahon & opporlunity for hearing Amend revises Tech Specs re 
surveillar>ce & oparablll^y of post accident monitonr\g mstrumentatioa 
WAMBACH. r V. Pro/ecl Directorate JIM. 89/10/04 7pp 47121-071*47121 077. 


8010130161 NRC Info Notice 86-083, "Inadequate Tesling of Relay Contacts in Safely- 

Related Logic Sye " Sve list end 

ROSSKC.E OtvlBion of Operational Events Assessment (Post 870411) 88/10/19 
Consolidated Edison Co, or New York, Inc Il9pp, 47106 239 47196-357 
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R. Perladfo operating reports & related correspondence 

8S 101 40064 Monthly operating rept for Sept 193Q for Palisades Nuclear Plant W/ 
0B101O Itr 

PACKARD.QX., GORALSKI.G Consumers Power Co 88/09/30. 5pp 47147 060 
47147 073 


S. flaportabre occurrences, LERs & related correspondence 

8809200309 Summary of Operating Reactors Events Meeting 88 036 on 8B0906 re 
events which occurred sin6o last meeting on 08O83O List of attendees end. 
JAUDON,JP Events Assessment Branch 80/09/07 ROSSI, CE Division of Oper- 
ational Events Assessment (Post 87041 1) 22pp, 46998 068 46998 080 

8809200033 LER 88 01 3-OO.on 88O023,control room HVAC declared Inoperable after 
failing to meet Tech Spec acceptance criteria Caused by failure to maintain 0125- 
Inches In water gauge In emergency mode Penetrations sealed W/680022 Ur 
KOZUP.C.S, JOHNSON, BD Consumers Power Co 88/09/22 epp 46977 137- 
46977:142 

8610070356 LER 88-014-00 on 880903, area radiation monitor Inadvertently 
alnuck.resuUIng In aulomallo actuation of containment isolation ays Caused by work- 
men performing acthrltfes from reactor cavity deck Monitor reset W/D81003 Itr 
KOZUP.C.S., JOHNSON, B.D Consumers Power Co 88/10/03 4pp, 47080,218 
47080'221 . 

6610110350 LER 88-01 5-00 On 880903, fuel bundle K-28 obsen/ed hanging from bottom 
of i^per guide structure (UGS).Caused by bundle adhering to UGS guide 
plnsRecovory efforts compfoted Sample lot of fuel bundles will be InapecledW/ 
861003 Itr. 

KOZUP,C8, JONNSON.BD Consumers Power Co 08/10/03 7pp 47107 101- 
47107 107, 

6810170196 LER 88-017-00 on 88091 1, Inadvertent conlelnment Isolation signals 
received. C6uaed by electrical noise generated from starling & stopping motor for tem- 
porary purnp which seized Logic reset & failed pump replaced W/081 Oil Itr. 
KOZUftaS.. JOHNSON, B.D. Consumers Power Co 80/10/11 4pp 47168 204- 
47160-207. 

6610170212 LER 80 0l6 00’on 88091 l.lnadvorlont containment Isolation signal re- 
ceived whan temporary filter element carried by radiation monitor RIA-231. Caused by 
temporary filler elemor>t being removed from containment Monitor resot.W/601011 Ur 
KOZUP.es, JOHNSON.BD, Consumers Power Co 00/10/11 4pp 47156 272- 
47166 276. 


V. Operator Examinations 

6606170160 Gansrlc Ltr 66-13 to all power reactor licensees & applicants for OL re op- 
erator ricenslng axams.Svc fist end 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411), 86/08/06. Consolidated 
Edison Co of New York, Inc 56pp. 46958:001 *46058:057 


DOCKET 60-269 BROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Securltyi m«dlcal, emergency & fire protection plane 

8606290336 Revised emergency plan Implementing procodurosjncluding Rev 2 to BFN- 
EPIP-1, ’’Emergency Plan Classification Logic," Rev 2 to EPIP 03, "Alert" & flov 2 to 
EP IP-07, "Actlvallon & Operation of Operations Support Ctr." 

QRIDLEY.R, Tennessee Wiley Aulhority. 08/09/21. 141pp 46901*210-46091-340. 

8610140105 Forwards In&p Repls 50 259/88 26.50-260/88 26 & 50-296/88-26 on 
680629 0&02.ND violations or deviations noted 

MCCOY, F.R. Ofc of Special Projects. 80/09/23. WHITE, S A Tennessee Vatley Au- 
thority. 2pp 47151.031*47161,038 

^6610140197 Insp Repte 60-259/88 26,50-260/86-26 & 50-296/88-26 on 880829- 
0902.No violations or deviations noted Major areas Inspected emergency 
preparednessjnoluding programmatic elements of emergency detection & classifica- 
tion & training. 

KflEH.J.L Region 2, Ofc of the Director. 88/09/20 6pp 47151.033 47161:038. 

6610040273 Forwards status rept re security Issues at plant. Repl withheld (ref 
10GFR73,2t) 

QRIDLEY.R. Tennessee Valley Authority. 80/09/20. Document Control Branch (Docu- 
ment Control Desk). 2pp. 47020:236-47029 236. 

8610170305 Forwards InSp Rents 60 259/88-29,60-260/08-20 & 50-296/88-29 on 
, 880912-16 & notice of violation Rept details & notice of violation withheld (ref 
10CFR2,790& 73.21). 

MCCOY, F.R. Ofo of Special Pfolocts 88/00/30 WHITE, S A. Tennessee Valley Au- 
thority 2pp. 47167:022 47167.024 

-6010170310 Partially withheld Insp Rents 50-269/88 29,60-260/88-29 & 60-296/88-29 
on 680912-16 (ref 10CFIR2.790 & 73.21) Violations noted In area of key control Major 
areas In sped ed 'Security organization, records & ropts 
ENNIS.J.D. Region 2, Ofo of the Director 80/09/20. Ip. 47167.024-47167.024 

8610120113 Submits clarification of Incident commander requirements Util will continue 
to have asslslant shift operations euperviaor as fire brigade Incident commander 
QRfDLEY.R. Tennessee Valley Authority 86/10/05 Document Control Branch (Docu- 
ment Conlrol Desk). 2pp. 47114:244-47114:245. 

6810110256 Revises response to Violation B noted In Insp Repta 60-269/87*33,50-260/ 
07-33 & 60 2B6/&8-33 re conduit sealing Util decided to seal all conduits In fire pro- 
tection spray areas. 

QRfDLEY,R. Tennessee Valley Authority 88/10/06, Document Conlrol Branch (Docu- 
ment Conlrol Desk) 6pp. 471 OO'1 60-47 100. 164, 

6810170024 Forwards Amends 167,163 & 120 to Licenses DPR-33,DPR-62 & DPR- 
66, respectively & safety evaluation Amends modify license to require conformance w/ 
amended physfcal security plan. 

BLACK.S. Oh of Special Projects. 88/10/08. WHITE, S. A. Tennessee Valley Authority, 
app. 47 153:264-47 163*281 


-8010170030 Amends 157,163 & 128 to Licenses DPR-33,DPR 52 & DPR-eo, 
re9pBct{v0ly,rGvising license to require compliance w/ amended physical securily plan 
BLACK.S Ofc of Special Projocls 88/10/00 12pp 47153 267-471 53'278 

-8810170032 Safely ovaluallon supporting Amends 157,153 & 128 to Licenses DPR- 
33,DPR-52 & DPR 68, respectively. 

* Ofc of Special Projocls 88/10/06 3pp. 47153.270 47163 281 

6610170254 Forwards environ assessment & finding of no significant Impact re pro- 
posed exemptions from 1OCFR50,App R 

BLACK.S Ofc of Special Projects 08/10/1 1 WHITE, S A Tennessee Valley Authority 
Ip 47167 347-47167 352. 

—8810170267 Environ assessment & finding of no significant impact re proposed ex- 
empllons from 10CFR50,App R 

BLACK.S C Ofc of Special Projects 88/10/11 5pp 47167 34B 471 67’352 

6610190108 Rev 3 to Emergency Plan Implementing Procedure EPIP-14, "Radiological 
Control Procedures" W/881014 Itr 

GRIDLEY.R. Tor^nessee Valley Authority. 88/10/14 lOpp 47208.324-47208 341 


H. General correspondence 

6610070271 Ack receipt of 000921 Mr notifying Commission of plans to appoiirt OD 
Kingsley lo succeed SA While as senior vice president Notification satisfied request 
contained in NRCSER on ulil revised corporate nuclear performance plan. 
PARTLOW.JG Ofc of Special Projects 08/10/04. RUNYON, M A Tennessee Valley 
Authority. 3pp 


J. Insurance & Indemnity Information 

6610109033 Advises that 1908 financial Info.submilled In 8B0909 Itr, sallsfles 10CFR140 
requirements ro deferred premiums. 

NASH.DA Policy Development & Technical Support Branch {Post 870411) 88/00/ 
22 QRIDLER.R L. Tennessee Valley Aulhorily Ip. 47004,211-47084 211 

6610059245 Forwards lemporary exemption from achedular requirements of 
10CFR60554(w)(6)(i), requiring insurance policies that prioritize Insurance proceeds for 
stabilization & decontamination after accident 

SLACK, S, Ofo of Spocia) Projocls 0O/O9/3D WHITE, S.A Tennessee Valley Au I hority 
3pp. 47080.063 47060.073 

-6610050247 Temporary exemption from 1 0CFR5O.54(w)(6)(i)Jncr0a8lng amount of 
onsito properly damage Insurance & requiring Insurance policies that prioritize insur- 
ance procoods for slabllizatlon & decontamination after eccidont. 

PARTL0W,J.G Ofc of Special Projects. 88/09/30. Tennessee Valley Aulhonty 4pp, 
47060 066-47060.069 

-6810050291 Temporary exemption from 1 0C FR60 .54 (w) (6) (I), In creasing amount of 
ondito property damage Insurance required & insurance policies that prioritize Insur- 
ar)Co procoods for staDlllzatlon & do contamination after accident. 

PARTLOW,J G Ofc of Special Projects. 88/09/30 Tennessee Valley Authority 4pp 
47060.070 47060 073 


P. Operating license stage documents 6 correspondence 

6S6B290141 Responds to NRG SER re util 640430 request for exception from Reg 
Guide 1 97 classification for Instruments used to monitor variables In environ qualifica- 
tion (EQ) program Both coolant reactor & pressure variables Included In EQ program 
GRIDLEV.R, Tennessee Valley Authority. 88/08/23. Document (Jonlrol Brancn (Docu- 
moni Control Desk) 10pp. 46677:276 46677.203 

6809120065 Generic Llr 68-15 to all power reactor licensees & applicants re eleclrlc 
power ays - Inadequate control over design processes, 

CRUTCHFIELD, D. Associate Director for Projecls (Post 870411) 85/09/12 Consoli- 
dated Edison Co- of New York, Inc. 60pp. 47001.239-47001.300. 

0809290060 Notice of consideration of Issuance of amends to Licenses DPR*33,OPR*52 
& OPR-08 & proposed NSHC delornninallon & opportunity for hearing Amend changes 
Tech Specs re primary containment Isolation vatvos due to plant moos 
BLACK»S. Ofc of Special Projects 80/00/10. 7pp 4 698 3. 222-4 6983, 22 8 

6609290222 Forwards roqueal for addi Info re util 880115 submittal o1 inservlce sya 
pressure test program, including two relief requests from ASME Code Section XI, 
’’Rules for Inservlce Insp of Nuclear Power Plant for first tO-yr interval. 

0LACK,S Ofc of Special Projects 88/09/10, WHITE, S A. Tennessee Valley Authority 
4pp 46909 077-46699 080. 

6609260216 Documents commllmonts lo resolve comments re ulil 680823 response to 
seismic program interim oporabllity criteria safety evaluation open Items 6 
concerns list of commitments end 

G RIDLEY, R Tonnesseo Valley Authority, 58/00/21. Documenl Conlrol Branch (Docu- 
ment Conlrol Desk). 4pp. 46972'237-46972'240. 

8610040061 Forwards response to NRC 080010 request for addI Info re electric circuit 
protection by current limiting fuses, Including design stds & calculation & labulatlon 
sheets W/ two oversize drawings. 

GHIDLEY,R. Tennessee Valley Authority. 58/09/21. Document Control Branch (Docu- 
ment Conlrol Desk) 2pp 47039 012-47030:314. 

-861004906S Rev 0 to Calculation ED-Q02e8 88463, ‘MBO-Voll Reactor Molor-Oporat- 
ed Valve Boards OA/B." 

• Tennessee Valley Aulhorily. ED-QO288*0B403 ROO, 88/08/16. 134pp. 47039.014- 
47039:147 

-6610040076 Rev 0 to Calculation ED 00251*88130, ’'2B0-Volt DC Reactor Motor-Op- 
erated Valve Boards 2A,2B & 2C." 

• Tennessee Vatley Authority, ED'QO201*e813O ROO. 88/05/10 89pp, 47039,148* 
47030:225, 

-881D040084 AUachmenl 10 to Calculation ED-QO201-88139 re fuse program (or slated 
molor-operatod valve boards. 

MAHTUTj Tennessee Valley Authority 88/05/19. 74pp 47039:228 47039:314. 
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S909i90064 Fomaids NRFI SBOGSfi Hr la OCRE ack recoipl of tOCFRazoe 
petition/espondlng In negative to petitioner request for ImiTiediate action re all BWRa 
& staling that petition being treated under 10ChR2^06 of Commission ragulatJona 
BLACKrS Ofc of Special Projecis flB/09/22 WiHITE.SA Tennessee Valley Authority 
3pp 47001 €52-47001 067 


8810190242 Application for am ends to Licenses DPR ao.DPR 52 & DPR-QO, consl^tWi 
of Tech Spec Changes 260 & 261 T.alfowinp specific low water level Instrumenis tq 
be out ohsvc during reactor vessel water lav^ moniloring sys mod Foo paid 
GRJDLEY.R Tennessee Valley Authority 88/10/14 Document Control Branch (Docl^ 
men! Control Desk) 3pp 47208 307-47200 323 


6809290285 Forwards results of review re effects ef flooding due to breaks In moderate 
energy fmes outside of pnma/y contsinmant & Identifying appropriate corrective ac- 
tions, 

GRIDLEY.R Tennessee Valley Authonty 88/09/23 Document Control Branch (Docu 
merit Control Desk), 8pp 46993070 46993 07B 

8910060372 Responds to NRC 980810 rettuesl for addi info re overload protection of 
motor control ctr circuits W/0 oversize ancis 

QRfDLEY.R. Tennessee Valley Aulhonty 88/09/23 Documont Control Branch (Docu- 
ment Control Desk) 14pp 47067 286' 47068 145 

-9810060375 Rav 1 to Calculation £0-02268 87322, ‘‘Thermal Overload Heater Cafcu 
rations - 480V Reactor MOV PD 2A " 

* Tennessee Valley Aulhonty ED 02268-87322 R01 86/08/11 44pp 47087 300* 
47067:343 

-8810060378 Rev 1 to Cafculation ED 02268-87324, ‘ThermaJ Overload Heater Calcu 
lat/ons - 480V Reactor MOV BD 2C " 

* Tennasaeo Valley Authority EO 02268-87324 R01 88/08/11 20Opp 47087:344- 
47068.145 

8810080020 Requests extension of commitment date re opeiabllpty of radioactive efflu- 
ent Inslfumenla List of radioactnra effluent monitors that will be operable prior to Unit 
2 fuel load end 

GRIDLEY.R Tennessee Valley Authority 86/09/27. Document Control Branch (Docu 
meni Control Desk). 3pp 47070 271.47070 273 

9310040268 Application for amends to Ulcenses 0PR-33.0PR 52 & DPR-68, allowing 
opera Uon during Cycle 6 of Unit 2 w/control room emergency ventilation sys daclarod 
jnoperable Fae paid 

RAY.M J Tennessee Valley Authority 86/09/28 Document Control Branch (Docu 
menl Control Desk), 4pp. 47036 276 47036298 

-8810040269 Proposed Tech Specs, allowing operation dunng Cycle 6 of Unit 2 w/con 
troJ room emergency ventilation sys declared inoperable 

* Tennessee Valley Authority, 86/09/29 19pp, 47036 260*47036 298. 

8910060344 Forwards results of mlcroblofoglcalfy Induced corrosion (MfC) program If 
MlC-reJated laaRage occurs dunng operatlon.present util programs.outllned fn 
$ubmi1ta),wfil ensure adequate evaluations performed for detectlorr 
GftilDLEV.R Tennessee Valley Authority Bfl/09/20. Document Control Branch (Docu* 
menl Conlrot Desk) 10pp 47085‘303. 4/065 312 

6810070008 Appllcalion for amends to Licenses 0PR-33,OPR*62 A DPR 66, defeling 
seismic resiraifits & sup^rls from Tech Specs 3 e.H & 4 6 H to be consistent w/in* 
dustry practices Fee paid. 

RAY,MJ Tennessee Valley Authority. 88/09/29. Document Control Branch (Docu- 
ment Control Desk). 2pp 47Ci63'163 47083 225 

-8910070013 Proposed Tech Specsjncludlng Sections 3 7/4.7 A 38/4.e,fe llmilina 
condition for operation surveillance requiremenia for primary sys boundary snubbers & 
supports 

* Tennessee Valley Aulhonty 88/09/29 4tpp 47083.165-47083 225 

6810070342 Application for amends to Licenses DPR-33,DPR-62 & DPR-68, revising 
Tech Spec Tables 3 2.J & 4 2.J re seismic monStorIng to rollect mto auggostod testlnQ 
frequency tor hwtol peak accelerogrephs & to cwsct typo Fee paid 
RAy,M J. Tennessee Valley Auihorfty. 88/09/29. Document Control Branch (Docu- 
ment Control Desk) 3pp. 47664.062 47084.077. 


-881019024B Proposed Tech Specs re reactor low water levef Instruments 
* Tennessee Valley Authority 88/10/14 14pp 47208.310-47208 323 

6810190397 Forwards request for addI Info re moderate energy lino break flooclmgiH&f 
util 8B0923 llr.for response by 881 1 30 

BLACK, S. Ofc of Special Pfo}ecJs 88/10/17 WHITE, S A Tennessee Valley Authority 
3pp 472QQ.1 06-47200 103 

8610200321 Requests fees for 000923 & 29 applications concerning moderate enerflv 
line break flooding evaluation & micro bio logically induced corrosion 
program.raspactively 

DlQQS.R.M License Fee Management Branch 08/10/17. WHITENS A Tennossaa 
Valley Authority, tp 47208.1 34-47208 134 

6810210160 Advises (hat utif response to Item 6 of 880919 request for addi infora in 
service sys pressure test program will be submitted by 881028 
GRfDLeY,R Tennessee Valley Authority 88/10/19 Document Control Branch (Docu- 
ment Control Desk) 2pp 47232 031-47232 032 


0, fnapection raports, tE Duiielins & correspondence 

0009010337 NRC Info Notice 0Q-O73, "Direction-Dependent Leak Characterlstlcfl of 
Containment Purge Valves ** Sve list end 

ROSSI, C.E Division of Ooeratlonal Events Assessment (Post 8704 11) 80/09/08. 
Consolidated Edison Co of Now York, Inc 1 1 0pp 46968 050 46958 1 77 

8809290222 Forwards request for add! Info re util 880115 submittal of Insorvlco Syj 
prossure test program.lnclucf!ng two relief requests from ASME Code SocHon Xl, 
Rules for Jnsarvlce Insp of Nucloar Power Plant " for first 10-yr Interval 
BLACK,S Ofc of Special ProlBcta 88/09/19 WHITE, S A Tennessee Valley Aulhortty 
4pp. 46999'077-46§d9 080 


6810060122 Forwards Insp Repts 50-260/00-22,50*260/68-22 & 60 296/68-22 Oft 
880711-15 A notico of violation 

MCCOY, F,R Rodion 2, Ofc of me Director 88/09/19 WHITE, S A Tennesgoo Vallov 
Aulhonty 2pp 47072 120 47072.120 


-0810060124 Notice of violation from Insp on 8a071l-15.Vlo(a(!on noted, llconsoo liw 
iftQi became aware that four temporanly promoted shift engineers did not moot above 
stds A did not adequately disposition Issue 

MCCOY.F.R Roglon2, Ofc of (he Director 88/09/19 2pp 47072-122-47072' 123 


-8010060129 Insp Repts 50 269/80-22 & 50-280/88-22 A 50*298/88-22 on 0QO7t1> 
16. Violations noted. Mslpr areas inspected assessment of new employee concern, 
JENISON.K, POER TNER.K, LITTLE, W.S. Region 2, Ofc of the Director. 83/09/19. 
6pp 47072:124-47072 1 28 


8B0915000B NRO Info Notice BB 077, "Inatlvertent Reactor Vessel OverlUl " Svo tol 
enef 

ROSSLCE. Division of Operational Events Assessment (Post 670411) 86/09/22 
Consolidaled Edison Co oiNa w York, inc 1 1 1pp 47114 291 -47115 042 

0809190047 NRC Info Notice 80-076, “implemonlallon of Revised NRc AdmfnJslafed 
Requalification Exams " Sve list end 

ROSSI.C.E OfvJslon of Operational Events Assessment (Post B70411). 08/09/22 
Consolidatod Edison Co of New York, Inc 119pp 47116 043-47115.048. 


$810050066 Submits supplemental repi re analysts of spiked sample for NRC confirma- 
tory measures program. 

QRIDLEY.R Tennessee Valley Aulhonty 88/10/03 Document Control Branch (Docu 
menl Cont/ol Desk). 2pp 470W.Q2?*47066 €28 


6010050058 Generrc Hr 88-16 to all power reactor licensees & applicants re removal of 
cycl 0 .^ 0 clfiG parameter limits from Tech Specs Sve list end 
CaUTGHFtELOaO. Associate Oirector Pfolecia (Post 6704111 66/10/04 Conscll- 
dafed Edison Co of New York^ jnc. 4epp. 471 16, 145-471 16' 194. 


8810120022 Responds to genenc SER on Seismic Qualiffcadon Util Group rosolullon of 
US( A'46Util roaarves right to revfso Implementation schedule for USI A 46 to Inta 
graie future requirements fnlo single cost-effectlva program. 

GRIDLEYR. Tennessee Valley Authority 88/10/05. Document ConUol Branch (Docu- 
ment ConlnoJ Desk) 4pp. 471 iO'O94«47110.€97. ^ 


8010130324 A^ses that NRC wilf perform audit of FRA during 881101-02, Oblective & 
scope of audit discussed In encl. 

BUCK.S, Ofo of Special Pro(ecls. 88/10/07 WHITE, S A. Tennessee valley Authority, 
3pp. 47129-3 58-47 129;366. ' 


8810170024 Forwards Amends 167.153 A 128 to Licenses OPR-33,DPR52 & OPfl- 
eo.respoctlvefy A safety evaluation Amends modify license to require conformance w/ 
amended physical aecunty plan 

BLACK.S Ofc of Special Projects. 68/10/06, WHITE, S.A. Tennessee Valley Authority 
app. 47163:264-47153.281 ' 


-8610170030 Amends 167,163 & 125 to Licenses DPR 33,DPR*62 A OPR-68 
I® foqblra compliance w/ amended physical securfly plan. 
BLACK,S. Ofo of Special Pro/ecis. 60/10/08 12pp 47153'2©r-47163 270 

evaluation supporting Amends 167.153 & 128 to Licenses DPR- 
33,DPR-62 8 DPR-6$,r08pectlvcly. 

^ Ofc of Special Projects. 88/10/08 3pp. 47153-279 47163,201 


8610040368 Foiwards Insp Repts 60-259/80-18,50 200/80-18 & 60 296/88*10 on 
080612-30 & notice of violation Insp findings indicate that activities ro correctlva 
action for overloaded diesel gon orator appear to violate NRC requlremenls 
MCCOY.FR Ofc of Speciar Projects 88/09/22 WH I TE,S. A. Tennessee Valley Au- 
thority 2pp 47037-220-47037 246. 

-601DO4D362 Nobco of violation from Insp on 880812-30 Violation noted condition ad- 
verse to quality ropl not generated during conduct of Special Tost 86-09, "DIaseJ Gan* 
erator Governor & Voltage Regulator Calibr" on 880621 
MCCOY, F.R, Ofc of Special Projects 08/09/22 2pp. 47037 222 47037 223. 

-$$10040366 Insp Repts 60-259/08-10,60-280/06-10 A 60-296/88-18 On 06t«12- 
dOVrolatlons noted, Major areas Inspected .opera (Iona) safety, maini 

observation,indapendent audits A restart test program 

BROOKS.CR., LITTLE, WS Region 2, Ofc of the Director 88/09/15 22pp. 
47037:224-47037-245 


0609290002 Forwards proprietary '‘Browns Ferry Nuclear Plant Safety ^s Furtcllona) 
Inspiemergoncy Equipment Cooling Water Sys,RHR Sve Water Sys ” Recommenda* 
ttona for ooservatlona being prepared Rept wllhheld (ref 10CFR2 790). 

QRIDLEV.RL Tennessee Valiey Authonty 88/09/23 Document Control Branch 
(Document Control Desk) 2pp 46998 256 46908 267 

0810140106 Forwards Insp Repts 60-269/00-26 60-200/80-20 & 00-296/88 20 on 
e80&2fi-0902,No violations or deviations noted 

MCCOY, F.fl Ofo of Special Prolecta 88/09/23 WHITES A Tennessee Valley Au- 
thority 2pp 47 151. 03 1-471 6 1.038. 


-8810140197 Insp Repts 60-269/88.26,50-260/08.20 & 60-296/00*26 oft 880829- 
0902,No violations or devlaiions noted Major areas Inspected emergency 
prepQradness,lncludlnQ programmatic elements of emergency detection A classirlce* 
lion A training. 

KREH.J.L, DECKER, TR Region 2, Ofc of the Director 80/09/20 fipp 47161:033- 
47151 038. 


8610190427 Lists four actions remaining to bo completed by util before seismic progra 
Tnlenm operability criteria safety evaluation can bo approved by NRC per uKI 08091 
commlfmenis. 

QRIDL£Y.ft Tenriesse© Valley Aulhortty 88/10/13. Document Control Branch (Doc 
menl Coplrol Desk). Bpp. 47208:3 50 4 7^8:354 . ' 


$010040429 Responda to quoallons re seismic amplified response spectra gon era lion 
(IE Bulletin 79-14) A pipe A pipe support seismic calculation methoas (IE Bullotin 79* 

G^IDLEY.R, Tennessee Valley Authority 80/09/28. Document Control Branch (Docu- 
ment Control Desk), 4pp 47038,089-47038 092. 
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6610040436 Forwards rav to request for rel/of re Inservfco tnsp 8 Rev Includes list of 
Unit 2 piping wolds w/llmllalion on uftrasonic volumetric exam & examined for ASME 
Seciton XI credit during first tO^yr interval. 

QRIDLEY.R Tennessee Valley Authority 88/09/28 Document Control Branch (Docu- 
ineni Control Desk) 10pp 47036 259 4/036 2GQ 


6810190160 Perl 21 rapt re potential problem w/EMD 20-646E4,Type 999 excitation sys 
circuit breaker & wiring Potential for field circuit breaker to trip due to combined air 
temps & field current exists at all plants w/Mode) 099 sys, 

KULCHAK.R D Moffison-Knudson Co., Inc 86/10/12 MURLEYJ Office of Nuclear 
Reactor Regulation. Director (Post 870411) 8pp 47263 350*47263 357 


6609230092 Suppi 1 to NRC Info Notice 68*069, “Movable Contact Finger Binding fn 
HFA Relays Mfg by GE " Svc list end 

ROSSI.CE Dvision of Operational Events Assessment (Post 870411). 88/09/29. 
Consolidated Edison Co. of New York, Inc 117pp 47116*163 47116 281 

6610060260 Responds to NRC questions In NRC Bulletin 88 004 re adequacy of mini* 
flow sys for aafety^related pumps & confirms schedule for submittal of 
responses Schedule for Bellofonte to be submitted following resumption of design & 
const actfvillos 

GRIDLEY.R, Tennessee Valley Authority 88/09/30 Document Control Branch (Oocu- 
mont Control Desk) 7pp 47070 236 47070 242 

86101 70305 Forwards Insp Repts 60 256/68 29,60*260/88-20 & 50 266/8d-29 on 
680612*16 & notice of violation Rept details & notice of violation withheld (ref 
10CFR2.790 & 73.21) 

MCCOY.FR. Ofc of Special Projects 68/09/30. WHITE, S.A, Tennessee Valley Au- 
thorjty. 2pp 47167.022 47187.024. 

-8810170310 Parlially withheld Insp Repts 60*259/88*29,60 260/88-2B & 60*208/80*29 
on 680912*16 (ref 10CFR2 790 & 73.21). Violations noted in area of kay control Major 
areas Inspected security organization, records & repts 

ENNIS, J.D, IMCGUIRE.DR Region 2, Ofc of the Director. 80/09/28, Ip 47167 024- 
47167.024. 


86101 10268 Revises response to Violation B noted In Insp Repts 60*269/87*33,60 260/ 
87-33 & 50*296/66 33 re conduit sealing UtH decided to seal all conduits in fire pro- 
tection spray areas 

GRIDLEY.R Tennessee Valloy Authority. 08/10/06. Document Control Branch (Docu* 
mont Control Desk) 6pp 471()0:160 47100i164, 

8810030265 NRO Info Notice 80 080, “Unexpected Piping Movement Attributed to Ther* 
mat Gtraliilcetion " Svc list end 

nOSSP.CE. DJvisfon of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co. of New York, Inc. 223pp 471 16.202*471 16’205. 

8610040066 NRC Info Notice 88 081, “Failure of AMP Window Indent KYNAfl Splices & 
Thomas & Betta Nylon Wire Caps During Environ Oualiffcation Testing “ Svc list end. 
ROSSI.C.E Division of Operational Events Assessment (Post 870411) 08/10/07. 
Consotidatod Edison Co. of New York, Inc. 119pp 47116.026-47116:144. 

8610120406 Responds to NRC 680912 Itr re violations noted In Insp Repts 50 259/86 
16,60-260/88*16 & 60 206/08*16 Cof recti VO actions: aid cable Insp & teats MA* 
45,Step 6.10 revised lo Include note providing crafts personnel w/edequate Instruc* 
tions 

QRIDLEY,R. Tennesseo Valloy Authority 88/10/07. Document Conlrol Branch (Docu* 
ment Control Desk). 13pp. 471 14-1 94*471 14.206. 

8810240373 Responds to NRC B80919 Itr re violations noted In Insp Repts 50*259/08* 
22,60 260/86*22 & 60 296/86 22 Corrective actions* corporate std on operator train 
Ing revised toprovide addi Info to be followed during extended temporary promotions 
QRIDLEY,R. Tennessee Valley Authority 86/10/18 Document Conlrol Branch (Oocu* 
mont Control Desk) 6pp, 47257:139*47267*144. 

8810130161 NRC Info Notice 88 083, "Inadequate Testing of Relay Contacts fn Safely 
Ralalod Logic Sys." Svo list end. 

ROSSI.C.E. Division of Operational Events Assossmenl (Poal 870411) 68/10/19. 
Consolidated Edison Co of New York, Inc 1 10pp. 471O0'239.47196 367 


a Periodic operating reporta & related correspondence 

8809290380 Monthly operating repts for Aug 1068 for Browns Ferry Nuclear Plant, W/ 
680919 Itr 

CflAWFORD.J.D., CAMPBELL,QG Tennessee Valley Authority. 85/08/31. 64pp 
46982160-46962*221, 


8, Reportable occurrences, LERs & related correspondence 


660'929024B LER 88 024 OO.on 8 8 0826, refueling zone Isolation occurred due to rupture 
of dlaphram damper aciualor Preventive maint frequency for secondary containment 
Isolation dampers will be Increased to once every 24 month8,W/680923 Itr 
WILLARD.S a, CAMPBELL,Q.Q Tennessee Valley Authority. B8/0S/22. 4pp. 
46983*308-46983*311 


6810C40405 Rev 0 lo Part 21 Rept 10CFR2 1-0037*1 ro diesel generator standby power 
supply tor nuclear power stations EMD Mode) 009 sys Power Sys Oiv will notify all 
static na which were supplied w/EMD 966 units. 

KULCHAK,R D. Morrison-Knudsen Co., (no 86/09/28. MURLEY,T. Office of Nuclear 
Reactor Regulation, Director (Post 870411). 27pp. 47021:206-47021:233. 


601D060350 LER 88*026*0C.on 880630, condlllon adverse to quality rept Identified Tech 
Spec violation re continuous fire watch when fire doors blocked open Caused by In- 
correct mgl decision FIro doors closed & mgt directive correctod.W/ undated Itr. 
BAKER, RX, OAMPQELL.G.Q. Tennessee Valley Authority. 68/09/26, 4pp. 
47065173 47065:176. 


8810110260 LER 88 027*00 on 880 901, unplan nod ESF actuation occurred. Caused by 
procedural Inadequacy during post moo test Test & RMR svc water pump Bi 
Dtopped.Procodure revised prior to continuing test W/undaled Ur. 

NAVE.ED., CAMPBELL.Q.d Tennessee Valley Authority 88/09/29. 4pp. 47112:108* 
47112.111 


8810170048 LER 68-025*00, on B8090 9, control room operator dose may excaed design 
limits afler LOCA Caused by design error In original design of plant. Dampers Isolating 
conUol room refurbished to help minimize bypass leakage W/Sul 011 Itr 
JONES.S.B, CAMPBELL.Q.G. Tennessee Valley Authority 86/10/07, 6pp. 
47167.363 47167:350. 


8810180320 LER 88 029 00, on 6B09 14, discovered that circuit controlling secondary 
containment Isolation dampers In equipment airlock did not meal single failure 
criteria Caused by inadequate design conlrol s Instructions revised W/881014 Hr 
JONES.SB, CAMPBELL.QQ Tennessee Vailay Aumorlty, 00/10/14 4pp 
47175 1 00-47176 103 


V. Operator Examinations 


8808170160 Generic Ltr 8B-13 to all power reactor llcsnsees & applicants for OL re op- 
erator licensing exams Svc list and 

MIRAQUA,F d. Associate Director for Projocfa (Post 07041 1). 88/08/08 Consolidated 
Edison Co of New York, Inc 56pp 46958 001*46658 057 

8810130302 Forwards grading & answer sheets for 880921 generic fundamentals pilot 
exam.W/o ends 

PERKINS, K.E Operator Licensing Branch 88/10/07 FITZPATRICK, E General Public 
Utilities Corp - GPU Service Corp, RAGUSE,R.H Commonwealth Edison Co. 
DEXTER,C 1. Tennassae Valloy Authority 37pp. 47130 001-47136.037 


DOCKET 60-280 BROWNS FERRY NUCLEAR POWER STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8809290336 Revised emergency plan Implementing proceduresjncluding Rev 2 to 8FN* 
EPIP-1, "Emergency Plan Classification Logic," Rev 2 lo EPIP-03, "Alert" & Rev 2 to 
EPIP*07. "Aclivallon & Operation of Operations Support Clr." 

GRIDLEY.R Tonnessee Valley Aulhorlly. 00/09/21 141pp 46991.210 46991.349 

8810140165 Forwards Insp Repts 50 260/88 26.50 260/68 26 & 50-296/88-26 on 
860820 0902 No violations or deviations noted. 

MCCOY,F R Ofc of Special Projects. 88/00/23 WHITE, S.A. Tennessee Valley Au- 
thority. 2pp 47161.031*47161,038. 

-8810140197 Insp Repts 50 269/88-26,50 260/68*28 & 50 290/88-26 on 880629 
0902.No violations or deviations noted Major areas Inspected emorgency 
prepBr 0 dnoss,(ncludiog programmatic elements of emergency detection & classifica- 
tion & training 

KREH,J L Region 2. Ofc of the Olreclor 66/09/20. 6pp 47151.033*47151.038 

6610040273 Fotwardd status rept re security Issues at plant Rept withheld (ref 
10CFR7a21) 

QRIDLEY.R Tennessee Valley Authority. 88/09/28 Document Conlrol Branch (Docu* 
mont Conlrol Desk). 2pp. 47029*235*47029 236. 

801O17O3OS Forwards Insp Roots 50 259/6Q-29,50*260/&a*29 & 50*296/08 29 on 
860012*16 & notice of vIolallon.Rept details & notice of violation withheld (ref 
10CFR2.700 & 73 21) 

MCCOY, FR Ofo of Special Projects. 80/09/30. WHITE.SA Tennessee Valley Au* 
Ihoflly 2 pp. 47167:022*47107:024 

-8810170310 Partially withhold Insp Recta 60*269/88*29,50*260/88 28 & 60*296/80*29 
on 880912*16 (ref 10CFR2.790 & 73 21). Violations noted In area of key conlrof Major 
areas Inspoctodsocurity organlzation.recorda & repts. 

ENNIS, J.D. Region 2, Ofc of the DIroclor. 00/09/28. Ip. 47167*024 47167 024. 

8810120113 Submits clarification of Incident commander requirements Util will continue 
lo have asslatani shift operations supervisor a& firo brigade Incident commander 
GRIDLEY.R. Tennessee Valley Authority, OB/1 0/05. Docu monl Conlrol Branch (Docu- 
ment Conlrol Desk). 2pp. 471 14*244*471 14-246, 

8610110256 Revises response to Violation B noted in Insp Repts 60*269/87*33,60 260/ 
87*33 & 50*296/88*33 re conduit sealing Util decided to seat all conduits Jn fire pro 
tootion spray areas 

GRIDLEY.R. Tennessee Valloy Authority 88/10/06. Document Control Branch (Docu 
mont Control Desk). 5pp. Aim 160 47100.164 

8810170024 Forwards Amends 157,163 & 120 to Licenses DPR*33,OPR*52 & DPR* 
60, respectively & safety evaluation Amonds modify license to require conformance w/ 
amenood physical security plan. 

BLACK,6. Ofc of Special Projocts. 88/10/08. WHITE, S A Tennessee Valley Aulhonly. 
3pp. 47163.204 47153*281. 

-8810170030 Amends 167,163 & 128 to Licenses DPR*33,DPR-62 8 DPR.68, 
respoctively,revl3)ng llconse lo require compliance w/ amended physical security plan 
BLACK, a Ofc of Special Projects. 00/10/08. 12pp. 47153*267*47163.278. 

-6810170032 Safety evetualion supporting Amends 157,153 & 128 to Licenses OPR* 
33.DPR-52 & DPR SQ.respectlvely 

• Ofo of Special Projecte. 88/10/06. 3pp. 47163:279 47153.281. 

8610170264 Forwards environ assessment & finding of no significant Impact ro pro- 
posed exemptions from lOCFRSO.App R. 

0LACK.S. Ofc of Special Projects 88/10/1 1. WHITE.S.A. Tennessee Valley Authority 
ip, 47167.347-47167*352 

-88 101 70 2 57 Environ assessment & finding of no slgnificenl Impact re proposed ox* 
emptione from 10CFR50,App R. 

BLACK, S.C, Ofc of Speclafprolects. 88/10/1 1, 6pp 47167:340*47167.352. 

6810190106 Rev 3 to Emorgency Plan Implemenllng Procedure EPIP-14, "Radiological 
Control procedures." W/861014 Itr 

QRIDLEY.R. Tennessee Valley Authority. 88/ 10/14. 18pp. 4720B 324 47208 341 
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8010200424 Forwards lisl of submitlafs needed from uW to support NRG tfedsJoo re 
restart Info covers inatrumeni sensing fmes, util organizational updates A revised App 
R sub mi leaf on alternate safe shutdown capabllitv 

BLACK.S Ofo of Special Projects 88/10/17 WHITE, S A Tennessee Valley Aulhonty 
3pp 47199 004-47199006 


J. Insurance & Indemnity Inforniairon 

8810100038 Advises that 1988 financial info, submitted in 660909 ftr, satisfias 10CFRt40 
requrrements re deferred premiums 

NASH, DA. Policy Development & Technical Support Branch (Post 070411) 86/09/ 
22 GRIDLER.R L Tennessee Valley Authority, Ip 47084 21 J 47084 211 

6810050245 Forwards temporary eKomplion from schedular requiremenis of 
10CFfl50554(w)(5)(il, requiring Insurance poficies that pnorriize insurance proceeds for 
stabilization & aecontannpnatjon after accident 

BLACK, S 0/c of Special Protects 86/09/30 WHITENS A Tennessee Valley Authonty 
3pp 47060 063-47060 073 

“8810060247 Temporary eiceniplfon from 1 0CFB 50 54(w)(5>((), increasing amount of 
onsite property damage Insurance & requiring rnsurance policies that pnontlze Insur- 
ance proceeds for stabilization & decontamination after accident 
PA RTLOVV.J G Ofc of Special Projects 66/09/30. Tennessee Valfey Auihonty 4pp 
47060.066-47060 069 


P. Operating license stage documents & correspondence 

8808290141 Responds to NRC SER ro utiJ 840430 request for exception from Reg 
Guide 1.97 classification for instruments used to monlter variables in environ quaflHca- 
tion (EQ) prog^ram Both coolant reactor & pressure variables Included In EO program 
GRIOLEY.R. Tennessee Valley Auihonty 68/03/23 Document ConIroJ Brancn (^cu- 
ment Control Desk) 19pp 46677 275 46677 293 

8fi09l2<K)85 Generic Ltr 88-15 to all power reactor licensees A appJIcants re electric 
power sys - inadequate controf over design processes 

CRUTCHFIEUD.D Associate Director for Projects (Post 870411) 88/09/12. Conscll 
dated Edison Co of New York, fnc eopp 47601 239 47001 308 

8809290066 Notice of consideration of Issuance of amends to Licenses DPR*33,DPR-52 
& DPR-66 & proposed NSKC determination opportunity lor hearing Amend changes 
tech Specs re pnmary containment isolation valves due to plant mods 
BLACK, S Otc of Special Projects 83/09/19 7pp 46983 222 46903 228 

86&9SBD212 Advises that utiJ should make every eHort to complete at) NUREG- 
0737, item U F 2 mods prior to restart, in response to 880624 ltr Confirmation requested 
wrihin 30 days of ltr receipt 

fllCHARDSON,S D Ofc of Special Protects. 88/09/19. WHITE, S A Tennessee Valley 
Authority 3pp 46999 035 46999 067 

8809296222 Forwards request for addf Info re ufil 880115 aubmittar of insdrvice sys 
pressure test prograrejncfuding two relief requests from ASME Code Section Xr, 
''Rules for fnservice Insp of Nuclea; Power Plant " for first 10-yr Interval 
BLACK, S Ofc of Special Pro; eels 66/09/19 WHITE, S A Tennessee Valley Authority 
4pp 46999.077-46999 030. 

8009280061 Informs that Iniliaf meeting of senior mgt assessment of readiness team will 
be rescheduled to coincide w/ commancemenl of facility fuel loading 
activiiias Rociprent will advised on new date 

WHilTE.SA Tennessee Valley Auihonty 88/00/20 PARTLOW,JG Ofc of Special 
Projecls 2pp 46976 192-439 76,193 

6809280216 Documents commitments to resolve comments re util 660823 response to 
seismic program Interim operabifity criiena safety evaluation open items & 
concerns ust of commitments end 

GRIDLEV.R Tennessee Valley Authority 68/09/21 Document Control Branch (Docu- 
ment Control Desk). 4pp 46972 237-46972 240 

8610040061 Forwards response to NRC 860810 request for add! Info re efeclric circuit 
protection by current limiting fuses, including design sfda 3 calculation & tabulation 
sheets W/ two oversize drawings 

Gf«OLeY,R. TemwssBO VaWoy Auihonty 66/09/21 Documenl Control Branch (Docu- 
meet Control Desk). 2pp 4703 9 012-47039 314 

“8810040065 Rev 0 to Calculation £0-00268-86463, ''480-Vott Reactor Motor-Operat- 
ed Vatva Boards 3 A/8 " 

* Tennessee Valley Authority EDQ0268-8B463 ROD 88/06/16 1 34pp 47039014- 
47039 147, 

“881O04()O76 Rev 0 to Calculation EO 00281-86139, "SSO-Volt DC Reactor Motor-Oa 
erated Valve Boards 2A,2B & 2C “ 

• Tennessee Valfay Authority. 00 00281 88139 ROO, 68/05/19, 09pp 47039 148- 

47039.226 ^ 

“8810040064 Attachmanl to to Calculation EO 00261-68139 re fuse program for stated 
motor operated vaive .boards 

MAftTfN,J. Tertnesseo Va/loy Auihonty 68/05/19. 74pp 47039 228 47039 314 

8809290064 Forwards NRR 880026 Hr to OCRE acK receipt of 1OCFR2 206 
F>etitlon, re spending In negative to petitioner requeal for immediate action re all BWRs 
& stating that petition being treated under 10CFR2 206 of Commission reaufatfons 
BUCK.S Ofc of Special Proj&cts 68/09/22 WKITE.S A Tennessee Valley Authority. 
3pp 4700t:062-4700r067 

8810040050 Requests NRfl review of facility Tech Spec 254«refrecfin9 reactor core op 
eratmg limits re present core configuration In effort to Improve quality of core for Cycle 

RICHARDSON.SO Ofc of Special Projecls, 88/09/22 THADANUC Assistant Direc- 
tor for Syajema Ip 47037 079 47037.198 

8809290285 Forwards results of review ra effects of flooding due to breaks in moderate 
energy lines oulsida of primary containment Identifying appropriate corrachve ac- 
tions 

GR)Di£Y,R Tennessee Valley Auihonty 06/09/23 Document Control Branch (Docu- 
ment Conlfol Desk) 8pp 46993 070 46993076 


8810060972 Responds to NRC 060810 request tor add) Info re overload protocten cf 
motor control ctr circuits W/8 oversize ends 

GRIDLEY.fl Tennessee Valley Authority 68/09/23 Document Control BrsiKh (Do*'? 
mant Control D0S)<) 14pp 47067 286-47066 146 

“0010060375 Rev 1 to Cafculailon EO 02260 87322, "Thermal OvorloacI Healor Caku 
rations - 4a0V Reactor MOV BD 2A.'' 

* Tennessee Valley Auihonty. ED 02266-07322 ROI 68/06/11 44pp 4706 7 307 
47067.343 

“8810060378 Rev 1 to Calculation ED 02266-87324, •'Thermal Overload Roalor Catou- 
latlons - 400V Reactor MOV BD 2C*’ 

* Tennessee Valley Authority £0 02266-67324 R01 88/08/ II 200pp 47037 341 
47068 145 


8010060020 Requests extension of commitment date re operability of radloacivo 
ent Instruments List of radioactive effluent monitors that will be operable prior to Urri 
2 fuel load end, 

GRIDLEY.R Tennessee Valley Auihonty 88/00/27 Document Control Branch (Docu- 
ment ControJ Desk) 3pp 470/0,271-47070,273 

6610040260 Application for amends to Licenses DPR'33,DPR 52 & OPR-dff, flllow/a 
operation during Cycle 6 of Unit 2 w/conirol room emergency ventilation sys cfocfarM 
inoperable Foe paid 

RaV,MJ Tennessee Valley Aulhorlfy 68/09/28 Document Control Branch (Docu- 
ment Control Desk) 4pp 47036 276-47036 296 

“8810040269 Proposed Tech Specs, el lowing operation during Cycle 6 of Unit 2 w/oon- 
Irol room emergency ventilation sys declared inoparable 
* Tennessee Valley Auihonty, 08/00/20. 19pp 47036,260 47036 290 

8010030439 Sunrmafy of 880913 meeting w/utll at Sequoyah site to discuss Brewni 
Ferry Unit 2 fuel load List of attendees & vlewgraphs end 
BLACK, S Ofc of Special Prolecis. 66/09/29. Ofc of Special Profeds 13pp 
47014.058-47014:070 


6810060344 Forwards results of microblo logically Induced corrosion (MIC) program If 
MIC related leakage occurs during operation, present util program9,oullined m 
submittaLwIlf ensure adequate evaluations performed for daloctlon 
GRrDLEY,R Tennessee Valley Authority 80/09/20 Document Control Branch {Docu- 
ment ControT Desk) tOpp 471)65 303-47065.312 

8010070002 Forwards ''Cable Issues Supplemental Rept Cable Testing" as sipp) 1o 
880718 submittal on resolution of cable Installation issues 
GR)DL6Y,R Tennessee Valley Auihonty 88/09/29 Document Control Branch (Docu- 
ment Control Desk) 2pp. 4707fl'270.47078 359 


“8810070005 "Browns Ferry Nuclear Plant Cable Issues Supplemental Ropi CsWe 
TesUng." 

BROWN, K.W. Tennessee Valley Auihonty 88/09/22 lOOpp 47078 272 47076^53 


8610070008 Apdicallon tor amends to Licenses OPR-33iDPR-52 & DPR 68, delating 
seismic restraints & supports from Tech Specs 36H&48Htobe conslswm w/ifv 
dustry practices, Foe pale 

RAY,MJ Tennessee Valley Aulborttyv 88/09/29 Oocumanl Control Branch (Docu 
ment Control Desk) 2pp. 47083'183 47083:225 


“6610070013 Proposed Tech Speca, including Sections 3 7/4.7 8^ 3 6Mfl/o kmitinq 
condition for operation surveillance r equiremenfa for primary sys boundary stuibbora * 
supports 

• Tennessee Valley Aulhorlfy 68/09/29 41 pp. 470B3 165-47083 225 

B810070342 Application for amends to Licenses DPR-33,DI>R-52 & DPn-66, 

Tech Spec Tables 3.2. J & 4.2 4 ro seismic monitoring to reliect mto suggested tosH 
frequency for trlxlal peak accetarographa & to correcl fypo Fee para ^ ^ 

RAY.M.J. Tennessee Valley Authority 68/09/29 Document Control Branch (Ooevr- 
ment Control Desk) 3pp. 47084.062-47084.077. 


6610100236 Forwards safety evaluation re Section ll 5,0, Vol 3 of nuclear perfwmsiKS 
plan concerning plant surveillance pro9ram.Weakn esses identified need rascnitof' 
prior to Unit 2 restarl 

BLACK.S Ofc of Special Prolects 88/09/29 WHITE, S.A Tennessee Valley Aulborty 
2pp 47089^^288-47089 295. 

“6010100240 Safey evaluation re ulil review of plant surveillance program as P^d ^ 
development of nuclear performance plan, vol 3. Licensee should address lislw 
issues by 881031 

• Ofc of Special Prolects. 88/09/29. 6pp. 47089.290-47089.295 


6610050066 Submits supplemental rept re analysis of spiked sample for NRC confirma 
lory measures program. ^ 

aRfDLEY,fl Tennessee Valley Authority 08/10/03. Document Control Branch {Dow- 
ment Control Desk) 2pp 47066.027-47066 028 


0010050058 Generic Hr 68-16 to all power reactor licensees ^ applicanis re removal of 
cYcle-speciflc parameter limits from Tech Specs Svg list encl. ^ 

CRUTCHFIELD, D Associate Director for Prolecis (Post 870411) 88/10/04, ConsoK 
dated Edison Co, of New York. Inc 40pp 471 16‘ 145-471 16,194 


6610120022 Responds lo gonerio SER on Seismic Qualification Ulif Group resolution ol 
USI A-46 UtiJ reserves nght to revise Impfemenlatron schedule tor USl A 46 to inie- 
grate future requiremer^ts Into single cosi-effective program ^ ^ 

GRIDLEY.R, Tennessee Valley Authority 88/10/05. Document Control Branch (Doc ir- 
ment (Donirol Desk) 4pp. 471 18:094-4 71 19.097. 


0810120404 Responds to S Black 880912 request for submittals to support NRC deci- 
sion re restart List of submittals & committed completion dates for moderate enargy 
line break, equipment qualification certification Hr 8 elecincal design end 
GRIDLEY,R, Tennessee Valley Authority 60/10/07 Document totrol Branch (Docu 
moot Control Desk) 4pp 47119.060-47119.003. 

9610130324 Advises that NRC will perform audll of PRA dunng 881 tOf-02 Objective & 
scope of audit discussed In encl, ... 

BWGK,S Ofc of Special Proiects, 08/10/07 WHITE.S A Tennessee Valley Authority 
3pp, 47129:356-47129 360 
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8910170024 Forwards Amonds 157,153 & 128 to Licenses DPn-33,DPR-52 & DPR- 
oe.raspectivefy & safely evafua lion Amends modjfy license to require conformance w/ 

amenood physical sacurltyplan 

BLACK S. Ore of Special Projects 88/10/08 WHITE, S A. Tennessee Valley Aulhorily 
3pp 47163 264*47153 281 


0810040358 Forwards Insp Repts 50 250/80*10,60 260/86 10 & 50-296/00 18 on 
060612-30 & notice of vfolatiDn Insp findings Indicate that ectMtIea re corrective 
action for overloaded dieso) generator appear to violate NRC requlremer^ts 
MCCOV.F.R Ofc of Special Proiocts 00/09/22 WHITE, S A Tennessee Valley Au* 
thonty 2pp 4703 7 220*47037 245 


•^810170030 Amends 167,153 A 120 to Licenses DPR*33,DPR*52 & DPR 08, 
re SDQCtlvely, re vising license to require compliance w/ amended physical security plan 
BlJCK,S Ofc of Special projects 88/10/08 12pp 47163 267*47153 278 


-88101170032 Safety evaluation supporting Amends 157,153 & 120 to Licenses DPR* 
33, DPR *52 a DPR-68, respectively 

• Ofc of Special Projects 68/10/08 3pp 47153 279 47153 281 


661019C427 Usla four actions remaining to be completed by util before seismic program 
Inlorim operability entona safety evaluation can be approved by NRC.per util 880921 
commllmenls 

QRIDLEY,R Tennessee Valley Aulhorily 88/10/13 Document Control Branch (Docu* 
manl Conirol Desk) 5pp 47200 350 47200 354 


8910180242 Application for amends to Licenses DPR*33,OPR*52 & DPR-OQ, consisting 
of Tech Spec Changes 260 & 261 T,allQwIng specific tow water level Instruments lo 
be out of Bve during reactor vessel water fovel monitoring sys mod Fee paid 
QRIDLEy,R Tennessee Valley Authority 08/10/14 Document Control Branch (Docu 
meni Control Desk) 3pp 47200 307-47200 323 


-0810180248 Proposed Tech Specs re reactor low water level Instruments 
• Tennessee Valley Aulhonty B8/10/14 14pp 47200 310 47208 323 


9810190397 Forwards request for addi Info re moderate energy fine break flooding, per 
util 880923 Itr/of response by 001130 

BLACK,S Ofc of Special Projects 88/10/17 WHJTE,SA Tennessee VaKey Authority 
3pp 4720OTOB'47200 100. 

9910290321 Requests foes for 080923 & 29 applications concerning modorato energy 
line break flooding evaluation & mlcrobiofogically Induced corrosion 
program, respectively 

DIGOS,RM Llconee Foe Management Branch 08/10/17. WHITE, S A Tennessee 
Valley Authority Ip. 47200 134 47200 134 


9910200424 Forwards list of submitlals needed from util to support NRC decision ro 
rostart.lnfo covers Instrument sensing fines, ulil organizational updates & revised App 


ft submittal on alternate safe shutdown capability 
BUCK.S. Ofc of Special Projects 08/10/17 WH 
3pp 47199004*47199 006. 


HITE.S A Tonnossoo Valley Aulhorily 


6010240324 Responds to NRG 860919 Itr re util commitment to complete NUREG* 
0737, Item II F.2, "Reactor Vessel Water Level Insirumenlalion Mods*' (Generic Lir 84- 
23) by roatart 

Q RIDLEY, R. Tonnesseo Valley Authority. 80/10/lfl Documonl Control Branch (Docu- 
ment Conirol Desk) 2pp. 47257 110 47257 ill 


6810210109 Provides corroclivo action plan to disposUion concerns re instrument sens- 
ing lines Sufficient juslfflcallon gkIsIs to resolve separation & quality classification 
Issues w/o further field evaluations 

Q RIDLEY, R Tennessee Valley Authority. 88/10/10. Document Control Branch (Docu 
mont Control Desk) 6pp 47230 206 47230.209 


8610210180 Advises that util response lo Item 6 of 800910 request for addI Info ro In* 
aervido sys pressure test program will bo aubmittod by BB1028 
GRIOLEy.R. Tennessee valley Authority 80/10/19 Oocumont Conirol Branch (Docu 
meal Conirol Desk). 2pp. 47232 031*47232.032 


Q. Inspection reports, IE Bulletins A correspondence 

88O9O10337 NRC Info Notice 00*073, "DIroctlon Depondont Leak Characteristics of 
Containment Purge Valves." Sve list encl. 

ROSSICE Division of Operational Events Assessment (Post 8'/0411). 80/09/00. 
Consolidalod Edison Co of New York. Inc 119pp. 46968 050-46050 177 

B80928003 1 Summary of 660908 09 meetings w/utll In Rockville, MO to discuss resolu- 
tion of lEB 70 14 restart Isaues. 

QEARS^Q.E. Ofc of Special Prolecls. 88/00/19. Ofc of Special Projects Spp 
4G978.024 46970:026. 

8809290222 Forwards request for addI Info re util 8001 1 6 submittal of inservlce sys 
pressure tost progrdm,Including two relief requests from A8ME Code Section Xl. 
’'Rules for Inservlce Insp of Nuclear Power Plan! for first lO-yr Interval. 

, BLACK,S Ofc or Special Projects 80/09/19. WHITE,S.A. Tennossoo Valley Authority. 
4pp 46999 077*46099.080 

6618050122 Forwards Insp Ropts 50*260/08 22,50 260/88*22 & 60-290/08-22 on 
66071 M5 & notice of violation, 

MCCOY, F.R. Region 2, Ofc of the Director 80/09/10. WHITE.S.A Tennessee Valley 
Authority 2pp 47072120-47072:128 

-8810060124 Notice of violation from Insp on 86071 M 6 Violation noted licensee line 
mat became aware that four temporarily promoted shift engineers did not meet above 
aids & did not adequately disposition issue. 

MCCOY, F.R. Region 2, Ofc of the Director. 68/09/19, 2pp 47072:122*47072.123 

-8810050120 Insp Ropts 50-259/60-22 & 50-260/08-22 A 60*296/08-22 on 06071 1< 
15 Violations notad.Malor areas Inspected assesemenl of new employee concern, 
JEN(SON,K., POERTNFR.K , LITTLE, W.S Region 2, Ofo of the Director. 00/09/19 
6pp. 47072' 1 24-47072' 12S. 

8609180008 NRC Info Notice 08*077, "Inadvertent Reactor Vosso) Overfill" Sve list 
encl. 

ROSSi.C.G. Division of Operational Events Assessment (Post 070411), 80/09/22 
Consolidated Edison Co. of New York, Inc 111pp. 471 14-291 *4711 5'042, 

8809 190047 NRC Info Notice 88*070, "Implementation of Revised NRC-Admintstored 
Re qualification EKams," ^o list encl, 

ROSSI, C.E Division of Operational Events Assessment (Post 670411) 80/09/22 
Consolidated Edison Co. of New York, Inc. 1 lOpp 471 16.043*47115:046. 


-6610040302 Notice of violation from Insp on 000612-30 Violation noted, condition ad- 
verse to quality rept not gonereted during conduct ol Special Test 08 09, "Diesel Gen 
eralor Governor A Voltage Regulator Calibr" on 000621 
MCCOY,F n Ofc of Special Prolecls 68/09/22. 2pp. 47037 222 47037 223 

-8610040306 Insp Ropts 50-259/80-18,50-260/00*10 A 60 296/00*10 on 880612* 
30 Violations noted.Majcr areas Inspected, operational safety, maint 

observation, Independent audits A restart lost program. 

0ROOKS,CR. LITTLE, W.S Region 2, Ofc of the Director 88/09/15. 22pp 
47037-224*47037:245 

8609290002 Forwards proprietary "Browns Ferry Nuclear Plant Safety Sys Functional 
Insp Emergency Equipment Cooling Water Sys.RHR Sve Water Sys" Recommenda- 
tions for observe lions being prepared Rept withheld (ref 10CFR2 790). 

QRIDLEY.RL Tennessee vauoy Authority. 00/09/23 Document Control Branch 
(Document Control Desk) 2pp 46998 256*46990 257 

8810140166 Forwards Insp Repis 60-259/00 26.50 260/00-26 A 50*206/68*26 on 
60O829-O9O2.No violations or deviations noted 

MCCOY, F R Ofc of Special Projects 88/09/23 WHITE, S A. Tennessee Valley Au- 
thority 2pp 47161'031-47151 030 

-8010140187 Insp Repis 60 259/88-26,50*260/06 26 A 60-296/68 26 on 080820* 
0902.No violations or devlaliona noted Major areas inspected emergency 
preparedness, including programmatic elemonts of emergency detection A classifica- 
tion A training 

KREH,J L , DECKER, T.R Region 2, Ofc of the Director. 88/09/20. 6pp 47161.033* 
47161.030 

8810030274 Forwards Emergency Operating fnslruclfons Insp Rept 60 260/80*200 on 
860000*19 A oKoculfve summary Instructions can function adequately to mitigate con* 
aoquencos of accident Weaknesses noted In development A Implementation 
PARTLOWJ.G Ofc of Special Projects 00/09/20 WHITE, S A Tennessee Valley Au 
thonty 6pp. 47010 140*47010 162 

-8810030277 Insp Rept 50 260/88*200 on 880000*10 Major areas Inspected’ technical 
accuracy of emergency operating procedures A physical adequacy of procedures 
when using oxisling aquIpmenLlnsrrumenlation A controls 
CUMMINS, J E . NORRHOLM.L J Division of Reactor Inspection A Safeguards (Post 
070411), HAUQHNEY.CJ. Special Inspection Branch. 68/09/00 29pp. 47010'154- 
47010.182 

8810040429 Responds lo questions ro seismic amplified response spectra generation 
(IE Gullolln 79*14) A pipe A pipe support seismic calculation methods (IE aulletln 70* 
0 ^. 

QRIDLEV.R Tennessee Valley Authority, 00/09/28 Document Conirol Branch (Docu* 
meni Control Desk) 4pp. 4 7038’ 00 9*47 03 6 092 

0810040438 Forwards rev to request lor relief re inservlce [nap 6 Rev includes list ol 
Unll 2 piping welds w/llmitatlon on ultrasonic volumetric exam & examined for ASME 
Section XI credit during first 10 yr interval 

GRIOLEY.R. Tennessee Valtoy Authority. 00/09/20. Document Conirol Branch (Docu- 
monl Control Desk). lOpp 47036.259*47036 260. 

8809230092 Suppf 1 to NRC Info Notice 68*069, "Movable Contact Finger Binding In 
HFA Relays MIg by GE " Sve llsl encl. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 80/09/29. 
Consolidated Edison Co of New York, Inc. 117pp 47115:163 47116.201 

8810000280 Responds to NRC questions (n NRG Bulletin 06 004 re adequacy of mini* 
flow sys for safety related pumps A confirms schedule for submittal of 
responses .Schedule for Bellefonto to be submitted following resumption of design A 
const acUvItlos. 

Q RIDLEY, R. Tennesseo Valley Authority. 80/09/30. Document Control Branch (Docu- 
ment Control Desk) 7pp 47070:236-47070:242 

8S1017030S Forwarde Insp Ropts 60 269/ 80*29, 6 0-260/80*20 A 60*296/80'2g on 
860912*10 A notice of vIotatmnRopt details A notice of violation withheld (ref 
10CFfl2 700 A73.21). 

MCCOY, F.R. Ofc Of Special Projocts 00/00/30. WHITE, S A. Tonnosseo Valley Au- 
thority 2pp. 47167.022*47107,024 

*'8810170310 Padlally wilhhold Insp Ropts 50*269/00-29,50*260/80*29 A 50 296/QB 29 
on 880912*16 (ref 10CFR2 790 A 73 21), Violations noted In area of key conlrol.Major 
arena Inspected security organization, records A ropts, 

ENNIS, J.D., MCGUIRE, D.R. Region 2, Ofc of the Director 88/09/28. Ip. 47107:024- 
47167:024. 

8810110256 Revises response to Violation B noted In Insp Reple 60*259/67-33,60 260/ 
67-33 A 6O-206/&&-33 re conduit sealing. Util decided to seal all conduits In fire pro- 
tection sproy areas 

QRIDLEY.R Tennessee Valley Authority. 80/10/06. Document Control Branch (Docu- 
ment Conirol Desk). 6pp, 47100,160-47100.104 

GB10030255 NRC Info Notice 00 000, "Unexpected Piping Movement Attnbuted to Ther- 
mal Stratification." Sve fist end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 88/10/07. 
Consolidated Edison Co of Now York, Inc, 223pp. 47116*282 47115’205 

8810040068 NRC Info Notice 00 081, "Failure of AMP Window Indent KYNAR Splices A 
Thomas A Bolts Nylon Wire Caps During Environ Qualification Testing." Sve list end. 
ROSSI, C,E, Division of Operational Evenia Assessmenl (Post 970411). 88/10/07. 
Consolidated Edison Co. of Now York, Inc 119pp 471 16.026 47116 144 

881012Q40S Responds lo NRC 880012 Hr re violations noted In Insp Repts 60*259/88- 
10,60-260/80*16 A 60-206/88-16 Corrective actions: aid cable Insp A tests MA- 
45,Step 6.10 revised lo Include noto providing crafts personnel w/adequale instruc* 
tions, 

QRIDLEY.R Tennessee Valley Authority 8D/1 0/07 Document Control Branch (Docu- 
ment Control Desk) 1 3pp. 47114-1 04* 471 1 4*208 
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S8101fl043a Nol/f/cat(on o( 891019 20 moetings w/util In Wilmmgton.NC to review li* 
cansing status & adequacy of electrical sys designs of plant 
LO.RH Project Directorate IM 09/ 10/ 14 WURLEY.J . SNIEZEK.J, MIRAQLIA.F 
NRG • No Detailed Affiliation Given 3pp 47172 245 47172 247 


8910 1 9045 4 Forwards safety evaluation concluding that proposed ATWS mlligatmg sys 
actuation circuitry designs acceptable & in complianco w/10CFR50 62, Paragraph 
(c)(0,suhj to successful complotion of certain human factors engineering reviews. 
LO.RH Project Directorate II 1 88/10/14 UTLEY, EE Carolina Power & Light Co 
2pp 47175169-47176 179 

-8910100464 Safety evaluation concluding that proposed ATWS mitigating sys actu- 
ation circuitry design acceptable & In compliance w/10CFR5O<62,Paragraph 
(c1( 13, pending resolution of Tech Spec issue & completion of slated enginaering re- 
views 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 89/10/14. 9pp 
47175-171-47175 179 


8010310301 Summary of 080831 meeting w/util In Rockville, MD re short & long term 
programs for enhancement of plant performance List of attendees & vlewgrephs end 
BUCKLEY.BC Project Diroctoralo tl-1. 88/10/25. Project Directorate 11-1. 56pp 
47373-306 47373.363 


O. Inspection reports, IE Bulletins & correspondence 

8 6971 30047 Advises that util 880408 confirmation that no Westinghouse DS aeries cir- 
cuit breakers used In safety-related aj^llcatlons satisfactorily responds to NRG Bulle- 
tin 88 001, "Defects In Westinghouse Circuit Breakers " 

LO,R H, Project Dlraclorato 11-1 8B/07/OB. UTLEY, E E Carolina Power & Llghl Co 
2pp 46985 071-46965072 

8809010337 NRC Info Notice 88 073, "Direction-Dependent Leak Characteristics of 
Containment Purge Valves.” Sve list end 

ROSSI.CE Division of Operational Events Assessment {Post 870411) 86/09/08, 
Ckjnsofidatod Edison Co of New York, Inc t19pp. 46958 058-46958 177 

8809300169 Forwards Insp Rept 50-261/88-22 on 080920-0902 No violations or devi- 
ations noted 

COLLINS, DM Region 2, Ofc of the Director 89/09/20 UTLEY.EE Carolino Power & 
Light Co 2pp. 47063.161-47003 168 

-8809300171 Insp Rept 50 261/08 22 on 080829 0902 No violations or deviations 
noted Major areas Inspected emergency plan & implementing procedures, omorgoncy 
facilities, equipment, Instrumental ion, supplies & organization & mgt control 
TESrA,E.D, DECKER, TR Region 2, Ofc of the Director 98/09/19 Opp 47003 103- 
47003-168 

9810040313 Forwards Insp Rept 60 261/80 24 on 880725-29. No violations or devi 
Gtions noted Licensee attention Invited to unresolved items identified In insp rept 
HERDT,A R Region 2, Ofc of the Director 80/09/20 UTLEY, E.E. Carolina Power & 
Light Co 2pp 47036.179-47036.190. 

»9B10040314 Insp Rept 50-261/80-24 on 880725-29 No violations noted Major areas 
inspected SVC water design verification & survey of current sve walor 
Initiatives Pole nil at deficiencies Identified re sve water sys per updated FSAR design 
0EflNHARD,R H., JAPE,F. Region 2, Ofc of the Director 88/09/07. 8pp 47036-181- 
47036.190 


9810190053 Requests NRC concurrence re postponement of implementation schedule 
por NRC Bullolfn 88 009 Request based on good operating history w/original 
lubes.Impracticafity of insp methodology at present & small susceptibility to vibralion, 
MCDUFFIE.MA Carolina Power & Light Co 88/10/12 Document Control Branch 
{Document Control Desk) 2pp 47180.001 47186 002 

8610130161 NRC Info Notice 88 003, ’’Inadequate Testing of Relay Contacts in Safety- 
Related Logic Sys ” Sve list end 

ROSSI,CE Division of OperaHonal Events Assessment {Post 870411) 08/10/19 
Consolidated Edison Co of New York, Ir^c 110pp. 47106 239 47196357 


R. Periodic operating reports & related correspondence 

8810210406 Monthly operating rept Cor Sept 1988 for HB Robinson Unit 2. W/801010 
Itr 

HAYNESWORTH,V , MORGAN, R E Carolina Power & Light Co 88/00/30 6pp 
47230-287-47230 292 


8. Reporieblo occurrences, LERs A related correspondence 

6810040063 PNO II-88-053A on 8QO019,unlt re started, following 20 day outage to re- 
solve reduced pressures on sve water outlet of hydrogen vent header (HVH) contain- 
ment fan coolers Caused by biological fouling HVH cloanad. 

CARROLL, R. Region 2, Ofc of the Director 08/00/20 2pp 47042 038 47042 039 

66t0040250 PNO li-88 O59.on 8809 2 2, unusual event re plant shutdown 

occurred Inboard & outboard butterfly containmeni purge exhaust Isolation valves 
inoperable Repairs underway 

CARROLL.RE Region 2, Ofc of the Director 88/09/22 2pp 47018 357-47018 358 

8010070343 LER 60 018 00 on 880901, air leakage through cable tray fire penetration 
seals dlscovered.Caused by Inadequate Installation procedures during original sealing 
of seals Procedure revised to assure proper seal W/880030 l(r 
CROOK.D, MORGAN, RE Carolina Power & Light Co. 08/10/01 6pp. 47080-348 
47080 353 

8010120334 LER 88-019 00 on 080906, insp of fan coolers revealed biological fouling 
which reduced overall cooling coil lube inner diameter by more than 20% Containment 
(an coolers cleaned of blofouling & Inspected W/8B1004 Itr 
SAVRE.D,, MORGAN, R.E. Carolina Power & Llghl Co 88/10/04 9pp 47119103- 
47110 108 

6810210302 LER 88-020 00, on 88D914,dlscovered (hat reactor vessel head vent sys 
target rock valvos not environmentally qualified, par 10CFR50 40 Caused by equip- 
ment bolng omitted from master equipment qualification list W/881014 Itr 
LEGGTTEIf.L , MORGAN,R E Carolina Power & Light Co. 08/10/14. 5pp 47236 227- 
47236-231. 


V. Operator Examinations 

8B08 170160 Generic Llr 88-13 to all power reactor llconsoos & applicants (or OL re op- 
erotor licensing oxams Sve list and 

MIRAGLIA.FJ Associate Director for Projects {Post 870411) 88/08/08 Consolidated 
Edison Co. of Now York, Inc. 56pp 46050 001-46959057 


9809150006 NRC fnfo Notice 8Q-077, "Inadvertent Reactor Vessel Overfill " Sve list 
end 

flOSSI,CE Division of Operational Events Assessment (Post 970411) 80/00/22 
Consolidated Edison Co of New York. Inc 11 1pp, 47114 291-47115 042. 

0909190047 NRC Info Notice 88-079, ’'Implomontallon of Revised NRC-AdminIstorod 
R equal if lea tl on Exams.” Sve list end 

ROSSI, C,E. Division of OporaNonal Events Assessment (Post 870411). 88/09/22 
Consolidated Edison Co of Now York, Inc. 119pp 47115:043-47116 046 

8010040177 Responds to NRC Bulletm 80 008, "Thermal Stresses In Piping Connected 
to RCS " No sys idontified w/unisolable piping sys w/potentiol for inducing unaccept- 
able thermal stresses. 

MCDUFF1E,MA Carolina Power & Light Co 60/09/28 Document Control Branch 
{Document Control Desk) 2pp 47021 095-47021 096 

8009230092 SuppI 1 lo NRC Info Notice 80-099, "Movebfe Contact Finger Binding In 
HFA Re lava Mfg by QE " Sve list end. 

ROSSI.CE Diviaion of Operational Events Assessment {Post 970411) 86/00/29. 
Consolidated Edison Co of New York, Inc 117pp 47115 163-47115,281. 

9910240393 Forwards Insp Rept 60-261 /88-26 on 680829 0902 No violations or devi- 
ations noted 

HEROT.AH. Roflion 2. Ofc of the Director 80/10/04 UTLEY.EE. Carolina Power & 
Light Co 2pp 47257.041-47257 055 

-6810240398 Irt&p Rept 60 261/98 25 on 890829-0902 No violations notod Major 
areas inspecluaflre protection/ prevention Weakness noted during exerclS6.one Indi 
vidual ded not don solf contained broalhinp apparatus In auxiliary bldg 
WISEMAN.GB, CONLON.T. Region t Ofc of the Director 98/09/20 11pp, 
47257.043-47257 055. 

8810120001 AcK receipt of 880909 Itr & payment for civil penalty In amount of 
$50,000 NRC rohed upon Info from Insp Repls 60 261/67 06 & 60-261/07-17 for en- 
forcoment acilona & does not intend to utilize Info util unaware of. 

LIE8ERMAN,J L. Ofc of Enforcement (Post 970413) 80/10/06. UTLEY.EE Carolina 
Power AUghl Co 2pp 47135 017-47135 019 

6810030255 NRC Info Nollco 86 090, "Unexpected Piping Movement Attributed to Ther- 
mal Stratilrcatlon.” Sve list end. 

flOSSI.CE Division of Operational Events Assessment (Post 870411) 89/10/07 
Consolidated Edison Co. of New York, Inc. 223pp 47115 282-47116-285 

6610040066 NRC Info Notice 88-091, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Bolls Nylon Wire Caps During Environ Qualification Testing.” Sve list end 
flOSSI.CE Division of Operational Events Assessment (Post 870411) 08/10/07. 
Consolidated Edison Co. of New York, Inc. 119pp 47116 026 47116 144, 


Y, Dry Cask Independent Spent Fuel Storage Installations 

6910140045 Forwards summary of completed preoporallonal losiing for plant fSFS1,pQr 
Tech Spoc 121a h.Supplomontal rept re Items b & g will b provlaed upon completion 
of tests. Remaining Items will be sallBfied prior lo fuel loading 
RICHEY.R B Carolina Power & Light Co. 68/09/23 GRACEJ N. Region 2. Ofc of the 
Director 2pp 47161.009-47161 100 

8610100160 Forwards Amend 3 to License SNM 2602 .categorical exclusion & notice of 
Issuance Amend revises conlaminallon limits on dry shielded canister & dianges sur- 
vollfance requirements 

ROUSE, L.C Fuel Cycle Safety Branch 06/09/30 UTLEY, E E. Carolina Power & Llghl 
Co 4pp 47103 221-47103-261. 

-6010100152 Amend 3 to License SNM 2602, changing removable conlaminallon limits 
for dry shielded canister, changing surveillance requirements & operating pressure 

ROuiE,L?aFuer§rcle Safety Branc 8B/0Q/13 34pp 47103 225-47103 258. 

-8910100153 Approves of catogorical exclusion por 10CFR51 22(c)(11J re 860909 ap 
plication for amend to Llcensa SNM-2502, raising & clarifying removable contamination 
limits on dw shielded canister Environ assessment & EIS not warranted. 

ROUSE, L.C . Fuel Cycle Safely Branch 88/00/30. Fuel Cycle Safety Branch 1p 
47103*269-47103.269. 

-*8810100165 Nollce of amend to License SNM 26O2,r0vi8)ng Tech Specs re removable 
conlemlnation limits on storago canister & associated surveillance requirements to 
assure limits not oxcooded 

ROUSE, LC. Fuor Cycle Safely Branch. 98/09/30 2pp 47103.260 47103 261 

8810200394 Forwards Amend d lo License SNM-2502 re receipt A storage of spent fuel 
at plant ISFSI Amend changes removable contamination limits on dry shielded canis- 
ter In App A, Section 2 4. 

LOiFLIf^LI. Carolina Power A Light Co. 66/10/13 NRC - No Detailed Aflillalion Given 
2pp, 47209.091 47209.133 


DOCKET 60-263 MONTICELL.O NUCLEAR GENERATING PUNT 


F. S«curl(yi medical, emergency & fire protection plans 

8610070057 Rev 9 lo Emergency Plan Implementing Procedure 1111, "Dose Assess 
menl & Protective Action Recommendalions." W/B80927 llr. 

FEY.F.L, EUA80N,L.R Northern States Power Co 88/09/27 27pp 47081 001 
47081.026. 
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8910170167 Re/jsecf onfiorgency plan impfemenling p:oc6cfur«sjnclodjng Rav 21 to A 2- 
oat, "Emergoncy Organization, Rev 11 to A2*fO0, “Actjvation & Operation of Tech- 
nical Support Ctr" & Rev 5 to A2*108» "Access Control During Emergencies ” W/ 
flat 007 Itr, 

FEY,FL Northern States Power Co 88/10/07 6epp 47153170-47153 236 


6810110223 Documents actfons taken & future actions to bo taken as result of tfsoov 
ering error re effect of dc power supply failure on ECCS performance Procsdjri 
issued to Identify manual operator actions to restore LPCI operability, 

MUSOLF.D Northern States Power Co 88/10/04 Document Control Branch (Docu- 
ment Control Desk) 6pp 47107 108 47107 113 


0. Adjudicatory oorraapondence 

6810100176 Forwards 650826 ffr ack receipt of OCRE 2 206 petition on request for im- 
mediate acUon re BWBs,for Info 

STEFANO,JJ Project Directorate KM 89/10/04 MUSOLF.D M. Northern States 
Power Co 3pp 47089 303 47089 309 


J. Insurance & Indemnity Information 

8B002&0329 Forwards two environ assessments & finding of no slgnlticant impact re 
temporary exemption from schedular requirements of 10CFR5064(wH6)(i), requiring In- 
crease in amount of onsite property damage Insurance required by licensees 
DlfANNI.D.C Project Directorate IIM 88/09/23 MUSOLP,DM Northern States 
Power Co 5pp 47001:071-47001 084 

-6809290337 Environ assessment & finding of no significant Impact ra temporary ex- 
emption from requirements of l0CFRS0.54(wJ(6J(i) concerning increase of amount of 
onsite property damage Insurance required by power reactor licensees 
OIIANNKDC.MQCl&H'OClorate IIM 88/09/23 4pp 47001*076-47001 080 

-8609300006 En^ron assessment & finding of no significant impact re temporary ex- 
emption from raquiremanls of 1QCFR50 64(w)(S)(i) concerning Increase of amount of 
onsite property damage insurance required by power reactor ricensees, 

DIIANNI.D.C, Project Directorate 111 1 88/09/23 4pp 47001081-47001*084. 

86 10050222 Forwards temporary exemption from 10CFR50,54(w)(6}(l) requirements that 
llcerrsees obtain Insurance policies that prioritize Insurance proceeds for stabilization 
& decontamination after accident 

QUAYJR Project Directorate riM, 68/09/30 MUSOLF,DM Northern States Power 
Co. 6pp 47059 100-47059 1 12 

-6810050223 Exemption from 10CFR&0 54(w)(5)(l) requirements that licensees obtain 
Insurance policies lhat priontize Insurance proceeds for stabilization & decontamina- 
tion after accident 

HOLAHAN.GW Division of Reactor Projects - lfl,IV,V & Special Projects (Post 
8704113. 88/09/30 Northern Slates Power Co 4pp. 47059 105-47059.108. 

-681 00-50224 Temporary exemption from 1<)CFR50 54(w)(5}(i) requirements re Increase 
In amount of onsite property damage Insurance roquirea to be carried by power reac- 
tor licensees 

HOL.AHAN,Q M Division of Reactor Projecls - llt.iV.V & Special Projects (Post 
870411) 88/09/30 Northern Stales Power Co 4pp. 47059 ia9'47059* 112 


P. Operating license atage documents & correspondence 

8809120065 Generic Llr 68 15 to all power reactor licensees & applicants re electric 
power sys • Inadequate control over design processes 

CRUTCHFIELD,D Associate Director for Projecls (Post 870411) 88/09/12 Consoli- 
dated Edison Co of New York, fne 60pp 47001 239 47001 300 

6810030231 Forwards Rev 7 to process control program manual, Inadvertently omitted 
from Waste Ol&posat SwTMawiual Rept tor Fvrst HalT 1906 

FEY,f L. Northern States Power Co 08/09/20. Document Control Branch (Document 
Control Desk) 2pp 47014 234-47014 276 

-8610030367 Corrected effluent & waste disposal semiannual rept for JanJune 
1988, including inadvertenty omitted Rev 7 to process control program manual. 

• Northern Stales Power Co 80/09/20 4lpp 4701 4'236-47014 276. 

8610030305 Forwards Amend 57 to License OPR -22 & safety evaluation, Amend re 
vises plant Tech Spec SecUons 3 4 &. 4 4 to rotieci use ot standby liquid control sys 
sodium penlaborate solution having B-10 enrichment of 65 atom percent 
STEFANO.JJ Project Directorate lll-t 66/09/23 MUSOLF.D M Northern States 
Power Co 3pp 47(308302-47008 318 


-8610030308 Amend 57 to License DPR-22. revising plant Tech Spec Sections 3.4 & 
4 4 to reflect use of standby liquid control sys sodium penlaborate solution having B 
10 endchmenl of S5 atom percent 

DIIANNI.D Projeci Directorate IIM 60/09/23 7pp 47008.305 47008 311. 

*-8610030313 Safety evaluation syiporting Amend 57 to License DPR-22 
• Office of Nuclear Reactor Regulation, Director (Post 870411). 68/09/23 7 dp 
47003-31 2-47008 318. t 


6810040374 Forwards environ assessment & finding of no significant Impact re exemp- 
tion from requiraments of App J to 10CFR50 for primary reactor containment leakage 
lesTlng 

STeFANO.JJ. Project Directorate Ilf-S BS/09/23 MUSOLF.D.M. Northern Slates 
Power Co 3pp 47038 040-47030 046 

—6610040376 Environ assessment & finding of no significant Impact re exemplion from 
10CFR50.App J, Paragraph I II. A 3, "Pnmary Hoactor Containment Leakage fasting for 
Water-Cooled Power Reactors ’■ 

DIIANNI.D C. Project Directorate ffl-3 08/09/23 4pp. 47030043 47038.046. 

8810000315 Forwards proprietary Info re plant oparalion w/hlgher river temp durinfl 
Summer of 19Bfl.lnto withheld (ref lOCf R2 7901 v 

MU^LF.p Northern Slates Power Co. 88/09/28 Document Control Branch (Docu- 
mervt Control Desk) 5pp 47060 135-47060 139 


0810050058 Genenc Llr 88-16 to alf power reactor licensees & appircants re removal of 
c^le-specific parameter limits from Tech Speci Sve Hat end 

5 . As^late Director for Projects {Post 070411), 88/10/04. Consoli- 

dated Edison Co of New York, Inc. 48pp 471 16*145 471 16.194 

8810110146 Confurnatory Action Ltr CAL-Rllt 88 028 ro effect of dc power supply failure 
on perrormance of ECCS, CX)rrec five actions operator will receive adequate procedures 

6 training in reBtoring power to deenergized LPCI valves 

DAVIS.AB Region 5, Ofc of the Director, 88/10/04. LARSON.C.E Northern Slates 
Power Co 2pp 47109 350-47109.360 


8B10140207 Responds to confirmatory action Hr re effect of do power supply failure C4 
ECCS performance Corrective actions- operators will read new procedure & hardsoiv 
training will be conducted on manually operated deenergized breakers 
MUSOLF.D Northern Stoles Power Co 80/10/07. Office of Nuclear Reactor Rooulfr 
tion* Director (Post 870411), Ip. 47150,216-47150 216. 


Q. Inspection reports, IE Bulletins & correspondence 


8609010337 NRC fnfo Notice 80 073, "Direction-Dependent Leak Chars c (oris be $ d 
Containment Purge Valves " Sve list oncl 

ROSSI, CE Division of Operational Events Assessment (Post 87041 1). 68/09/06 
Consolidated Edison Co or New York, Inc 1 1 9pp 40956.058 46956-1 77. 

8809150008 NRC Info Notice 08 077, "Inadvertent Reactor Vessel Ovorfill," Sve M 
end 

ROSSI, C.E. Dtvislon of Operational Events Assessment (Post 870411) 68/09/27 
Consolidated Edison Co of New York. Inc 111pp. 47114 291-471 15.042, 

6609190047 NRC Info Notico 88-078, "Implementation of Revised NRC Adminisiorad 
Requafificatlon Exams " Sve list end 

ROsSi.CE, Division of Operational Events Assessment (Post 670411) 06/09/27. 
Consolidated Edison Co of New York, Inc 1 lOpp 471 1 6 043*471 15 046 

0810120032 Forwards Safety Jnsp Rept 50 263/60-13 on 060716^0906 No vfdatKXit 
noted, 

ALEXSON.W.t Region 3, Ofc of the Director 68/09/23 LARSON, C.E. NorVWJ» 
States Power Co, 2pp 471 19.303-471 19.317. 

*>8810120035 fnsp Rept 60-263/89-13 on 800716-0906 No violations nolod 
areas Inspacted.prevlous Insp flndlogs,operatlonel Wf^fy 
verification, maint, 8 urvelllanco,LERs.8cram discharge vol capability & bulietir^s. 
JACKIW.I N. Region 3, Ofo of the Director 08/00/23 t3pp, 471 10:305-471 19.3! 7. 

6810050128 Forwards Safety fnap Rapt 50-263/68-16 on 68061 6'25.No 
noted While all problems w/RCfC sys not completely resolved.dotermlnotl lhal M 
presently capable of performing designed function 

WRIGHT, G C. Region 3, Ofc of the Director 65/09/26 LAnS0N,C E, Northorn Slalsi 
Power Co. 2pp 47053.310 47053-340. 

-6610000132 Insp Rept 50 263/68-16 on 860816-26 No violation or dovtolior^ 
noied.Obaorvatlons ro RCIC listed Major areas Jnspoctedihialory of RCIC problomiS 
adequacy of licensee evaluations & corrective actions 

BONQIOVaNI.AM.. MAURA, fa., PHILLIPS, M P. Reoion 3, Ofo of the Oiroctor. 8Sf 
09/23. 29pp 47053.312-47053.340. 

6609230092 Suppf 1 to NRG Info Notice 88 069, "Movable Contact Flr^gof Binding rt 
HFA Relays Mfg by 6E " Sve list end 

ROSSI ,CE. Division of Operational Events Assessment (Post 87041!). BO/W/Tfr 
Consofidated Edison Co. of New York, Inc. 1 17pp 471 15.163 471 16 281. 

8810030255 NRC Info Notice 80 080, "Unexpected Piping Movement Allribuled to lh« 
ma) Stralincation " Sve list end 

ROSSLCE Division of Operational Events Assessment (Post 670411). 66/10/07 
Consolidated Edison Co of New York. Inc. 223pp 471 16*282-47116.285. 

8610040066 NRC Info Notice 88-081 ''Failure of AMP Window Indent KYNAR SpKws A 
Thomas & Betts Nylon Wl/a Caps During Environ Qualification Tasting.'' Svo llsl end 
ROSSI, C.E Division of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co of New York, Inc 110pp 47118 026-47116.144. 

6810130161 NRC Info Notice 88-083, "inadequate Testing of Relay Contacts In SateV 
Related Logic Sys." Sve flat er^cl 

ROSSf.C.E. Division ot Operational Events Assessment (Post 870411). 88/10/19 
Consofidated Edison Co. oj New York, Ino 110pp 47196*239-47196 357. 


S. Reportable occurrenceSi LERs & related correspondence 


6610190166 Part 21 rept re potential problem w/EMD 20 645E4,Type 009 excltatton iyt 
circuit breaker & wiring. Potential for lietd circuit breaker to trip due to combined rJr 
lamps & field current exists at all plants w/Model 999 sys 
KULCHAK.R.O. Morfison-Knudsen Co., Inc. 80/10/12. MURLEY.T. Office of Nuclfiir 
Reactor Regulation, Director (Post 07041 1) 8pp. 47263-350-47263.357. 

8810210221 LER 08-006-00 on 88091 7. re actor bldg ventilation Isolation & Standby oas 
treatment sys Initiation occurred. Caused by failure of low range detector. Detec tar rs- 
placed & monUor returned to svc,W/88l01/ Hr, 

HAMMER.M.F., MUSOLF.D, Northern States Power Co 88/10/17. 3pp. 47237*236- 
47237-240 


V, Operator Examinations 


6606170160 Genedc Ltr 88-13 to all power reaclor licensees & applicants for OL re op* 
erator licensing exams Sve list end. 

MJRAGLIA,F,J Associate DJreclor for Projects (Post 67041 1). 80/08/08 ConsolWatw# 
Edison Co. of Now York, Inc 56pp. 46958 001-46958,067. 

8810130302 Forwards grading & answer sheets for 880921 generic fundamentals ptW 
exam W/o ends, 

PERKINS,K,E, Operator Ucensing Branch. 88/ 10/07. FITZPATRICK.E, General Pu^ 
Utllllios Corp, - GPU Service Corp. ANTONY, DD Northern States Power Co. 
LAZAR, M P Cleveland Electrfr iriuminatlng Co 37pp 47136 001-47136.037. 
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DOCKET 50-265 QDAD-CmES STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 

8009200095 FoAvards Safoly Insp Ropls SO 254/88-19 & 60 265/00-19 on 000030- 
0902 No violalions noted Response detaitlnp actions taken or planned to correct exer- 
cise weakness requested within 45 days ol Hr date 

SHAFER.WD Region 3, Ofc of the Director 68/09/22 REED.C Commonwealth 
Edison Co 3pp 46983 071-46983 096 

<-6009200096 Insp Repts 50 254/B8-19 & 50-265/80-19 on 880030 0002 No violations 
noted Weakness & four open items identified Major areas inspected annual exerclso 
PLOSKI.T Region 3, Ofc of the Director. 08/09/22 23pp 469Q3.074-469B3 096 

6610030024 Advises that Rev 7B to annex to plant emergency plan consistent w/provi* 
sions of 10CFR50 54(q) 

SHAFER.WD Region 3, Ofc of the Director. 88/09/27 REED.C Commonwealth 
Edison Co 2pp 47003 360 47003 361 

8610070050 Requests that util review allegations re contract guard force at 
facility Response requested In 45 days Summary of allegations withheld (ref 
10CFR2 7G0] 

NORELtUS.uE Region 3. Ofc of the Director 08/09/28 REED.C Commonwealth 
EdIsonCo 2pp 47081-170 47081 171 

6810170200 Forwards Safety Insp Repts 50-254/80-21 & 50 265/00 21 on 880222- 
26,0627-20 & 0901 Violations noted re lack of safe shutdown procedures per 
lOCFRBO.App R 

MILLER, HJ Region 3, Ofc of the Director 80/10/07 REED.C Commonwealth 
EdisonCo 2pp 47169 001 47169 023 

•^60 101 7021 4 Insp Repts 50 254/88-21 & 50 265/08-21 on 880222 0001. Violations 
noted Major areas inspected compliance w/App R to 1QCFR60 & review of fire protec- 
tion program reqiilroments 

HOLMES,J Region 3, Ofc of the Director 88/10/05 21pp, 47169 003 47169 023 

0610160191 Nolification of 881028 enforcomont conference In Gten Ellyn, IL to discuss 
findings from fire protection Insp. 

QREENMAN.E G Region 3, Ofc of Iho DIfoctor 80/10/07 REED,C Commonwealth 
EdisonCo ip 47172 335-47172 336 

-8B10240496 Notification of significant licensee mooting on 801020 w/util In Qlon 
Ellyn, IL to discuss fire protoction findings 

' Rogion 3, Ofc of tho Director 86/10/07 Region 3, Ofc of the Director Ip. 
47172 330 47172 330 

8010170102 Forwards Safety Insp Repts 60-254/80-20 & 50 265/00 20 on 000007- 
0030 No violations noted 

FORNEY, WL Rogion 3. Ofc of the Director 00/10/13 REED.C Commonwealth 
Edison Co 2pp 47106 210 47160'225 

-8010170104 Insp Repts 60-254/08-20 & 50-265/80-20 on 800007 0930 No violations 
or deviations noted Major areas inspected- operations, malnl,&urvolllanco,LER 
rQview.routino repts, temporary In a I ructions, radiation control 6 Info notices 
RING, M A Region 3, Ofc of the Director 88/10/13 14pp. 47100.212-47168 225 


H. General correspondence 

6810660035 Comment supporting petition to rescind paragraphs (x)(y) of Section 
10CFR50 54 re cases of nazardous practices Including util authorizing senior operator 
to turn off safety sys In omorgency before sys has finished job 
YOUNG.C Affiliation Not Assigned. 80/00/03, CLAUSENI<,M J. Commissioners 2pp. 
47013 246 47013 251 

-BOIOOGOOB? Discusses safely problems at Comm Ed nuclear powor plants re risking 
fuel meltdown by turning off safety sys as directed by util policy in emergency If core 
cooling Is adequate Vice president instruction end, 

YOUNG, C Affiliation Not Asslgnod 08/02/24 WEIL,C H Rogion 3, Ofc of the Direc- 
tor 4pp 47013.240 47013.251. 


J. Insurance & Indemnity information 

6810200006 Forwards environ assessment & finding of no significant Impact ro exemp 
tion from 10CFRBO B4(w)(5)(l) of property Insurance ruto, 

MULLER,DR Project Directorate III-2 88/09/30 DLlSS.H Commonvvealth Edison 
Co. 3pp 47233 237 47233 276. 

-8010200010 Environ ossessmenl & finding of no significant impact ro exemption from 
10CFRBO 54(w)(5)(i} on property Insurance rule. 

MULLER,D R Project Dlreolorate 111-2. 08/09/28. 6pp 47233 246 47233 251 

6610200402 Forwards temporary exemption from reoulromonts of property insurance 
rule.10CFR50.54(w)(6)(l) Exemption valid until rulemaking complotod 
MULLER, DR Project Directorate 111-2. 88/10/03 BUSS,H Commonwealth Edison 
Co 3pp 47205 204 47205-322, 

-6810200346 Temporary exemption from scheduler requirements o( property Insurance 
rgl 0 .pGr 1OCFR5O54(w)(5)O)i0nding completion of rulemaking not later than 090401 
HOU\HAN,Q M. Division of Reacror Projects - llt,iv,V & Special Projecta (Post 
070411). 88/10/03 Commonwealth Edison Co 6pp. 47205-307-47205-311. 


P. Operating license stage dooumanta & correspondence 

8609120065 Generic Ltr 88-16 to all power reactor licensees & applicants re electric 
powor sys - inadequate control over oesign processes 

CRUTCHFIELD, D Associate Director for Projects (Post 870411) 8B/09/12. Consoli- 
dated Edison Co. cf New York, Inc. Bopp 47001.239-470011300. 

8010070219 Forwards addi info In support of 880916 application (or amends to Li- 
censes DPR-20 & DPR-30 ro hydrogen water chemistry program Attachment C pro- 
vides draft proposed changes to updated FSAR. 

JOHNSON,] M. Commonwealth Edison Co. 00/09/26. MURLEY,T E, Office of Nuclear 
Reactor Regulation, Director (Post 870411 4pp. 47079'264-47080 076 


-8810070222 -Hydrogen Walor Chemistry Instnilailon Rept for Amend to Facility OL” 

* Sargenl & Lundy, Inc 88/05/16 lOOpp 47079 268 47079 349. 

-8010070226 -'HydrogGn Water Chemistry Inslallalion Compliance W/EPRI Guidelines 
for Permanent BWR Hydrogen Water Chemistry Inalallalions " 

* Sargent & Lundy, Inc 87/09/30. lOOpp 47079 350 47080 075 

8010100061 Forwards 880826 Mr ack receipt of OGRE 2 206 petition on request for im- 
mediate action re BWRs 

SHEMANSKI,P Project Directorate III 2 B8/09/2B BLISS,H E Commonwealth Edison 
Co 4pp 47084 235 47004 242 

8010050058 Generic Ltr 88-16 to all power reactor licensees & applicants re removal of 
cycle-specific parameter limits from Tech Specs Sve list end 
CRUTCHFIELD,D Associate Director for Projects (Post 870411) 88/10/04 Consoli 
dated Edison Co of Now York, Inc 48pp 47116 145 471 16 194 

8610190266 Appllcallon for amends to Licenses DPR.19,DPR-25,DPR 29, DPR 30,NPF- 
1 1 & NPF 18,romovlng corporation organization charts from Tech Specs Foe paid 
DEYOUNG, GL Commonwealth Edison Co 08/10/05 MURLEY.TE, Office of Nucle- 
ar Reactor Regulation, Director (Post 87041 1) 2pp 47190 317-47190352 

-8810190274 Proposed Tech Specs re ad minis Ira live controls 

* Commonwealth Edison Co. 08/10/05 33pp 47190.319 47190 352 

6810120190 Responds to 080720 request re schedule for Implementing generic impfo- 
monlQtion procedure Ulit will review final generic imple mental Ion procedure after ap 
proval by NRC & resolution of all outstanding issues 

JOHNSON.! M. Commonwealth Edison Co 88/10/07 MURLEY,T E Office of Nuclear 
Reactor Regulation. Director (Post 070411). 2pp 47119 214 47119 216 

8B10170347 Advises that 800912 Rev 52 to QA Topical Rept CE-1*A consistent w/ro- 
qulromonts of 10CFRS0,App B & acceptable 

WRIGHT.G C Rogion 3, Ofc of Iho Director 88/10/07 REED.C Commonwealth 
Edison Co 2pp 47166088 47168 007 

8010170072 Forwards safety ovalualion re as built spacing discropancios of embedmonl 
plate strap anchors at plants Util program salisfactonly addresses safoly concerns re 
embedment plates 

VIRGILIO.MJ Assistant Director for Region III & Rogion V Reactors. 00/10/10. 
MILLER, H J Rogion 3, Ofc of the Director. 2pp 47169 334 47169 341 

-8810170078 Safety evaluation ro discrepancy In degraded embedment plate between 
shop drawing used for fabrication & design specs Util program satisfactorily address- 
es NRC concerns 

* Office of Nuclear Reactor Regulalion, Director (Post 870411) 00/10/10 Bpp 
47160 336 47169-341 

0810240346 Discusses DCROR mods & onhancemenls Problems encountered in keep 
Ing Implementation schedule for some Hems Late Oct or early Nov meeting In Chicago 
discussed Util will submit acceptable revised schedule following mooting 
SILADY.JA Commonwealth Edison Co 88/10/13 MURLEY.TE Office of Nuefear 
Reactor Rogulallon, Director (Post 870411) 2pp 47269-123 47259 124 


Q. Inspection reports, IE Bulletins & correspondence 

8809010337 NRC Info Nollce Q8 073, "Direction Oepondenl Leak Characteristics of 
Containment Purge Valves." Sve list and 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/08 
Consolidated Edison Co of New York, Inc 119pp 46950 050 46958 177 

6809150008 NRC Info Nollco 08 077, "Inadvertent Reactor Vessel Overfill " Sve list 
end 

ROSSI, C.E Division of Operational Events Assessment (Post B70411) 88/09/22 
Consolidated Edison Co of Now York, Inc. Ilipp 47114 201-47115,042 

6609190047 NRC Info Notice Oo 070, "Implomontation of Revised NRC-Ad ministered 
Roqualificatlon Exams " Sve Hat onci 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/09/22. 
Consolidated Edison Co of New York. Inc 119pp 47116-043 47115 046 

8S0928D09S Forwards Safety Insp Repts 50 254/88-19 & 50-265/88-19 on 6B083D- 
0002 No violalions noted Response detailing aclions taken or planned to correct oxer- 
cleo weakness requested within 45 days of Mr date, 

SHAFER.WD Region 3, Ofc of Iho Olroclor 08/09/22 REED.C Commonwealth 
Edison Co. 3pp. 46963 071-46083 090 

-8609280096 Insp Rents 60-264/88 19 & 60-265/88-19 on 800830 0002 No violations 
noted.Woakne3S & four open items Idenllfied Major areas Inspected .annual exorcise 
PLOSKI.T . SMITKM . SNELL, W. Region 3, Ofc of the Director 00/09/22 23pp 
46003 074 46983 096 

8S09230092 SuppI 1 to NRC Info Notice 88 069, "Movable Contact Finger Binding in 
HFA Relays Mfg by QE." Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 00/09/29 
Consolidated Edison Co. of New York, Inc. 117pp. 47116 163-47115.201. 

8010070267 Responds to NRC Bulletin 80 008 Suppis 1 & 2 re review of RCS to identi- 
fy any connected.unisofable piping subj to tomp distributions which would result In un- 
acceptable thermal stresses 

MORGAN, WE. Commonwealth Edison Ck>, 08/10/03. Document Control Branch 
(Document Control Desk) 22pp 

8810030255 NRC Info Notice 00 080, "Unexpected Piping Movement Attributed to Ther- 
mal Stratification " Sve list end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co of New York, Inc 223pp 47115-202-471 15:285 

6810040068 NRG Info Notice 88-001, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Gaps During Environ Qualification Tasting " Sve list end 
ROSSI, C.E Division of Operational Events Assessment (Post 870411), 88/10/07 
Consolidated Edison Co of New York, Inc 1 19pp. 47116 026-471 16-144. 
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88iai7020a Forwards Safety (nap Septa 5a-354/(38-2f & 50 26S/8S 21 on 080222 
26,0627-24 S 0901 Vjofa lions noted re of safe shutdawn prococfuros per 
lOCFFiSOcApp R, 

MILLER, HJ Renpon 3, Ofc of the Direclor 88/10/07, REED.C Co/fimonweallh 
Edison Co 2pp 47169 001 47189023 

•*0810179214 fnsp Ropis 50-a54/aB-2f & 50 26S/8fl 21 on 880222-0901. Viofalions 
noted Major areas inspected compNance wfApp R 1o 10CFR50 & review of Tire protec- 
tion program require menls 

HOLMES.J, BliTLEfl, D, HODOR.R Region 3, Ofc of the Director 88/10/05 21pp 
47189 003-47169023 

8610100191 Notification of 88 f 025 enrorcement conference fn Glen Ellyn, IL to discuss 
findinga from lire protection fnsp 

GREENMAN.E,G Region 3. Ofc of the Director. 88/10/07 REEO.C Commonwealth 
Edison Co Ip 4717233& 47172 336 

-8610240498 NoliHcatfon of sfgniffcanl licensee meeting on 581020 w/utfl In Glen 
Elfyn.lL to discuss fire pro tec iron findings 

* Regton 3, Ofc of the Diroclor 68/10/07, Region 3. Ofc of the Director ip. 
47172336-47172 336 

0afO17fH62 Forwards Safely fnsp Repts 50-254/88-20 A 60-265/88 20 on 880807- 
0930 No vfoIalJcns no led 

FORNEY, W,L, Region 3, Ofc of Ihe Director 68/10/13 flEED,C Commonwealth 
Edi son Go 2pp, 471 68. 21 0 47 168 225 

-8810170184 InspRapts 50-254/88-20 A 50-265/86-20 on 860007-0930 No violatfone 
or deviations nofed Major eraas inspected' operatlans,malnUurveillanco,LER 
review, routine repts, temporary In5lruatfons,radfation control & info nollcos 
RING, M A Regions. Ofcoftha Director. 68/10/13, 14pp 47i68'2l2“47168'225. 

0010130181 NRC Info Notice 66-083, ’‘Inadequate Testing of Delay Oor^tacts in Safoty- 
Relaied Logic Sya Svc list end 

ROSSI,CE. Division of Operational Events Assessment (Post 870411). 88/10/19. 
Consolidated Edison Co of New York, tnc ItBpp 47 1&B’ 239 47 196' 357. 


n. PerTodIc operating reports a related correspondence 

8818170031 Forward fisting of chenoesjesis & experiments completed during month of 

sepi laaa, « r r- » 

ROBEY, R A, Com mod weal I h Edison Co. 88/09/27. Office of Nucfear Reactor Ragula 
IfOii, Director {Po$\ 8704 11), 11 pp. 47169 218-47169.228 

8810 180359 Monthly operating rapts for Sept 1980 lor Qvad Cities Urvils 1 A 2.W/ 
6&0927 Itr. 

DEELSNyDEfl,L , ROBEV,R A. Commonwealth Edison Co OEEtSNYDEn.t. Iowa IHl- 
nols Gas & Elecirfc 88/09/30 23pp 47172.183-47172^205. 


3. Reportable occurrences, LERs A related correspondence 

0009790335 LER a9'025CX) on aaoaso.inslru merit mochanlc mistakenty connected mut- 
llmater feeda to wrong connectron9,resulllng In HPCI ays Isolation Caused by Inad- 
equsle work Instructions. Test ccr>nection5 removed & isolation reset W/e6(>9 13 Hr 
HiLUKJ. 0AX,R L Commonwealth Edison Co. 86/09/13. 7pp 46983 ‘328 46983.334 

6809230397 LER 86-007*03 on 860409»cofe Spray room cooler 28 would not run fn 
either manual or automatic mode.Caused by pitting & burning of contacts on motor 
control ctr contsctor.FeJIod contaclor replaced W/68^0821 Itr. 

PACILI0,J,0, 8AX,R L Commonwealth Edison Co 68/09/21 6pp 46999 003* 
46999,007. ^ 

6609290061 LER 87-016-01'on 871103,whilo performing RCfC sys valve operability 
lest .discovered that steam supply valve did not eutomalically close when companion 
valve closed.Caused by binding In 460 voh oonlactor Part fepiaced.W/8B0fi22 Hr 
PACILjO,JD» BAX,Rl. Commonweal Ih Edison Co 86/09/22 Spp. 46903 195- 
46S63‘199 


V, Operator Examinations 

8608170160 Generic Ltr 88-19 to all power reactor licensees A appllcante for OL re op- 
erator licensing exema Svc Hat end. 

M1RAGL1A,F.J. Associate Director tor Projecle (Post 870411) 68/06/08, Consolidated 
Edison Co. of New York, Inc. 56pp. 46966.001-46956 067 

8809290074 Forwards proposed operator Ikjervsing A reguafifJcflllon exam acheduPa 
format In response to 880806 Generic Ltr 8B-13, 

MORQAN,W^E. Commonwealth Edison Co 8B/09/21 HANNON.3 NRC - No Detailed 
AtmaUon GNen. 19pp. 46992-. 163-46992,171. 


DOCKET 60^266 POINT SEACH NUCLEAR PUNT, UNIT 1 


J. irtsumnea & Indemnity Information 

8B101201&B Forwards environ asaessmant & linding of no slgnllicant Impact ro lompO' 
rary exemption from property Inaurartce rule (10CFR5O 54(w)(5)(l)) uolll rulcr^9klno ^ 
nanzed but r^o later than 690401 ^ 

SWENSON.WH Projeci Directorate 1113 68/00/26 FAY,CW Wisconsin Elotiric 
Power Co Spp 47119 206-47110 302 

-6B10120195 Environ assessment & finding of no significant Impact re torraporsfy a* 
eruption from lOCFflSO S4(w)(6H») re onsite property damage Insuranco until rulema^ 
fng finalized but no feter than 690401 

PERKINS.K e Project Directorate III 3 86/09/26 4pp. 47119 299-47119 302 

6B1D130327 Forwards temporary exemption from scheduler requirements of property In 
suranco rule affective 661004 

SWENSON.WH. Project Directorate 111-3 88/10/03. FAY.CW, Wisconsin Electric 
Power Co, 3pp 47121 027-47121 033 

*•6810130329 Exemption from requirements of 10CFR5O64 until completion ol porxfvig 
rulemaKfnn extending Implementation date no later than 600401 
HOLAHAN.Q M Division of Reactor Projects - IIIJV.V & Special Projects (Pcil 
Q70411) 88/10/03 Wisconsin Elactric Power Co 4pp 47121,030-47121:033. 


P. Operating license stage documents & correspondence 

6809120005 Ganertc LIr 86-15 lo all power reactor llcensaos & appileanta ro electric 
power sys - Inadequate control over design processes 

CHUTCHFIELD.D Associate Director for Projects (Post 870411). 88/09/12. ConsoH- 
dated Edison Co of New York, (nc 60pp 47001 239 47001:300 

8810030061 Requests that util review allegation re radiation protection training prografn 
& initiate Investigation Results of review & disposition requested within 30 days Of 11/ 
dale, End detail of allegation withheld (ref 10CFR2 790) 

NORELiUS.C E. Region 3, Ofc of Ihe Director 86/09/22, FAY.C.W Wisconsin Elocific 
Power Co, 2pp 47009,091-47009 092 

081DO5OO58 Generic Ur 60-16 to all power reaclor licensees A applicants re removal of 
cycfe-^cffic parameter limits from Tech Specs Svc list end, 

CRUTCHFIELD. D. Associate Director for Projects (Post 8704t1) 08/10/04. ConscH 
dated Edison Co of New York, fnc 48pp 471 16.145-47116,194 

8810170456 Forwards response to NRC 600512 request for response to cerlafn Hams 
re offsile dose calculation manual Responses Include commitments to modify corlain 
aspects of manual to be submitted w/semlannual monitoring rept In early 19B9. 
FAY.C.W Wisconsin Electric Power Co 66/10/06 Document Control Branch {DocU' 
ment Control Desk), 21 pp 47153:104-47163 124 

8610140095 Responds to NRC request for plant specific seismic verification plans con 
sistent w/raquirements of Generic Ltr 87-02, "Venfication of Seismic Adequacy of Wo- 
chanloaf A Efactrlcal Equipment in Operating Reactors/’ 

FAY,C.W, Wisconsin Electric Power Co, 88/10/07 Document Control Branch (Docu- 
ment Control Desk) 4pp 47166 036-47 156-041 


Q. rnspeetion reports, IE Bulletins A correspondence 

6809010337 NRC Info Notice 88-073, "Direction Dependent Leak Characterisllcs of 
Containment Furga Valves " Svc fist end 

ROSSI.C.E, DiVialon of Operational Events Assessment (Post 870411). 08/09/08 
Consolidated Edison Co of New York, Inc 1 19pp, 46956 058 46958.177. 

6609160008 NRC Info Notice 88-077, "Inadvertent Reactor Vessel Overfill.” Svc lisl 
end, 

ROSSf.CE Division of Operational Events Assessment (Post 870411). 68/09/22. 
Consolidated Edison Co, of New York, Ino Ilipp 471 14-291-47116 042. 

8809190047 NRC fnfo Notice 00 078, "Im pi a mentation of Revised NR C-Adm I nislo red 
Requaljfication Exams," Svc list end. 

ROsSf.CB. OMsIon of Operational Events Assessment (Post 8704 tt). 68/09/22 
Consolidated Edison Co of New York, Inc llQpp 471 15 043 47116.046. 

8810030384 Responds to NRC Bulletin 68 OOe re thermal stresses In piping connected 
to RCSTwo lines identified which have potential to be subj to stresses from temp 
sirallficalion or temp osciilatlons. 

FAY.C.W. Wiaconsw Electric Po-wer Co. 68/09/27 Document Control Branch (Oocu- 
WWlControf Desk). 2pp 47005:1 41-47005:1 42. 

6809230092 Suppl 1 to NRC Info Notice 88 069, "Movable Contact Finger Binding fn 
HFA Relays Mfg by QB *' Svc list end. 

ROSSI, Gfc Divfslon Of Operational Events Assessment (Post 870411). 86/09/29. 
Conaolidated Edison Co. of New York, Inc 117pp 47115:169*47116*281. 


F. Security, medical, emergertcy & fire protection plana 


6810440422 Forwards ©mergefiqy preparedness exercise scenario from exercise con- 
ducted on 660914, 

FAY.C W. Wisconsin Electric Power Co. 86/09/22. Document Control Branch (Docu- 
ment Control Desk). 1 p 47016 336-4701 7:349. 

-081064 9432 '’Point Beach Nuclear Plant Emergency Plan Exercise/' 

• Wisconsin Elecino Power Co 68/09/14. 373pp. 470 16-337*470 17:340 

8810170174 Forwards Safety Insp Repts 50-286/88-21 A 50*301/68-10 on 860912- 
1 a, No violations noted.Exerdse weakness noted. 

SHAFER. W.O. Region 3, Ofc of the Dlrecfor. aa/10/06 FAV,O.W. Wwconsfn EJectnc 
Power Co. 3pp. 47160.312-47150.351. 


-0610170177 Inap Flepls 60*266/06*21 A 50-301/06' 19 on 880912*16 No vfolatione 
^led. Major ^as inspect ed.emefigency preparedness exercise Weakness noted re 
lalure to declare denerat emergency when emergency action levels reached 
fOSTER,-J, PLOSKIJ,, SNELL, vil. RMfon 3, Ole oM 
47150:315-47158*351, 


' Ihe Director. 68/10/06. 37pp. 


0810170174 Forwards Safety Insp Repts 50 266/88-21 A 50-301/88-19 on 08OD12' 
16 No violations noted.Exerdse weakness noted 

SHAFER, WD. Region 3, Ofc of the Director 08/10/06. FAY,C W Wisconsin Electric 
Power Co 3pp 4^ 68“31 2-47156.351. 

-0810170177 Insp Repts 50-266/00-21 A 50-301/88-19 on 88091 2-1 6.No vioialtoos 
noted Ma)or areas Inspected; emergency preparedness exercise Weakness noted re 
failure to declare general emergency when emergency action levels reached 
FOSTER, J, PLOSKI,T, SNELL,W Region 3, Ofo of the Director, 66/10/06. 37pp 
47166 315-47156 351. 

6810030255 NRG Info Notice 86-060. "Unexpected Ptping Movement Attributed to Ther- 
mal Stratification Svc list end 

ROSSI, C.E DMsiofi of Operational Events Assessment (Post 070411). 00/10/07 
Consolidated Edison Co of New York, Inc 223pp 47116 282-47115:205 

8610040068 NRG Info Notice 00 081, "Failure of AMP Window Indent KYNAR Spfices A 
Thomas A Bells NyJon Wire Caps During Environ OuatifIcaHon Testing." Svo list end. 
ROSSI.C.E Oivisron of Operational Events Assessment (Post 670411), 68/10/07. 
Conso/idaled Edison Co of New York, Inc. 1l9pp 47116.026-47116:144, 
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6B101 30161 NRC Info Notice 80 O03» “fnadequate Testing of Relay Contacts In Safety- 
Related Logic Sys " Svc list end 

ROSSI, CE Division of Oparalional Events Assessment (post 070411) 88/10/19 
Consolidated Edison Co of New York, inc IIOpp 47190'239 47196 357 


R. Periodic operating reports & related correspondence 

B0 10170064 Monthly operating repts for Sept 1988 for Point Beach Nuclear Plant, Unit 1 
a 2.W/0B1O1O Ur. 

KRAUSE.C.W. FAY, aw. Wisconsin Electric Power Co 88/09/30 9pp 47168:352- 
47150‘36O 


S. Reportable occurrencea, LERe & related correspondence 

8610030262 PNO-lll 68 082 on 86091 9, licensee suspended site access & & tested for 
drugs after allegation from outside source re drug uso by five emptoyeos, Three em- 
ployees tested positive for drugs 

CREEO.J, MAClETT,B Region 3, Ofc of the Director 80/09/23 Ip. 4701B'280- 
47016.280. 

8810190168 Part 21 rapt re potential problem w/EMD 20-645E4,Type 999 excitotlon sys 
circuit breaker a wiring, Potential for field circuit breaker to trip due to combined air 
temps & field current exists at all plants w/Mode! 999 sys 

KULCHAK.R D Morrison Knudsen Co.. Inc 80/10/12. MURLEY.T Office of Nuclear 
Reactor Regulation, Director (Post 670411). 8pp 47263'3S0-47263.357, 


V. Operator Examinations 

6608170150 Generic Ltf 80-13 to ell power reactor licensees & applicants for OL ra op- 
erator licensing exams, Svc list end. 

MIRAQLIA.F J Associate Director for Projecte (Post 870411) 88/00/08. Consolidated 
Edison Co of New York, Inc 68pp. 4 69 5 1001-46958 .057, 

6810030410 Confirms visit to evaluate requallficatlon program during wk o1 89D227.Ref 
mall requirements & related dooumontallon end. 

WRIGHT, Q C Region 3, Ofc of the Director 88/09/28. FAY.C.W. Wisconsin Electric 
Power Co, 84pp. 4 7008- 323 -47009’ 04 6 


DOCKET 60-267 FORT ST. VRAIN NUCLEAR QENERATINQ STATION 


F. Security, medical, emergency & fire protection plans 

6406010244 Forwards summa^ of firo protection review to determine conformance of 
facility to Section III.G of 10CFR60,App R, per 040427 commitment Firo protection 
provisions adequate. 

BREY,H.L. PuWic Service Cq of Colorado. 04/05/11. JOHNSON, E H Region 4, Ofc 
of the Director, 13pp 24764:304-24764 31 6 

8609260284 Documents & summarizes actions & commitments rosultlnjn from 080831 
meeting re NRC review of fire protection plan Verification testing rosulla of emergen- 
cy lighting addressed in followup ItrW/three oversize proprietary drawings 
WILLIAMS, RO. Public Service Co. of Colorado 80/00/20. Document Control Branch 
(Document Control Desk). 3pp 46002 261-40992:326 

-*6809260296 Rev A to EE-FP.0005, "Evaluation of Cable Trays Outside of Congested 
Cable Area," 

BONADlES.DJ., SCHMALZ,Q.D Public Servlco Co of Colorado. 88/09/09 60pp. 
46902:204 46992,326 

8809290146 Forwards Insp Rept 60-267/88-17 on 880724-0802 & notice of 
violation Steps taken to Improve respiratory protection program requested within 30 
days 

CALLAN.L J. Region 4. Ofo of the Director. 80/09/21. WILLI AMS.R.O public Service 
Co. of Colorado 2pp 46997.212-46997:230 

-6609290162 Notice of violation from insp on 880724-0002 Violations noted. two Individ- 
uals improperly performed fit tests when donning full-face air purifying respiratory pro- 
tection equipment prior to entering airborne radioactivity area 
* Region 4, Ofc of the Diroctor, 88/09/21. 3pp. 46997'2 1 4-46997:21 6 

6609300037 Advises that delalts to specific emergency lighting mods will be provided by 
861121 due to ulil tost results Indicating Inadequate Tlghllng.per 10CFR5Q,App 
R, Section Itl.J. 

WILUAMS.fl O. Public Service Co. of Colorado. 00/09/22 CALVO.J.A. project Direc- 
torate IV 2pp, 47003,1 65-47003’ 166 

0610170027 Forwards Insp Rept 60-267/08-20 on 880801-0910 8 notice of violation 
CALLAN.L J Region 4> Ofo of the Diroctor 86/10/06, WILLIAMS, R.O, Public Service 
Co, of Colorado. 2pp. 4716a’348 47160,361. 

-6610170066 Insp Rept 60-267/88-20 on 88080 1-09 10. Violations noted Major areas 
Inspected operational safety verification, LER review, monthly maint observations, ESF 
wamdown.radlologica1 protection & security observations, 

FARRELL, R E., f^CHAUD.PW., WESTERMAN,T.F. Region 4, Ofc of the Director 88/ 
00/29. It pp. 47168*351-47166:361 


H. General correspondence 

6610190374 Forwards NRC correspond enco listing to util which incorporate new posi- 
tion titles 

WILLI AMS, n 0. Public Service Co of Colorado. 66/10/14. Document Control Branch 
(Document Control Desk), dpp, 47191:013-47191:015, 


Insurance & Indemnity Information 

6609300061 Forwards environ assessment & finding of no significant impact re exemp- 
tion from requirements of 1OCFR60.B4(w)(6)(l) concerning property Insurance 
ruMfectlve 0101004 

HEITNER,K L. Project Directorate IV. 08/09/26, WILLIAMS.R O. Public Service Co of 
Colorado. 4pp 47002 213-47002'220 


-6609300062 Environ assessment & finding o1 no significant Impact re oxemption from 
requirements of 1QCPR50 64(w)(5)(i> concerning property Insurance. 

Vi/IGGINrON,D L Project Directorate IV 00/09/26 4pp 47002’21 7 47002.220 

6010140029 Forv/arda temporary exemption from schodular requirements of property in 
surancG rule.lOCFRBO 54(w)(5)(l),offective 801OO4.ExGmptlQn granted 
HEITNER,KL. Project Diroctorato IV. Q8/09/30 WILLIAMS, Rb Public Service Co of 
Colorado. 4pp 47146*284-47146 291, 

-8810140032 Exemption from schedufar requirements of property insurance rule 
10CFR50.54(w}(5)(H,of(6Ctlve 8B1004.Exemption granted, 

HOLAHAN,G.m Division of Reactor Projects • III.IV.V & Special Projects (post 
870411). 80/09/30 Public Service Co of dolorado, 4pp 47146.20B-47U6‘291 


P. Operating license stage documents & correspondence 


8810050047 Notification of contract execution, Mod 3, to "HTGR (Fort St Vrain] Training 
Course Contractor GA Co 

PAQE,M. Contract Admlniatralion Branch. FIN B.8759 88/08/31 SPESSARD.RL Di- 
vision of Operational Assessment (Post 870413). ANDERSON, R. NRC * No Detailed 
Affiliation Given Ip 47058 170 47058 179, 

-8010060049 Mod 3, Incorporating change of name agreement from QA Technologies to 
General Atomics, to “HTQfl (Fort St Vrain) Training Course " 

• General Atomics (formerly GA Technologies, Inc./General Atomic Co) HAGAN, T.F. 
Division of Contracts & Property Management (Post 880515) FIN B 0759 88/08/31 
Ip. 47056*179 47058 179. 

6009120065 Generic Ltr 86-15 to all power reactor licensees & applicants re olactrlo 

S ower sys - inadequate control over design processes 
;RUTCHF1ELD,D Associate Director for Projects {Post 870411} 83/09/12. Consol! 
dated Edison Co of New York, Inc eopp 47001.239-47001.300, 

8810140113 Forwards applicallon for amend to License DPR-3 4. changing format for 
info re possession of radioactive mails for purpose of aarnpler anafya^ or instrument 
calibr Fee pafd. 

WILLIAMS,R,0. Public Service Co. of Colorado 80/09/23. CALVO.JA Project Direc- 
torate IV. 3pp. 47161*064 47151*070 

-0810140117 Application for amend to License DPR-34, changing format for Info re pos 
eosslon of radioactive mails lor purposes of sampler analysis or Instrument calibr. 
WILLIAMS.R O. Public Service Co, of Colorado 80/09/23. lOpp 47151:067- 
47161*076 

8810060211 Informs that util Implemented revised PCRV tendon surveillance plantn 
order to provide continuity w/prevlous Interim surveillance program.start date of re- 
vlsod plan esiabtlshed retroactively as of 800721 

WAREMBOURQ.D.W. Public Service Co of Colorado 80/09/27, Document Control 
Branch (Document Control Desk) 2pp. 47066*140 47066 150 

8 B 100401 29 Provides update of status of issues ro util environ qualification program for 
facility Results of reanalysis of lom]> profiles & Impact on equipment qualification in- 
cluded w/iustificatlon for operation until position achieved. 

WAREMBOURQ.D W. Public Service Co. of Colorado 80/00/20. Document Control 
Branch (Documenl Control Desk). 30pp 47038.191 •47O30'22O 

6910050257 Notification of 801013 & 14 meetings w/ulil in PlatMIe, CO to discuss 
potential decommissioning & oonvoraion of facility. Meeting agenda end 
HEITNER.KL. Project Diroctorato IV. 88/09/20. CALVO,JA Project Dlrootoralo IV 
6pp. 47069.192-47059*197 

8810160223 Re^onds to 880729 generic SER on Rev 0 to "Generic Implementation 
Procedure for Seismic Verillcallon of Nuclear Plant Equipment" developed by seismic 
qualification u6l group 

WfLLIAMS.R O Public Service Co of Colorado. 88/09/29. Document Control Bf 0 nch 
(Document Control Desk) 2p. 47172.083-47172 084. 

8610050056 Generic Ltr 80 16 to all power reactor licensees & applicants re removal of 
cycle-specific parameter IlmilB from Tech Specs Svo list end. 

CRUTCHFIELD, D. Associate Diroctor for FTojects (Poet 670411) 88/10/04. Consoli- 
dated Edison Co of New York, Inc. 48pp. 47116:145-471 16 194, 

6810160236 Forwards responses to NRC 680719 requests (or addi Info re core eupporl 
floor casing leak safety evaluatlon.Core support floor leak rate of 20 Ib/hr.per GA Co 
calculations, results In acilvity concentraliona below 10CFR20.106 limits 
WILLIAMS, R.O. Public Servlco Co of Colorado. 88/10/10 Documenl Control Branch 
(Documant Control Desk). lOpp 47177:174-47177:103. 

6810210451 Forwards application for amend to License DPR-34, re vising Tech Specs to 
clarify time allowed to ensure proper trip sotpolnls for linear channd - high neutron 
flux channels following power reductlon.Fe 0 paid. 

WILLIAMS, R.O Public Service Co. of Colorado. 86/10/13 CALVO,J.A Project Direc- 
torate iV.Spp 47231.036-47231*053 

-6610210452 Application for amend to License DPR -34 .revising Tech Specs to danfy 
lime allowed to ensure proper trip setpoints for linear channel • hlgn neutron flux 
channels following power reduction 

WILLI AMS.R.O. Public Service Co. of Colorado. 88/10/13 3pp. 47231.041- 
47231:044. 

*-6810210455 Proposed Tech Specs re linear channel high neutron flux trip setpoints 
• Public Service Co, of Colorado. 66/10/13. 9pp. 47231:046-47231.053. 


O, InspeoMon reports, IE Bullettna & correspondence 

6609010337 NRO Info Notice 86 073, "Direction -Dependent Leak Characteristics of 
(Containment Purge Valves." Svc list end 

ROSSI ,O.E Division of Operationai Events Assessment (Post 870411), 08/09/06 
Consolidated Edison Co. of New York, Inc 119pp. 40958 050-46958. 177, 



54 DOCKETED ITEMS 


681007<>098 Forwards Operational Safety Team fnep Rspt 50 267/06-200 on 000509 
20 Team ffndings indicate esdstonca of apparent Inconsistency in overall operation of 
plant & inadequate maint instructions 

HOLAHAN.G M Division ol Reactor Projects - 111, IV, V S Special Projects (Post 
87Q4in aa/oa/te WIUIAMS.RO Public Service Co of Ctjforado 7pp. 47083 228' 
47003.275 

-8010070101 Operational Safety Team Insp Rept 50-267/88-200 on &a0509-20 Major 
areas inspected'operalrons.mainl. surverllance,mgt oversrght.safoty reviow 4 OA pro- 
ora ms 

CUMMINSJE , IW0RO,E V , SMfTH.J.D Division of Reactor Iriispectfon & Safeguards 
(Post 870411) 80/09/02 43pp 47003233 47083 276 

8809 30008 3 Responds to NRC 8DDB19 Hr ro violauon noted In Insp Rept 50-267/B8 
laCorreclive actions Nonconformance Rept 88-172 mitratod to rochecK calculations 
for feak rale & Special IrtstruetJOn 85 15 Issued re aecaring necessary loads 
WILLIAMS, RO Public Service Co of Colorado 86/09/20 Documonl Control Branch 
(Documnen I Control Dash) 6pp 47002 277-47002 202 

6809290146 Forwards In&p Rept 50 267/83 17 on 680724-0002 & notice of 
violation Steps taJeen to rmprova respiratory protection program requested within 30 
days 

DALIAN, LJ Region 4, Die of the Director 88/08/21 WILLIAMS, R 0 Public Service 
Co of Colorado 2pp 46997 212-46997 230 

-'8809290152 Nollce of violation from insp on 680724-0802 Violations noted two fndrvfd 
uals Improperly performed fit tests when donning full-face air punfying respiratory pro 
tec Hon equipment prior (o entering airborne radioactivity area 

* Region 4. Ofc of the Director 88/09/21 3pp 46997214-46997 216 

-8809290168 fnsp flepl 50-267/88-17 on 880724 0802 Violations noted Major areas 
Inspected licensee radiation protection program 

CHAf4£Y.H D . BAER.RE Region 4, OJc ol the Director 88/09/18 14pp 46037*217- 
46D97 230 

8809150000 NRC Info Notice 80-077, "Inadvertent Reactor Vessel Overfill" Sve fist 
encT 

ROSSI, C E, Division ol Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co of New Torfr, Inc 11 Ipp 47114 291-471 15042 

9009190047 NRC Irtfo Notice aa-Q78» ''Implcmanlatioa of Revised NRC-Admiolsleted 
Requalffication Exams " Svo list end. 

ROSSLCE Dvcsion of Operational Events Assessment (Post 870411) 86/09/22. 
Consoirdated Edison Co oj New York, Inc 1 19pp. 471 15 043 47116 046 

8 B8 9290376 Advises that 860901 response to NRO dulfetlni 86 005, including Suppfs 1 
S 2>acceptable 

HEITNER.KL Projeci Directorate IV 30/09/23 WILLIAMS^RO. Public Service Co. of 
Colorado 4pp 46993 047-46998 050 

8810060299 Notification ol signillcant licerrsea meetJnn w/util on 881003 to discuss 
items jn hsp Repts 60-267/88-15 & 50-267/88 23, control of special 

pfOcesses,weldinfl program & NDE program 

WESTER MAN.TF Ragioji 4, Ofc of the Director 88/09/27. Region 4, Ofc of Ihe Of* 
rector- 3pp 47065 34S 47085347 

8310040260 Forwards corrected notice ol violation from Insp Rept 50-267/80 -17, cor- 
recting onnluw error cm Page 2, Hem D 

CALLAN.LJ Region 4. OJc ol the Dfroclor. 03/09/20 V\f)LLlAMS.R.O Public Service 
Co Pi Cof Prado Ip 4701 S'lSS-ATOlO- 177 

*-6810040270 Corrected notice of violation from Insp on 860724-0802 Violation 
noted licensee promoted individual vw/o completing required documentation & indhrfd 
uals fmproperjy performed fit tests when donning resplratoty protecliori equipment 

* Region 4, Ofc of the Director 66/09/21 7pp 47019-157*47019 1 77 

0309230092 SuppI 1 to NRC tnfo- Notice 06 069, "Movable Contact Finger Rinding m 
HFA Relays Mfg by GE '■ Sve list enci 

ROSSI, CE DMsIon of Operational Events Assessment (Post 870411) 88/09/29. 
Consolidated Edison Co of New York, fnc 1 17pp 47115 163'471 15 281 

801O1WH>3B Forwards Jrisp Rept 50 207/68-16 on 800929 0902 No violations or devi^ 
atjons noted 

CALLAN.L J flegiort 4, Ofc of the Director. 88/09/29 WflLlAMS.R O Pubfic Service 
Co ol Colombo. 2pp 47103 208-47103 220 

“'8010100054 Insp Rept 60-267/08 18 on 080829 0902 No violauons or deviations 
rroted Major areas inspected licensed operator, noniicensed staff & general empfoyee 
tr&tnmg 

PICK.G A , GAGLfARDO.J E. Region 4, Ofc of Ihe Director 86/09/29 llpp 
47103 210-47103 220 

6610130260 Forwards Insp Rept 50 207/88 23 en 680912-16 & notices of violation & 
de via Son 

CALtAN.Ld Region 4, Qfc of the Dweetor 88/10/05 WlLUAMS.RO Public Sorrice 
Co. of Coforado. 2pp 47133 129 47 133 '141 

-0810130272 Notice of violatior> from insp cm 660912-16 Violations noted repairs la 
cracked slnit welds performed usirw impropedy qualified weldwn procedure spec 0 
repafr in crack fn scroll performed w/o required essential & non-essential vsrfabfes 

* Region 4, Ofpol the Dprecior 08/18/05 1p 47133 131-47133.131. 

*-00TDT3O273 Notice ol devTadon from insp on 860912-16 Deviations noted lack of doc 
omenled evidence to show that fluorescent penetrant insp performed on helium Circu- 
lalw 

* Region 4, Ofc of the Director 66/10/05 ip 47133 t32'47l33,132 

-6610130275 Insp Ropi 50 267/80 23 on 880912-16 Violations & deviations 
noted Major areas inspected re furbishmeni of reactor helium circulator 
ELLEflSHAW,L£ , BARNES,! Region 4* Ofc of Ihe Dreclo; 80/10/03 9pp 
47133 133 47133:141 

80TOf7OO27 Forwards tnsp Rept 50-267/06-20 on 080801-0910 & nottce o( vio'alion 
CALLANA J Region 4, Ofc of Ihe Drector 88/10/06 WlLUAMS,RO Public Service 
Co of Colorado 2pp 47168 348 47168 361. 

-0818170036 Notice of violalron from msp on 660601-0910 Viofabon noted while placrrm 
Clearance 244682, Fuse F7 on Panel N9212 pulled & no mod of cfearancs made to 
rnclude fuse. 

‘ Region 4, Ofc of the Drector 68/10/06 Ip 47168350 47168 350. 


-8810170066 fnsp Rept 50 267/88 20 on 860801'0910 Violations noted Major areas 
Inspected operatfonal safety vorificai(on,LER feviow,monlfijy maint observa1ions,tSF 
waikdown, radiological protection 8i secunty observations 

FARRELL.R E , MICHAUD.P.W . WES7ERMAN,T F Region 4, Ofc of the Dreclw W 
09/29 tipp 47168 351-47160 361 

6810030256 NRC Info Notice 88 000, "Unexpected Piping Movement Attributed lo Thor' 
mal Stralplicatior> " Sve list end, 

flOSSf,CE Division of Operafional Evenis Assessment (Post 870411) 0B/fO/O7 
Consolidated Edison Co of New York, Inc 223pp 471 15 202-471 15 285, 

8610040066 NRC fnto Notice 88-001, "Failure ol AMP Window Indent KYNAR Spficos 0 
Thomas & Bolts Nylon Wire Caps During Environ Qualification Testing Sve ilsf one) 
ROSSI, C E Division of Operal'onaf Events Assessment (Post 870411} 09/10/07 
Consolidated Edison Co of New Yoik, Inc llOpp 47116026 47116:144. 

B610170228 Responds to NRC B80902 lu re violations & deviations noted in insp Rept 
60-267/CB-1 4 Violation denied Correctwe actions program 

establishing, Implementing & maintaining surveillance procedures Improved 
WllUAMSiRO Public Service Co of Colorado 00/ 10/ 10 Docurnem Control Branch 
(Document Control Desk) 9pp 47170 249 47170 257 

8810240269 Advises (hat Insp initiative implemented by NRG for all operating reaclers 
(0 evaluato maint per/ormance,bo(h safety related & balance ol-pl ant, against existlr>g 
regulations, Industry stds & accepted Industry practices 

CALLAN,L J Reglor) 4, Ofc of the Director 88/10/13 WI/LIAMS,nO Public Service 
Co of Colorado 2pp 47255 206 47255 207 

8810130161 NRC Info Notice 88-083, "fnadequato Testing of Relay Contacts In Salaty 
Relaled Logic Sys Sve list encJ 

ROSSLCE Division of Operational Events Assessment (Post 870411). 08/10/19 
Censofldated Edison Co of New York, Inc 119pp 47106 239-47196 357 


R. Periodic QpQrattn0 reports & related corrofipondence 

8810190122 Monihly operating rept for Sept 1988 for Fort St Vrain W/0DtO1 6 Hr 
BLOCK.ML, FULLER, CH Public Service Co ol Colorado. 80/09/30 lOpp 
47191325 47191 334 


S. Reportable occurrences^ LERs A related correspondence 

68092BOOS3 LER 86 012-01 on 88081 6, GA Co informed util of error in open bJdp CON 
TEMPT G program used In developing environ qualification temp profiles used to quin 
Ity oquSp/Tienr, Caused by use of Inapproprfate assumptions W/880B21 Hr 
GRAMLING,JM„ FULLER.CH, HlLL.J Public Service Co of Colorado 06/09/2I 
9pp, 469B3 220 46983 237 

6810030008 NPOES noncompllance notification on 80071 IJron exceeded I mg/l 
limit, max measured 2 8 mg/1 Caused by consequence of draining Sys 41 Sys 4f no 
longer being drained Procedures will be reviewed to determine best course of acflon 
FULLER, C H Public Service Co of Coforado 88/09/23 Office of Nuclear Reacior 
Regulation, Director (Post 870411). 2pp 47016 239-47015,240. 

6010190160 Part 21 rept re potential problem w/EMD 20 845E4,Type 999 exdtalton sya 
circuit breaker & wiring Potential for field circuit breaker to trip due to combined air 
temps & field current exists at a)J plants w/Model 999 sys 

KULCHAK,RO MorrlsoivKnudson Co , Inc 06/10/12 MURLEY.T Ofilce of Nuclear 
Reactor Rogulalion, Director (Post 870411) flpp 47283 350 47263 357 


V. Operator Examinations 

6000170160 Generic Ltr 88-13 to all power reactor licensees & applicants for OU re op 
orator licensing exams Sve fist end 

MIRAGUA.FJ Associate Director for Projects (Post 070411) 00/00/08 Consolidalod 
Edison Co of New York, Inc 56pp 46950 001-46958 057 

8009290170 Forwards proposed operator licensing & requafificetion schedule for plant 
for FYa9-92,per Generic ltr 88 1 3 

WILLIAMS, RO Public Service Co of Coforado 80/09/12 HANNON, J Operator Li- 
censing Branch 3pp 47001 032-47001 034 

6010100036 Forwards fnsp Rept 50-267/00-18 on 080829 0902 No violations or deW 
afions noted 

CAILAHL j Region 4. Ofc of Ihe Oirecio; 08/09/29 WILLIAMS.R O Public Service 
Co of Colorado 2pp 47103 200 47103 220 

-6010100064 Insp Rept 50-267/60-18 on 000829 0902 No violfliions or deviations 
noted Ma^or areas inspected licensed operator, noniicensed staff & general employed 
Irefning 

PfCKGA, GAGUARDaJE Region 4, Ofc Of the Director. 88/09/29 llpp 
47103.210 47103 220 
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F. Security, medical, emergency & Mre protection plans 

88 1 0060 134 Forwards public version of Vol B.Rfiv 88-05 & Vof C.Rev 80-07 to emer- 
gency plan impfamenbng procedures manual,W/B80920 release memo. 

TUCKER.HB Duke Power Co 00/09/12 Document Control Branch (Docomenl Con- 
Uol Desk) 7pp 47074 D35 47074 101 

-8810060145 Public version of "Implementing Procedures Emergoncy Plan," Vols B A 
C,Rav5 80 5 & &0-7.respectivoly 
* Duke Power Co 80/08/26 77pp 47074 042-47074:101 

8809290021 Advises that 880008 Rev 26 10 physical secunty plan consistent w/require 
menis of 10CFR50 64(p) & acceptable 

CUNE.WE Region 2, Ofc of the Director 88/09/21. TUCKER, H B Duke Power Co 
3pp. 46998032-46999 034. 
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6610050333 Forwards Rev 27 to socarity plan Rev withheld {ref 10GFR73 21 ) 

TUCKER, H B. Duke Power Co 80/09/29. Document Control Branch (Document Con- 
frol Desk) 2pp 47059 118 47050 119 

6610050336 Forwards final instruction page of Revs 20 & 25 to security plan Pago with- 
held (ref 10CFR73 21) 

TUCKER, H B Duke Power Co 8B/09/2Q Document Control Branch (Document Con- 
trol Desk) 2pp 47058 037-47058 03B 

6610050339 Fonvards revised security plan distributian index developed to facilitate 
maint & distribution of security plan W/o index 

TUCKER, H B Duke Power Co 86/09/20 Documont Control Branch (Document Con 
trol Desk) 2pp 47059120 47059.121 

6610110244 Fonvards Rev 6 to training & qualification plan, Rev withhold 
TUCKER.HB Duke Power Co 88/09/29 Documont Control Branch (Documont Con 
trol Desk) 2pp. 47106,125 47106 126, 


J. Insurance & indemnity Information 

6610070183 Requosla exemption from 681004 deadline to comply w/amended 
10CFR50 64(w)(5)(i) re Insurance roportino requirements 

GRIFFITH,SC. Duke Power Co 08/09/30. Document Control Branch (Document 
Control Desk) 2pp 47072.229-47072 230 

6810130266 Forwards NEUA S MAELU Certificates of Insurance for Policies NW-146 & 
MW- 71, respectively. 

LAWSON,LT. Duke Power Co 88/10/05 NRC - No Detailed Affiliation Given 43pp 
47133 049 47133 093. 

6610260090 Forwards temporary exemptions from 10CFR5Q54(w}(5)(i) re schedular re 
qulramenls of property insurance rule 

MATTHEWS, DD Project Directorate 11-3 88/10/07. TUCKER,H.B Duke Power Co 
5pp 47282 218 47262.234 


P. Operating license stage documents & correspondence 

68091 S0065 Generic Ur Q8-15 to all power reactor llconseos & applicants ro otoctric 
power sys • inadequate control over design processes 

CRUTCHFIELD.O. Associate Director for Projects (Post 870411) 88/09/12, CJonsoli- 
datod Edison Co, of Now York. Inc eopp 47001.230 47001.300. 

8609260046 Supplemonlal application for amends to Licenses DPR-33, DPR 52 & OPR- 
OS.aupplomontino 880316 supplement to 841008 applicatjon,c)arifyinQ operability re 
quirements for accident monitoring inatrumontation. 

TUCKER,H.B. Duke Power Co. 68/09/16. Document Control Branch (Document Con 
trol Desk). 3pp 46976- 173-46976: 176, 

-8810040304 Revised proposed Tech Spec 3 6 6 2,a .clarifying oporabltity roquiremonts 
for accident monitoring Instrumentation 
*• Duke Power Co 60/09/16. 1p 46976:176 46976:176 

8609260146 Application for amends to Licenses OPR-38,DPR 47 & DPR-55 deleting 
cycle d^enoent core operating limits from Tech Specs, 

TUCKER,H.&. Duke Power Co. 68/06/20 Document Control Branch (Document Con 
trokOesk) 3pp 469B2.093 46982 097. 

-8609260149 Proposed Tech Specs re establishment of core operating limits 

* Duke Power Co. 68/09/20 2pp 46982 096-46982.007. 

8610050058 Generic Ltr 8B-18 to all power reactor ilcenseoa & applicants re removal of 
cycle specific parameter limits from Tech Specs.Svc list end 
CRUTCHFIELD, D Associate Olreclor for Projects (Poat Q70411) 08/10/04 Consoti 
dated Edison Co. of New York, Inc. 40pp 47116 145-47116:104. 

6610 1 70252 Discusses verification of seismic adequacy of mechanical & olociricel 
equipment In operating reactors (USl A 40). Integration of rosolulion of USI A 46 w/ 
resolution of other related seismic Issues desired 

TUCKER, H.D. Duke Power Co. 86/10/07. Document Control Branch (Document Con 
trol Desk). 2pp 47160:106-47166:107. 

B61010Q402 Forwards Amends 171,171 & 168 to Licenses DPR'38,DRP-47 & DPR- 
B5,r6Bpectlv6ly & safety evaluation Amends revise Tech Specs to teal only initiation 
control clrouilry of reactor bldg spray sys w/o energizing pump 
PASTIS,N N, Project Directorate II 3 80/10/14 TUCi^FI.H.B Duke Power Co 7pp 
471 72064-471 72.0B2 

-6810160403 Amends 171,171 & 160 to Ucensos DPR-3B,DPR 47 & OPR-55, 
respectively. A mends revise Tech Specs to teat only Initiation control circuitry of roac- 
lor bldg spray sys w/o actually energizing pump 

MATTHEWS, D.B. Project Directorate (1-3. 6i8/10/14. 9pp 47172 071-47172 070. 

-8810160405 Safety evaluation supporting Amende 171,171 & 160 to Licenses OPR- 
3 6, DPR -4 7 & DPR'6 5, respectively. 

* Office of Nuclear Reactor Flegulation, Director (Poat 870411). 60/10/14. 3pp 
47172.000-47172-082. 


Q. Inspection reports, IE Bulletins & correspondencs 

8609010337 NRC Info Notice 88-073, "Direction-Dependent Leak Characteristics of 
Containment Purge Valves." Svo list end. 

ROSSLC.E Division of Operational Events Assessment (Post 670411). 88/09/08 
Consolidated Edison Co. of New York, Inc. IIOpp 46958.058 46950.177. 

8809290314 Ack receipt of 680902 response to NRC B80003 ltr re violations noted In 
Insp Repts 60-269/80.13,60-270/00-13 & 60.207/88-13. 

GIBSON. A F Region 2, Ofo of the Director. 80/09/16. TUCKER. H B Duke Power Co. 
Ip. 46999.084-46699.004. 

8610040252 Forwards Insp Repts 50-260/68-24.60.270/88-24 & 60-207/60-24 on 
B80622-26.No violations or deviations noted. 

COLLINS, DM. Region 2, Ofc of the Director. 06/09/20 TUCKER.H.B. Duke Power 
Co. 2pp, 47019.098-47019:110. 


-8B10040265 Insp Repts 50 269/00-24,50 270/08-24 & 50 207/68-24 on 800822- 
26,No violations noted Major areas mspecled plant chemistry, corrosion & pipe wall 
thinning 

ADAMOVITZ.S S . KAHLE.JB Region 2, Ofc of the Director 88/09/19 lipp 
47019 100 47019 110 

6610040216 Forv/ards Insp Roots 50 269/08 29,50 27O/0B 29 & 50 207/88 29 on 
800022-26 No violations or deviation a noted 

HEROT.AR Region 2. Ofc of the Director 88/09/21 TUCKER, H B Duke Power Co 
2pp 47037 2Q6 47037 290 

-8B100402 24 Insp Rents 50 269/88-29,50 270/08 29 & 50 287/80.29 on 880822- 
26 No violations or deviations noted Major areas inspected I nservlce insp Concerns 
raised re two instances where welds did nol meet acceptance stds 
ECONOMOS.NE. BLAKE, JJ Region 2, Ofc of the Director 88/09/16 lipp 
47037 206 47037*208 

0809150006 NRG Info Notice 88 077, "Inadvertent Reactor Vessel Overfill " Sve list 
enci 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 88/09/22 
Conaotidaled Edison Co of New York, Inc 111pp 47114 291-47116 042 

8009190047 NRC Info Notice 00 078, "Implementation of Revised NRC-Admlnlstored 
Requalificetlon Exams " Sve list end 

ROSSLC E Division of Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co of Now York, Inc. 116pp 47115043-47115,046. 

8809300100 Rasponds to NRC QQ0026 ltr ro violations noted in Insp Repts 60-209/86 
03,50-270/08 03 8 50-287/80-03 Correclive actions equipment qualification ref Index 
will be i^datod to Include chocking of grease reliefs on Llmilorque actuators 
TUCKER.H B. Duke Power Co 88/09/26 Document Control Branch (Documont Con- 
trol Peak) 6pp 47003 009 47003 014 

8810120213 Forwards Insp Repts 5O-269/0O.28, SO 270/88-28 & 60-287/88-26 on 
0B0816 8916 & notice of violation Response should address addi concerns re Imple- 
mentation of test program that permitted conditions conduclvo to violations. 
GRACEJ.N Region 2, Ofc of the Director 80/09/28 TUCKER, H B. Duke Power Co 
2pp 47118.157-47118 101. 

^8810120215 Notice of violation from Insp on 68081 6-091 6. Violation noted 'emergency 
power switching logic standby breaker closure Charmols A & B did not contain appro- 
priate Instructions 

GRACES N Region 2. Ofc of Iho Director 88/09/28. 4pp 471 18' 169-471 18.162 

-8810120216 Insp Repts 50 269/00-28,50 270/80 28 & 60 207/86.28 on 880018- 
0916.Vlolations noted Major areas inspected opera|]ons,8urv6lllanco 
testing, malnUefuellrigoutage, safety sys functional insp ropl & open Items 
SKINNER, P.H„ WEffr.LO, PEEBLES, T A Region 2, Ofo of the Director 88/09/27 
29pp. 47118163-47118101. 

6809230002 Suppl 1 to NRC Info Notice 86 069, "Movable CJontact Finger Binding In 
HFA Relays Mfg by QE " Sve list onol 

ROSSI, CE Division of Operallono) Events Assossment (Post 070411) 88/09/20, 
Consolidated Edison Co of New York, ino 117pp 471 15'1 63-471 16.281. 

6810120201 Confirms telcon on 080919 to schedule enforcement conference on 
60 1006 In Region 11 ofc to discuss fouling of reactor bldg cooling units 
QRACE,JN Region 2, Ofc of tho Director 08/00/20 TUCKER.H.B Duke Power Co. 
Ip, 471W075 47^iQ07B 

8810140180 Rosponds to NRC Qullotin 08 008« "Thermal Stresses In Piping Connected 
to RCS." Sys connected lo RCS revlowod to determine whether non-lsol^le sections 
of piping suDj to stresses from thermal stratification or temp oscillations 
TUCKER.H.B Duko Power Oo BB/10/06 Document Control Branch (Documaol Con- 
trol Desk) 4pp 47150 256 47156 259. 

8810030256 NRC Info Notice 08 060. "Unexpected Piping Movement Attributed to Ther- 
mal StrotIfIcation " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 86/10/07, 
Consolidated Edisor) Co of New York. Inc 223pp 471 15 282 47116 2BB. 

6810040088 NRC Info Notice 08-081 . "'Failuro of AMP Window Indent KYNAR Splices A 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing." Sve list end. 
ROSSI.CE. Division of Operational Events Assessment (Post 87Q411) 68/10/07. 
Conaolldatod Edison Co of Now York. Inc. 119pp 47116.026 47t16’l44. 

0810240210 Forwards Insp Repts 50 269/88 26,60-270/60 26 & 50-207/86-26 on 
600612-16 No violations or deviations noted 

DECKER, T R Region 2, Ofc of tha Director 06/10/07. TUCKER.H.B. Duko Power Co. 
2pp 47267'097-47257 109 

-8810240221 Insp Repts 60-269/68-26.60 270/80 26 & 60 207/06-26 on 800912- 
16 No violations or deviations noted.MaJor areas lnspacted‘llquld & gaseous radwaste 
proof ams.onvlron monitoring & provlousfy Identified inspector followup Hems 
ADAMOVITZ,S. KAHLE.JB Region 2. Ofc of tho Director. 68/10/05 11pp. 
47267 009-47257 109 

861 D1 301 61 NRC Info Nollco 08 083, "Inadequate Tesling of Relay Contacts In Safely- 
Relatad Logic Sys." Sve list end, 

ROSSI.CE. Djvfslon of Operational Events Assessmonl (Post 870411). 88/10/19. 
Consolidated Edison Co, ofNow York, Inc ItOpp, 47196.239 47166,357 


R, Periodic operating reports & related correspondence 

8010250496 Forwards monthly operating repts for Sept 1968 & rev to monthly operating 
rept lor Jul 1900 for Unit 2 

TUCKER.H B Duka Power Co. 08/10/14 Document Control Branch (Document Con- 
trol Desk). Ip. 47223’282-472 23,301 

-6810190186 Monthly operating repts for Sept 1908 for Oconee Nuclear Station Units 
1,2 & 3. 

REAVIS.JA. Duke Power Go. 08/09/30 17pp 47223 '283 -47223 -299 

-6610260601 Revised monthly operating rept for Jul 1908 for Oconee Unit 2, 

REAVIS,J A. Duko Power Co. 08/07/31 2pp 47223:300 47223 301. 
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S. ReportaWft occurrertcaa, LERs A wratfld co-rr^spondence 


9910070359 Part 21 ropt ra condition involving Inconel 600 mall used lo fabncftlQ steam 
gensraior tuba plugs & found to possess /nrcroslrucwrs susceptible to stress coim 

TAYLOrJu? Babcock & WtcoK Co 8B/0fiyofi MURLEYJ E Oto o1 Nuclear Reac- 
tor Rogulatvon, Director (Post 87<Httt 6l>p 


9911)280043 Part 21 rept re potential deviation l/om Tech Spec concerning BY ind/ca- 
tors duo (o operating lemp effect on analog meter move tneni Initially reported on 
881006 Cusiomers verbally noli Red on 881006 07 

MAHONEY, E E Bailey Controls Co (subs of Babcock & Wilcox Co) 8B/io/ip 
Office of Nuclear Reactor flogulallor>, Director (Post 070411) lOpp 47264 040 
47364 049 


V. Operator Examinations 

8908170150 Generic Itr 89 13 to all power reactoir Ifconsees A appifeanis for 01 ra op- 
erator licensing exams Sve list end ^ 

MIRAGIJA»FJ Assocrate Diredor for Prolecls (Post 870411) 88/08/08 Consolidated 
Edison of New York, Inc SSpp 46958 001-46956 057, 

y. Dry Cask Indepandeni Spent Fuel Storage Ipstalfstlons 

9810030103 Addresses issue wtucfi Das arisen dunng NRG raviecof util appKc^pn ra 
question of wbetber A to what extent spent fuel canisters to be used In plant JSFSI 
will be compatible w/transpoftalion cask uUimately chosen by DOE 
TUCKErti^B Duke Rower Go 89/09/19 THOMPSON, H. QWicq of Nuclear Matanaf 
Sa.'iety & ^teguards,0:reclor- 5pp 47008 058 47008 068 

9910 190449 Requests contirmaUcin to iniliata ISFSf site precorislaiclion acMvibes.under 
i0CFH72 40(bj,per 680331 appricatlonUlil believes Jhal aclrviHes can be Initiated on 
basis that NRC review wi3) reveal no signlli-canl environ Impacts 
TUCKER.H B. Duke Power Co. 88/10/11 THOMPSOHH Office el Nuclear Materia) 
Safety S S a fegoards.Di rector. 5pp 472 18 231-47216 235 

9910310930 Forwards environ assessment & finding Of no significant impact re 8B0331 
application lo const & operate ISFSr W/o end _ ^ ^ 

ROUSE, L C, Fuel Cycle Salety Branch 88/10/25 TUCKER, H B Duke Power Co 2pp 
47376 216 47376 219 


t>OCKET 50-279 OCONEE NUCLEAR STAT10H, OMIT 2 


F, Secu/ltyi mediter, emergency A fire prolectipn plans 

8910060134 Forwards public version of Vol 8, Rev 88 06 A VoJ C.flev 88-07 (o emer- 
gency plan implemanling procedures manual W/e80928 release mame 
TUCKtfl,H B Duke Rower Co. 68/09/12 Decumeni Confrol Branch (Document Con- 
UoJOesk) 7pp. 47074 035 47074 101 

-9018090145 Public version of ''Impfementing Procedures Emergency Pfan “ Vols B A 
C,Revs 88-5 A 88-7,respectivG/y 
» Duke Power Co 88/08/26. 77pp 47074 042 47074 101. 

9809290021 Advises that 6608-Oe Rev 26 lo physical secunty plan consistent w/roquire- 
ments of lOCFRSO 54(P] A acceptable 

CLINE, WE Region 2. Ofc of the IPtractor 88/09/21. TUCKEB.H S. Duke Rower Co 
3pp 46999 032-46999:034, 


“0810040304 Revised proposed Tech Spec 3 5 6 2,a.clanfying oporabJIify /equiremortj 
for accldenl monitoring Instrumentalion 
* Duke Power Co 80/09/16 Ip 46976 176 46976 176 


0809280148 Application for amends to Licenses DPR'36,DPR 47 A DPRSS d&rstnj 
cycle dependent core operating llmlls from Tech Specs 

TUCKERiH.B Duke Power Co 08/09/20 Document Control Branch (Docuinent C»v 
frol Desk} 3pp 46982 093-46982,097 

“8809280149 Proposed Tech Specs re estabilshment o1 core operabnQ Wmlls 
" Duke Power Co 00/09/20 2pp 46902 096 46982 097 

8 B 10050058 Generic Ltr 88 16 to all power reactor licensees & applicants re 
cycle-specllic parameter limits from Tech Specs Sve list end 
CRUlCHFIELD.D Aesoefate Director for Projects (Post 870411) 88/10/04 ConwS- 
dafed Edison Co of New York, Inc 48pp 47116 145-471 16 194 

8810170252 Discusses verification of seismic adequacy of mechanical & elecMcaf 

S menl In operatfng reactors (USI A-46) Integration of ressOlullon of uSI A^o »/ 
jlion of other related seismfc Issues desired , _ , . 

TUCKER.HB Duke Power Co 88/10/07, Document Control Branch (DocuPierilCpft- 
ItoJ Desk) 2pp 47166 106 47166 107 

8810180402 Forwards Amends 171J71 & 168 to Licenses DPR3S,DRP*47 8 1^ 
65, respectively & safety ovaluatlori, Amends revise Tech Specs to leal only iivijawi 
Control circuitry of reactor bldg spray sys w/o energizing pump ^ 

PASTfaNN Project Directorate 11-3 88/10/14 TUCKER,H0 Duke Power Co 7«i 
47172064 47172092 


“8810180403 Amends 171,171 A 169 to Licenses DPR-38,DPR-47 & DPfl% 
rospectively Amends revise Tech Specs lo lest only Initiation control drcullry of 


“8810100405 Safety evaluation supporting Amends 171,171 
30,DPR-47 & DPR 55, respectively 
* Oftice of Nuclear Reactor Regulation, Director (Post 
47172 080 47172 082 


& 169 to UconseB OPa- 
870411). 89/19/^4 ^ 


Q. Inspection reports^ IE Bullotina A correspondence 


0809010337 NRC Info Notice 88 073, "Direction Dependent Leak Charade ristes cf 
Containment Purge Yalves " Sve ti6l end _ M/MftA 

ROBSI,CE Division of Operational Events Assessment (Pod flp411). 88/09/00 
Consolidated Edison Co of New York, Inc 1 lOpp 46958 058 46958:177, 

8009290314 Ack receipt of 8B0902 response to NRC 880803 ltr re viofations noted Ifl 
lnsj> Ropla 50 269/66-13,60 270/88-13 & $O-287/80-13 

Q/aSONAF. Region 2, Ofc of the Dkectof 88/09/16 TUCKEaH.B. Duke Pom Oy 
Ip 46099 084 4^99094 


8010040262 Forwards Insp Roots 50-269/68 24,50 270/86-24 & 50 287/89 24 on 
860622-26 No violations or deviations noted , _ ^ ^ ^ 

COttlNS,D Region 2, Ole of the Direcior 88/09/20 TUCKER, H B Duke V<m 
Co 2pp 47019:098 47019110. 


“0B1OO4O265 Insp Repts 50 269/88 24,50-270/00-24 & 60-207/00-24 OH 889022 
26, No v/olatlona noted, Major areas inspected plant chemistry, corrosion & pipb 

AD^AM&VITZ.S S , KAHLE.JB Region 2, Otc Ol the Director 88/09/ iipp 
47019100-47019,110. 


0610060333 Forwards Rev 27 to secunty pfsn Rev withheld (ref IOCFfl73 21) 

TUCKEff,H B. Ouka Power Co. B$/0S/29 Document Oonirof Branch (Document Con- 
Irof Daa k) 2pp. 4 7059 1 ta-47059<l 1 0. 

8810050330 Forwards (Inal jnstruclion page of Revs 20 0i 25 lo secunty plan Page wjih- 
held (ref 10CFR73 2tJ. 

TUCKER, H.BI. Duke Power Co 83/09/29 Document Confrol Branch (Document Con- 
trolDesk) 2pp 47058 037-47053 038 

SSIOOfOSSO Forwards revised Security plan dislnbution Index developed to facilitate 
main! A dfslnbution of secunty plan W/o Irtoey 

TUCKER, H 8. Duke Power C?o 08/09/29 DocumenI Control Branch (Document Con- 
trol Desk) 2pp 47059.120 470S9 121. 

0610110244 Forwards Rev 6 to training & qualification plart Rev withheld. 

TUCKER.H Q Duke Power Co 33/09/29. Document Control Branch (Oocurtient Con- 
trol Desk) 2pp. 47106.1 25-47106. 12® 


4. Insurance A fndemnlly information 

8010070103 Requests exemption from 661004 deadline to comply w/amended 
10CFR50 54(w){5J(i} io msufance reporting requirements 

QRIFFJTH,S.C Duke Power Co 83/09730 DocumenI Control Branch (Document 
Control Desk), 2pp 4 7072' 2 29-4 7072 230 

B910130266 Forwards NELIA & MAELD Certifreates of Insurance for PolfCles NW-146 & 
iMW*71,resj>eclfvely, 

UWSON.lt. Duke Power Co. 88/10/05 NRC - No Delalled AffifiatMjn Given 43pp. 
47133049-47133 093 


F. Operabno license slsge documents A correspondence 

0809120005 Geneno Ltr 88 15 to afl power raactoir licensoos & applicants re erectrfc 
power SYS ■ Inadequate controf over design processes 

CRlfrCHFJHLD,a Aesodaie Director lor Pro|ecjs (Post 670411) 88/09/12 Consoli- 
dated Edison Ca of New York, jne 60pp 47001.239-47001 300, 

0609290046 Supplemental applicalfon for amends to Licenses OPfl-33» DPR-SB & DPR- 
6 B. 8 upplBm 0 nting 880315 suppfemonl to 84100® appl(catiion,ctanfyinQ oiwraWlity re- 
gufretnenls for accident monitanng Insl/umenfatton 

TUCKER, HQ Duke Rower Co 88/09/16 Oocumen I Control Branch (Document Con- 
UofDesk) 3pp. 46978 173-46976.1 78 


0010040216 Forwards Insp Repts 50-269/88.29,50.270/88-^9 A 50 287/® 8*2® w» 
880022-26 No violations or deviations noted ^ #>-. 

NERDTAR Region 2, Ofc of the Director 08/09/21. TUCKER, H B. Duke Power VO 
2pp. 47037 206 47037.298 

-0810040224 Insp Repts 50-269/80-29,60 270/08-29 & 50.287/88-29 00 8 
28.No violations or deviations noted Major areas Inspected jnservice insp concerns 
rarsod re (wo Instances where welds did not meal acceptance sids 
£CONOMOS,N E,. BUKE.JJ Region 2» Ofc of the Director 88/09/16 Upp 
47037.208 47037;288 

06O91SOOO8 NRC Info Notice 88 077, "Inadvertent Reactor Vessel Overftlf" Sve Irsl 

ROSSf.CEv Division of Operational Events Assessment (Post 870411). 88/09/97- 
CtonsQlWaled Edison Co of New York, Inc H1pp 471t4'291-47t15'042. 

08O91ODO47 NRC Into Notice 88 078, "Implementation of Revised NRC-Administefod 
Requaiiflcatlon Exams " Sve list end Mi mam 

ROSSf.CE, Division of Operational Events Assessment (Posl 070411). 8B/o»/22 
Consokdaled Edison Co of New York, Inc 1 19pp 47116 043-471 15046 

8809300100 Responds to NRC 880826 Itr re violations noted in Insp Repts 50-269/09 
03,50-270/88 03 & 50-287/88-03 Corrective actions egulpment qualification ref Jntfsx 
Will be updated to fndude checking of grease reliefs on Limltorquo actuators 
TUCKER.H B Duke Power Co 68/09/26 Document Controf Branch (Document 
trolDeak) epp 47003 009-47003 014 

0010120213 Forwards Insp Repts 50-269/08-28,50-270/08 20 & 60 287/88 20 d» 
860816-0916 & notico Of vfofation Response should address addi concerns ro imple- 
mentation of test program that permitted conditions conducive to violations 
GRACE, JN Region 2, Ofc of the Director 00/09/28, TUCKER.H B Duke Power Co 
gpp 47118.157-47116.191 

-6010120216 insp Repts 50-269/88 20,50-270/88-28 A 6O'287/08.28 on 
09l6.V(olat(on8 noted Ma|or areas Inspected opera lions, surveiliarwa 

teslind,malnt.fefuelJng^Dulage, safety sys functional insp rapt A open items. 
SKINNEaPH, WEHT.LD, PEEBLES,! A Region 2, Ofc of the Director 88/09/27 
29'pp. 47118 163 47110 191 

9009230092 SuopI 1 to NRC tnfo Notice 88.069» "Movable Contact Finger BIndfng in 
HFA Relays M(g by G6.”Syc list encl * oajnojoB 

ROSSLCE Division of Operational Events Assessment (Post 070411) 89/09/29. 
ComaKdated Wlaon Co. of New York, inc t17pp 471 15.163-471 15 281 
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8610120291 Confirms tolcon on 600919 to schocfule onforcoment conference on 
881006 m Roolon Ij ofc to discuss fouling of reactor btdg cooling units 
GRACE.J N Region 2, Ofc of the Director 08/09/29 TUCKER, H 8 Duke Power Co 
tp 47119 075 47119 075 

86 10 140 180 Responds to NRC Bullolin 80-006, "Thermal Stresses In Piping Connoctod 
to HCS " Sys connected to RCS reviewed to determine whether non Isolablo sections 
of piping subj to stresses from thermal stratification or temp oscillations 
TUCKER, H B Duke Power Co 80/10/06 Document Control Branch (Documenl Con 
lro3 Desk) 4pp 47156 256 47156 259 

8810030255 NRC Info Notico 80 000, "Unexpected Piping Movement Attributed to Ther- 
mal Stratification " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 08/10/07 
Consolidated Edison Co of New York, Inc 223pp 47115 282-47115 205 

8810040066 NRC Info Notice 08 OBI. "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing" Sve list encl 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 00/10/07 
Consolidated Edison Co of Now York, Inc 119pp 47116 026-47116 144 

8810240219 Foiv/ards Insp Repls 50 269/00 26,50-270/88 26 & 50-207/80 26 on 
000012 16 No vlolaiions or dovialiona noted 

DECKER,T R Region 2. Otc of the Director 86/10/07. TUCKER,HB, Duke Power Co 
2pp 47257 097 47257 109 

-8B10240221 Insp Repts 50-269/00 26.50 270/60 26 & 50-287/08 20 on 8B0912- 
16 No violations or deviations noted Major areas inspected liquid & gaseous radwasle 
programs.onviron rnonlloring & proviausly Idontilied inspector followup items. 
AnAMOVITZ.S, KAHLE.JD Region 2. Ofc of the Director 08/10/05 lipp 
47257 009 47257 109 

8810130161 NRC Into Notice 08 003, "Inadequate Testing of Relay Contacts In Safoty- 
Relaled Logic Sys " Sve list end. 

ROSSi.CE Division of Oporalional Events Assessment (Post 070411) 06/10/19 
Consolidated Edison Co of Now York. Inc IIOpp 47196 239 47196 357. 


R. Periodic operating reports & related correspondence 

88 10250496 Forwards monthly operating repls for Sept 1 088 & rev to monthly operating 
rapt for Jul 1086 lor Unit 2 

TUCKER, H B Duke Power Co 80/10/14 Document Conlrol Branch (Documenl Con 
trol Desk) Ip 47223 202 47223.301 

-8810190106 Monthly operating repts for Sept 19QB for Oconee Nuclear Station Units 
1,2 &3 

REAVIS.JA Duke Power Co 80/09/30 17pp 47223 203-47223 290 

-8810260301 Revised monthly operating rept for Jul 1980 for Oconee Unit 2 
REAVIS.J A Duke Power Co 8Q/07/31 Sip 47223 300 47223 301. 


S. Reportable occurrences, LERs & related correspondence 

8810060283 LER 00 003 00 on QB0026,matn turbine tripped, resulting In anticipatory re 
GCtor trip Caused by false high water level indication In moisture separator rohoaler 
2A2 Healer repaired W/6Q0926 Ur 

NORTH.P J , TUCKER, H B. Duko Power Co 00/09/26 6pp 47066,007-47066 012 

8810260043 Part 21 ropt ro potential deviation from Tech Spec concerning RY Indie a 
tors duo to operating temp offoct on analog motor movement Initially reported on 
801000 Customors verbally notified on 081006 07 

MAHON EY,E E . FELLNER.W B Baltoy Controls Co (subs of Babcock & Wilcox Co) 
88/10/10 Office of Nuclear Reactor Regulalion, Director (Post 6704 11) lOpp 
47364 040 47364 049 


V. Operator Examinations 

B BOB 1701 SO Generic Ltr 60-13 to ell power reactor licensoos & applicants for OL ro op 
orator licensing exams Sve list end 

MIRAGLIA.FJ Associate Director for Prolocts (Post 670411) 86/08/08 Consolidated 
Edison Co of Now York. Inc 56pp 46950 001 46950 057 


Y. Dry Cask Independent Spent Fuel Storage Installations 

8310030103 Addresses Issue which has arisen during NRC review of ulil application re 
question of whether & to what extent spent fuel canisters to be used In plonl I8FSI 
will bo compatible w/ Iran sport at! on cask ultimately chosen by DOE 
TUCKER.HB Duko Power Co 06/00/19. THOMPSON.H Office of Nuclear Material 
Safety & Safeguards, Director 6pp 47008 056-47006 062 

8B 10190448 Requests confirmation to initiate ISFSt site preconstruction activities, under 
1 0CFR72 40(t^.por 000331 application Util believes that activities can be tmtiated on 
basis that NRC review will reveal no significant environ Impacts 
TUCKER.HB Duke Power Co 08/10/11 THOMPSON.H. Office of Nuclear Material 
SaPoty & Safeguard 5, Dire dor 5pp 47210 231-47210 235 


DOCKET 50*271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency & fire protection plane 

0809280066 Forwards SALP Board Rept 60-271/67-99 for Jan 1907 - Juno I9B0 Weak- 
nesses noted, but corrective actions adequate 

RUSSELl.WT Region 1, Ofc of the Direclor 00/09/13 MURPHY, WP Vermont 
Yonkeo Nuclear Power Corp 3pp 46982 012-46902.071 

-8809280072 SAUP Ropt 50-271/07-99 for Jan 1987 - June 1980 Weaknesses 
noted, but corrective actions adequate 

* Region 1, Ofc of the Director 08/06/16 57pp 46902 015 46982 071. 

8809270028 Forwards Errata A to Rev 16 to physical security plan Encl withheld 
JAKE.J E Vermont Yankee Nuclear Power Corp 60/09/14 Document Control Branch 
(Document Control Desk) Ip 46972 126 46972 126 


6810040016 Forwards Safety Insp Rept 50-271/00 10 on 880701-0822 
WIGGINS, JT. Region 1, Ofc of the Director OB/OO/IS MURPHY, W.P. Vermont 
Yankee Nuclear Power Corp 2pp 47029 195 47029 213 

-8010040019 Insp Rept 50-271/68-10 on 060701 0822 No violations noted Major 
areas in spectad actions on previous insp findings, operational safety security, plant 
operatlons.malnt & surveillance, LERs & licensee response to NRC initiatives 
HAVERKAMP.DR Region 1, Ofc of the Director, 00/09/16 17pp 47029197- 
47029 213. 

8810170063 Forwards Safely Insp Rept 60-271/08-13 on 680830 090 i.No violations 
noted 

BELLAMY,RR Region 1, Ofc of ihe Direclor. 00/10/06 MURPHY,WP Vermont 
Yankee Nuclear Power Corp 2pp 47163 206 47163 293 

-8810170069 Insp Rept 50-271/88-13 on 88083 0-0 901, No violations noted Major 
areas Inspected annual emergency preparedness exercise conducted on 880831 
CHRISTOPHEn,R , LAZARUS.WJ Region 1, Ofc of the Director 80/10/03 6pp 
47153 208-47153 293 


Q, Adjudicatory correspondence 

8810030100 Licensee response to Joint reply of Now England Coalition on Nuclear Pol- 
lution & Commonwealth of MA to staff & licensee objections to file late-filed conten- 
tions * Three proposed late filed contentions excluded W/ Certificate of Sve 
GAD,RK Vermont Yankee Nuclear Power Corp GAD.RK. Ropes & Gray (jf4B8 
7141 00/00/21, Atomic Safety and Licensing Board Panel Opp 46956083- 
46955090 

0010030236 Memorandum & order (New England Coalition on Nuclear Pollution 
(NECNP) motion to compel) * NECNP motion to compel answers to Interrogatory 5 & 
6 granted & denied for Interrogatories 1 1-17 Served on 060927 
BtCHHOEFER.C Atomic Safely and Licensing Board Panel |?40B 7154 00/09/27. 
New England Coalition on Nuclear Pollution 12pp 4 69 56’ 260-4 6955 271 

8810050050 Vermont Yankee first set of Interrogatories &. requests for production of 
documenls to Slate of VT.* Certificate of Sve oncI.Related correspondence 
GAD.R.K Vermont Yankee Nuclear Power Corp GAD.R K. Ropes & Gray #400 
7201 60/09/27. Vermont. State of. lOpp 46985 263 46g05’292 

8810060083 State of VT second set of Intorrogatorlos & requests for production of doc- 
uments lo Vermont Yankee Nuclear Power corp * Cerllflcate of Sve encl Rotated cor- 
respondence. 

PRESS.SH Vermont, Stale of. #488 7206. 08/09/30 Vermont Yankee Nuclear 
Power Corp. 19pp 46907 327-46997 345 

8810080112 NRC Staff response to joint reply of New England Coalition on Nuclear Pol- 
lution & Commonwealth of MA.* Late-llloa contentions should be rej 0 Cted.W/Certifi- 
cate of Sve. 

HOOQDON.AP. Assistant General Counsel for Hearings #488 7207 68/09/30. 
Atomic Safely and Licensing Board Panel. 7pp. 46907 280 46997‘294 

8810180162 Forwards Attachmenl A lo Stale of VT second set of interrogatories & ro 
quests for production of documents filed on 060930 .Attachment inadvertently omitted 
from fillr^ W/ Certificate of Svo Related correspondence 

PRESS, &H. Vermont, Slate of #406 7240. 86/10/05 Office of the Secretary of Ihe 
Commission 6pp. 47104.165 47104,169 

8610160281 Motion for rnconsidorotlon * Requests reconsideration of ASLB 860927 de- 
termination thal util response to Now England Coalition on Nuclear Pollution Interroga- 
tory 5 Inadeqyalo W/ Certificate of Sve 

GAD.R.K . SELLECK.K A Vermont Yankee Nuclear Power Corp GAO,R K. Ropes & 
Gray #466 7255. 60/10/07. Atomio Safely and Licensing Board Panel 7pp 
47106 050-47106065 

88101 802B5 Further answers to Interrogatories * Submits further answers to New Eng 
land Coalition on Nucloar Pollution Inlerrogatorlea 5 & 6 Supporting documentation & 
Certilicato of Sve end Related correspondence 

SELLECK.K A Vermont Yankoo Nucloar Power Corp SELLECK.K A Ropes & Gray. 
#488 7256 80/10/07. Atomic Safety and Licensing Board Panel. 19pp 47106 040- 
47106050 

8810160252 Memorandum & order (late-filed environ conlen lions).* Environ Contenllon 
1 rejectod as Issue In controversy in proceeding & Environ Contentions 2 & 3 admitted 
as Issues fn conlroversy In proceeding. Served on 66101 2 
BECHHOEFER.C Atomic Safely and Licensing Board Panel. #488 7250 88/10/11. 
27pp 47105’313 47105‘339 

8810240034 Informs that NRC Issued SER ro plant spent fuel pool expansion applica 
tion on 861014 

HODGOON.AP, Assislant General Counsel for Hearings #466 7299 80/10/17 
BECHHOEFER.C . CARPENTER.J H , BRIGHT,GO Atomic Safely and Licensing 
Board Panel Ip. 47164 1 16-47164 1 16. 

8810270210 Applicant answers to Slate of VT second set ol Interrogatories & requests 
for production ol documents to Vermont Yankee Nucloar Power Corp ♦ Certificate of 
Sve encl. Related correspondence. 

REIO.O A , QAD.R K Vermont Yankee Nuclear Power Corp GAD.R K Ropes & Gray 
#480 7341 68/10/10. Vermont, Stale of 40pp 47207 123 47207.162 

8810270299 Forwards Now England Coalition on Nucloar Pollution tirst sot of Interroga- 
tories & request (or production of documents to NRC Advises that ER Weiss no longer 
working at firm W/o end. 

FEnSTER,AC. Now England Coalition on Nuclear Pollution FERSTER,AC Harmon, 
Curran 0 Tousley #406 7352, 66/10/21. BECHHOEFER.C, BRIGHl.G.O, 
CARPENTER, J H Atomic Safety and Licensing Board Panel Ip 47207’ 199- 
47207*199 

8810270300 New England Coatlllon on Nuclear Pollution first set of Interrogatories & re 
quest for production of documents lo NRC Stall on NRC environ assessment & find- 
ing ol no significant impact,...* Certificate of Sve end Related correspondence, 
FERSTERA New England Coalition on Nuclear Pollution FERSTER.A Harmon, 
Curran & Toustey #408 7353 06/10/21 Office of the General Counsel 9pp, 
47207.106-47207 196 
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0810270223 Mejiorandum & order (su{>pfemenial opinion conoernlog response to Now 
Ef)fl)and Cofllllon on Nucica/ Poifu!/on InlorroQalory 5)/ ASt8 finds no cvaed to fe» 
consider pnonuiing Served on 681025 

BecHHOEF£R.C /^tooiic Safety and Licensrpfl Board Panel #486 7342 66/10/24 
Vermoni Vankee Nucl'ear Power Gorp- 8pp, 47207.098-47S07J05 


-aa 10040012 tnsp Repi 50^271 /ao-io on 88O701-0822N0 vioiauons rxjied M40 
areas inspeci&d:ac«ons on provtous Insp findings, operalional safely seciirrV^li^ 
operallons.malM & survelHance.lERs & licensee response lo NRC Inilidlfvea 
HAVERKAMP.D.R Region 1. Ofc of the Director 86/09/16 17pp< 47022 IJ?- 
47020,213 


J. fnauirance A Indemnity Informs Hon 

6810030074 Forwards corrected page of Attachment A to utrf 680916 submIKat re ex* 
emotion from reiivlTemenls of lOCFRSO 54[w) re property Insurance rule. 
CAPSTiCK,flW Vermoni Yankee Nuclear Power Carp, 8&/09/23 Document Control 
Brarvcli (Oocumenl Gontrot Oeski 2pp 47O13'203*47O13,283 

881D030398 Forwards environ assessment & finding of no srgnrf/cant impact re lempo- 
rary ©xorr^ptlon fiom 1OCFR5l>,54^wH5)(0 requifemenl$.fncroa8ing amount of onafie 
property damage msi/rance required to be earned by NRG tlceneees 
ROONEY. VL >roiect aredorate 1-3 88/09/27 CAPSTtCK.RW Vermont Yankee 
Nuclear Power Dorp 4pp. 47008 133-47008 140. 

-*8810030369 Envrron aeseasmenf S finding of rte significant impact re lemporary ex- 
emplkia trom 10GFR5(J.54(W)I610) increasnig amount of onsite property damage Insur- 
ance reguirad by NRC ffcansoee EiS will not be prepared 
WESSMAN.ft H Project Directorate 1-3 68/09/27. 4pp. 47006 137 47006'140. 

8810100238 Forwards temporary exenwlion from lOGf fl50 S4(Yr)(6K>) f® properW inaut- 
anca for dacontaminatian after ajccloanl Extension granted uoW wtemaleno wnateed 
bin no later than 860401 

ftOONEV.V.U. Project Directorate 1 3 88/10/04, CAPSTICK.RW Vermont Yankee 
Nuclear Power Corp. 4pp 47084 350-47084^357. 

-8B101M242 Temporary exemplion from tOCFflSO 54(wK5)0) fe property Insurance 
until ruiemaklrm fpnslired but no later than 890401. 

VARGA.5A Division of Reactor Projects - f/fl (Post 870411) 86/10/04. Vermont 
Yankea Nuctoar Power Corp. 4pp 47084 354 4 7084*357 


P, Operating Jlcense stage documenla & correspondettca 

8606120065 Generic Ur 88-16 lo all power reactor licensees S applicants re electric 
power ays • tnadaquaia control over design processoa. 

CRDTCHFIKLD.D Associate Director tor Pro/acis (Post 870411) 88/09/12 Consoli- 
dated EdteonCo. of New York. Inc 6opp 47001 239-47001:300 

8809290276 Responds to 880815 reqi/esf for addf into re dtsposel of conlamlnatpd 
sewage at Brattieboro waste fraalmenl facility. NRC maintains re^latoty JunadtcUon 
over licensed mad in sludge UbI did not perform adeqijato sewage aurveys 
RUSSELl^W.T, Region 1. Ofc of the Director, 68/09/13 MCCANOLe$S,R.N Ver- 
mont, State of 3pp 45963 312-46983315. 

8809290269 Forwards NRR 880826 ffr to OCRE which ack recdfpl of petition filed by 
OCRE under 1DCFR2 208 & responds in negative to pef/tloner request for Immediate 
action re B'NRs 

ROON6YV Project Directorate 13. 88/09/21 OAPSriCK.RW Vermont Yankee Nu- 
clear Power Corp 4pp. 46999024*46909 03f 

8810070177 Responds to NRC eeneric SER on facility genenc impfemenlatfon proce- 
dure tor Implementation of USI A-48, “Seismto OuaMicaTion of Equipment in Operating 
If r\ita. 

MUflPHY.W P. Vemriorit Yankee Nuclear Power Corp 88/09/30. Document Control 
Branch (DocumerJl Control OesKJ 2pp 47072 136-47072 136 

6810056058 Generic Ulr 88 16 to all power reactor licensees A appircants ra recnoval of 
cycle-specifto parameter limns trom Tech %tocs Bve list end 
CRUTCHFIELD, D Associate Director for Prolects (Post 8704111, 88/10/04. Consoif- 
dated Edison Co of New York, itvc. 48pp. 47115 145-47118*194. 


8809150008 NRC Info Notice 86 077, "fnadvartenl Reactor Vessel Overfill " Svic 
and 

ROSSf.G.E Division of Operational Events Assessment (Post 870411). 891^/21 
Consolidated Edison Co of New York, Inc 1 1 1pp 47114 291-471 1 5 042, 

8909190047 NRC Info Notice 88 078, ‘’Implementation of Revised NRC-AdnrwuSlfir^ij 
Requaliftcallon Exams ” Sve list end 

ROSSi.C.E. Division of Oparallonal Events Assessment (Post 870411)- W/W/22 
Consolidated Edison Co of New York fnc 1 t9pp 47115 043 47115046. 

8810270019 Partial re^onse to FOIA request for documents re plan! App J dtxumerib 
end & available in FDR 

GRIMSLEYDH NRC - No Detailed Aff/fiation Given. 88/09/26. JOHNm6E 
Swidler & Berlin 12pp 47243.237 47243,336 

*-9607310102 Advises that auppf to IE Info Notice 86 039 re RHR purnp wear rWfifaP 
ures not currently Jiistifl0d,based on major differences between BWR A PWR ponp 
applicabons affecting susceptibility of wear rings to IGSCC. 

HERMANN, R A Engineering Brancti (BWR) 86/07/24 LAfNAS.QC.AssistanfIVw- 
tor for Technical Support (BWR) 2pp 47244, 060-47244 :081. 


6SIOO6O1&I AcJvIsBs that schedule lor providing addi Info re emergency operating 
cedure be submitted by 890331 in response to Inep Rept 60-271/66-20 
MURPHYW.P. Vermont Yankee Nuclear Power Corp 88/09/27 Document CwW 
Qtanch (Document Control Desk) 1p 47071*342-47071:342 

8009230092 Suppl 1 to NRC fnto Notice 88 069, "Movable Contact Elnger Birxfing h 
HFA Relays Mfg by GE " Sve frst end 

ROSSl,Cfc. D/vIston of Operational Events Assessment (Post 870411). 80/W24 
Consolidaled Edison Co ofNewYork, Inc, 117pp 47115:163-47116 281 

0010040171 Responds to NRC Bulletin 88 008 "Thermal Stresses In Piping Corvis^ 
to RCS;‘ Ho isolabte sections of piping Idenlifled which could be sub) to sir esses nw 
temp stratification or temp oscillatlonsTnduced by valve leakage, ^ ^ . 

MURPHY, W.P. Vermont Yankee Nuclear Power Corp. 88/09/29 Dotfumenl Cofibol 
Branch (Dpcurnent ConIroJ Desk) 5pp. 47021 088-47021 *092 

881011>D005 Forwards Safety insp Rept 50 271/88-12 on 880808-12 No vfofa!^ 
rioted, Mobile lab brought to s/te A used by Inspector to make certain IndependMl 
measurements Ctomplete data from moasuremonte to be reported in subsequenl rept 
BELUMY.RR Region 1, Ofc of the Director 88/00/30. MURPHYW^P. Ve/n»nl 
Yankee Nuclear Power Corp 2pp 47086 181-47086*192 


-8010100006 fnsp Rept 50 271/88-12 on 880008-12 No violations noted Maior mu 
Inspected cjonfirmatory measufemenls,procedures & records associated w/progra^ 
lor QC of analyl/cal measurements 5 staffing & coatrols 
KIRKWCX)D,A,. PASCIAK.W.J Region 1, Ofc of the Director. 88/09/30. lOpf 
470S6.1 83-47086 192 


6610170044 Forwards Safely Insp Rept 50-271/88-16 on 080912-16 No vJoJalJOfW 
noted 

OUnR,JP, Region 1, Ofc of the Director, 88/10/06 MURPHY, WP. Vermont Yar^kw 
Nuclear Power Corp. 2pp 47173 125-47173 133 

-8810170055 Insp Repfs 50 271/68-16 on 880912-18 No violations or devlaliwfl 
noted Major areas inspected impiemontaf/on of provisions of inservice test program w 
safely related pumps & valves 

GOLLA.JA,, B4PEN,P.K Region 1, Ofc of the Director. 88/10/04, 7pp 47173’t27. 


0010240037 Notifies of planned aubmittaf schedule 8 necessary stall review schedule 
associated w/Tech Smc changes re limilmg condll/on for operallon lor reaclor fuel 
assemblres.Secbon 3,1 1. Meetings w/NRC requested 

CAFSTlCKpR W. Vermoni Yankee Nuclear Power Corp. 88/10/13. (Tocument Ctontrot 
Branch (Oocumenl Cor»lrol Desk). 5pp 47257 072-47257.076 


6810210627 Forwards safety evakialion for ixoposed spent fuel poo) expansforr at 
facfiily.per 880425 applicalior\ for amend lo Ucense OPR'28 Emergency standby ays 
must be Installed A lea ted tor safely evaluation to be valid 
ROONEY.VL Project Directorate 1-3 88/10/14 CAPSTfGK.R.W Vermont Yankee 
Nuclear Power Corp. 4pp. 47237 195 47237,237 


-8810210526 Saisiy fifvaiuaUon supporting proposed oxpanstorr 0/ spent fuel pool at fa- 

• Office of Nuc/ear Reaclof RegutaUon, Director (Post 870411) 88/10/14 36do 
47237.188-47237,237 


Q. Intpectlon reports, IE Buttetirte 8 correftpondenca 


0610170063 Forwards Safety insp Rept 50-271/88-13 on 8 8 08 30-0 901. No vjofations 
nrAed 

BELLAMV.fl.R Region 1, Oto 0/ the Director. 88/10/06 MURPHY.WR Vermoel 
Yankee Nuclear Power Corp, 2pp 47163 266-471 63*293. 

-0810170069 Insp Rept 50-271/86-13 on 8 80830-0901. No vlolaltona noted. MaJUr 
areas inspected annual emergency preparedness exercise conducted on 880631 • 
CHRISTOPHER, R , lAZARUS.WJ Region 1, Ofc of the Director 68/10/03, 
47153 268 47153 293, 

8010030255 NRC Info Notice 88-080. "Unexpected Piping Movemerit Atlnbuled to Ther- 
mal Straiirication." Sve list end, 

flOSSf.GE Division of Operational Events Assessment (Post 870411) 86/10/07 
Consolidated Edison Co of New York, Inc 223pp 471 15 282-471 15 286, 

8010040066 NRC Info Nolice 88 081, "Faifura of AMP Window Indent KYNAH Sjpllces A 
Thomas A Betts Nylon Wire Caps Ourrnd Environ Ouaiificalton Testing " Sve list eiw 
ROSSkCE, Division of Operational Events Assessment (Post 870411). 08/10/07. 
Consoildated Edison Co of New York, fnc 1 19pp 471 16*026-471 16.144. 


8009010337 NRC Into Notice 66-073, ‘’Owedton Dependent Leak Charecienslics of 
Contafnmenl Purge Valves " Sve bsi end, 

ROSSl.CE, Dwwn of Operational Events Assessment (Post 870411), 88/03/06, 
CoosoUdaled Edison Co ol New York Jnc llfipp 46958 056-46958 177. 


0009200065 Forwards SAIP Board Rept 50-27 1/07*93 for Jan 1387 - June ISBB.Weak- 
ftesses noted, but correctrve actions ad em/a te 

RUSS6LUWT Region 1. Ofc of the Director 66/09/13. MURPHYWP. Vermont 
Yankee Nuclear Power Corp. 3pp 46982.012 46982071 


-0009280072 SALP Rapt 60-271/87-99 for Jan 1967 - June 1088 Weaknesses 
JKHfld,but correcUve actiona adequate 

' Region 1, Oto ot the Director 68/08/16. 67pp 46982 015 46982071 


6010190212 Forwards results of long-term resolution action Items for NRC Bulletin 88* 
004 ihA cu/renliy working w/pump mlg to determine If mods to min flow capacity 01 
RHR A core spray pumps rvecaaBary _ ^ » 

MURPHY.W.R Vermont Yankee Nuclear Power Corp 88/10/14 Document Control 
Branch (Document Control Desk) 4pp 47200 057-4 7200, 060, 


6810130161 NRC Info Notice 88-083, "inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys Sve list enci ^ 

ROSSf.CE, Division of Operational Events Assessment (Post 670411) 88/lo/is 
Consolidate Edison Co of New York, Inc 1t9pp, 47106.239-47196 367 


R. Periodic operating report e A related eorreapondence 


Forwards Safety fnsp Rept sO-271/88-10 on 860701-0622 
WIGGINS. J.T, Region 1, Ofc of the Oiracior. 08/09/16- MURPHY.WP Vermoni 
Yankee Nuciear Power Cbrp 2pp 47029 195-47029213, 



47122,256 47122 280 
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S. Reportable occurrencoSi LERb & related corrospondence 

0810160093 Summary of Operatlno Reactors Events Mooting 00 39 on B01OO<1 List of 
attendees & vtewgraphs end 

JAUDON.jp Events Assessment Branch 80/10/05 ROSSI, CE Division of Opor- 
ational Events Assessment (Post 07041 1) 16pp 47223 322 47223 337 

OS101 20244 PNO I 88 102 on 860928.1wo technicians observed attempting to gain enhy 
Into posted high radiation area through locked door w/o use of KoyEHams of doors 
identified 14 Indications of past attempts Doors modified & util task force formed 
GRANT, G. HAVERKAMP.D Region 1. Ofc of the Director OB/10/07 Ip 47120 106- 
47120 106 

0010210206 LER 88 01 1-00 on 800921, Identified that recirculation motor genoration 
foam suppression sys made inoperable w/o establishing firo watch Caused by Insuffi 
dent training Operator training programs will be modifiod W/001017 Itr 
PELLETIER,J f’ Vermont Yankee Nuclear Powor Corp 06/10/17 4pp 47232003 
47232 0B6 


V. Operator Examinations 

0800170160 Generic Ur 08 13 to all powor reactor licensees & applicants (or OL re op 
orator licensing exams Svc list end 

MIRAGUA,F J Associate Director for Projects (Post 070411), 86/00/00 Consolidated 
Edison Co of New York, (nc 5Gpp 46958 001-46958 057 

8816130302 Forwards grading & answer sheets for 8Q0921 generic fundamentals pilot 
exam W/o ends 

PERKINS, KE Operator Licensing Branch 88/10/07 FIT2PATRfCK,E General Public 
Utilities Corp - GPU Service Corp DUTTON, J Nebraska Public Powor District 
SPINNEY.RW Vermont Yankee Nuclear Power Corp 37pp 47136 001-47136 037 
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F. Socurlty^ medical, emergency ft fire protection plana 

0009300172 Public version of Rev 19 to Emergency Plan Implementing Procedure SGS 
ECG TOC, "Event Classification Guido " 

• Public Service Electric & Gas Co of New Jersey 08/00/02 D2pp 47002 093* 
47002 163 

0810170397 Public version of Rev 5 to Emergency Plan Implomonting Procedure EPIP 
204S, "Emergency Response Callout/Personnol Recall" W/undatod rcloaso memo 

* Public Service Electric & Gas Co of Now Jersey 00/09/13 10pp. 47153 236- 
471 B3 254 


J, hsuranco & Indemnity Information 

0310030201 Forwards erwiron assossmonl & finding of no significant Impact re exemp 
lion from 10CFR50 64(w)(5)(l) roqulromonls, increasing amount of onsite properly 
damage Insurance (or NRC licensees 

aTONE,J C , R(VENBARK,Q W Projocl Difoctoralo 1-2 08/00/27 MILTENSERQER.S 
Public Service Electric & Gas Co of New Jersey Gpp 47004 026 47004 038 

>-8610030284 Environ assessment & finding of no significant Impact ro oxomptlon from 
10CFR50 54(w)(5)(iLincrGaslng amount of onsite properly damage Insurance roQuired 
by NRG licensees EIS will not he prepared 

QUTLER.W.R Project Oirectoralo W. 08/09/27 4pp. 47004 031 47004 034. 

-08 10030285 Environ assessment & Mnn of no significant Impact re exemption from 
10CFR60 54(w)(5)(ILIncroaslnQ amount of onsite properly damage Insirranco required 
by NRC llconsoGS EIS will not be preparod 

BUTLER,W R Project Directorate I 2. 88/09/27 4pp 47004 035 47004 038 

89ipi 10298 Forwards temporary exemptions from schodular requirements of property 
insurance rule 10CFR50.54|w)|6)(i) 

STONE.JC, RIVENBARK.G W. Project Directorate 1-2 88/10/04 MILTEN0ERGER,S 
Public Service Electric & Gas Co of New Jeraoy Bpp 47107 024 47107 036 

-0010110306 Temporary exemption from 10CFR50 64(w)(5)(*) property (nsuranco ruto 
rcdulromonts 

V^GA,SA Division of Reactor Projects - I/ll (Post 870411). 08/10/04, Public Sorv 
Ice Electric & Gas Co of Now Jersey 4pp 47107 028 47107 032 

-0010110311 Temporary exemption from 1OCFRBO.54(w)(5)0) property (nsuranco rule 
requirements 

VARGA,SA Division of Reactor Projects - I/I) (Post 870411) 00/10/04. Public Sorv 
ice Electric & Gas Co, of New Jersey 4pp 47107,033 47107 036 


P, Operating llconoe atage documents & correspondence 

8809120065 Generic Ltr 88-15 to at) power reactor llcenseos & applicants ro electric 
power sys • Inadequate control over design processes 

CRUTCHFIELD.D Associate Director for Projects (Post 870411) 88/09/12. Consol) 
dated Edison Co of Now York, Inc. 60pp 47001.239 47001 300. 

8810170015 Notificalion of Significant Licensee Meeting 80 149 on 881117 in Region 1 
ofc (0 discuss design basis reconstitution. 

SWETLAND.PD Region 1, Ofc of the Director 86/09/27 Region 1, Ofc of the Direc- 
tor. 2pp 47163-352-47153,353 

8B10100072 Forwards addi Info ro 10CFR20 exemption for use of MSA-QMR 1 
canistors.per 880825 request.Ono wk extension provided 

MILTENBERQER,S PuWlc Service Electric & Gaa Co of New Jersey 88/10/03. Doc- 
ument Control Branch (Document Contra! Desk) Bpp, 47080.026 47068030. 

8810050058 Generic Ltr 88-16 to all power reactor llcenseos A applicants ro ramovat of 
cycle specific parameter limits from loch Specs Svc list end, 

CRUTCHFIELD.D Associate Director for Projocta (Post 870411) 88/10/04. Consoli- 
dated Edison Co. of Now York, Inc 40pp. 47116 145 47116 194. 


8810130305 Forwards "Special Rept on Spare CRD Mechanism Weld Refurblshments,'* 
per commitment to submit fopl summarizing findings in response to Jan 1988 discov- 
ery of several pin hole leaks on spare CRD mechanism canopy welds 
MiLTENBERGE R,S Public Service Electric & Gas Co of New Jersey 88/10/04 Ooc- 
umant Control Qranch (Document Control Desk) 2pp 47154 240 47154 284 

-8810130319 "Spocial Rept on Spare CRD Mechanism Wold Roturbishmonts " 

* Public Service Efeclric & Gas Co of Now Jersey 08/09/30 43pp 47154 242- 
47154 284 


8810100172 Advises that review briafing for listed plants scheduled for 881013 View- 
Graphs end 

BUTLER, WR Pro)Oct Directorate 1-2 88/10/05 BOGER.BA Assistant Director for 
Region I Reactors lOOpp 47001 264-47081 348 

8810120286 Forwards addI info re License Change Request 87-02 & Tech Spec Page 
6 22, clarifying changes, per Generic Ltr 04-13,for removal of snubber tables from Tech 
Specs & correcting typos & other editorial errors 

MILTENBERGER.S Public Service Etoctnc & Gas Co of New Jersey 88/10/05 Doc- 
ument Control Branch (Document Control Desk) 2pp. 47135 010 47135 030 

-8810120287 Proposed Tech Specs, removing snubber lables.per Generic Ltr 04-13.cor- 
rectlng typos A making other editorial changes 

* Public Service Electric & Gas Co of New Jersey 08/10/05 lOpp 47135021- 
47135 030 


8810240248 Requests access to computer data bases In order to monitor facility 
operations Accoasod Info will not constitute agency records & will not be retrievable 
under FOIA 

WENZINGER.EC Region 1. Ofc of Iho Director 88/10/12, MILTENBERGER.S. 
Public Service Eloclric & Gas Co. of New Jersey, 2pp 47257 093-47257 094 


Q, Inspection reports, IE Bulletins & correspondence 


6809010937 NRC fnfo Notice 08 073, "Diroclion Dependent Leak CharaclerislTcs of 
Containment Purge Valves Svc list end 

ROSSI, CE Division of Operationall Events Assessment (Post 870411) 88/09/06. 
Consolidated Edison Co of Now York, Inc. 1 lOpp 46958 058 4695B 177, 

6609160008 NRC Info Notice 88 077, "Inadvertent Reactor Vessel Overfill'’ Svc list 
ei^cl. 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 86/09/22 
Consolidated Edison Co of Now York, fric 111pp 47114 291 47116042 

8809190047 NRC Info Notice 80 078, "Implementation of Revised NRC-Admlnlstorecf 
Roqualificatlon Exams " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/09/22 
Consolidated Edison Co of New York, Inc IIOpp 47116 043 47116046 

881Q050290 Forwards response to NRC Bulletin 88*008 ro thermal stresses In piping 
connoclGd to RCS.Util did not identify any unlsolabto sections of piping connaciod to 
RCS that can bo subj^to temp stratification or oscillations 

MILTENBERGER.S Public Service Electric & Gas Co of New Jorsoy. 88/09/23, Doc- 
ument Control Branch (Document Control Desk). 6pp. 47057. 103*47057. 100 

0809230092 Supp) 1 to NRC Info Notice 88‘060, "Movable Contact Ffngor Binding (n 
HFA Relays Mfg by GE " Svc list end 

ROSSf,Ct Division of Oporational Events Assessment (Post 870411) 88/00/29, 
Consolidated Edison Co of Now York, Inc 117pp 47115.163 471 15 231. 

8810030255 NRC Info Notice 88 080, "Unexpected Piping Movement Attnbulod to Ther- 
mal Stratification " Svc list end. 

ROSSt.CE Division of Oparalional Events Assessment (Post 670411), 68/10/07 
Consolidated Edison Co. of New York, Inc 223pp. 471 16*282 47116 235 

8810040063 NRC Info Notice 68 001, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing " Svc list and 
ROSSP.C.E Division of Operational Events Assessment (Post 870411), 86/10/07 
Consolidated Edison Co of Now York, Inc. 119pp. 471 16 026 47116 144 

8810160273 Submits plant-specific seismic verification plans, per Generic Ltr 87-02, 
'Verification of Seismic Adequacy of Mechanical & Electrical Equipment In Operating 
Roactora, USI A 46 " 

MILTENBERGER.S Public Service Electric A Gas Co of Now Jersey 60/10/07. Doc- 
ument Control Branch (Document Control Desk) 3pp. 47172 369-47172 381 

8810210293 Forwards Safety tnsp Repts 50 272/08-17 A 50-311/63*17 on 800823- 
0926.Clariflcatlon of util 880902 response A corrective actions re scheduling of sur- 
veillance & periodic tests A Issue re control room documents requested 
WEN2INQER.E.C Region 1, Ofc of the Director 00/10/13. MILTENBERGER.S 
Public Sorvice Electric A Gas Co, of Now Jersey, 2pp. 47236 196 47238 212 

-8810210298 Insp Repts 60-272/00.17 A 60-311/06*17 on 080823 0926 Major areas 
Inspected operational safely verlllcallon,mainl, surveillance.refueling activities, ESF 
waIkdown.QA.revlew of LERs & followup on outstanding insp itoms. 

SWETLAND.PD Region 1, Ofc of the Director 88/10/13 16pp 47238‘108- 
47236:212. 

8810130161 NRC Info Notice 86 083, "Inadequate Testing of Relay Contacts (n Safety- 
Related Logic Sys " Svc list end, 

ROSSI, CE OiviBion of Oporational Events Assessment (Post 870411), 08/10/19. 
Consollclatod Edison Co of New York, Inc 1 19pp 47196 239 47196'357 


n. Periodic operating reports A related correspondence 


0610040149 Monthly operating rept for Aun 1988 for Salem Unit 1. W/880910 Itr 
WHITE. P., JACKSON, J , MILLER, L K. Public Service Eloctfio A Gas Co. of New 
Jersey. 08/00/31. lipp 47028*1 40 47026*169 
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**'Xn? & elf (S*rf"NB^K' TO/oa«o 

t^PO i’1ft6W4ri 96 077 

QCCwrttocti, l£W« A reUle<< cofrejpondence 

08/09/ 

2^" Tpp 4’:^»06-47C'Je^’2 

U'QMMU M<lt5-C>;'0n eaoeil reaciw /turbine Ir^p pccuired 

farts eor^h^^spa c;0r-t%'edsa^ataC*0rlvW/6SW^ltt -., eAyno/ 

S^ufK M j W)LLHR l>^ FVbfic Service liectnc A Gas Co oi New Jewey B8/09/ 
r 4po 4r:^5^69 47026 1?^ 

vm7 eaOt^OO on 830909, fwerr^ n na &j bsfiWffl I J8 
1 A 2 <Ve ari>« otn »u*^*!ed as required by Tech 
.^ri^mTva ^\?r6->« Kr^^i couriered & requirements 

M J MitlgR Piitfac Seroce Etectric 5 Gas Go ot New Jersey 

’H ^ *niiZ^^7\ui^5 

Soecisi' ^ept 684 on &8()325 ai-tornat>c actuauen feature for both fl/e 
de^ctivafeiJ due to Cfar-ned ma/ntNo correjctr*^ acions requiteo since wow 
*M<joa«d w Tw^Tfy* b»fO siiton pewer fi'a.TJ^amers ts pranrteef evotubon 
M'llfP L¥ P^jbac Se^<K» Etectnc A Gas Co cf Wi?w Jersey ea/fO/04 document 
C^r^ti) Btv^ \‘^cc\r^\ Ccftjal OeSts) 3^5 <7tU 266-471 14 268 

Suw^ftn*^ Speevaf Re^t ee-^-^on 88071325.28 A behveaT 0802-30 A 
2^0<93(?<rxitemeri( of fire baniers discovered Cause could noi be positively 
d^ierTaried f jre wtteJ^ imSf continoe unw e3 f^e protection concerns resolved 

PJUc Sor^ Ei^ctnc A Gas Co of 7^fitv Jeisoy 08/ fa/04 Oocument 
("Of^ BrKXti (t>xxa*«rff Spp 47118^1B847119-192 

«(iat4d3a> spe^af Ropf 88 5 on 86a907/rt bamer peneiratwn impairmenl? nol re 
«of«J ; r%s^ Tech Spec 802 Cause of d^aded fire bardor penotrajrons 
fqu«j ni?if oe cJeteifTffW Hborfjf rdvma fSre wa*cfi eaiaWtshed 
WtitER ^43lta S^voa Efedrve A Gas Co cf New >rse» 88/W/06 0(Xairmoril 
CjTilrof ©rivx^ 4pp 47156218-47156221 

Sfi 4 l^ 0 OOi LER 87-012-Cl on 870930 Tech Spec 33 M 4 c 6 <ki 6 enfered when pre- 


1t 8pp 4’fJ^ 335-47t91 339 


i 09*nH9r tx$n^iSott» 


$«SiWfiO Generic Itr 88-13 lo $9 powa' reartor ficersees A applicants for 01 re op- 
emter «erj«tr>5} e<ama^ Iwt end 

MiRAGlLA^Fj Asaocase Orector for Rrctacts (Post 870411) 88/09/08 Cor\soffcIate(I 
Ed»cnCc qfHewYorli. Inc. 56pp 46958 001 4695B 057 

MiOTlWO Sj|<srvft t^£>n»$ to 6a?&3f ftr re Rec^iai ficaiscw. 

^ 50-3n/884?7(Oi; Dwnsed operalor requaJrficabon pro- 
A m uM for scope A obipetves of prowam. 
tetrf $«rvi^ A O&s Co of New J^ey 88/t0/l3, Qoc- 

Mnaarf firarch fDoCurr'ent Control 4pp 47233 1 18-47233 121. 

ttXW DIAW.0 CAKYOM HUCUAR POWER PUKT, UNIT i 

F Swt^. tonscef. enser^ertcy A »r« profeeikm plan# 

<“«"• 

' Pw* Om i £«e«! ft IttWM SSpp «(»7 3M47M7 359 

* »523^«-a2 «« 8S0822-25 No ftli 
£^fta5^3?M%M1«*^ SKlFFEflJO Paotle Gas & 

t»»wa '^'sppcw errteraervrv prapafetlness exercise & asso- 

«*>9>WI S, Ofc o( me Dltecio, 89/ 

"waft^t* ftiwiwt CoftfnK 6tanfih (Docu- 


-8919IOOI9S Rovised anUHjJ ■''*" '" ’' " 

"WotUtcadon of OJallc 

WiftAMES f-ywanla “1988 Emoraoncy I’rofwrddnoSsa Flow Eaoicteo itm 

a!?o"o«rESrCo 88/00/87 DoC^mco.! Coniro. P-OncUfto 
oS IP. 1701 1.324 47013 200 

47011-325-47013 200. 

app ^47171:161*47171 229 

-8810170245 SALP Repta 60 276/68 18 8. 60 323/80- 17 iWj? 

pmvaments required fn area of succossM fmplornomoJjoii of m & o\>locm 

° flegfan 5* Ofc of ihd Olrecfor 08/09/20. 46pp 47 17 VI O^-AT 17 1 

8810200291 Forwards public verelon pf flov 14 
dm EP M 2. "NonempJoyee Injury or innoBa (HiirO ^nnyV^ & Urn G \o EP W 5. 

S^S'aPacfflrToasV^ Oocumoni Con If of fire neb jiw 

mertf Control DesW. 2pp 47226;1 13-47228 12D 

-8810200295 Senltixad publ/c VOrslDn of TJoy 14 
codyre BP M-2, •’Nonomployoo Injury or Iflnoss fTliIrd Pany) ^ ft lo t? Hi5. 

♦ ^Sc'gJs & Efeciric CO. 08/10/05 16pp. 47220 1 1 5-47226* 1 2U. 

J, lOBiirance A Indemnity (nformatlon 

8810030052 foiwarda environ aBseaswonl & Mna of no alanifieftnt j®T5J 

/ary oK&mptlon from ^cltadular roqulremonis or prop oily ineuifiiice ws 
tQGERfi05i(wK6WUffoctlveon8flt004 * 

f^OOQK Pfojeci pifDctoralo V. 80/09/20. SHlFFen,JD. PuciflO One » UdcWCa 
6pp 470U'007*470U.016 

-*8609300188 Environ assessment A finding of no slgnlllconl Inipncl fo ovomptlon frwi 

fl^^^pfojecPo?rGClora1o V. 00/00/26 4pp, 4 70 14;0 13-47014:010, 

6610110266 Forwards tamporafy oxompUoo from scViodulnr roqukomonls tA 
aurance rule (WCFB50,B4(w)(BUi)l rmiif rufomnfjlng finali/od but no tnlOf tfiatiowW 

ROOO. H ProJeCl Direcloralo V. 60/10/03 SKIFPEB.J.D Pficlllo Hns A EtOCtbcw 
6pp 471072^-47107.270. 

-8610050226 Bxompllon from foqulromonls of 10CrR60S'1(w)tS)()) fO Irvcrjau^ 
ameunt of onsJle properly domaqo hsarnneo rflqutrod by powor ronctor ticonsGos 
HOUHAN.QM. Division of Roactor ProJoclo - fJfJV.V & SpocinT Projects {m 
8?04tU 66/10/03. Pacfffc Gas A Elecldc Co. 6pp. 47107 276-47107 270 

K. Utility Final Safety Analysla Report (F6AR) A amendB 

BatOQSOm Rev 4 lo updated FSAR for Diablo Canyon Unila t A 2. W/000922 Ifr. 
SHIFFeR,J.O. Paclfto Gas A Elecfrte CO 80/00/30. UOSOpp 47084.001 '47058 339 

P. Operating license tfege tfpcumeoia A correspondence 

6010130403 FOIA request lor ’’Dlflblo Canyon Long-Torni Solsrnic Pfoaram f Imft) 
REYNOIDS^JB Cerrler hr law In the Pubfio Inforoai 00/08/ 1 2. NrC « No Deta^ 
Atfifiaflon Given. 2pp 47087.000-47087.007. 

6610110200 Forwards SAlC 07/3109, '‘Technical Evaluation Ropl ot DCRDH, Pflctfio 
Gas A Electric Co Diablo Canyon Powor Plant, Unite 1 A 2 " 

ROOP. H Pf<^t Olrectorale V. 00/08/19. SHIFFERJ D Pacdlo Gea A Etootric Ct 
Opp 47107 058-47)07.000 

-6602010148 "Tocbnical Evaluation Ropt ol DCRDR PaciDo Gas & Glodrlo Co.Ol&Wo 
Canyon Power Plant UnUg 1 A 2.’* 

^P^)cB))ona Irjtemalfonaf Corp (lormoriy Sclonoo Applfcntions. liwa.). NRC* 
w 82 098 §AIC 87/3109 00/01/27. NRC * No DoloDod A/hUntion iSVfOn^ 20pp 
47107*084 47107 086 

^fnal response to FQlA request tor documonts App A docKmonlB evaliaWo 

QBIMSLEY.DH. NRC * No Defalled A»«an Qfven. 88/09/08. I1EYNOID3.J ft 
Center lor Law In the Public Interest 2pp 47087:008-47087 000. 

6609120C85 Qejiedo Ltr 88-15 (0 all power reactor llcanaaos A apallccints ro otecl/te 
n«u,*.r processda. 


S Asaoclale Director for Prolootq ^ost 07041 TJ. 86/00/12, Cotisolt- 

dated Edison Co, of New Yorfr, Inc. 60pp. 4700 i:939-4/0ai ’300. 

plcknl. Forwards App 9 


Delellfid Affillailoft Given. 00/09/23- W0I9SMAN.S Coif' 
tornia, State ol. 2pp. 47209.001-47209 093, 

Forwafdmq draft Board Not/ftoalton BU36, '^ofamfo Revorihootion Pro- 
Swi 811103 meeting w/ PGAE re currenl ainius of review A evab 

facility <?onfa/nmen( annulus araa- 
Licensing (000428-061124) 01/11/D6. PALLADINOA. 
BRADFORD Comrrtlaafonors. Ip 47209.003 47209‘02&. 

Verification Proorem/' 

mbertV Cloud Asscclatea, fnc 61/11/28. 26pp, 47209:004*47209.020 
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“8202160203 Board NoKficalion 02*06 forwarding ‘’Design Vorification Program for 
Power Ascension Diablo Canyon Nuclear Power PlanI Unit 1." & “QuaNrication Docu- 
ment * Design Verification Program for Power Ascension " 

EISENHUT,DG Division of Ucensfng (800428 651124) 82/01/27 PALLADINO.N J . 
GILINSKY. AHEAFINE Commissionere. Ip 47200 030 47209 030 

“8206110397 Board Nolification 82 S3 forwarding summary of B20430 discussion of 
Bechtel rate in completion of project (nfo relevant to design adequacy safe^ Issue 
EISENHUT.DG, Division of Licensing (800428 051124) 62/06/02 PALLADINO.N.J , 
GILINSKY, AHEABNE Commissioners 3pp 47209 03147209 034 

“6206110399 Recommends end Board Notification 82-50 re design vorification program 
bo transmitted to Commission Consists of summary of NRG meeting w/util & Bechtel 
to discuss role Bechtel will assume (n project 

TEDESCO.R L Assistant Director for Llcensfno. 82/05/22 EtSENHLiT.D G Division of 
Licensing (800426 851124) Ip 47209 034-47200.034 

“B2061 40249 Board Notification 62-67 forwarding Info re status of Independent design 
verification program activities relevant to sefoty issue on design adoquacy.Results will 
be reported prior to reinstatement of license 

EISENHUT.D.G Division of Licensing (000428-851124) 62/06/04 PALLADINO.N, 
GILINSKY, AHEARNE Commissioners 3pp 47209 03547209-037 

“8206280021 Board Notification 62-60 forwarding info ro des^n vorification program 
from Teledyno Engineering Svcs.RL Cloud Associates, Inc & Rf Roedyjnc. 
EISENHUr.DG Division Of Licensing (000426-851124) 62/06/16 WLLADINO.N J , 
GILINSKY, AHEARNE Commissioners 2pp 47209 03a-47209-039 

“8211040053 Board Notification 82-93 forwards addi info re somiscafe tost results con- 
cerning food & blood mode ol core cooling 

EISENHUT.DG Division of Licensing (800428 851124). 62/09/24 PALLADINO.N, 
GILINSKY, AHEARNE Commissioners Ip. 47209 040-47209 040. 

“8211090537 Board Notification 82-97 forwards transcript of NRG 820909 meeting w/ 
State of CA re design verification program & "Indopondoni Design Verification 
Program Auxiliary Bldg,^' Interim tocftnical ropt 

EIStNHUT.OG. Division of Licensing (600428-851124) 82/09/29 PALLADINO.N J, 
GILINSKY, AHEARNE Commissioners 2pp 47209 066 47200 070 

“8303160760 Board Notification 03-27.fonvard8 830221 memo & final EQSiG rept ro 
addI REIAP'5 calculation for Semiscalo S-SR-2 lest 

EISENHUT.D.G Division of Licensing (600428 851124) 83/03/04 PALUDINO.NJ. 
GILINSKY, AHEARNE Commisslonors 11pp. 47209.071-47209*067. 

“03042206S1 Board Notification 83 42 forwards info re unanafyzed reactor vessel Ihor' 
mal stress during cooldown B&W Informed NRC of protimlnery safely concern evolving 
from further consideration of 800610 St Lucie upper head voiding event. 
EISENHUT.DQ Division of Llconsing (600428 851124) 03/04/12. PALUDINO.NJ 
Commissioners 20pp 47200 008-47200 089 

“0311140346 Board Notification 83 leo.forwards Oct 1983 SSER 19 ro matters icfontl- 
fled in SSER 10 & listed in SECY-03-386.that must bo resolved prior to fuel 
loading Matters adequately resolved 

EISENHUT.DJ Division of Licensing (800428-851124), 03/10/14. PALUDINO.NJ, 
GILINSKY, ROBERTS Commissioners 2pp 47200.090 47209.093. 

8810040176 Submits Updated rosponse to Issues raised in JE0CO Seismic, fnc Hr ro 
lOdOgeoplwsicelsurvoydate. 

SHIFreR,J D Pacific Gas & Electric Co 80/09/27, Document Control Branch (Oocu- 
inonl Control Desk) 3pp, 47026 012 47020 014 

0810050058 Generic Ltr 80-16 to all power reactor licensees & applicants re removal of 
cycle-spoclfic parameter limits from Tech l^ecs Svc list end 
CRUTCHFIELO.D Associate Director for Projects (Post 670411) 86/10/04 Consol! 
dated Edison Co of New York, Inc. 46pp 47116.146 47116*194 

8610170028 Forwards list of documents being provided to NRC & auditors for long lorm 
seismic program (LT8P) PRA Drawings do not roiiect hardware mods idenliflod in 
Chapter 6 ofLTSP final repi 

SHIfPERJ d. Pacific Gas 6 Eleciric Co 88/10/10 Document Control Branch (Docu 
moiit Control Desk). Vpp 47163 147-47163:163 

8810210310 Provides Informational rept on black abaiono mDrialfly In Santo Barbara 
Channel islands Available data tend to support bypothesN that pathogen, effecting 
kidney tissue .results in rapid sh rink an e.cau sing mortality 

SHIFFER.J D Pacific Qas & Eleciric Co 88/10/17. Document Control Branch (Docu- 
ment Control Desk). 2pp 47230 203 47230.204, 


Q. Inspection reports, IE Bulletins & correspondence 

0009010337 NRC Info Notice 60-073, ‘’Direction-Dependent Loak Characteristics of 
ConteInmonI Purge Valves.” Svc list end 

n0SSf,CE Division of operational Events Assessment (Post 870411) 68/09/08. 
Consolidated Edison Co, of New York, Inc. IIOpp 46958.058-46956.177. 

0810030209 Forwards Insp Repta 50 275/66-24 & 60-323/68-22 on 880622-25, No defl- 
ciencies or violations nomd. 

VUHA8.G.P. Region 6, Ofc of the Director 68/09/14. SNIFFER. J D Padfio Gas & 
Electric Co. 2pp. 47004*319 47004 325, 

-8B10030219 map Repta 50 276/86 24 & 60-323/88-22 on 800022-26, No deficiondoB 
or violations noted Major areas inspected emergency preparedness exorcise & asso- 
ciated critique 

PRENDERGAST.K . PODOUK.E . JOHNSTON.K Region 6, Ofc of the Director. 66/ 
09/13. 6pp 47004.321-47004*325. 

$010040203 forwards Insp Ropts 60-276/80-23 & 60-323/08-21 on 880B1S 16.No vio- 
lations noted 

YUHAS.G P Region 6. Ofc of the Director. 80/09/14 SNIFFER, J D. Pacific Gas & 
Electric Co. 2pp 47021*148 47021:167. 

“0810040285 Insp Repts 60-276/66-23 & 50 323/66-21 on 88081 S-19.No vlolatfons 
noted Major oreas inspected* chemistry A radiation protection roorganlzatlonjiquld A 
gaseous waste audits, liquid wastos.gasaous wastes & facility tours, 

NORTH.H S. Region 6, Ofc of the Director. 88/00/13 8pp W21. 160-4702 VI 67. 


6809160008 NRC Info Notice 88-077, "Inadvertent Reactor Vessel Overfill" Svc list 
end 

ROSSI, C<E Division of Operational Events Assessment (Post 670411) 68/09/22 
Consondated Edison Co of Now York, Inc. Ilipp 47114*291-47115 042 

6809190047 NRC Info Notico 88 070, "implementation of Revised NRC-Ad min Isle red 
Requariflcation Exams ” Svc list end 

ROSSLC.E Division of Operational Events Assessment (Post B70411) 88/09/22. 
Consolidated Edison Co of New York, (nc 119pp 47116 043-47115*046 

3810170230 Forwards Insp Repts 60 275/00 21 & 50-323/86 19 on 880717-0903 No 
violations noted Unresolved Item noted re LER 1-88-024 concerning failure to meet 
Tech Spoc llmitfrig condition for operation for inoperable instrument channels 
ZIMMERMAN.R P Region 5, Ofc of the Director. 88/09/28. SHIFFER.J.D Pacific Gas 
A Electric Co 3pp, 47156 31 6 471 56 340 

“8010170232 Insp Repts 60-275/88-21 & 60 323/08-19 on 88071 7-0 903. No violations 
or deviations noted Major areas Inspected plant opera tie ns, maint & survolliance 
activities, followup of onsite events^qpen iloiris.LERs & selecled insp activities 
JOHNSTON.KE,, NARBUT,P,P, WENDONCA.M M, Region 5, Otc of the Director. 60/ 
09/26. 20pp 47166*321-47166*340, 

0809230092 SuppI 1 to NRC Info Notice 86-069, "Movable Conlact Finger Binding in 
HFA Refays Mfg by GE," Svc fist end 

ROSSI, C£ Division of Operational Evonta Assessment (Post 070411) 00/09/20 
Consolidated Edison Co of Now York, Inc 117pp. 47115*163-47116:281, 

8810170242 Forwards SALP Board Repts 50 276/68-18 A 60 323/08-17 (or Aug 1987 - 
Jul 1088 Performance acceptable A directed towards safe ope ration. Devotion of addi 
attention lo thorough A timely resolution of key issues in rept urged, 

MARTIN,J.B. Region 5. Ofc of (ho Dirador, 00/09/20 SNIFFER, J D Pacific Qas A 
EloclflO Co. 3pp. 47171*181-47171 *229 

“BS10170245 SALP Repts 50 275/08-18 A 60 323/88 17 for Aug 1087 - Jul 1968 Im 
provementa required In area of successful implementation of mgt policy A oblectivos 
* Region 6. Ofc of the Director, 88/09/29 46pp. 47171 184-47171*229 

6810050191 Submits supplemental response to NRC Bulletin 08 004, ’’Potential Safely 
Related Pump Loss.” Util concluded that atthough pump {nteractlon observed. RHR 
pumps retain functionality A perform In compliance w/GDC 35 
SHIFFER,J D Pacific Qas A Electric Co 80/09/30 Document Control Branch (Docu- 
monl Control Desk) 7pp, 47058*1 16 4705B.124 

6610120240 Responds to NRC 680606 ltr re violations noted In Insp Ropts 50-275/68 
16 A 50-3 23/88-1 4, Correcllve actions, surveillance procedure will be devolopod te test 
10% ol steam dump vatve actuating sys to demonstrate operational readiness 
SHIFFER.J.D. Pacific Qas A Efectrio Co 80/10/05. Document Control Branch (Docu- 
ment Control Desk). 07pp 47116 210 471 16:276. 

6810030255 NRC Info Notice 86-OBO, “Unexpocled Piping Movomenl Allribulod to Ther- 
mal Stratification '* Svc list end 

ROSSLC.E Division of Operational Events Assessment (Post 670411) 80/10/07 
Corisolldaled Edison Co or New York, Inc 223pp 471 16.282-47115 295 

6610040066 NRC Info Notice 88 081 , "Failure of AMP Window Indent KYNAR Splices A 
Thomas A Betts Nylon Wire Caps During Environ Qualification Testing ” Svc list end 
ROSSLC.E, Olvisfon of Oporational Events Assessment (Post 870411). 88/10/07. 
Consolidalad Edison Co ofNew York, Inc 119pp 47116.026 471 IB 144 

8610170060 Forwards Unit 1 Insorvice Insp rept for second refueling outage. 

SNIFFER, J.D Pacific Gas A Eleciric Co 88/10/11. Document Control Branch (Docu- 
ment Control Desk) Ip. 47160 180-47160.276 

“S610170095 InservIce Insp rept for Unit 1 soconcJ refueling outage 
GONZALEZ, 0 Am FRANKS.O K , BANTON.S Q. Pacific Gas ABoclric Co, 68/10/11. 
85pp 47160.190-47160.27S. 

8010100210 Confirms 881026 mooting In Region V ofc ro SALP, per 661004 
telcon.Propoaed agenda A Internal meeling notice w/ anticipated attendees listed 
end 

KIRSCH.O.F Region 5, Ofc of Iho Director 86/10/11 SHIFFEn.J.D Pacific Gas A 
EleotrlcCo 6pp 47178:363 47178 3 57. 

6010130161 NRC Info Notico BO 083, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys." Svc list end 

ROSSLC.E. Division of Operational Events Assessment (Post 870411) 86/10/10 
Consolidated Edison Co, of Now York, too. 119pp. 47196 230-47196 357. 


R, periodic operallr^g reporla A related correspondence 


AS1 0040050 "Ropt on Discharge Monitoring at Diablo Canyon Power Plant During 
Month of Aug 1966.” W/880920 ltr 

TOWNSEND.JD. Pacific Qas A Electric Co. 88/08/31. LEONARD, W California, Stale 
of, 26pp. 47020*253-47020 277. 


S. Reportable ocdurrenoea, LERe A related correspondence 

6809260091 Special Rept SR 88Ck7 00.on 800831, plant vent radiation monitor high- 
range RM 29 Inoperable for more than 7 days. Caused by Inadequate planning RM-29 
returned to svc A Administrative Procedure C-6S4 will bo revised 
SNIFFER, J.D. Pacific Gas A Eleciric Co 60/09/22. Document Control Branch (Oocu 
ment Control Desk) 5pp. 48903 001-46963.006, 

6810070001 LER 00-026-00 on 880630, lo-lo steam generator water level trip occurred 
following trip oi feedwater pump 1’2.Caused by failure of redundant speed 
probes, Both modules for MFVVP 1-2 replaced A root cause under iovostigatlon.W/ 
060928 Hr. 

SISK,OP, sniffer, J.D. Pacific Oas A Eleciric Co, 08/09/26 6pp. 47072 234- 
47072*239. 
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00tOOSO127 LER 88 026 00 on 830901 Jufbfrifl l/i(> & reaclof ir^p occurred during 
reslarl Turbine trip Inittaled by anti motoring relay PS'30 Caused by root Isolation vai\re 
jri closed position Loyr side root valve lor PS-30 opened W/COGOao Hr. 

SISKDP, SHIFFER.JO Pacific Gas & Etectnc Co. 88/09/30 5pp 47050 32S- 
47050 326 

00-10050201 LER 88-018-00 on 880217,10 mam sieamlmo code isoIaUon vaWas lound 
oul of Tech Spec ealpoint tolerance bard Caused by selpoint drift Valves teak tested 
& reinstalled W/8 80930 ftr 

W1LS0N.S,D. SHtFFER.J D. Pacilic Gas & ElecWc Co 88/09/30. iapp 47060337- 
47060,346 


V, Operator EKamtnattons 

8008170150 Genenc Lir 88-13 to afl power reactor dconsees & applicants lor 01 re op- 
erator llconamg exams Svc tat end 

MtRAGUAjF S Aasocfate Otrector (or Pr<^cte {Pest 870411) 08/08/08. Consolidated 
Edison Co or Mew York, Inc 66 pp 46968 001 46958 057 

0810170242 Forwards SALP Board Rapls 50-275/38 1 3 5; 60 323/0B-17 for AuQ 1087 - 
Jut 19 66 Performance acceptable & directed towards safe operation Dev-oiron of addi 
aUenbon to ihorougb A bmoty resolution of key issues In root urged 
MARTIN J 8 R 09 ior> 5. Ole of Uie Director 88/09/29 SpiFFEfl.JD, Pacific Gas & 
Electric Co 3pp 47l7fiei-47171-22g. 

-8810170245 8ALP Rop1s 50-275/88-18 A 59 323/80 17 for Aug 1937 - Jul IBSajm- 
provements required In area of succesefuf implomenlatlon of mgt policy & objectives 
* Region 5. Ofeof fbo Dfreclor 88/09/29 46pp 47171 104 47171:229 


DOCKET 60-277 PEACH BOTTOM ATOMIC POWER STATION. UNIT 2 


“8110030307 Environ assessment & Kndlng of no slgnltrcent Impact re oomption hdn 
requ Irani ants of lOCFRGO 54(wj(5)(i) re property Insurnnco n/lo, 

BUTLER, WR Proioct Dlrectomte 1-2 80/o5/27. 4pp 47005' 222 47005 225 

.-8610030311 Environ asseesmoni A finding of no significant Impact ro oxoniption fren 
requlremerils of 10CFR50 54(w)(5l(i) re property insurance rule 
BUTLER, VV.fl. Projocl DIreClorato i 2 80/09/27 4pp 47005 226 47005 229 

8810110263 Forwards temporary exemptions from schedulor rotiulromonls ofprop^d 
insurance rule 10CFR50.64(w)(6Kll 

MARTfN.RE, CUflK.RJ Projecl Drrectoralo 1-2 86/10/04- AIDEN,WM PhW 
phia Elocifjc Co, 6pp. 47107,037-47107 049 

-8810110266 Temporary exemption from l0crR5O64(w){6)(l) proporfy InsumncanA 

V/WTGA.S A Olvisfofi of Reactor Proiocls - l/JI (Post 070411). 00/10/04. Pimnd^lptu 
E/ectrfeCo. 4pp. 47107;042-47107 045 

-8810110270 Temporary exemption from l0CFR60 64(wj(5)(l) properly InsufflncarJt 
requiraments 

VARGA, 8 A Division of Reactor Projocis - l/ll (Post 670411). 66/10/04, 

Electric Co. 4pp. 47107.046-47107 048 


P- Operating license itage documents & correspondence 

8009120035 Generic Mr 66-16 to all power reactor llconsoes & applicants ra etovtde 
power sys - Inadequale control over design processes 

CRUTCHFJELDA Associate Director for Proiocts (Post 070411) 00/09/12 CcnK-h* 
dated Edison Co. Of New York, Inc. eopp 47001 239 470D 1.300, 


F. Security, medical, emergency A fire prelection plane 

8810040210 Forwards emerooncy response objectives for 1938 NRC/FEMA observed 
emergency response exorcises. 

QALLAGHEr/w Philadelphia Efecirfc Co. 08/05/26. LA2ARUS,W J Region 1, Ofc 
of the Director 7pp 47038 031-47036 037 

8010030163 NoliUcalion of 880922 Sfgniflcenl Licensee Moatrng 88-147/ enforcement 
confer once w/ubi In King of Rrussia^PA la discuss securl^ viola Hons 
i.fNVJLLE,J C- Region 1, Ofc of the Director 60/09/10 Region 1, Ofc of the Director 
2pp. 47015 263-47015 264 

8810056035 Forwards Safety fnsp Repis 50 277/86 24 A 50-270/83 24 on 080710 
0902 No violations noted 

KANE,WF Region 1. Ofc of the CHrector. 80/09/27 MCMEILI.CA Philadelphia Hfec- 
tneCo 2pp 47058 1 00-47050 215 


8809290313 FoAvards pfant transient response implomoniQilon plan p/ocodurcs per 
000302 request W/o end, 

FOGARTY^E P Pbilade/phia Elociric Co 08/09/21, GALLO, R M Region 1, Olcoltlw 
Director- Ip. 46996'O67'46998:O07 

0810040353 Summarfzoa B80907 meolmfl w/uW In Region I re aoledod poWnUal ra^iarl 
Impact ondneedna Issues AUendence list, aaonda & nandouta end 
WEN2)Nf^R.E. Region 1, Ofc ol the DlrociDr 8S/09/22 MCNEUL.C.A Phllodelisfil 
EledrlD Co. Oipp 47O30'274-47O38 314. 

8809290346 Fo/wards NRR 880026 Itr 1o OCRE acK receipt of 1DCFn2208 
pelition/esponding In negative to pelilionors request for Immediate aclion fo fiWFi I 
atalirm that petition being treated under 1OCFR2.2O0 ol Commission rcgirloLons 
MARTlM/t,E„ CLARK, RJ, Protect Direeforato 1-2. 68/09/23 ALDEN,W Ftillad(4f)JM 
Bedrlc Co 5pp. 46992.206 46992,213, 


-B01OO5OO38 Insp Repis 50-277/88-24 & 50-278/88-24 Oi> 680716 0902, No vlolallons 
noted Major areas inspected opera bona I safety, radraiion protection, physical 
s8curlly,coinlrof room actmtios i& surveii/ence testing 

WiLLfAMS,JH, LfNViLLB.JC Region I, Ofc of the Director 08/09/16. 34pp. 
47056 \62-4T05a 215 


8810070215 Nobfies that ubJ In process o-f designing new facility to serve as combina- 
tion emergency operations facility & joint Info clr App/ovaf requested to locate facility 
beyond 20 mile llmil from planie 

GAIUGHER,JW Philadelphia Etednc Co 08/09/30. RUSSELL, W.T. Region 1, Ofc 
of Hie Director. 2pp 


801OT3O2S5 Forwards status rept from NflC resident ofc for 080919 1003. Full scale 
emergency pten exercise field on 880927. Evaluation will ba sub/ of future NRC fnsp 
real 

LlNVILLE,JC Region 1, Ofc of the DrreclOf 08/10/05 KANE.WF Office of Nuclear 
Reactor Regulalion, Director (Post 870411), 5pp 47133 030-47133 034 

88^1^30337 Forwards safety ovafealion lor Mod 2285, Bev 0 re util App R fire protec- 

GALLAGHEft.>l W. Philadetptwa &ectnc Co 68/10/06 BUTLER, W R Pfofect Oxeevot- 
ale 1-2. 22pp 471 36^269-47 136 290 


6010240482 Forwards insp Repts 50 277/88-36 $ 50 278/08-36 on 060926-28 No vie 
lationa noted. 


MCNEHWA Phitadofphte 


8810030132 Notification of 080929 Significant Licensee Moeling 66-147 In King cl 
Prussia, PA to discuss licensee self assessment & power ascension plans 
UNVlLLe,J.C. Region 1, Ojp ol the OiredOT 03/09/23, R&gion 1, OIc of tbo OxQCtM 
2pp. 47005 349-47005360 


0810060373 Responds lo NRC 080611 request for addf Info re 669321 application Icr 
amend fo Licenses DPR-44 & DpR.66 concerning reactor coolant piping roplaccmorrt 
a nipd Original Unll 3 recircufallon & RHR sys piping fnstolted 
FOQARTYEP Philadelphia Elociric Co 08/09/23 MARTIN.RE P/ojocl Djrectml# 
1-2 2pp. 4 707 1 r1 04-47071: 105. 

8610050056 Generic Ltr 66-16 lo all power reactor licensees & applicants ro removal ol 
cycle specific parameter limits from Tecli Specs Sve list end. 

CflUTCHFfetD.D Associate Director for Protects (Post 070411) 66/10/04 CkmwW 
dated Edison Co of New York, tec, 48pp 471 16' 145-471 16:104 

0610100172 Advises that review briefing for fisted plants scheduled for 061013 View 
graphs opd. 

8UTLER,W,R. Projecl Directorate |.2. 88/10/05 BOGERBA. Assistant Diroclor fw 
Region I ReaclOfs tOOpp. 47001*264 47081:340 

88 10120242 Forwards monthly schedule update of plan (or restart of pfanLoor 680408 
commltmentSased on assessment & evaluation conducted at Peach Bollom duni>9 
wk ol 680912«nead for addl operator simulator training klentifted. 

MCNEILL,CA Philadelphia eectrlc Co. 60/10/05 RUSSELL, WT Region U Olo Of 
the Director, 13pp, 47119.216 47119.230. 


-0019240495 Insp Repts 50 277/86-36 & 50-276/88-36 on 880926 20 No vlotetions 
Major areas Inspeci ad annual fuJI-partidpation emergency exercise performed 
on 00092? 

Region l, Ofc of the Direclor. 88/10/12, 6pp. 

4/207!U34 47?57 DdD 


9010130337 Forwards safety evaluation for Mod 22ft5,Rflv 0 re util App fl (ire pfOiec* 
lion 

GALIAQHER.J W. Philadelphia Etectrlo Co 66/10/05. BUTLER, W R. Pfolocl Dir&ctoi* 
ale 1-2 22pp. 471S6 259 47136.290. 


R General correspondence 


80t(M4O319 Requesis exienslon or comment period on proposed rule lOCFRSS re n 
actor licensiog 

^^24-46982 28^^"’ Alliance 88/09/85 Dockebng 4 Secvices Branch t 

lufe 10CFR50 54(wl(5i(i) re emending Impfemanl 
bon s^eduifr for stebilizabon & deconlaminalfon prionty & irusteeshlp orcvlslons 
regulations NRC ini8aled exemptions expected before 881004 
Philadelphia fleolrio ^ 80/10/03 CHILK.SJ, Office of the ^rela 
0 * the Commission ipp 47072 285-47072 2&8 


J. Insurance & irrdemnity IntormeUon 


0810130043 Responds to 880729 generic SER on Seismic Ooallfication Util Group roso- 
(ullon of USI A'46.rmplementatlon schedule for USf A-46 may have lo be rovisod to 
Integrate future requirements Into single, cost-effective program 
QALLAQHER,J.W Philadelphia EJecIrlc Co 08/10/06 SHAO.LC. Division o| Engi- 
nearmg & Systems Technology fPoal 870411) 3pp 471 22 322-47122 324. 

8010130281 Forwards request for addl Info re changes to QA program dasenbod h 
060808 Rev 6 to updated FSAR. 

MABTIN,B,E Protect Dlrecloraie 1-2 00/10/07. ALDEN.W. Philadelphia Efedrio Co 
7pp 471 22 •244-47 122*260 


6810170304 Forwards Info in response to Issues raised during 800929 meeting w/NRO 
te King of Pni55te,PA & 880920 telcon re plan for foatartjncfuslrfaf refatlon protocols & 
^vfs^ grievance procedure A disciplinary guldollnes 

8A0ILia;j,A, Philadeiphia Electric Co 00/10/10. MARTIN.R Office of Nuclear Rene* 
lor Reggfallon, Director (Post 870411) 12pp, 4717V32e 47171.337. 


&0 10030302 Forwards environ assessment A findjog of no significant rmpact re tamoo 
schedutar requirements of ^operly Sance nSs 
ipCFR5b.54iw)t5)tij,ette<;tlvB 981004 insurance rure 

MARTjN,RE CLARK, RJ Project Oaectorale 1-2 88/09/27 ALDEN.W.M Phdadef. 

phia Etectfrfi Co. 5pp. 47005 21 7-47005 229. /vuwpn.w.ivi. rniiaoer- 


0810170286 Forwards response lo 880720 requesl for addl Info ro PECO FMS^g004. 
"Methods for Pertorming BWR Sys Transient Analysis ” Adequacy of util RETRAN 
model nodalfeallon discussed w/results of parametric studies presented. 
FOGARTY.EP. Philadelphia Electee Co, 88/10/11. BUTLER, W.R Projecl Drectoralo 
i-2. 29pp. 47161 000-47161,036 
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0610210653 Staff requirements memo re licensee B&1005 briefing In Roc1(vll)e»MD on 
status of plant & restart plan.Utii will be monitored cloBety re restart program & ACRS 
evaluation of licensee readiness for restart requested 

CHILK.S J Office of the Secretary of the Commission, B8/10/18 STCUO.V Ofc of 
the Executive Director for Operations FRALEY.fl F ACRS < Advisory Committeo on 
Reactor Safeguards 2pp. 47236,164*47236 166 

B610140124 "Rept on Restart Review Panel Assessment of Readiness for Restart” W/ 
601012 Itr. 

MCNEILL.CA Philadelphia Electiio Co 66/10/31 RUSSELUWT Region 1, Ofc of 
the Director SOOpp 47125:202*47126.215. 


Q. Inspection reporls, IE Bulletins & correspondence 

6809010337 NRC Info Notico 68 073, "Direction-Dependent Leak Characteristics of 
Containment Purge Valves,” Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 87041 1>. 80/09/08. 
Consolidated Edison Co, of New York, Inc 119pp 46958 058*4695a'1 77 

6610030163 Notification of 880922 Significant Licensee Meeting 68*147/ enforcement 
conference w/uill In King of PfU8S(a,P^A to discuss sacurity violations. 

LINVILLE,JC Region 1, Ofc of the Director. 86/09/16. Region 1, Ofo of the Director. 
2pp. 4701 5.263*470 15-264. 

6609290176 Ack receipt of 860906 Itr 6^ payment of civil penalty In amount of $600. Re- 
peated violation will terminate license 

[|EBERMAN,J. Ofc of Enforcement (Post 670413). 86/09/19. SHEET2,R.E. Affiliation 
Not Assigned Ip 46999.038*48990 630 

6609290161 Ack receipt of 860906 Itr & payment of civil penalty in amount of $800 In 
response to violations noted In 680609 Itr.Informa that similar violations will result In 
termination of license. 

UEBERMAN,J. Ofo of Enforcement (Post 870413). 68/00/19. CROMWELL, E.S. Phila- 
delphia Electric Co. Ip. 46996:130*46998-130. 

66092901 B6 Ack receipt of 680907 Itr & payment of civil penalty In amount of $S0O,Re* 
pealed violation may result In termination of license, 

[|EBeRMAN,J. Ofo of Enforcement (Post 870413) 88/09/19. MACENTeE,LE. Affili- 
ation Not Assigned. Ip. 46994:263 46994:263. 

6609290194 Ack receipt of 660831 Itr 6 payment of civil penalty (n amount of 
$500.Future violations similar to ones committed, per 860809 notice of vlo(atlon,may 
result In termination of license 

UEBERMAN.J. Ofo of Enforcement (Post 870413). 86/09/19. SIAM BAUGH, 0. A. Af- 
filiation Not Assigned. Ip. 46994*270*46994-270. 

6609300014 Responds to 680600 notice of violation & proposed Imposition of dvil pen- 
alty In amount of $800 

KOEHLER, C.E. Philadelphia Electdo Co. 68/09/10. Ofo of Enforcement (Post 
870413). 4pp. 47010:259*47010:262. 


B61004010S Ack receipt of 660907 Itr & payment of civil penalty in amount of $500 pro- 
posed In NRC 880B09 Itr 

LIE0ERMAN,J* Ofc of Enforcement (Post 870413) 08/09/20. THARPE.GW Affili- 
ation Not Assigned Ip. 47036.299*47036,299. 

6B10040J09 Ack receipt of 680907 Hr & payment of civil penalty proposed by NRC 

UEBERMAN.J W Ofc ol Enforcement (Post 070413) 88/09/20 0ALLANTYNE,J.W 
Affiliation Not Assigned 1p 47019-360 47016 360 

8610040165 Ack receipt of 880906 Itr In response to 66OB09 notice of violation per En- 
forcement Action 88*029, 

UEBERMAN.J. Ofc of Enforcement (Post 670413). 66/09/20. WINTERS.AT. Affilt* 
ation Not Assigned Ip. 47019.097-47019 097 

6610040277 Ack receipt of 830901 Itr & payment of civil penalty proposed by NRC 
860009 Hr* 

UEBERMAN.J Ofo of En lore ament (Post 870413) 88/09/20 METZ.HL Affiliation 
Not Assigned, Ip. 47026*147-47026:147 

6610050167 Ack receipt of 880906 Hr A payment ol civil penalty in amount of $1,000 
proposed In NRC 880809 Hr. 

UEBERMAN.J. Ofc of Enforcement (Post 870413). 88/09/20. ALWOOD.EG. Affili 
ation Not Assigned. Ip. 47058 039 47058 039 

3610070007 Ack receipt of 880907 Hr A payment In amount of $1,000 In response to 
violation noted In NRC 880809 Ur 

LIEBERMANJ. Ofo of Enforcement (Post 870413) 80/09/20, BLASY.R A, Affiliation 
Not Assigned. Ip. 470 34 -00 1*47084; 001 

6809290202 AcK receipt of 8BO907 Hr A payment ol civil penalty In amount of $1,000 
LIEBERMAN,J. Ofo of Enforcement (Post 870413) 68/09/21 PIEPER.W.O. Philadel- 
phia Electric Co. Ip, 46998.052-46996.052, 

6610030102 Responds to notice of violation re Enforcement Action 88-124 concerning 
violation of Administrative Procedure A*7. Individual relinquished license prior to dalo 
shutdown ordor Issuod 

WHITE, L. Philadelphia Electric Co 88/09/21 Ofc of Enforcement (Post 870413) 3pp 
47009:124*47000:128. 

8610C40409 Responds to notice of violation A proposed Imposition of civil penalty In 
amount of $500 re violation of Procedure A-z-CorrecUve actions changed personal 
habits A supports team work 

QRIBaLH,J.M. Philadelphia Electric Co 88/09/21. Ofc of Enforcement (Post 870413) 
4pp. 47040:192*47040-195 

6810080042 Forwards Safety Insp Repts 60 277/88*29 A 60 278/88-29 on 660805 A 
0e-12.No violallona or deviations noted. 

OURR,J.P. Region 1, Ofo of the Director 88/09/21 MCNEIL, G A Philadelphia Eleotrlo 
Co. 2pp. 47071.314 47071.324. 


6610030174 Responds to notice of violation re Enforcement Action 88 021 concerning 
behavior as licensed operator.Olsgrunllod reaction to failure to receive transfer con- 
tributed to behavlor.Payment of civil penalty In amount of $500 end. 

SAXMAN.B.E. Philadelphia Electric Co. 88/09/19. Ofo of Enforcement (Post 870413), 
4pp. 47004:003 47004:006, 

6610030195 Forwards payment In ro^onse to NRC 880809 proposed notice of viola- 
tion A civil penalty In amount of $500. 

DUANE,D.W. Affiliation Not Asalgned. 68/09/10 Ofo of Enforcement (Post 870413). 
4pp. 47003-366 47003*369 

6610030221 Forwards payment (n response to NRC 880609 proposed Imposition of civil 
penalty In amount of $500. 

TRUAX,R.F. Affiliation Not Assigned. 88/09/19 Ofo of Enforcement (Post 870413). 
4pp. 47005:147-47006:160. 

6610040101 Ack receipt of 880907 Hr A payment of civil penalty proposed by NRC 
, 080809 Itr. 

LIEeERMAN,J. Ofc of Enforcement (Post 870413). 88/09/19. CROMWELL, P.B. Affili- 
ation Not Assigned. Ip. 47019.226 47019.226. 

6610040145 Ack receipt of 060907 Hr A payment of civil penally proposed by NRC 
B0O6O9 Itr per Enforcement Action 88 >02 7. 

LIEeERMAN,J. Ofc of Enforcement (Post 870413). 68/09/19. WARGO.A.R. Affiliation 
Not Assigned. Ip. 47019:308-47019:308. 

6610040271 Ack receipt of 880907 Hr A payment for civil penally proposed by NRC 
860609 Hf.lnforms that future violations, Indicating failure to carry out public trust, may 
result In termination of license. 

LIEBERMANJ. Ofo of Enforcement (Post 870413) 68/09/19. YOST.N.D. Affiliation 
Not Assigned. Ip. 4 7026: 146 >4 7020: 146. 

86100 S 0270 Ack receipt of 660907 Hr A payment of civil penalty In amount of $500 pro- 
posed (n NRC 660609 Hr. 

LIEBERMANJ. Ofc of Enforcement (Post 870413). 68/09/19. MCRO0ERTS,O.C, Af- 
filiation Not Assigned. Ip, 47057:102-47057:102. 

6609260197 Ack receipt of 860900 response to 660809 notice of violation. 

LIEBERMANJ Ofc of Enforcement (Post 070413). 88/09/20. SWAYNE.aL Affili- 
ation Not Assigned. Ip 46992:140*46692:140, 

6610040025 Ack receipt of 880906 Hr A payment of civil penalty In amount of $500, per 
NRC 880809 Hr. 

LIEBERMAN.J. Ofc of Enforcement (Post 070413). 80/09/20. MALDONADO.fi.A. 
Philadelphia Electric Co. Ip, 47041:045-47041:046. 

6610040092 Ack receipt of 880907 Itr A check for payment of civil penalty proposed by 
NRC In 680909 Itr, per Enforcement Acllon 08-026. 

LIEBERMANJ. Ofo of Enforcement (Post 870413). 68/09/20. WEAVER, J,M. Affiliation 
Not Assigned. Ip. 47019:11 1-47019:11 1. 

6610040096 Ack receipt of 680906 Hr A check for payment of civil penalty proposed by 
880909 Itr. 

LIEBERMANJ. Ofc of Enforcement (Post 070413). 86/09/20. PFENDER.FJ, Affili- 
ation Not Assigned, Ip 47019.066*47019,055. 


-8810060049 Insp Repts 50*277/68*29 A 50 278/88*29 on 8S0805 A D8-12.No viola- 
tions noted. Major areas Inspected replace moot of Unit 2 A 3 emerger^cy water 
sya.erroslon-corroslDn program In Unit 2 A 3 A radiographic condition of Unit 3 recircu- 
lation pump. 

KAPLAN, HJ., STROSNIDERJ. Region 1, Ofc of the Dkocior. 08/09/10. 9pp. 
47071:316-47071:324. 

8806150006 NRC Info Notice 88-077, "Inadvertent Reactor Vessel Overfill.” Svc list 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/22, 
Consolidated Edison Co. of New York, Ino. Ilipp, 47114.201*47115:042. 

6609190047 NRC Info Notice 86 078, "Implementation of Revised NRC-AdmInistered 
Reouallficatlon Exams.'' 8vo list end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 86/09/22, 
Consolidated Edison Co. of New York. Inc IIBpp 47116.043 47116.048, 

6610030260 Responds to 680809 notice of violation A proposed Imposition of civil pen- 
alty In amount of $500. Author has helped w/tralnlng at simulator A has stressed Im- 
portance of responsibility to reactor operators. 

BALDWIN J.R. Phlladerphla Electric Co. 88/09/23. Olo of Enforcement (Post 070413). 
3pp. 47016:281-47016:283. 

6610030344 RosDonds to 880809 notice of violation re author failure to properly dis- 
charge duties A responsibilities of reactor operator llconse. Payment of civil penalty in 
amount of $600 encl. 

DENI,J.S Philadelphia Electric Co. 66/09/23. Ofo of Enforcement (Post 670413). 4pp 
47004!23B*4 7004:230. 

6810030270 Responds to NRC 880809 Hr re violation of requirements of Administrative 
Procedure A-7 A Impoaition of civil penalty In amount of $800 00. 

CLARK, A.R. Philadelphia Eleotrlo Co. 88/09/26. Ofc of Enforcement (Post 670413). 
4pp. 47006.143-47006:146. 

6610030331 Reaponds to notice of violation re Enforcement Acllon 88-17 re violation of 
reactor operator license (Procedure A-7). 

KinKHOFF,R.W. Philadelphia Eleclrlo Co. 88/09/26 Olo of Enforcement (Poet 
8704 13), 4pp, 47015:220-47016.223. 

98100-30335 Responds to 880809 notice of violation A proposed Imposition of civil pen- 
alty In amount of $50O.Penalty paid. 

FALCONE, D.Q. Philadelphia Electric Co. 88/09/26 Ofc of Enforcement (Post 
870413). 4pp. 47013:263*47013:268. 

8610030361 Responds to 880800 notice of violation A proposed Imposition of chnl 
penalty, Payment of civil penalty In amount of $600 encl. 

HOOPES.R R. Philadelphia Electrfo Co. 68/09/28. Ofo of Enlorcement (Post 870413). 
4pp. 47004:013*47004:016, 

6610030072 Reaponds to NRC 860828 Hr re violations noted in Insp Repts 50 277/68* 
30 & 50*278/68 -30.Const DIv Procedure CD 6 6 being revised to Incorporate revised 
SIructural Steel Installation Form CD 5,6>lll. 

FOGARTY, E.P Philadelphia Eleotrlo Co, 80/09/27 DURRJ.P Region 1, Ofo of the 
Director. Bpp. 47007:132-47007:137 
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6610040037 Responds to 860609 notjco of violation & proposed irnposition of civil pen 
elty in amouint of $1^090 Si^ervisory position si/rrendored by utit in Doc 1087 & author 
now serves as member of RAD waste support group Paymenl of civil fee end 
WIDENER.W8 Philadelphia Efeclnc Co 09/27 Ofc of EnforcemenI <Post 
870413) 3pp 47029 232 47029 234 

8810050035 Forwards Safety Insp Repis 50-277/ae.24 & 60 270/88 24 on 000716- 
0902 Mo viotauons noted 

KANE.WF Region 1, Ofc of the Director 83/09/27 MCNEILL,CA Philadelphia Elec- 
tric Co 2pp 47058 tflO-47058215 

**6Bimi}Q3a Insp Repta 50-277/aB'24 & 50 270/88 24 on 880716-0902 No Violations 
noted Ma[or areas inspected operational safety, radiation protection, physical 
secunty^centrol room activities & surveillance testing 

WILLIAMS.JH, LINVILLE.JC Region 1. Ofc of the Director 88/09/16 34pp 
4705B 182 47053 216 

6810030261 Advises that 880408 response to NRC Qulletm 86-001, "Defects in Wes- 
tinghouso Circuit BreaKers," satisfactory since Westinghouse OS senes circuit break- 
ers not utilized at facilities 

WARTIN.RE Project OEreclorate I 2 88/09/28 ALDEN,W Philadelphia Electric Co. 
3pp 47000 130 47008 132 

8810210496 Respends to noLice of vrofation re violations noted In fnsR of License OP- 
104 10 Corrective actions author participated in a)densive rehabilitation program & Ad- 
minislralivo Procedure A-7 replaced 

JOHNSON, S Philadelphia Etectnc Co. 66/09/28 NRG * No Detailed Aftihaliion Given 
4pp 47238 265 47238 286 

8809230092 Suppt 1 to NRC Info Notice 88-069, "Movable Contact Finger Binding Jn 
UFA Refays Mfg by GE." Sve list end 

ROSSI, CE Division of Operalional Events Assessment {Post 870411) 88/09/20. 
Consolidated Edison Co of Now York, Inc 1 17pp 47115 163-471 1 5 281 

8610070166 Responds to NRC Bulletin 68-003 re Inadequate latch engagement iri HFA' 
type latching relays mig by OENo spare HFAlype relays inslalletf at facilifles AIJ 
rekys received in lulu re will be screened during receipt Insp 
GAILAGHER.J W. Philadelphia Eleclnc Co 86/09/30 Oocumenl Control Branch 
(Document Control Desk) 5pp. 47079 091-47079 005 

6616040191 Ack receipt of 860908 payment of civil penally in amount of $1,250, 000, per 
NRC aaoatQ itr 

LEBERMANJ Ofc of Enforce meni {Post 870413) 66/10/03 PAQUETTE, J.E Phila- 
delphia Electric Co Ip 47019050 47019 050. 

6610120025 Ack receipt of 860926 Itr & payment of chnl pemlty in amount of $800, per 
Enforcement Action EA 68 006 

LIEaERMAN.J Ofc of Enforcemenl (Post 870413) 80/10/04 CLARK, A R Philadel- 
phia Efectnc Co. Ip. 47135031-47135031 

6310120026 Ack receipt of 860919 Itr & payment of crvii penalty,per NRC 880609 Itr & 
Enforcement Aclrorv EA B6-021- 

UEBERMAN.J Ofc of Enforcement (Post 670413) 68/10/04 SAXMAN.BE AffilfaUon 
Not Assigned Ip 471 16 220-471 18'220 

3810120028 Ack receipt of 860923 Itr & payment of civil penalty fn amount of $500, per 
Enfcrcemer^t Action EA-8S-081 & NRC 880B09 Ifr. 

LIEBEflMAN.J Ofc of Enforcement (Post 870413) 68/10/04 BALDWIN, JR Phlladel- 
phia Efeclnc Co Ip 47135043-47135 043 

8010120051 Ack rece^pl of 880926 Itr & payment of civjI penally, per NRC 680809 Itr 8i 
Er^for cement Action 88 12 

LIEBERMAN.J OJe of Enforcemenl (Posl 870413) 88/10/04. FAiCONE.DG, Affili- 
aLon Not Assigned Ip 47134.(}01-47134 001 

6610120053 Ack rec^pt of 880926 Itr & payment of c^f penalty.per NRC 860809 Ur &. 
Enforcemenl Acdon EA 88-1 5 

LIEBERMAN,J Ofc of Enforcement (Post 870413) 88/10/04 HOOPBS.RR Affili- 
aion Not Assigned. Ip 47118.221-47118221 

B81D12005S Ack receipt of 8BD927 it/ & payment of chnl penalty In amounl of $1,000 (n 
to 8BO&09 lit & Enforcemenl AcUon 88-076 
LIE8ERMAN,J Ofc of Enforcement (Post 870413). 85/10/04 WIDEN ER.W.B Affili- 
ation Mo! Assigned 1p 47118 219 47118 219 

8610120058 Ack receipt of 880921 11/ & payment of civil penalty fn amount of $600,per 
Enforcement Action EA 68-124 & NRC 880009 Ur 

UEBERWANiJ Ofc of Enforcemenl (Post 870413) 80/10/04, WHITE, LT Philadel- 
phia EfecUicCo. Ip 47135.044 47135044 

8610120061 Ack receipt of 880919 11/ & paymenl of civil penalty proposed by NBC 
880009 11/ & Enforcement Action EA 06-105 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 88/10/04 KOEHLER, C.V. AffiJi- 
aHon Not Assigned 1p 47116 222-47118 222. 

6610120066 Ack receipt of 880919 Itr & payment of civil penalty In amount of $500 pro- 
posed in NRC 880609 III. 

UEBERMAN.J. Ofc of Enforcement (Poat 070413) 88/10/04 TRUAX.RF. Philadel- 
phia Efeclnc Co. 1p 47116320 47116-320 

8810120124 Ack receipt of 860309 Itr & payment of cfvil penalty In anraount of $500 pro- 
posed In NRO 680806 Hr 

LIEBERMANiJ. Ofc of Enforcement (Posi 870413) 88/10/04. DUANE,DW. Phifadel- 
phla Electnc Co 1 p. 47 1 3 5 055-47135 055. 

8810120390 Ack receipt of 880923 Itr & paymenl for civil penalty In amount o( $500 
proposed In NRC 860609 It/. 

LIE8ERMAN,J Ofc Of Enforcemenl (Post 870413), 88/10/04 DENI.J.S Affiliation Not 
Assigned. 1p 47134 278 47134.276 

8010120401 Ack receipt of 660628 Hr & paymenl for clvif penalty in amount of $500 
proTOsed in NRC 680809 Itr. 

llEBERMAN,J Ofc of Enforcement (Post 870413). 68/10/04. KlRKHOFF.R.W. AffiJI- 
a tfen Not Assigned, tp 47117 358 47117,358 

to NRC^bIoI^ 111 ^ payment of dvil penalty In amount of $500 pro- 

fjEBERMAN.J Ofc of Enforcement (Post 870413). 08/10/04 GRI8BLE,J.M Philadel- 
phia Electric Co tp, 47118 281-47118281. 


6610120403 Ack receipt of 680921 Itr & payment of civil penalty in amount of $590 pro- 
posed in NRC 680609 Itr 

LIEBERMAN.J Ofc of Enforcement (Post 670413) 68/10/04 GRjBBLE.JM, Afftih 
alion Not Assigned Ip 47118 281-47118 281 

8810170342 Forwards fnsp Repls 50-277/88 33 & 50-278/88-33 on 880906-09 No vio- 
lations noted Unresolved item re offsite doso calculation manual noted, 

BELLAMY.RR Region 1, Ofc of the Director 88/10/06, MCNEILL,C A Philadolptila 
Electric Co 2pp 47166088 47166094 

--8810170352 Insp Repts 50 277/86 33 & 50-276/08-33 on 880906 09 No violations 
noted Unresolved item noted Major areas Inspected radioactive effluent controls 
prograin.lncluding releases, radiation monitoring sys calibr & surveillances, 
DAVIDSON.BS, PASCIAK.WJ Region 1, Ofc of the Director 86/10/04 6pp 
47166 090 47166 094 

0810030255 NRC Info Notice 88 080, "Unexpected Piping Movement Attributed 1o Thor, 
mal Stratification " Sve list end 

ROSSI, CE Drvislon of Operational Events Assessment (Post 870411) 88/10/07 
Consolidated Edison Co of Now York, Inc 223pp 471 16 262-471 15 285 

6810040066 NRC fnfo Notice 88 081. "Failure of AMP Window Indent KVNAR Splfcej $ 
Thomas & Bells Nylon Wire Caps During Environ Qualification Testing " Sve list and 
ft03Si,CE. Division oi Operalional Events Asaesamenl (Post 870411) 88/ 10/07 
Consolidated Edison Co of New York, (nc 1 1flpp 47116 026-471 16 144 

8810170278 Forwards Special Mainl Team Insp Repts 50-277/88-17 & & 50-278/88-17 
on 080711-22 & notice of violation 

MARTIN.TT. Region 1, Ofc of the Director 86/10/11 MCNEILL, C A Philadelphia 
ElecirIcCo 3pp 47167191-47167-277 

•^6810170280 Notice of violation from insp on 880711-22 Violations noted, required pro 
paratory work for hydrostalic testing of E-2 emergency diesel generator walor 
[ackot.such as removal of heal shields, performed w/o written procedures 
‘ Region 1, Ofc of the Director. 88/10/11. 2pp. 47167.194 47167:195 

-8810170287 In Depth Team Insp Repts 50 277/80.17 & 50-270/88-17 on 880711- 
22 Violations noted Major areas inspecled facility maint program & program Implemch- 
tatloo 

DUflR,JP Region 1. Ofc of the Director, 88/ 10/06 82pp, 47167.196-47167.277. 

0810240482 Forwards Insp Repts 50-277/66-36 & 50-27e/e8-3e on e6O926-20.No vio 
rations noted 

BELLAMY.RR. Region 1, Ofc of the Director, 88/10/17. MCNEILL, C A. Philadelphia 
Electric Cto.2pp 47257 032-47267'040 

-8810240495 Insp Repls 50-277/08-36 0 60-278/88-36 on 680926-20 No vfolatiortS 
noted Major areas Inspected annua) fuK-partIcfpallon emergency exercise porformod 

CONKLIM.C, LAZARUS, W.J Region 1, Ofc of the Director. 80/10/12. 6pp 
47257.034 47267.040 

6810130161 NRC Info Nolice 88 083, "Inadequate Testing of Relay (Contacts in Safety 
Related Logic Sys " Sve fist end. 

ROSSI, CC Division of Operational Events Assessment (Post 870411), 68/10/19 
Consolidated Edison Co of New York, (no 110pp. 47196 239-47196 357. 


R. Periodic operating reports A related correspondence 

8810140221 Forwards monlhly schedule update re Rev 1 to reelart plan Vlowgraphs ol 
executive summary & task completion curves end 

MCNEILL.CA, Philadelphia Electric Co 88/09/12 RUSSELL, W.T. Region 1, Ofo of 
the Director, 13pp 47147:041-47147:053 

6810040340 Forwards status rept for period 880829-091 9.S I atus rents ir^tei^ded to pro- 
vide NRC mat & public w/overvlew plant activities & NRC Insp activities 
LINVILLE.JC. Region 1, Ofc of the Director 88/09/22 KANE.W.F Region 1, Ofc of 
the Director. 5pp. 47041*195 47041*199 

8610190266 Monthly operating repls for Sept 1888 for Peach Bottom Uriits 1 & 2W/ 
681014 Itr. 

MIDDLETON.L L . ALDEN.W.M Philadelphia Electric Co. 68/09/30 14pp. 4 71 01 *01 9- 
47191:032. 

8810130255 Forwards statue rept from NRC resident ofc lor 800919-1003 Full-scaio 
emergency pfan exercise held on 080927. Evaluation will be eubj of future NRC Insp 
rept 

LfNVILLE,JC. Region 1, Ofc of the Director, 88/10/06 KANE.W.F. Office of Nucloat 
Reactor Regulation, Director (Post 870411) 5pp 47133.030-47133*034. 


S. Reportable occurrencea, LERa & related correspondence 

6810110084 NPDES noncompllance notification. on 860829, wet well In front of Unit 1 
administration bldg overflowed Caused by lack of pumping wet well as 
soheduled.Reslrooms secured In temporary trailers & parking access blocked 
SMITH,0,M Philadelphia Electric Co. 88/09/22 Pennsylvania, Commonwealth of. 
2pp. 47099*312.47099:313 

8810030085 LER 88 01 7-01 ’on 880705, shutdown cooling Isolation occurred aa result of 
spunous high pressure signal Caused by lack of superwslon & training provided by en- 
gineering dlv over contractor engineers Isolation reset W/680926 Itr. 

BIRELY.W.C. FOGARTY, EP Philadelphia Electric Co 88/09/26. 7pp. 47000*103* 
47008 109. 

6810170041 LER 08-021 -OO'on 88091 3, primary containment isolation sys (PCIS) Group 
II Isolation occurred as result ol momentary loss of power to PCIS logic.Caused by 
opening of 2 circuit breakers by util non licensed const parson nel.W/8 8100 3 Itr. 
CRIBBEJE., SMITH.D Philadelphia Electric Co. 88/10/06. 6pp. 47168*228' 
47168*232, 
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T. Hearing transcripts on non-antllrust matters 

8810130174 Transcript of 80 1005 public meeting in Rockville, MD ro status of plant Pp 
1-56 Viewgraphs & notes end 

•Commissioners 80/10/05 107pp 47135 236-47135 341 


U. CongreBBlonal/Executlve Correspond once 

8810130079 Responds to 8B0921 Itr re status of Commonwealth of PA Governor RP 
Casev request for public hearings before resumption of operations at 
facilities Integrated assessment team insp will be conducted in Nov 1988 
ZeCH.LW Commissioners 08/10/04 GRAY,WH House of Rep 4pp 47121211* 
47121 226 

->8610130082 Requests Info re NRC plans for responding to Governor of PA request for 
public hearing prior to plant reopening 

QBAY.WH House of Rep 68/09/21 ZECH.LW Commissioners ip 47121*226- 
47121 226 


V. Operator Examinations 

8808170150 Generic Ur 88-13 to all power reactor licensees & applicants for Ol re op 
orator licensing exams .Svc list end 

MIRAGLIA.F J Associate Director for Projects (Post 870411) 88/08/08 Consolidated 
Edison Co of New York, Inc 6Bpp 46956 001-46968 057 

8809290181 Ack receipt of 880906 Hr & payment of civil penalty In amount of $600 in 
response to violations noted In 680609 Itr Informs that similar violations will result in 
fermlnahon of Ifcense 

LI68ERMAN.J Ofc ol Enforcement (Po^l 870413), 80/09/19, CROMWELL, E S Phila- 
delphia Electric Co Ip 46998,130 4eQ98't30, 

8810030174 Responds to nollce ol violation re Enforcement Action 86 021 concerning 
behavior as licensed operator Disgruntled reaction to failure to receive transfer con- 
tributed to behavior Payment ol civil penalty In amount of $500 end 
SAXMAN.B E Philadelphia Electric Co B8/09/19 Ofc of Enforcement (Post 670413) 
4pp 47004 003 47004 006 

8810030221 Forwards payment in response to NRC 680809 proposed Imposition of civil 
penalty in amount of $500 

TRLJAX,RF. Affiliation Not Assigned. 08/00/19 Ofc of Enforcement (Post 870413) 
4pp 47005*147-47005 150 

8810040101 Ack rocelpt of 860907 Itr & payment of Civil penalty proposed by NRC 
8BO809 Itr. 

IIE8ERMAN.J Ofc of Enforcemenl (Post 870413) 86/09/19 CROMWELL.PB Affili 
atlon Not Assigned Ip 47019 226 47019 228 

6810040145 AcK receipt of S80907 Itr 6i payment of civil penalty proposed by NRC 
860809 Itr per Enforcement Action 80-027 

LIE BERM AN, J. Ofc of Enforcement (Post 870413) 08/09/19, WARGO,A R. Affiliation 
Not Assigned Ip 47010 308-47019 308 

8810040271 Ack receipt of 800907 Itr & payment for civil penalty proposed by NRC 
880809 Ur Informs that future violations, Indicating failure to carry out public trust, may 
result In termination of license 

LIEBERMAN,J Ofc of Enforcement (Post 670413) 88/09/10 YOST.ND Affiliation 
Not Assigned Ip 47026 146 47026 145, 

6810050279 Ack receipt of 680907 Itr & payment of civil penalty In amount of $500 pro- 
posed in NRC BB0609 Itr 

UEBERMANJ Ofc ol Enforcement (Post 070413) 68/00/19 MCROBERTS.DC, Al 
filiation Not Assigned Ip. 47057 102 47057.102 

8B10040025 Ack receipt of 860906 Itf & payment of civil penalty In amount of $500, per 
NRC 680809 Itr 

LIEBERMAN.J, Ofc of Enforcement (Post 870413) 80/00/20 MALDONADO,RA 
Philadelphia Electric Co Ip 47041.045-47041 045 

8810040092 Ack receipt of 880907 Itr & check for payment of civil penally proposed by 
NRG In 6B0909 Itr, per Enforcement Action 86-026. 

LIEBERMAN.J. Ofc of Enforcement (Post 870413) 88/09/20 WEAVER, JM Atfiliallon 
Not Assigned Ip 47019111-47019.111 

6610040096 Ack receipt of 880906 Itr & check for payment of civil ponalty proposed by 
680909 Itr 

LIEBERMAN.J Ofc Of Enforcement (Post 870413) 68/09/20. PFENDER.FJ Affili 
ation Not Assigned ip 47019.055«47019 055 

6910040105 Ack receipt of 880907 Itr & payment ol civil penalty in amount ol $500 pro* 
posed in NRC 880609 Ur 

LIEBERMAN.J Ofc of Enforcement (Post B7Q413) 88/09/20 THARPE.QW. Affili- 
ation Not Assigned. Ip, 47036 299-47036 299 

86 10040 109 Ack receipt of 880007 Itr & payment of civil penalty proposed by NRC 
860809 Ur 

LIEBERMAN.J W Ofc of Enforcement (Post 670413) 68/09/20 BALLANTYNE.J.W 
Affiliation Not Assigned Ip, 47019 360-47019.360 

6610040165 Ack receipt ol 860906 Ur in response to 880809 notice of violation per En- 
forcement Action 68 029 

LIEBERMAN.J. Ofc of Enforcement (Post 870413) 88/09/20 WINTERSAT. Affili 
ation Not Assigned. Ip 47019 097-47019 097 

6B 10040277 Ack receipt of 880901 Itr & payment of civil penalty proposed by NRC 
660809 Ur 

LtEBERMAN,J Ofo ol Enforcement (Post 870413), 88/09/20 METZ.HL, Alllllatlon 
Not Assigned Ip 47026147-47026 147 

6610050157 Ack receipt of 880906 Ur & payment of civil penalty In amount of $1,000 
proposed in NRC 880809 Itr 

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 68/09/20 ALWOOD,E.G. Alfili 
ation Not Assigned Ip. 47058*039-47050 039 

6609290202 Ack receipt of 8B0907 Ur & payment of civil penalty in amount of $1,000 
LIEBERMAN.J Ofc of Enforcement (Post 670413) 68/09/21 PIEPER.WO Phlladal 
phla Electric Co Ip, 46998:052 46998 052 


88 1003 0192 Responds to notice of violation re Enforcement Action QQ 124 concerning 
violation of Administrative Procedure A-7 Individual relinquished license prior to date 
shutdown order issued 

WHITE.L Philadelphia Electric Co 68/09/21 Ofc of Enforcement (Post 87041 3) 3pp 
47009 124-47009 126 

0810040406 Responds to notice of violation & proposed imposition of civil penalty In 
amount of $500 ro violation of Procedure A-7 Corrective actions changed personal 
habits & Supports team work 

GRIBBLE.J M Philadelphia Electric Co 88/09/21 Ofc of Enforcement (Post 670413) 
4pp 47040 192-47040 195 

8810030280 Responds to 880809 noticQ of violation & proposed imposilton of civil pen 
alty in amount of $500 Author has helped w/treining at simulator & has strossed im 
portance ol responalbllity to reactor operators 

BALDWIN.JR Phifadotphia Electric Co 88/00/23 Ofc of Enforcement (Post 870413) 
3pp 47015 201 47016 203 

8810030344 Responds to 860800 notice ol violation re author failure to properly dis- 
charge duties & responsibilities ol reactor operator license Payment ol civil penalty h 
amount of $500 end 

DENI.JS Philadelphia EloctncCo 06/09/23 Ofc of Enforcement (Post 87041 3) 4pp 
47004 235 47004 236 

8810030270 Responds to NRC 680Q09 Ur re violation of requirements of Administrative 
Procedure A'7 & imposition of civJI penalty In armount ol $60000 
CLARK.AR Philadelphia Electric Co OB/09/26 Ofc of Enforcement (Post 070413) 
4pp 47005143-47005 146 

8610030331 Responds to notice of violation re Enforcement Action 88-17 re violation of 
reactor operator license (Procedure A-7) 

KIRKHOFF.RW Phifadelphla ElGClrlc Co 88/09/26 Ofc of Entorcamonl (Post 
870413) 4pp 47015 2 20 47015 223 

8610030335 Responds to 8B0809 notice ol violation & proposed imposition of civil pen 
ally in omount of S500 Penalty paid 

FALCONE, OG Philadelphia Electric Co 80/09/26 Ofc of Enforcemonl (Post 
870413). 4pp 47013 283 47013 266 

8610030361 Rosponds lo 880B09 notice of violation & proposed imposition of civil 
penally Payment of civil penalty fn amount of $000 end 

HOOPES.R R Philadftipnia Electric Co 88/09/26 Ofc of Enforcement (Post 670413) 
4pp 47004 013 47004 016 

8610040037 Responds to 880809 notice of violation & proposed Imposition of civil pen 
ally in amount of $1,000 Supervisory position siirrendored by util In Dec 1967 & author 
now serves as member of RAD waste support group Payment of civil foe end. 
WIOENER.W.B Philadelphia Electric Co 88/09/27 Ofc of Enforcement (Post 
07041 3) 3pp, 47029 232 47029 234 

8810210498 Responds lo notice ol violation re violations noted in insp of License OP- 
1041 6 Corrective actions author participated In extensive rehabilitation program & Ad- 
min islrativo Proceduro A 7 replaced 

JOHNSON, S Philadelphia Etoctric Co. 88/09/28 NRC - No Detailed Affiliation Given 
4pp 47236 265 47238 288 

8810120026 Ack recoipt of 080926 Itf & payment of civil penalty in amount ol $a00,per 
Enforcement Action EA 86 006 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 80/10/04 CLARK.AR Phlladel 
phia Eloclrlc Co Ip 47135 031 47135.031 

8810120026 Ack receipt of 000019 Ur & payment of cwii penally, per NRC 860809 Ur & 
Enforcement Action EA 88 021 

LIEBEBMAN,J Ofc ol Enforcemenl (Post 870413) 88/10/04 SAXMAN.B E Affiliation 
Not Assigned Ip 471 18 220 47 1 1 S 220 

6810120028 Ack receipt of 8B0923 Itr a payment of civil penalty in amount ol $50D,por 
Enforcemenl Action EA 8B-081 & NRC 680809 Itr 

LIEBERMAN.J Ofc Of Enforcemonl (Post 070413) 88/10/04 BAlDWlN.J R Philadel 
phla Electric Co Ip 47195 043 47135 043 

QB10 120051 Ack receipt of 860926 lU & payment of civil penalty, per NRC 600809 Itr 6 
Enforcomonl Action 06-12 

LIEBERMAN.J Ofc of Enlorcemonl (Post 870413) 80/10/04. FALCONE.DG. Affili 
ation Not Assigned Ip 47134 001-47134 001 

8810120053 Ack rodpl of 800026 Itf a payment of civil penally.per NRC 660609 Itr & 
Enforcement Action EA 80-15 

LIEBERMAN.J Ofc of Enforcomonl (Post 670413) 86/10/04 HOOPES.R R Affili 
ation Not Assigned Ip 47118 221-47116 221 

6810120055 Ack receipt of 660927 Ur a paymem of civil penalty in amount of $1,000 in 
response lo 000600 Itr & Enforcomonl Action 08 070 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 80/10/04 Wi-DENER.WB Affili- 
alton Not Assigned Ip. 471 18 219 471 18 219. 

6810120066 Ack recoipt of 000921 Itr & payment of civil penally in amount ol $800, per 
Enforcomonl AcUon EA 88-124 & NRC 080869 Hr 

LIEBERMAN.J Ofc ol Enforcemont (Post 870413) 88/10/04 WHITE.L T Philadel- 
phia Electric Co Ip 47135 044 47135.044 

8810120081 Ack receipt ol 880910 Itr & payment ol civil penally proposed by NRC 
800800 itr & Enforcement Action EA 86-105 

LIEBERMAN.J, Ofc of Enforcement (Post 670413) 86/10/04 KOEHLER, CV Affili- 
ation Not Assigned, ip 47118 222 47110 222 

8810120D66 Ack receipt of 880919 Ur & paymenl of civil penalty in amount of $500 pro- 
posed In NRC 860809 Itr 

LIE0ERMAN,J. Ofc of Enforcomenl (Post 870413) 88/10/04, TRUAX.R F Philadel- 
phia Eloclfic Co, Ip 47118 320-47116 320 

8810120124 Ack receipt of 080D09 Ur & payment of civil penalty In omount ol $600 pro- 
posed In NRG 860809 Ur 

llEOERMAN.J Ofc Of Er^torcemont (Post 870413) 80/10/04 DUANE.DW Philadal- 
phlB Electric Co 1p 47135 055 47135 055 
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fiai0lil}390 Ack receipt o1 6Q0923 Itr & payment for ctvil penalty In amount of $500 
propossti in NRC 8808 0& l!r 

l!EaERMAN,J Ofc of Enforcement (Post 87041 3) 88/10/04, OENI,J S Affiliation Not 
Assigned Ip 47134 276 47134 276 

8610120401 Ack receipt of 860926 Itr & payment lor civlj penalty In amount of $500 
proposed in MBC 6B0B09 ttr 

LIEBERWANJ Ofc or Enforcement (Post 870413) 88/10/04 KIRK HOFF.R.W- Affili- 
ation Not Assigned Ip 47117 358 47117 35B 

68101 S0403 Ack receipt of 680921 Ur & payment of civil pertalty In amount of $S00 pro 
posed in NRC 860809 Itr 

UEBERMAN,J Ole of Enforcement {Rost 870413} 88/10/04 GRIBaLE.JIM Philadel 
pUla Efoctnc Co. Ip 47118 281-47116*281 

8810130302 Forwards grading & answer sheets for 860921 generic fundamentals pilot 
exam W/o ends 

PERKIN S.KE Ooeralor Ucenslag Branch 86/10/07 FIT2PATRICK,E General Public 
Uflilities Corp • GPU Service Corp TILL.E A Philadelphia Eleclrfc Co SYLVIA,R. De- 
troit Edison Co 37pp 47136001 47136 037 
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F. Bacurlty, medical, emergency & ffro protection plana 

63t00>48210 Forwards emergency response objectives for 1986 NRC/FEMA observed 
efnaraencyresponse exercises 

GALLAGI^R/W Philadelphia EleeWe Co 88/05/25 LAZARUS, WJ. Region 1. Ofc 
of the Oireclor 7pp 47038 031 47038 037. 

6810030163 Nelification of 680922 Significant Uceasee Meeting 88-147/ enfcrcemant 
conference w/util In King of Prussia,PA to discuss securi^ violations. 

LINVILLEJ.C, Region 1, Ofc of the Director. 88/09/16 Region I, Ofc of the DIreclor, 
2pp 47015 263 4 7015 264 

8810050038 Forwards Safely Insp Repls 50-277/88-24 8 SO-278/88 24 on 880716- 
0902 No violations noted 

KANE.W F Regron 1, Ofc of Ihe Director 88/09/27 MCNEILL, C A, Phifacfelphfa Elec- 
tric Co 2pp 471)58 180-47058 215 

-SBIOOSOOSa Insp Repls 50-277/86-24 A 50-278/88-24 on 68071 6 0902 No ylofatlons 
rtoled Major areas inspected operational safely, radiation protection .physical 
eecunMcontrol room activities 8 surveillance lasting 

WILLIAMS.J H Regpon 1, Ofc of the Director 88/09/16. 34pp 47058 182 47058 215 

66101302S5 Forwards stalits rept from NRC resident ofc for 660919-1003 Fulfscafe 
emergency pfan exercise held on 880927. Evaluation will be aubj of future NRC Insp 
repl 

UNVILLE.J a Region 1, Ofc of the Direclor. 88/10/05, KANE.WF Office of Nuclear 
Reactor Regulation. Director (Po&l 870411). 5pp 47133.030-47133:034 

6610130337 Forwards safety evafuallon for Mod 2265,Rav 0 re util App 8 (rre protec- 
tion 

GALUGHER,JW Philadelphia Electric Co 88/10/05. BUTLER.W.R Project Director- 
ate 1-2 22pp. 47136269-47136*290 

0810240462 Forwards Insp Repls 50 277/88 36 A 50-276/66-36 on 880926-28 No V)0- 
lalions noted 

BEllAMY.RR. Region I, Ofc of the DIreclOf. 88/10/17. MCNEflL.CA Philadelphia 
Electric Co 2pp 4f2S7:032-47257.040. 

-8810240495 Insp Repls 50-277/08-30 & 60-278/86-36 on 880926-28 No violations 
noted Major areas rnspeoted annual full-participation emeruenev exercise performed 
cn6B0927. 

CONKLIN.C Region 1, Ofc of he Director. 66/ f 0/1 2 6pp 47257:034 47257 040 

0610110244 Forwards Rev 6 to training A gualrfication pfan Rev wtftheld 
TUCKER, H B. Duke Power Co. 68/09/20 Document Control Branch (Document Con 
trolDesk) 2pp 47106125 47106,126, 


H. General correspondence 

6810041)319 Requests extension of commeni penod on proposed rule 1()CFR62 re re- 
actor licenamg 

EWING, J Peach Bottom Alliance. 88/09/25. Oockelirvg & Services Brar^ch Ip 
46982-285 46902265. 

8810130045 Comment on proposed rule lOCFflSO S4(w)(S]0) re amendliig Implemenla- 
lion schedule for siabiltzalion & decontamination priority & trusteeship provisions of 
property insurance regulations NRC Initiated exemplions expected before 881004 
GILMORE, RG Philadelphia Electric Co 68/10/03 CHILK.S.J Office of the Secretary 
of the Commission 2pp 47072 285 47072*266. 


J. Insurance & Indemnity Information 

8019030302 Forwards environ assessment & finding of no signlipcant Impact re lempo- 
rary exemption from schedular requPremerits of property Insura i>co rule 
I OCFR50,54fw){5)m.effecWe 88 1 004 

MARTIN.RE, CLARK.RJ Prolect Dreclorafe 1-2. 88/03/27. ALOEN.W.M, Phifadal- 
phia ElecIricCo 5pp 47005 217-47005*229 

-0910030307 Environ assessment & finding of no signiftcanl ffnpacl re examplfon from 
requirements of lOCFRSO 54<w3(5 j(i) re property insurance rule. 

BIJTLEFI,W.R Projeci Drectorate t-2. 68/00/27. 4pp 47005 222-47005 225 

0010110283 Forwards temporary exemptions from schedular regulrements of property 
Insurance rule 10CFRS0.54(wK5lfil. r- r 

MARTfN.RE, CLARK, RJ Project Dree lorale 1-2 66/10/04. ALDEN.W.M Philadel- 
phia Efeclnc Co 5pp 47107.037-47107^049, 

^0610119266 Temporary exemption from tOCFR59 54(wK5K0 property Insurance rule 
re<^irament8 

yAR(3A.S A Division of Reactor Projects - l/il (Post 87041 1) 68/10/04. Philadelphia 
EfeclrteCo 4pp 47107,042 47107 045. 


P, Operating llconae stage documents & correspondence 

6609120065 Goneric Llr 88-15 to all power reactor licensees & applicants re oiectrlc 
power ays - Inadequate control over design processes 

CRUTCH FIELD.D Assoclato Director for Projects (Post 070411) 88/09/12 ConsoS 
dated Edison Co, of Now York, Inc 60pp 47001 239-47001 300 

8609230313 Forwards plant transient response Implementation plan procedures, par 
880B02 request W/o end 

FOGARTY.E.P Phfladetphla Electric Co 88/09/21 QALLO.R M Region 1. Ofc of tho 
Direclor Ip 46908 067-46998 067. 

8810040353 Summarizes 860907 meeting w/util In Region f re selected potential reslad 
Impact engineering Issues Attendance list, agenda A handouts and 
WENZINGfcR.E fffiglon 1, Ofc of the Direclor. 86/09/22 MCNEILL, C A PhliadeIpWa 
Electric Co 31pp 47036 274 47038 314. 

6809290345 Forwards NRR 800826 Itr to OCRE ack receipt of 10CFR2 20d 
polttfon, responding in negative to petitioners request for Immediate action ro BWRs 8 
staling ihal petition being treated under 10CFR2 206 of Commission regulations, 
MARTIN.RE, CURK.RJ Project Diroctorate 1-2, OQ/09/23 ALDEN.W Philadelphia 
Elocinc Co, 5pp. 469&2:206.4e992 213, 

6610030132 Notification of 060929 Significant licensee Meeting 88-147 In King ci 
Prussla,PA to discuss licensee self assessmeni & power ascension plans 
UNVILLE,JC Region 1, Ofc of the Director 80/00/23 Region 1. Ofc of Ihe CMroctor, 
2pp 47005349-47005350 

8810060373 Responds to NRC 8B0611 request for add! Info re 880321 application for 
amend to Llcensas OPR-44 & DPR-S6 concerning reactor coolant piping replacemonl 
& mod Original Unit 3 recirculation & RHR ays piping installed 
FOGART^EP Philadelphia Electric Co. 86/09/23 MARTIN.R.E Project Dlrectoralo 
12. 2pp 47071:104-47071 105 

6S 10050058 Generic Ltr 88 16 to all power reactor licensees & applicanis re removal ol 
cycle-specific parameter limits from Tech Specs Sve fist end 
CflUTCHFIELDD Associate Direclor for Projects (Post 870411) 88/10/04 Consoli 
daied Edison Co of Now York, Inc 40pp 471 16 145 471 16 104 

6610100172 Advises that review briefing for listed plants scheduled for 88101 3.V1ew- 
graphs end. 

BUTLEfl,WR, Project Directorate 1-2 88/10/05 BOGER.BA Assistant Director fw 
Region f Reactors lOOpp 470B1 254-47001 340 

0810120242 Forwards monthly schedule update of plan for restart of planipor 600403 
commitmant Based on assessment & evaluation conducted at Peach Boitom during 
wK of 88091 2,need for add) operator simulator training identified 
MCNEILL, C, A Philadelphia &eclric Co 88/10/05 RUSSELL, WT Region 1» Ofc ol 
the Director. 13pp 47119 218-471 19.230 

6310130337 Forwards safety evaluation for Mod 2285, Rev 0 re util App R fire protoc- 
Mon 

GALLAGHER,JW Philadelphia Electric Co. 88/10/05 BUTLER, WR. Project Director- 
Bte I 2, 22pp 47136 269.47136 290. 

0610130043 Responds to 880729 generic SER on Seismic Qualification Util Group reso- 
lution of USI A 46 Implomentebon schedule for USI A-46 may have to be revised to 
Integrata future requirements Into single .cost- effective program 
GAIUGHERJW. Philadelphia Electric Co 80/10/06 SHAO.LC Division of Ers^tl* 
neering & Systems Technology (Post 87041 1) 3pp 47122 322-47122’324 

88101302S1 Forwards request for add! Info re changes to OA program described In 
380808 Rev 6 to updated FSAR 

MARTiN.RE Prolocl Dlroctorale 1-2 88/10/07 ALDEN.W Philadelphia Elociric Co 
7pp 47122.244-47122 250. 

8010170304 Fomards Info in response to Issues raised during 880929 meeting vv/NRC 
in King of Prussia.PA & 880920 telcon re pfan for res1ar1,lndLjslrlal relation protocofa S 
revised grievance procedure & disciplinary guidelines. 

BASILICJJA Philadelphia Electric Co. 80/10/10 MARTIN.R Office of Nuclear Reac- 
tor ReguTation, Director (Post 87041 1 ) 1 2pp 47171 -326-471 7 1 337 

8010170206 Fonvards response to 680726 request for addl Info re PECO FMS 0004, 
“Methods for Performing BWR Sya Transient Analysis" Adequacy of util RETRAN 
model nodafizallon discussed w/results of parametric studies presented 
FOG ARTY, E,P. Philadelphia Electric Co. 88/10/11. BUTLER, WR Project DirectorAio 
1 2. 29pp. 471 81:008.47161 '036 

8810210553 Siflff requirements memo re licensee B81005 briefing In Rockviile.MO on 
status of plant & restart plan Util wril be monitored closely re restart program 61 ACHS 
evaluation of licensee readiness for restart requested 

CHILK,S J Office of the Secretary of the Commission 88/10/18 STELLO.V. Oto of 
the Exoculive Director for Operations FRALEY.R F. ACRS • Advisory Committee on 
Reactor Safeguards 2pp 47236 154-47236*155, 

5010140124 "Rept on Restart Review Panel Assessment of Readiness for Restari " W/ 
681012 Ur. 

MCNEILL^CA. Philadelphia Electric Co. 88/10/31 RUSSELL. W.T. Region 1r Ofc of 
Ihe Director. SOOpp 47125 292-47126 215 


O. Inspection reporte, IE Bulletins A correspondence 

0009010337 NRC Info Notice 66 073. "Direction-Dependent Leak Characteristics of 
Containment Purge Valves " Sve list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 68/09/08 
Consolidated Edison Co of Now York, tne 1 1 9pp 46958 058-46958 1 77 

8610030163 Notification of 860922 Significant Licensee Meeting 88-147/ enforcement 
conference w/util In King of Prussia, PA to discuss security violations 
LfNVlLLE.JC Region 1, Ofc of the Direclor 88/09/16. Region 1. Ofc of fhe Director 
2pp. 47016:263-47015 264 
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6B0&290176 Ack rocsfpt of 860906 ftr & payment of civil ponalty In amount of SSOORo 
poalod violation will tormlnate license 

[lEBBRMAN.J Ofc of Enforcement (Post 070413) 60/09/10 SHEET2.R E AffiPiation 
Not Assigned Ip 46999 030 46999 030 

8800290181 Ack receipt of 860906 Itr & payment of civil penalty in amount of $300 In 
rosponso to violations noted in 000809 Hr Informs that simitar violations wiU result In 
termination of license 

LIEBERMAN.J Ofc of Enforcement (Post B704 13) 88/09/19 CROMWELL, E S Phila* 
delphia Eteciric Co Ip 46998 ISO 46998 130 

8809290186 Ack recoipi of 880907 Itr & payment of civil penalty in amount of $500 Re- 
peated violation may result in termination of license 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 08/09/19 MACENTEE,LE Affili- 
ation Not Assigned Ip 46994 263 46994 263 

8809290194 Ack receipt of 860831 Itr & poymenl of civil penalty In omount of 
$500 Future violations simitar to ones committed, por 880809 notice of violation, may 
result in termination of license 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 00/09/19 STAMBAUQH.BA Af- 
filiation Not Assigned Ip 46994 270-46994-270 

8809 3 0001 4 Responds to 880809 notice of violation & proposed Imposition of cWII pen 
Bity In amount of $800 

KOEHLER, C.E Phiindelphia Electric Co 88/09/19 Ofc of Enforcement (Post 
070413) 4pp 47010 259 47010 262 

6810030174 Responds to notice of violation re Enforcement Action 88 021 concerning 
behavior as licensed operator Disgruntled reaction to failure to receive transfer con- 
Iribulad to behavior Payment of civil penalty In amount of $500 onct 
SAXMAN.B E Philadelphia Electric Co 80/09/10 Ofc of Enforcement (Post 870413) 
4pp 47004 003 47004 006 

8810030195 Forwards payment In rosponso to NRC 880809 proposed notico of viola- 
tion & civil penalty in amount of $500 

DUANE, DW Affiliation Not Assigned 00/00/19 Ofc of Enforcement (Post B70413) 
4pp 47003 356-47003.359. 

8810030221 Forwards payment In response to NBC GQ0809 proposed Imposition of civil 
penalty In amount of $500 

TflUAX.R F Affiliation Not Assigned 80/09/19. Ofc of Enforcement (Post 870413) 
4pp. 47005 147-47005.150, 

8B 100401 01 Ack receipt of 000907 Ur & payment of civil penalty proposed by NRC 
680809 Ur. 

LIEBERMAN.J. Ofc of Enforcement (Post 070413) 80/09/19 CROMWELL, P.0 Affili- 
ation Not Assigned Ip, 47019.228-47010-228 

8610040145 Ack receipt of 880007 Itr & payment of civil penalty proposed by NRC 
880809 Ur per Enforcement Action 88 027 

LIE0ERMAN,J. Ofc of Enforcement (Post 070413) 00/09/19 WARQO.A.R. Affiliation 
Not Assigned Ip 47019.308 47019-308 

8B 10040271 Ack receipt of 000907 Itr & payment for civil penalty proposed by NRC 
880809 Itr Informs that fuluro violations, indicating failure to carry out public trust, may 
result in termination of license 

LIEBERMAN,J. Ofc of Enforcement (Post 070413). 08/09/19 YOST,ND Affifialion 
Not Assigned Ip 47026.146-47026.146 

8810050279 Ack receipt of 080007 Itr & payment of civil penalty In amour^t of $500 pro 
posed In NRC 880809 Itr 

LIEBERMAN.J Ofc of Enforcement (Post 070413) 08/09/19. MCROBERTS, DC Af 
filiation Not Assigned, ip 47057 102-47057 102. 

8609290107 Ack receipt of 080906 response to 860809 notice of violation 
LlEBERMANpJ Ofc of Enforcement (Post 870413) G8/09/20 SWAYNE.Q.L Affili- 
ation Not Assigned Ip. 46992 140 46992 140 

6810040026 Ack receipt of 880906 Itr & payment of civil penalty In amount of ISOO.por 
NRC 000009 Ur 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 08/09/20, MALDONADO, R A 
Philadelphia Efeclric Go fp 47041:045 47041.045. 

8610040092 AcK receipt of 080007 Ur & chock for payment of civil penalty proposed by 
NRC In 880909 Ur, per Enforcement Action 80 028 

LieBERMAN.J Ofc Of Enf ore omen I (Post 870413) 08/09/20 WEAVER^ M. Affiliation 
Not Assigned Ip 47019-111-47019-111. 


6810070007 Ack receipt of 880907 Itr & payment In amount of $1,000 fn response to 
violation noted In NRC B6O809 Ur 

LIEBERMAN.J Ofc of Enforcement (Post 970413) 00/09/20 BLASY.RA Affiliation 
Not Assigned Ip 47084 001-47084 001 

8809290202 Ack receipt of 880-907 Ur & payment of civil penalty In amount of $1,000 
LIE0ERMAN.J Ofc of Enforcement (Post 870413) 08/09/21 PIEPER.WO Philadol 
phia Electric Co Ip. 46998 052-46996 052, 

0010030192 Responds to notice of violation re Enforcomenl Action 88 124 concerning 
violation of Administrative Procodura A-7 Individual relinquished license pnor to dale 
shutdown order issued 

WHITE, L Philadelphia Eloclnc Co 88/09/21 Ofc of Enforcement (Post 870413) 3pp 
47009 124-47009 126 

8810040409 Responds to notice of violation & proposed imposition of civil penalty in 
amount of $500 ro violation of Procedure A-7 .Corrective actions changed personal 
hahlU & supports team work 

QniBaLE,J M Philadelphia Eloctnc Co 88/09/21 Ofc of Enforcement (Post 870413) 
4pp 47040 192*47040 1 05. 

0810060042 Forwards Safely Insp Repis 50-277/80-29 & 50 278/00-29 on 000805 & 
06 12 No violations or devlatlonB noted 

DURR.J P. RoQlon 1, Ofc of Ihe Director, 08/09/21 MCNEIL.C A Philadelphia Electric 
Co Spp 47071-314-47071 324 

-8810060049 Insp Repis 60 277/00 29 & 50 276/80-29 on 000805 & 00-12 No viola 
tions noted Major areas Inspoclod roplaconnenl of Unit 2 & 3 emergency water 
sys.Grrosiofi corrosion program in Unit 2 & 3 & radiographic condition of Lmll 3 roclrcu 
lallon pump 

KAPLAn.HJ, STROSNIOER.J Region 1, Ofc of the Director 88/09/19. Spp 
47071 316-47071,324 

8609150008 NRC Info Notice 88 077, “Inodvertenl Reactor Vessel Overfill" Sve list 
end 

n0SSI,C.E, Division Of Operational Events Assessmonl (Post 070411). 88/09/22. 
Consolidated Edison Co of New York, Inc 1 tipp 47114.291-47115 042 

8609190047 NRC Info Notice 68-076, "Implementation of Revised NRC-Ad ministered 
Bequetificatlon Exams " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/22, 
Consolidated Edison Co of Now York. Inc M 9pp 47 1 1 5.043 47 1 1 5 046 

8610030260 Responds to 880809 nolice of violotfon & proposed imposition of civil pen- 
elty In omount of $500, Author has helped w/tralnlng at simulator & has stress od Im 
portonco of responsibility to reactor operators. 

BALDWIN, J.R. Philadelphia Electric Co 00/09/23 Ofc of Enforcement (Post 879413) 
Spp 47016-281 47015-283 

8610030344 Responds to 880B09 notico of violation re author failure to properly dis- 
charge duties & rosponslbilitlos of reactor operator license Payment of civil penalty In 
amount of $500 enci 

OENI.J.S. Philadelphia Electric Co 88/09/23. Ofc of Enforcement (Post 870413), 4pp 
47004‘235-47004:238. 

6810030270 Responds to NRG 800009 Itr re violation of requirements ol Administrative 
Procedure A-7 & Imposition of civil penalty In amount of $000 00. 

CURK.AR, Philadelphia Electric Co 06/00/26 Ofc of Enforcement (Post 870413) 
4pp. 47005 143 47005.146. 

0010030331 Responds to notice of violation re Enforcement Action 80-17 re violation of 
reactor operator llconso (Procedure A-7). 

KIRKHOFF.RW. Philadelphia Electric Co 88/09/26 Ofc of Enforcement (Post 
870413). 4pp. 47016-220-47016 223 

8310030335 Responds to S80809 notice of violation & proposed Imposition of civil pen 
ally In amount of $500.Ponalty paid 

FALCONE.DQ. Philadelphia Electric Co OB/09/26 Ofc of Enforcement (Post 
870413) 4pp. 47013.203-47013-266 

681003-0351 Reaponda to 880809 notice of violation & proposed Imposition of civil 
penafty.Payment of civil penalty In amount of $000 end. 

HOOPES.R.H, Philadelphia Elocfric Co. 80/09/26 Ofc of Enforcemsal (Post 870413) 
4pp. 47004-013 47004.016. 


6810040096 Ack rocolpl of 080906 Itr & check (or payment of civil penalty proposed by 
080909 Ur. 

UEfiERMAN,J Ofc ol Enforcomonl (Post 870413) 08/09/20, PFENDER.FJ. Affili- 
ation Not Assigned Ip 47019 055-47019.055, 

8810040105 Ack receipt of 880007 Ur & paymenl Of civil penally In amount of $500 pro- 
posed fn NRC 080609 Itr. 

UeBERMAN,J Ofc ol Enforcement (Post 070413) 08/09/20 THARPE,QW. Affili- 
ation Not Assigned Ip 47036 299 47036.299. 

8810040109 Ack receipt of 800907 Ur & payment of civil penalty proposed by NRC 
BBOeOB Itr. 

LIEBERMANJ.W Ofc of Enforcement (Post 870413). 88/09/20 BALLANTYNE,J.W. 
Affiliatran Not Assigned Ip 47019-360 47019.360 

6810040155 Ack recoipi of 800906 Ur In response to 880009 notice of violation per En- 
forcement Action 00 029 

LIEBERMAN.J Ofc of Enforcement (Post 670413). 86/09/20 WINTERS, A.T, AffiK- 
allon Not Assigned Ip 47019 097-47019,097. 

6810040277 Ack receipt of 880901 Ur & payment of civil penally proposed by NRC 
880809 Ur 

UEBERMAN.J Ofc of Enforcement (Post 870413). 80/09/20. METZ.HL. Affiliation 
Not Assigned Ip. 47026.147-47026 147. 

8810060157 Ack receipt of 800906 Ur & payment of civil penalty In amount of $1,000 
proposed in NRC 880809 Itr. 

LIEBERMAN.J Ofc of Enforcement (Post 870413). 68/09/20. ALWOOD,E.Q. Affili- 
ation Not Assigned Ip 47058 039 47058 039 


$010030072 Responds to NRC 880826 Ur re violations noted in Insp Repis 60-277 /CO- 
SO & 50 276/98 30 Const DIv Proceduro CD 5 6 being revised to Incorporate revised 
Structural Steel Installation Form CD 5 6411. 

FOQARTY.E.P. Philadelphia Electric Co. 88/09/27 DURR.JP. Region 1. Ofc of Iho 
Director. 6pp, 47007-1 32-47007.1 37 

OB10040037 Responds to 680809 notice of violation & proposed Imposition of civil pen- 
alty In amount of $1,000 Supervisory position surrendered by util in Dec 1987 0 author 
now servos as member of RAD waste support group.Payment of civil fee end. 
WIDENER.W.B. Philadelphia Electric Co 88/09/27. Ofc of Enforcement (Post 
870413). 3pp 47029-232-47029:234 

881005O03S Forwards Safety Insp Repis 60-277/88-24 & 60-270/80-24 on 000716- 
0902 No violations noted 

KANE,W.F. Region 1, Ofc of the Director 00/09/27. MCNEILL, C.A Philadelphia Elec- 
tric Co 2pp. 47059.1 80-47058.21 6. 

-8810060038 Insp Repla 50-277/88-24 & 60-278/88-24 on 880716 0902 No violallons 
noted Major areas Inspected-operatlonal safety, radiation protection .physical 
socurlly, control room acllvitiea & surveillance testing 

WILLIAMS, J H., LINVILLE,JC. Region 1 . Ofc of tiio Director 88/09/16. 34pp. 
47050:182-47058:216. 

6010030261 Advises that 880408 response to NRC Bulletin 88-001, "Dafects In Wes- 
tlnghouse Circull Breakers," satisfactory since Westinghouso OS series circuit break- 
ers net utilized at facilities 

MARTIN, R.E. Project Directorate 1 2. 88/09/28 ALDEN.W. Ptilladelphla Electric Co 
3pp. 47008:130 47008,132. 
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661D21049S Hosponds (o notice of \^olalion ra violations notad fn Insp of Licenso OP- 
10418 ConoctiVG actions author participated irt extensive rehabriitatlop program & Ad- 
ministrative Procedure A 7 replaced 

JOHNSON, S Philadelphia Efacl/ic Co 88/09/28 NRG • No Detailed Alfilialiorj Given 
4pp 47238 S85-47230 288 

6B09230092 SuppI 1 to NRC Into Notice 68 089« “Movable Cortteol Finger Binding In 
HFA Relays Mfg by <3E “ Svc list end 

ROSS1.CE Division o) Operaiional Evonls Assessment i(Post 070411), 06/09/29 
Consohdated Edison Co ol New Yorh, fnc 117pp 471 15M 83-471 15 201 

8810O7Q16B Responds to NRG Bullelln 66 003 re lnade<iuato latch engagement fn HFA* 
typo latching relays mfg by GENo spare HFA-typo relays installed al facifiUesAK 
relays received in future will be screened dunng receipt Insp. 

GALLAGHER, JW Philadelphia Electnc Co 66/09/38 Document Control Branch 
{Decumeni Control Desk) 6pp 47079 091-47079095. 

0010040191 Ack receipt of 680900 payment of civil penafty in arnount of SI ,250, 000, per 
NRC 880810 Itr 

LIEBERWAN.J Ofc of Enforcement (Post 070413) 08/10/03 PAQUETTE, JE. Phila- 
delphia Electnc Co Ip 47019 050 47019050 

0010120025 Ack receipt of 880926 Itr & payment of crvil penalty In amount of $a00,per 
En-torcemenl Action EA-88 OOS 

LIEBEnWAN.J Ofc of Enforcement (Post 070413), 68/10/04 CLARK.AR. Philadel- 
phia Electric Co tp 47135 031-47135 031 


8310129026 Ack receipt of 680919 Ifr & payment of dvil penalty, pe^r NRC 880609 l\i & 
Enforcement Achon EA 80 021 

L1EBEftMAN,J Ofc of Enforcomenl (Post 070413) 88/10/04 SAXMAN.B E. AffillaUon 
Not Assigned tp 47116 220 47118 220 

6610120020 Ack receipt of 860923 Itr & payment of civil penalty in amount ol $500, per 
Enforce ment Action EA 88 081 & NRC 880809 Itr. 

LlEaERMAN.J OfC of Enforcemeni (Post 870413) 88/10/04 BALDWIN. J R. Pit lladof* 
phia Efeclnc Co. Ip 47135043 47135 043. 

6010126051 Ack receipt of 800926 Hr 0 payment of cevil penally.per NRC 080809 Hr & 
Enforcement Action 6B-t2 

LIEBERMAN.J Ofc of Enforcement (Post 670413) 88/10/04 FALCONE.DG Afflll 
ation Not Assigned Ip 47134 001-47134 001 

8910120053 Ack recipt of 080926 Hr 0 payment of ervif Mnalty,per NBC 880809 Hr & 
Enforcement Aden EA 86-15 

LIEeERMAN.J Ofc of Enforcement (Post 870413) 88/10/04. HOOPES.RR. Affill 
ailon. Not Assigned Ip 47118 221-47118 221. 

8010120055 Ack recfilpl of 880927 Hr & paymeni of ctvit penally In amount of $1,000 in 
response to 000809 Itr A Enforcement Action 89 078 

UE8EflMAN,J Ofc of Enforcement (Post 870413) 80/10/04. WIDENER.W.B Affill 
ation Not Assigned ip 47110219 47118216. 

6610120050 Ack receipt of 880921 Hr & paymeni of crvil penalty In amount of S800,per 
Enforcement Action E A 68 124 & NRC 880009 Itr. 

LlESERMAN,J Ofc of Enforcement (Post 070413) 86/10/04 WHITE, LT. Philadel- 
phJa Electnc Co Ip 47135.044 47135044. 

6010120061 Ack receipt of 800919 11/ & paymeni of cM panaltv proposed by NRC 
880009 Hr & Enforcement Action EA 88 105. ^ ^ 

UEBERMAN,J. Ofc Of Enforcement (Post 670413) 88/10/04 KOeHLER,CV Affill 
Btfor>Not Assigned. Ip 47116 222-47116 222. 

88t0l2OO66^^k^we3^ Of 680919 ftr & payment of civil penafty In amount of $500 pro 

ffEBERMAN.J, Ofc of Enforcement (Post 870413) 86/10/04, TRUfAX^RF. Philadel- 
phia Electric Co ip 471 16 320-47118 320 

0810120124 Ack /eempt of 8a08<l9 Hr paymeni of civil penalty In amoiml of $500 pro- 
posed In NRC 080009 llr. 

LlEGERMAN.J. Ofc of Enforcement (Post 870419) 88/10/04 DUANe,D.W. Philadel- 
phia Elect rfe Co 1p 47135.055 47135.055 


6610120390 Ack race pi of 880923 Hr & paymeni for civil penalty In amount of $500 
piOMsed In NRC 68<M09 Hr 

UE0ERUAN,J, Ofc Of Enforcemer»l (Post 670413). 68/10/04. OENl.JS, Affrllatlon Not 
Assigned Ip 47134 276 47134 270 

061O12O4<I1 Ack receipt of 880926 Hr & paymeni for cfwl penalty In amount of $500 
proposed In NRC 880609 ftr, 

LiebermaN,J Ofc of Enforcement (Post 070413) 00/10/04. f<IRKHOFF,R.W. Affili- 
ation Not Assigned. Ip. 47117,358-47117 3 58. 


8010120403 Ack receipt of 880921 itr 0 paymeni of cN penafty in amount of $500 prO' 
posed In NRC B6D309 Itr. 

UE0ERMAN.J Ofc of EnforcemenMPosl 870413), 88/10/04 Q HI BBLE,J Ad. Philadel- 
phia Electric Co, Ip. 471 1 8 281-471 16 281 , 


8810170342 Forwards Insp Repis 50-277/66-33 0 50-270/80 33 on 680906 09.No vlo- 

calculatJon manual rtoled. 

WCNEILLAA. Phiiadeiphla 


-8010170352 Insp Repfs 60-2? 7/88 33 & 50 278/88 33 on 880906-09 No Violaflom 
noted unrated Item noted Major areas Inapeclod-fadioacUve affluent conUoH 
rrwnftonng ws calibr & surveiflancas. 

47166 1. W of the Director. 88/10/04. Spp 


-Uneypected Movem.nl AlWbuted to The 


ROSSkCE. DMsion Of Operaiional Events Assessment (Post 870411). 86/10/0 
Cftng<>fidpi<*d Prtiftnn fVt of Nsw VorK, Inc. 223pp. 47115:282-471 16:285. 


Window Indent KYNAR Splices 
ofS? Environ Qualification Tesbng/* SvaTst em 
OMialional Events Assessment (Post 070411). Sa/10/0 
ConsoMated Edison Co of New York, fnc, 119pp. 47116 020 471 16.144. 


6810170278 Forwards Special Mainl Team Insp Ropts 50 277/80-17 A & 6O'270/&liT 
on 6807 1 1-22 6 notice of violation 

MARTINT.T Region 1. Ofc of the Director 88/10/11 MCNEILLC A Phladetf-nj 
Electric Co 3pp 47167-191-47167 277 

-661017O28D Notfeo of violation from Insp on 80071 1 22 Violations noted, requi/od 
paratory work for hydrostatic testing of E 2 emergency diesel genoraiof waw 
lackeLsuch as removal of heat shialds.porforfnefl w/o written procedures 
' Region 1, Ofc of the Director 80/1O/l1 2pp 47167 104 47167 195 

-8610170287 In-Oepth Team Insp Repls 50 277/OB 17 0 50 278/80-17 on ee07it- 
22.Viola lions noted Major areas inspected facility mafnt program & pro(]ram Ifltprorntv 

DUnR,J P. Region 1, Ofc of the Diractor 88/10/06 82pp 47167.106-47167 277 

0810240482 Forwards fnsp Ropts 50-277/00 3b 0 50-270/88-36 on 680926-28 No 
lations noted 

BELLAMY,RR Region 1, Ofc of the Director 08/10/17 MCNEILL, C, A PhiledcHii 
Efaclric Co 2pp 47257.032-4725? 040 

-8S10240496 fnsp Repts 50 277/08-36 & 50 278/8D 3$ on 800928 20 No vlOlatJoft$ 
noted Major areas inspected annuaf full paritclpallon emergency exorofsa poifon*vod 
on 600927 

C0NKL1N,C, LAZARUS.WJ Region 1, Ofc of Iho Diroctor 08/ 10/ 1 2 Bf* 
47257.034 47267 040 

6B10130161 NRC Info Notice 80 083, "Inadequate Testing of Relay Contacts En SafcY 
Related Logic Sya " Svc fiat end 

ROSSI,CE. Division of Operational Events Assessment (Post 07041 1) 03/10/19 
Consondated Edison Co of New York, Inc 1 19pp 47196 239 47196 357 


fl. Periodic operating reports & related correspondence 

0810140221 Forwards monthly schedule update re Rev 1 to restart plan Viowgraphscf 
executive summary & task compielion curves onef 

MCNEILL, C A. Philadelphia Electric Co 80/00/12 RUSSELL, W.T Roflion 1. Ofc of 
the Director, 13pp 471 47-04 1-47 147 053 

0810040340 Forwards status rept for period 880029 0919 Status ropts Intdndod lo pret- 
vide NRC mg! & public w/ovorvlaw plant activities & NRC insp aclivHiea 
LINVILLE,JC. Region 1, Ofc of the Director 88/09/22 KANE.WF Region 1. Oteof 
1h© Director. 5pp. 47041- 195*47041 199 

8810190268 Monthly operating repts for Sepl 1080 for Peach Bottom Units 1 & 2 W/ 
881014 lU. 

MIDDLETON,LL, ALDEN,WM Philadelphia Cloclric Co 00/09/30 14pp 47101 01^ 


8610130256 Forwards status rapt from NRC resident ofc for 800010 1003, Fuli-SCsI^ 
emergency plan exercise hold on 8B0927 Evaluation will be subj of fuluro NRC Insp 
repi. 

LfNVILLe.J.C Region 1. Ofc of the Director 88/10/05 KANE.WF Office of NuCfeir 
Reactor Regulallon, Director (Post 07041 1) 6pp 47133 030 47133 034 


S. naportable occurrences, LERs A related correspondence 


0810060169 LER 80 001 01. on 880408, primary containment isolation sya ociufiTW 
during avirftchlng of 4kV omergency bus teed Caused by lack of procodurnf guldonce 6 
lrainlng.Procedures revised VW880926 Itr 

filRELY.W.C, FOGARTY, EP Philadelphia Electric Co 88/05/06 Opp. 47072 008 
47072:103 


6810110084 NPDES noncompfiance notification on 800029, wet wall in front of Lfnlt 1 
administration bldg overiiowed Caused by lack of pumping wdl wolf as 
scheduled Restrooms secured In temporary iraiJars & paiking access blocked 
6MITH,DM Philadelphia Efeclric Co 80/09/22 Pennsylvania, Commonwealifi of 
2pp. 47090.312-47099 313 


8809300107 LER 8B-OOOOOon 880631, feeder breaker to omerooncy bus E-2 (tEpp€Kf 6 
power lost to bus Initiating start & loading of genorator Probably caused by olectdciAns 
working In cubicle released for work .W/ 880 926 ftr 

CRIBBEJE,, SMITH, DM. Philadelphia Electric Co, 88/09/26. 5pp. 47002 230- 
47002.234 

6609300100 LER 80-008-00-on 880829, primary Containment isolation sye Group III In 
board Isofallona occurred as result of reactor protection sys feed breaker trips Cauieo 
by undervoltage relay out of calibr Relays calibr W/88 0926 Itr. 

CRfBBEJ.E, SMITH, DM Philadelphia Electric Co 88/00/26 4pp, 47002,175* 


8810030412 LER 80-003 01. on 060520 0 22,primary containment isolation ays Group tU 
Inboard Isolation & ball reactor scram occurred Caused by overvoltage relay clnfHng 
out of calibr.Event mods performed W/a0OO27 Hr 

BIRELY,W.C., FOGARTY^^E.P Philadefphia Eleciric Co, 88/09/27 0pp 47008 042- 
47008 047. 


T. Hearing transcripts on non-antltruet matters 

B01O13O174 Transcript of 801005 public meeting in Rockville, MD re status of plant Pp 
1-S6,V(©wgmph8 & notes end. 

‘ Commissioners. 88/10/05. 107pp, 47105 238 47136 341 


U, Congresslonal/Exttcutlva Correspondence 

6610130079 Responds to 880921 Ilf re status of Commonwealth of PA Governor RP 
Casey request for public hearings before resumption of operations at 
lacdmea.lnlearaled assessment team insp will be conducted fn Nov 1908 
ZECH,LW Commissioners. 88/10/04. GRAY.WH House of Rap 4pp. 47121211* 
47121.220, 
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■^SG101300Q2 Roquosls info ro NRC ptons for rospondlng to Governor of PA request for 
pubifc hearing prior to piant rooponing 

QRAY.WH House of Rap Ofl/09/21 ZEGH.LW, Commisslonors Ip 47121 226 - 
47121 226 


V. Operator Examinations 

6806170160 Genoric Llr 08 13 to aii power reactor llcftnsoos & applicants lor OL re op- 
erator licensing exams Svc list oncl 

MIRAGUA.F J Aosocialo Director for Prolocts (Post 070411) fiO/OO/OQ Consolidalod 
Edison Co of New York, Inc SOpp 46950 001-46950 057 

8S09200181 Ack receipt of 08ODOO Ur & payment of civil penalty In amount of $800 In 
responsQ to violations noted in 800809 llr Informs that similar violations will result in 
termination of license 

LIEBERMAN.J Ofc of Enforcement (Post B704 13) ao/OD/tO CR0MWELL.ES Phlla- 
cfatpMa Electric Co Ip 46008 130-46098 130 

69100301 74 Responds to notice of violation re Enforcomont Act[or> 08 021 concerning 
behavior as licensed operator Disgrunlfod roaction to failure to receive tranafor con 
tributod to behavior Payment of civil penalty In amount of $500 end 
SAXMAN.BE Philadelphia Electric Co OQ/OD/10 Ofc of Enforcement (Post 070413) 
4pp 47004 003-47004 006. 

6810030221 Forwards payment In response to NRG 800809 proposed Imposition of civil 
penally in amount of $500 

TnUAX.nF Affilialion Not Assigned 08/09/10 Ofc of Enforcement (Post 670413) 
4pp 47005.147-47005150 

6010040101 Ack receipt of 800007 llr a payment of civil penalty proposed by NRC 
08OBO9 Itr 

LIEBERMAN.J Ofc of Enforcomont (Post 070413) 68/09/19 CROMWELL, PB Affili- 
ation Not Assigned. Ip. 47019-228-4/019.226. 

681004D145 Ack receipt of 600907 llr a payment of civil penalty proposed by NRC 
880009 Itr per Enforcemanl Action 86-02/ 

LIEBERMAN.J Ofc of Enforcement (Post 870413) 08/09/19 WARGO.A.R Affilialion 
Not Assigned Ip 47019 308 47019-308 

6810040271 Ack receipt of 060007 Itr a payment for civil penalty proposed by NRC 
880609 Itr, Informs that future violations. Indicating (ailuro to carry out public trust.may 
result In termination of lironso 

LIEBERMANJ Ofc of Enforcement (Post 870413) 60/09/10. YOST.ND Affiliation 
Not Assigned Ip 47026.146 47026 146 

6B100S0279 Ack receipt of 800907 Itr a payment of civil penally In omount of $500 pro 
posod In NRC GGOOfTo Itr 

LIEBERMAN.J. Ofc of Enforcomont (Post 070413) 86/09/19 MCROBERTS.D C. Af- 
filiation Not Assigned Ip 47057 102*47057 102 

6610040026 Ack receipt of 080906 Itr a payment of civil penalty In amount of $500, per 
NRG 860609 Itr. 

LIEBERMAN.J Ofc of Enforcement (Post 070413). 68/09/20 MALDONADO.R A, 
Philadelphia Electric Co. Ip 47041 046-47041.045, 

6610040092 Ack receipt of 860907 Itr a chock for payment of civil penalty proposed by 
NRC In 860909 Itr .per Enforcemonl Action 08 020 

LIEBERMANJ. Ofc of Enforcomont (Posi 070413) 60/09/20 WEAVER.J.M. Affiliation 
Not Assigned Ip 47019 111 47019,111 

6610040096 Ack receipt of 600906 Itr a chock for payment of civil penalty proposed by 
660909 Itr 

LIE8ERMAN.J Ofc of Enforcomont (Post 070413) 00/09/20, PFENDER.F.J. Affili- 
ation Not Assigned ip 47019 055 47019 055 

8B10040106 Ack receipt of 800907 llr a payment of civil penalty In amount of $500 pro 
posed In NRC 880009 Itr. 

LIEBERMANJ Ofc of Enforcomont (Post 670413) 80/09/20 TtfARPE.Q.W, Affili- 
ation Not Assigned Ip 47036 209-47036.209 

8B 100401 09 Ack rocolpt of 600907 Ur a payment of civil penalty proposed by NRC 
660609 Ur. 

LIEBERMANJ W. Ofc Of Enforcomont (Post 670413), 06/09/20, DALUNTYNEJ.W 
Affiliation Not Assigned Ip 4701 0'360-4 701 0.360 

6810040166 Ack receipt of 600906 llr In response to 060809 nollco of violation por En- 
forcement Action 08-029, 

LIEBERMANJ Ofc of Enforcomont (Post 070413), 68/09/20 WINTERS, A, T Affiti 
alien Not Assigned Ip 47010 097-47019 097 

6610040277 Ack receipt of OOOool Itr a payment of civil ponolty proposed by NRC 
660 609 Itr, 

LIEBERMANJ. Ofc ol Enforcement (Post 670413) 68/09/20 METZ.HL. Afitllatlon 
Not Assigned. Ip. 47026*147-47026 147 

6810050167 Ack receipt of 600906 llr a payment of civil penalty In amount of $1,000 
proposed in NRG 660809 Itr 

LIEBERMANJ Ofc of Enforcemonl (Post 070413). 80/09/20, ALWOOD.E.Q Affili- 
ation Not Assigned Ip 47058 039-47056 039 

6609290202 Ack receipt of 680907 (tr a payment of civil penalty in amount of $1,000. 
LIEBERMANJ Ofc of Enforcement (Post 070413). 08/09/21 PIEPER.W.O, Philadel- 
phia Electric Co, Ip 46098 052-46993 052 

8810030192 Responds to notice of violation ro Enforcement Action 86-124 concerning 
violation of Administrative Procedure A-7 Individual relinquished license prior to date 
shutdown order issued 

WHITE, L. Philadelphia Electric Co. 68/09/21. Ofc ol Enforcemonl (Post 070413] 3pp 
47009-124-47009 126 

8810040409 Responds to notice of violation a proposed imposition of civil penalty in 
amount of $500 re violation of Procedure A-z.Corroctive actions changed personal 
habits & supports team work 

QRIBBUE J.M. Philadelphia Electric Co. 00/09/21. Ofc of Enforcement (Post 870413). 
4pp. 47040:192-47040 195 


6810030344 Responds to 080809 notice of violation re author failure to properly dis 
charge duties & reanonsiblllties of reactor operator license Payment of civil penalty in 
amount of $500 end. 

DENIJ S Philadelphia Electric Co. 68/09/23 Ofc of Enforcement (Post 870413) 4pp 
47004 235-47004 230, 

8810030270 Responds to NRC 080609 Itr re violation of requlromenla of Admlnlslralivo 
Procedure A-7 & imposUion of civil penalty In amount of $600 00 
CLARK, A R Philadelphia Electric Co. BB/09/26 Ofc of Enforcement (Post 070413) 
4pp. 47005.143-47005.146 

8010030335 Responds lo 880009 notice of violation a proposed imposition of civil pen- 
alty In amount of $500 Penally paid. 

FALCONE,OG Philadelphia Electric Co 88/09/26 Ofc of Enforcement (Post 
870413) 4pp 47013 263-47013 266. 

6610030361 Responds to 6B0809 notice of violation a proposed Imposition of civil 
penalty.Payment of civil penalty in amount of $000 end 

HOOPES.R R Philadelphia Electric Co. 00/09/26 Ofc of Enforcement (Post 070413) 
4pp, 47004.013-47004.016. 

6810040037 Responds to 880009 notice of vfolallon a proposed Imposition of civil pen- 
alty in amount of $1,000 Si^orvisory position surrendered by utit In Dae 1987 a author 
now serves as member of RAD waste support group Payment of civil fee end 
WIDENEfl.WB Philadelphia Eloclric Co. 88/09/27, Ofc of Enforcomont (Post 
870413). 3pp 47029 232 47029.234. 

8810210496 Responds to notlco of violation re violations noted in insp of License OP* 
104l6.Correctivo actions author participalod in extansive rehabilitation program a Ad- 
mlnlatretiva Procedure A-7 replaced, 

JOHNSON.S Philadelphia Electric Co 00/09/20 NRC • No Dotalled Affiliation Given 
4pp 47230 285-47236.280. 

6010120026 Ack receipt of 880926 Itr a payment of civil penalty In amount of $600, per 
Enforcement Action tA-8B-006. 

LIEBERMANJ Ofc of enforcement (Post 070413) 83/10/04 CLARK,AR Philadei- 
phia Eloclric Co, Ip. 471 35,031 -471 35 031 

0810120028 Ack receipt of 800919 ttr a payment of civil ponalty.por NRC 800609 Ur a 
Enforcomont Action EA 00 021. 

LIEBERMANJ Ofc of Enforcement (Post 070413) 00/10/04 SAXMAN3E Affiliation 
Not Assigned Ip 47118:220-47110 220. 

6810120026 Ack receipt of 080023 Itr a payment of civil penalty in amount of $500, per 
Enforcomont Action bA-86-0B1 a NRC 880609 Ur 

LIEBERMANJ. Ofc of EnforcomenUPost 870413). 88/10/04. BALOWiNJR Philadel- 
phia Electric Co Ip 47136.043 47135.043 

80 10120051 Ack receipt of 860926 Itr a payment of civil penalty, per NRC 080809 llr & 
Enforcement Action 8S-12. 

LIEBERMAN,J. Ofc of Enforcemenl (Post B70413) OO/tO/04 FALCONE, DQ. Affili- 
ation Not Asslgnod, Ip. 47134.001-47134 001. 

06 101 20063 Ack rocfpt of 880026 Ur a payment of civil ponalty.por NRC 880009 Ur & 
Enforcement Action EA 88-16 

LIEBERMANJ Ofc ot Enforcement (Post 070413) 00/10/04 HOOPES.R R Affili- 
ation Not Assigned Ip 47118*221-47110 221 

8B101200B6 Ack receipt of 080927 Hr a payment of civil penalty fn amount of $1,000 In 
re^onse to 080609 Itr a Enforcemonl Action 60 078. 

LIEBERMAN.J. Ofc of Enforcemenl (Post 870413). 80/10/04 WIDENER.WS Affili 
allon Not Assigned. Ip 471 10 210-47118.219 

8810120056 Ack receipt of 680921 Hr a payment of civil penalty In amount of $B00,por 
Enforcement Action bA-08*1 24 a NRC 060000 llr 

LIEBERMAN.J. Ofo of Enforcemonl (Post 870413). 00/10/04 WHITE.LT. Philadel- 
phIa Electric Co. Ip 47135.044 47135.044 

8610120061 Ack receipt of 680910 Itr a payment of civil penalty proposed by NRG 
000809 Ur a Enforcement Action EA 88-105 

LIEBERMAN.J. Ofc of Enforcemonl (Post 870413). 88/10/04 KOEHLER.CV. Allilf- 
otlon Not Assigned, Ip. 471 18 222-47118:222 

6610120066 Ack recoipt of 080919 ftr a payment of civil penalty In amount of $500 pro 
posed In NRC 000800 Itf. 

LIEBERMANJ. Ofc of Enforcement (Post 870413) 88/10/04. TRUAX.R.F. Philadel- 
phia Eleotflo Co. Ip. 47118.320-471 16 320. 

8610120124 Ack receipt of 860800 Itr a payment of civil penalty in omount of $500 pro 
posod In NRC 860809 Itr. 

LIEBERMANJ Ofc of Enforcemenl (Post 6704 13) 60/10/04 DUANE, DW Phlladol 
phia Eloclric Co. Ip. 47135.055-47135.055. 

6610120390 Ack receipt of 660923 Itr & payment for civil penalty fn amount of $500 
proposed In NRC 880809 Itf. 

LIEBERMANJ Ofc of Enforcemanl (Post 870413) 80/10/04 DENI J.S. Affiliation Not 
Assigned Ip. 47134:276-47134*276 

6810120401 AcK receipt ol 600926 Hr payment for civil penalty In amount of $500 
proposed In NRG 830609 itr. 

LIEBERMANJ Ofo of Enforcement (Post $70413), 88/10/04 KIRKHOFF.RW Affill- 
ation Not Assigned, ip 471 17:358 471 17 350 

6610120403 Ack receipt of 6&0921 Ltr a payment of dvit penalty In amount of $500 pro 
posed In NRC 0008(30 Ur 

LIEBERMANJ. Ofc of Enforcemenl (Post 870413) 80/10/04. GRI0BLE.JM. Affili- 
ation Not Assigned, Ip. 471 10*281 -47118 281 
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F. Security, jnedlcal, emergency & fire proteclfon plane 

eB0d2S0f2S Forwards rept of 980626 remedilal e)(orciB6 for plant Rapt demonstrates 
correction of defidency re delay on part of director of operations & state emergency 
operations ctr staff dunng 971008 exorcise, 

KRIMM,R W Federal Emergency Management /\flBncy» 89/09/14, CONGEL.FJ Dtvi 
Sion of Radiation Protection & Emergoncy Preparedness (Post 870411), Ip 
46979 239-48978 243 

•<9809288131 “Remedial EKordse Evaluation Rapt for Surry Power Station." 

* Federal Emergejncy Management Agency 88/08/17. 4pp, 46970 240 49978 243 

8909299228 Advises that 880S01 rov to corporate emergency plan consistent w/provl 
sions of 10CFR50 64(b) & acceptable 

OOLLI!1S,DM Heglon 2. Ofc ofllie Director 88/09/14. CARTWRIGHT.WR, Virginia 
Power (Virginia Eleclnc & Power Co ) Ip 46999 001 46999.002 

8609290231 Advises ttiat 880615 r«v to corporate emergency plan consisfeni w/piovl 
alons of 10CFR50 54(b) & acceptable 

COLLINS.DM Region 2, Ofc of the Director. 80/09/14. CARTWRIGHT.W. Virginia 
Powor (Virginia Electric & Power Co ). Ip 46992:143 46992 143 

6610040111 Revised emergency plan implementing proceduras.fncludlng Rev t to EPfP- 
4 27, “Dose Control Emergency Response" & Rev 19 to EPiP-1.01, "Emergency 
Manager Controlling Procedure ” W/080922 Ur 

CARTWRIGHT.W R Virginia Power (Virginia Electric A Power Co ) 88/0^/22 111pp 
47039 315 47040.065 


-8810070131 Vof 2, "Insofvico Testing Program Plan for Pumps & Volvos/' Rcr *al 
fnseivlce Insp program plan for second insp lntorval,621 222-921222 

• Virginia Power (Virginia Eloclrlc & Power Co) 08/09/30 200pp 470771^ 
47070 017. 

-8810070133 Vol 2, “Inservice Testing Program Plan For Pumps & Valves, " 5 J 

Inservlco Insp program plan for second Insp lnterval,03060 1-930501 W/64 dravnv^ 

* Virginia Riwar (Virginia Electric & Power Co) 89/09/30 200pp 47078<I''.>‘ 
47076*191. 

6810060D5B Generic Ltr 60-16 to all power reactor licensees & oppileanis re removal d 
eyefe specific paramoler limits from Tech Specs Sve list end 
CRUTCHFIELO.O Associate Director for Projects (Post 870411) 80/10/04 
dated Edison Co. o1 New Yor)<, Inc 48pp 471 16 145-47116 194 

0810130103 Requaals util be allowed to utilize Code Cases N341 & N356 to allow ND€ 
Level III personnel recertified on 5-yr cycle in liou of current 3yr rDCorlfjcdSy 
requlremenls.Feo paid 

CARTWRIGHT.W R, Virginia Power (Virginia Eloclrlc & Power Co), 88/10/06 Doev 
mentCorUrof Branch (Document Control Desk). 2pp 47122'203 47122'2B4. 

0810140135 Responds lo NHC request for plant-specific seismic vorlficotPon progrn 
conaislent w/roquiromenls of Generic Ltr 87-02, "Venficatlon of Seismic Ado^acyd 
Mechanical & Electrical Equipment in Operating Reactors" 

CARTWRIGHT.W R Virginia Power (Virginia Bectric & Power Co) 88/16/07 Door 
ment Control Branch (Document Control Desk). 3pp 47150 174-47156,176 


G810S40159 Forwards descnption of CYCOMM VEM'1000 vole a encryplion module for 
safeguards info transmillaf approval, per 10CFR73 .2 1(g)(3) Fee paid 
CARmRIGHT.WR Virginia Power (Virflinia Eleclrio A Power Co> 88/10/06. 
BRADY, R J Dwlslon of Security (Post 870413). 6pp. 47254.336-47254,340 


J. Insurance A Indemnity Information 

8809290086 Forwards environ assessmants & finding of no sfgnifjcant Impact ra tempo- 
rary exemption from 10CFR50 54(w)(5)(i), Increasing amount of onsite property 
damage Insurance required by NRC power reactor licensees. 

PATEI.CP. ENGLE, tB Project Director at a 11-2 66/09/23 CARTWRIGHT.W R Vir- 
ginia Powor (Virginia Electric A Power Co) 2pp 46983:200 46963 209 

-.8809260092 Envtron assessment A finding of no significant Impact re examptioit from 
1 0CPR5O 54(w){S)(i) increasing amount of onsite property damage insurance required 
(0 be carried by NRC licensees E IS will not be prepared 
BERKOW.H N Project Directorate 11-2 88/09/23. 4pp. 46983202-46983.205 

-8009290094 Environ assessment A finding of no significant Impact re exemption from 
10CFR50.54(w)(5)(i) increasing amount of onsite property damage Insurance required 
by NRC licensees tIS will rot ba prepared. 

BERKOW.H N Prefect Directorate II 2 88/09/23. 4pp, 46903-2O6-469a3'2O9 

6010100125 Forwards tenworary exemptions from regulremants of property Insurance 
rule per 10CFR50 54(w)(5)(i) until rulemaking frnalizad but r» fater than 690401 
PATEL,CP, ENGIE.L0 Profacl Directorate 11-2 66/09/29. CARTWRIGHT, W.R Vir- 
ginia Power (Virginia Electric A Power Cki ). 4pp 47085:21 4 ♦470B5'225. 

-6B1010Q12B Temporary axempion from 10CFR50 54(w]|5)(i},fncreft8inQ amount -of 
onsite property damage insurance until rulemaking finalized but no later Than 690401, 
VARGA.SA Division of Reactor Projecls • I/ll (Post 870411) 68/09/29. Wrginia 
Power (Virginfa Eleclnc A Power Co ) 4pp 47085-217-4 7085*220. 

-0610100130 Temporafy exemption from 10CFRS054(w)(5)(l) fnereasing amount of 
onsite property damage insurance until rulemaking finalized but no later than 890401, 
VARGA.SA, Division of Reactor Projecls • I/ll (Post 870411) 86/00/29 Virginia 
Power (Virginia Electric A Power Co.) 4pp 47065*221 *47065 226. 


P. Operating ficenae stage documents & correspondence 

8810120062 Forwards Rev 1 to ''Containment Liner Test ChanneJs at Surry Power $la- 
lion Units 1 A 2." 

CRUDEW.DS Virginia Power (Virginia Electdo A Power 88/08/05, Document 
Control Branch (Oocument Control Desk) 3pp, 47117.134 47117.175. 

-8810120004 "Containment Liner Test Channels at Surry Power Station Units 1 A 2." 

* Stone A Webster Engineering Corp 88/07/26. 36pp. 47117.137-471 17,175 

8810130366 fO?A request for documents re low level radwaste facilities to be built at 
plants 

MARTORANA.F J O'Donoghue A Q^Donogbue 88/08/05 QRIMSLEY.D. NRC - No 
Detailed Affiliation Given Ip 47088 t34 •47066; 134 

8810130390 Final FOIA request for documents re radwasle facilities at plants Forwards 
App 8 document App A A B documents available in PDR 

GRIWSLEY.DH NRC - No Detailed Afftliatlon Given. 88/09/07. MARTORANA.F J 
0'DorK>ghua A O'Donoghue. 3pp. 47088 135 47068:174. 

-8610130392 Viewgraphs from meeting on new radwaste facifities at plants. 

* Virginia Power (Virginia Efectoc A Power Co). 88/09/07. 37pp 47088:138- 


6609120085 Generic Ltr 88 16 lo all power reactor licensees A applicanls re eloclrfc 
power sys - inadequate control over design processes. 

CRUTCHFIELD.O. Associate Director for Projects (Post 870411) 68/09/12 Consoli- 
dated Edison Co. of New York, Inc 60pp 47001.239-47001:300 

6010050009 Submils supplemental mfo for relief request on component cooling water 
neater exchar^r channel heads 

CARTWRIQHT^W R Virginia Power (Virginia Elocfjfc A Power Co,] 66/09/23 Docii 
menl Control Branch (Document Control Desk) 2pp 47059*174-47059.176. 


0810210172 Documents coitimlfmsnls made during 880930 msetlng rs JmplomonUWi 
of program prior to restart to demonstrate capability of service water A rccircwiaw: 

C&R^^RfGHT.W.R Virginia Power (Virginia Electric A Power Co) 06/10/07 
2. Ofc of the Director. 3pp. 47166.032-47166 034 

8810180006 Application for amends to Licenses DPR-32 A OPR-37, incfooslno roqf/lre- 
menls on operability for atixiliary feedwater pumps on opposite unit lo two pumfi 
operable Fee paid 

CARTWRIGHT.W R. Virginia Power (Virginia Electric A Power Co). 06/10/11. 0W> 
ment Control Branch (Document Control Desk) 3pp. 47179 126*47170.21 7 

-8010180011 Proposed Tech Spocs,increa8lng requirements on operability for au»r^/ 
feedwater purr)p8 on opposite unit from one pump available to two pump a 
• Virginia Power (Virginia Eleciric A Power Co) 80/10/11 44pp 47179 fJI' 
47179:172 


-8010180029 Rev 1 lo "Risk Assessment of Surry Auxiliary Feedwater Sys Toch Spec" 
MmpellCorp 03-1250 1143 R01 B7/12/31 45pp 47179 173-47179 217. 

88 10200207 Notiflcallon of B81026 meeting w/ulil In Rockville, MD lo dlscusa ro&oMwn 
of listed Issues during curronl shutdown „ „ 

PATEUCP. PfOlect Offoclorata 11-2 08/10/14. BERKOW,H.N. Project Diroctofftto 112 
4pp. 47196 358-47166 361, 


8610310348 Advises that 880621 changes to operational QA program salis^ 
10CFR50.54(a) requirements A accep la blooper 880017 telcon . , ^ 

JULIAN.CA Region 2, Ofc of the Director 88/10/19 CRUDEN,aS Vlfflima P<w.w 
(Virginia Electric A Power Co). Ip 47396:193-47396 193 


Q. Inapecllon reports, (E Bulletins A correspondence 

8809010337 NRC fnfo Notice 00-073, "Direction Dependent Leak Charatl0fisW?5 of 
Containment Purge Valves “ Sve list end ........... 

ROSSI.CE. Division of Operational Events Assessment (Post 87041 1J 06/09/06 
Consolldaled Edison Co of New York, Inc. 1 19pp. 46950 058 46950 177 

8010110064 Forwards app lo SALP Repis 50-200/08-05,50 281/88 05, 50-330/36 04 & 
60-339/86-04 

GRACE.JN Region 2. Ofc of the Director. 88/09/16. CARTWRIGHT, W.R 
Power (Virginia Electric A Power Co ). 2pp 47099.326 47099*360 

-8810110069 App to SALP Repis 60 -280/ 08-05,50-20 1/08-05,60 330/00-04 & 60*339/ 
88 04.contalnlng meollng summaries of 880727 A 28 meetings A NRC roBponso SO uU 
680826 comments on repi 

' Region 2. Ofc of the Director 88/09/15 32pp. 47099 328*47099 380 

6809180008 NRC Info Notice 88 077, "Inadvertent poaolor Vessel Overfill SvC is! 
end, 

ROSSI, CE Oiviston of Operational Events Assessment (Post 070411) 68/09/22 
Consolidated Edison Co of New York, Inc Ilipp 47114 291-47116*042 

8809190047 NRC Info Notice 88 078, "Imp la men I alien of Revised NRC AdmlmsIOfed 
Requalification Exams " Sve list end. 

ROSSLC.E, Division of Operational Evenis Assessment (Post 870411) 88/0t>/22. 
Consolidated Edison Co, of New York.lnc 119pp 47116 043-47116 046. 

6810030373 Responds lo NRC 880824 Ur re violations noted In Insp Repta 60-280/08- 
2B A 50 2dl/86'29.Corre{2ttve actions’ In struct ions provided to control room operalors 
lo maintain constant PCS temp A pressure level when performing RCS loak rale tesl 
CARTWRI6HLW.R. Virginia Power (Virginia Eleclnc A Power Co,). 88/09/23 Docu- 
ment Control Branch (Document Control Desk), 3pp, 47008 225 47008:227. 

8810030116 Responds lo NRC 880825 ltr re violations noted In Insp Repis 50-280/88- 
16,60-281 /e8-ie,6O-2B0/e8-25 A 50-281/08-25 Corrective adions'lochnlclanss in- 
structed in procedures re control of mall Payment of cMI penalty end. 
CARTWRKaHTrW.R. Virginia Power (Virginia Electric A Power Co ), 08/09/23 Docu- 
ment Conirol Branch (Document Control Desk). 7pp 47000.077-47000 083. 


0010070127 Forwards Vol 2. "Inservice TesKlvg Program Plan tor Pumps A Valves," 
Revs 4 A 2 to Uniis 1 A 2,respectively,of Inservice insp program plan for second Insp 
interval. 

CARTWRIGHT.W R Virginia Power {Virginia Elecfdc A Power Co.) 88/09/30. Docu- 
ment Control Branch (Documenl Control Desk) 2pp. 47077*157-47078:101. 


8610120371 Forwards conifirmatory measurement results as suppi to Insp Ropis 6D 
280/88-13 A 50-281/68-1 3, per 680919 telcon Data should be reviewed la detOK ^ 
cognizant staff members for significant trends In data among successive yrd. 
COLLINS.DM Region 2, Ofc of the Director. 88/09^27 CARTWRIQHT.W.R Vlrgif^ 
Power (Vlrglnfa ElocUic A Power Co ) 4pp. 471 13.063-471 13 066 
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1 lo NRC Info Nolico 88 069, “Movablo Conlacf Finger Binding in 
)y GE.“ Svc list onci 

Ion of Operallonal Events Assosament (Post 870411) B8/09/29, 
, on Co. of Now York, Inc 117pp 47115,163 47115 281 

ds Insp Repts 50 280/88*30 & 50 281/88 30 on 880801-05 & notice 

jion 2, Ofc of the Director. 88/09/29 CARTWRIGHT.W.R. Virginia 
ectric & Power Go ) 2 pp 471 14 246 47114 255 

,0 o1 violation from Insp on 880801 -05. Violation noted licensee (Jis* 
I valve 2-GM-RV-2209 not tested during 1985 refueling outage as re 

lion 2 , Ole of the Director. 88/09/29. 2pp. 47114 248-47114.249 

Repts 6Q'280/88*SO & 60*28 1/88-30 on 880801 05 Violations 
eas Inspectecf.llcensee action on previous enforcement 
followup items & IE bulletins 

BLAKE, J.J, Region 2, Ofc of the Director BD/OQ/25. 6 pp 47114 250* 


rds Vol 2, “Insorvlce Testing Program Plan for Pumps & Valves,’* 
ilts 1 & 2 , respectively, of inservlce insp program plan for second (nsp 

^R. Virginia Power (Virginia Electric & Power Co ). 80/09/30 Docu- 
nch {Document Control Desk) 2pp 47077.157*47070 191. 

2 , "Inservlce Testing Program Plan for Pumps & Valves " Rev 4, of 
igram plan for second Insp interval, 021 222-921 222 
r (Virginia Electric & Power Co.). 88/09/30, 200 pp. 47077.159* 


jonds to 880523 request for addi Info ro Inservlce Insp 
3 to existing program resulting from addI Info will be implemented Into 
ogram immediately, unless otherwise stated W /222 oversize draw- 

f.R Virginia Power (Virginia Electric & Power Co.). 88/09/30. Docu 
nch (Document Control Desk) 400pp. 47002 OQ1-47003*1 82. 

arda Augmented Insp Team Repts 60*280/88*34 & 60-281/68- 
it failure of refueling cavity floor seal outside design basis of plant & 
y analyzed conditions. 

fion 2. Ofc of the Director 88/00/30 CARTWRIGHT, W R Virginia 
Wiric & Power Co ). 2pp. 47146.105 47146.200 

monied Insp Team Repts 6O-20O/98-34 & 60*281/88*34 on 680901- 
noted. 

JUUAN,GA Region 2, Ofo of the Director. 88/09/30. 43pp 
5-209. 

onds to IE Bulletin 85 003, "Motor Operated Valve Common Mode 
Plant Transients Duo to Improper Switch Settings." Programmatic & 
ncemonta will be Implemented as required, per end program 
V.R. Virginia Power (Virginia Electric & Power Co). 08/09/30. Docu* 
inch (Document ConVol Desk) 47pp. 47131.270-47131:325. 

ends to NRC Bulletin 88 008, "Thermal Stresses In Piping Connected 
potentially susceptible to thermal stress concern listed Westlnghouse 
onsidoring projeot to gonerlcally evaluate stated concern. 

VR Virginia Power (Virginia Electric & Power Co.). 08/10/03. Docu- 
inch (Document Control Desk). 4pp 

ards Insp Repts 60*280/88-33 & 60*201 /88*33 on 880731*0003 No 
latlons noted. 

eglon 2 , Ofo of the Director. 08/10/04 CARTWRIGHT, W.R. Virginia 
=lectrlo & Power Co.). 2pp 47267:077*47267-092. 

3 Repts 50-280/88*23 & 50*281/88*33 on 800731-0003 No violations 
noted Major areas inspected plant operations, plant main! & 
t review & followup on Inspector-Identified items & bulletins. 

, NICHOLSON, L CANTRELL, F.S Region 2, Ofc of the Director. 88 / 

2671079*47267.092. 

receipt of 88091 6 Itr Informing NRC of steps taken to correct weak- 
am for keeping radiation exposures ALARA noted fn insp Repts 50* 
161/88*02,50*338/80*03 & stf 339/88 03. 

jglon 2 , Ofo of the Director 88/10/04 CARTWRIGHT, W.R. Virginia 
eectrlo & Power Co.). 1p 47243 026 47243:020. 

Info Notice 88*080, "Unexpected Piping Movement Attributed to Ther- 
n.'" Svc fist encf 

rlslon of Operational Events Assessment (Post 870411). 88/10/07. 
Jison Co. ofNew York, Inc 223pp 47115:282*47116:286. 

i Info Notice 86*081, "Failure of AMP Window Indent KYNAR Splices 8 
B Nylon Wire Caps During Environ Qualification Testing." Svc list end. 
rislon of Operational Events Assessment (Post 670411). 88/10/07, 
dison Co. of New York, Inc 119pp. 47116:026*47116:144. 

sonds to NRC Bulletin 68*009, "Thimble Tube Thinning Request for Al* 
Ichedule." 

I W.R. Virginia Power (Virginia Electrlo & Power Co.), 88/10/07. Docu- 
ranch (Document Control Desk). 4pp. 47166028*47166 031. 

vards "(nservice insp Summary Repl of Surry Power Stallon," per pro- 
E Section X1 1 980 edition w/ addenda. 

,W.R Virginia Power (Virginia Electric 8 Power Co.). 00/10/10. Docu* 
ranch (Document Control Desk). 1p 47159:272-47160.066 

iservlce Insp Summary Repl o( Surry Power Station." 

ver (Virginia Electrlo 8 Power Co,). 08/10/10 1 64pp. 47169:273* 


3 Info Notice 08*083, "Inadequate Tealing of Relay Contacts In Safety* 
Sys." Svc list end. 

Ivislon of Operational Events Assessment (Post 870411). 88/10/19. 
.diBon Co. of New York, Inc. 110 pp. 47196.239*47196:357, 


R. Periodic operating reports & related correspondence 

6610210454 Monthly operating repts for Sept 1988 for Surry Units 18 2 W/881014 Ur 
WARREN.L A . CARTWRIGHT.W R Virginia Power (Virginia Electric 8 Power Co ) 88 / 
00/30 26pp. 47230 350*47231.016 


8 . Reportable occurrences, LERa & related correspondence 

6809290309 Summary of Operating Reactors Events Meeting 88-036 on 880906 re 
events which occurred since last meeting on 880330 List of atlendees end. 
JAUDONJ.P. Events Assessment Branch 88/09/07 ROSSI.CE. Division of Oper- 
ational Events Assassment (Post 87041 1) 22pp 46990 068-46998.089 

8810100053 LER 8e-035*OO.on 8809 14, Specific activity sample of reactor coolant 
showed dose equivalent 1131 level of 104 mlcrocurie 8 /cc,exceeding Tech Spec 
limits Caused by Iodine spike duo to fuel element defects W/880930 Itr 
BENSORau. Virginia Power (Virginia Electric 8 Power Co) 88/09/30. 5pp, 
47008.003-47086 007 

8810280043 Pari 21 rept re potential deviation from Tech Spec concerning RY Indica- 
tors due to operating temp effect on analog motor movement Initially reported on 
881006 Customers verbally notified on 881 006 07 

MAHONEY.EE. Bailey Controls Co. (subs of Babcock 8 Wilcox Co,) 88/10/10. 
Office of Nuclear Reactor Regulation, Director (Post 870411) 10pp 47364 040- 
47364:040 

8810170460 LER 08-031 -OO.on 8B0012,de1ermined that adequate supply of svc water 
may not be available to provide sufficient flow to recirculation spray HXs in event of 
LOCA 8 loss of offsite power.Causod by design deJlclency.W/B81012 Itr, 

BENSON.D.L Virginia Power (Virginia Electric 8 Power Co.). 08/10/12 6 pp. 
47166:047-47166.052 

8S10170468 LER 88-036 00 on 68091 2,charg(ng pump component cooling water sys 
declared Inoperable when both charging pump CC pumps became air bound following 
return to service of "A" (nlermodiaie seal cool 0 r.W/ 80 lO 12 Ur. 

BENSON, DL. Virginia Power (Virginia Electric 8 Power Co.). 80/10/12 4pp. 
47149.066*47149.068 

8810190168 Part 21 rept re potenlial problem w/EMD 20*646E4,Typ9 999 excitation sys 
circuit breaker 8 wWng.Potontial for field circdl breaker to irip due to combined air 
temps 8 field current exists at all plants w/Modol 999 sys 
KULCHAK,R.D. Morrison-Knudsen Co, Inc 88/10/12. MURLEY,T. Office of Nuclear 
Reactor Regulalion, Director (Post 870411) 8 pp. 4 7263 -3 50-4 7 26 3 367 

8610180241 LER 86 032-00'on 680913, three emergency diesel generators declared in* 
oporable due to design def(clenGy.Caused by Incorrect design assumption that worst 
case scenario was hi nl actuallon.DosIgn change generated W/8B1 01 3 Itr. 
BENSON.D.L Virginia Power (Virginia Electric 8 Power Co.). 68/10/13 4pp 
47179.246 47179:249. 


V. Operator Examinations 

8808170150 Generic Ltr 86*13 to all power reactor licensees 8 applicants for OL re op 
orator licensing exams.Svc list end. 

MIRAQLIA,F.J Associate Director for Projects (Post 870411). 08/08/08 Consolidaled 
Edison Co of Now York, (nc. 68 pp. 46966 001*46956 057 


DOCKET 50*281 SURRY POWER STATION, UNIT 2 


F, Security, medloaL emergency & fire protection plans 

8809280126 Forwards rept of 800628 remedial exorciso for plant Repl demonstrates 
correction of deficiency re delay on part of director of operations 8 state emergency 
operations ctr staff during 871006 exercise. 

IffllMM.R.W. Federal Emergency Management Agency. 88/09/14, CONQEL,F.J. Divi- 
sion of Radiation Prolecuon & Emergency Preparedness (Post 870411). ip. 
46978:239*46976:243. 

>*8609280131 "Remedial Exercise Evaluation Repl for Surry Power Station " 

* Federal Emergency Management Agency. 80/08/17. 4pp. 46978,240 46978:243. 

8809290226 Advises that 860601 rev to corporate emergency plan consistent w/provi* 
slons of 10CFR60 64(b) 8 acceptable. 

COLLINS, D.M. Region 2, Ofc of the Director. 88/09/14 CARTWRIGHT, W.R Virginia 
Power (Virginia Electrlo 8 Power Go.). Ip. 46999.001*46999 002. 

8809290231 Advises that 860616 rev to corporate emergency plan consistent w/provl- 
slons of 10CFR50.64(bj 8 acceptable. 

COLLINS.DM. Region 2, Ofc of the Director. 88/09/14. CARTWRIGHT.W. Virginia 
Power (Virginia Electrlo 8 Power CJo.), 1p. 46992:143-46992.143 

6810040111 Revised emergency plan Implementing procedure 3 ,lnclu ding Rev 1 to EPIP- 
4.27, "Dose Control Emergency Response" 8 Rev 10 to EPIP-1,01, ‘'Emergency 
Manwer Controlling Procedure.''^ W/a0O922 Ur. 

CARTWRIGHT, W.rf Virginia Power (Virginia Electric A Power Co.). 68/09/22 111pp. 
47039.315*47040:065. 

8810240159 Forwards description of CYCOMM VEM-IOOO voice encryption module for 
safeguards Info transmittal approval, per 10CFR73.2l(g)(3).Fee paid. 

CARTWRIGHT, W.R. Virginia Power (Virginia ElGcFrlo & Power Co.). 88/10/06. 
BRADY, RJ, Division of Security (Post 870413), 6 pp. 47264.336 47254:340, 


J, inauranoe 8 Indemnity Information 

8809290068 Forwards environ assessments 8 finding of no significant Impact re tempo- 
rary exemption from 10CFn50.64(w)(6)(l), Increasing amount of onsite property 
damage Insurance required by NRC power reactor licensees 
PATEL, O.P„ ENQLE.LB. Pfolect Directorate U*2. 88/09/23. CARTWRIGHT, W.R, Vir* 
glnla Power (Virginia Electric 8 Power Co.). 2pp, 46983:200 46983.209. 
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-BB09S90Dd4 Environ assessment & finding of no sPgmficsnl impact re exonnplion from 
tOCFR^O 54{iv)(5]0} Increasing amount of onsite property damage insurance required 
by NRG licensees EtSwill not be prepared 

QERKOW.HN Project Directorate 11-2 B8if09/23 4pp 46983 206-46983 209 

8810100125 Forwards temporary oyf<nptions from requiramonts of property insurance 
ru!a per 10CFR5054(w)(5)(i) until rulemaking finalized but no later than e90<10i 
PATE L,C P . ENGLE, L 0 Prolect Directorate 11-2 BB/09/29 CAflTWFItGHT.W R Vir- 
ginia Power (Virginia Electric & Power Co> 4pp 47085 214-470B5 225, 

-0010100131) Temporary exemption from 10CFR50 54(w}(5J(i) (ncreasing amount of 
onsite property damage insurance until ruTemaking finallzod but no fator than 690401 
VARGA.SA Division of Reactor Projects - I/ll (Post 670411) 63/09/29 Virginia 
Power (Virginia Electric & Power Co ) 4pp 47035 221-47085’226 


P Operating (fcenae ata^a documents & correspondence 


8810120002 Forwards Rev 1 to "Containment Liner Test Channels at Surry Power Sta 
tion Units 1 & 2 *' 

CRUDEN.DS Virginia Power (Virginia Electric & Power Co) 08/08/05 Document 
Control Branch (Oocumenl Control D§sk)-3pp 47117 134 47117 175 

-6810120084 "Cental n.mDnt Liner Test Channels at Surry Power Station Units 1 & 2" 
' Stone & Webster Engineering Corp 88/07/26 36pp 47117.137 47117 175 


Q. Inspaotlon reports, IE Bulletins A correspondence 

6309010337 NRC tnfo Notice QB 073, "Dlroctlon'Dependenl Leak CharactodsUcs cl 
Contain meat Purge Vatvea " Svc fist end 

ROSSI, C£ Division of Operational Events Assessment (Post 670411) 60/09/06 
Consolidated Edison Co Of New York, Inc 119pp 40958 05B-4695Q 177 

6610110064 Forwards app to SALP Roots 50-280/88 05,60 28 1/80 05, 50-338/63 Ot S 
50-339/86 04 

GRACE, JN Region 2, Ofc of the Director 88/09/15 CARTWRIGHT,W R Vu^m, 
Power (Virginia Efeclric & Power Co ) 2pp 47099 320 47099,360 

-5810110069 App to SAIP Repts 50-280/88 05,50 281 /80 05,50 338/68 04 & 60 339/ 
0B-O4,confalnlng mooting summaries of B00727 & 20 mootings & NRC response to irtJ 
680826 commonts on repl 

• Region 2. Ofc of the Director 00/09/15 32pp, 47099 328-47099 360 

80091 6000B NRC Info Notice 86 077, "inadvertent Reactor Vessel OvorfilT' Svc 8s.l 
oncl. 

ROSSI,CE Division of Operational Events Asaoasment (Post 070411) QO/09/72 
Consolidated Edison Co of New York, inc Ilipp 47114.291-47115042 

8809190047 NRC fnfo Notice OO 076, "imp lamentation of Revised NRC-Arfmmlstorojf 
Roquallfication Exams " Svc fist end, 

ROSSt.CE Division of Operational Events Assessment (Post 870411). 88/09/22 
Consolidated Edison Co of Now York, Inc, 1 1 9pp. 471 1 5 043 471 1 5 046 


8810130386 FOIA request for documenia ro few level rariwaste facilillos to bo built af 
plants 

MARTORANA,FJ O'Donoflhue & O'QonoQhue 08/08/05 GRIMSLEY.O NRC No 
OetaifodAfhljalloa Given 1p 4 7058' 134 47068.134 

5810130390 Final FOIA request for documents re radwaste facilities a1 plants Forwards 
App a documenl App A 8 0 documenls available in PDR, 

GFtiMSlEV.DH NRC < No Detailed Affiliation Given 60/09/07. MARTQRANA.F J. 
O'Donoghue & O'Donoghue. 3pp 47058 135 47088 174 

-6010130392 VIewgraphs from meeting on new radwaste facilities at plants 

* Vifoima Power (virginfa Electric & Power Co) 88/09/07. 37pp 47038.138 
47069174, 

6609120035 Generic Ltr 63 15 to all power reactor licensoes & applicants re elactNc 
power sys - Inadequate control over design processes 

CRUTCHFIELD.D Associate Director for Proiocts (Post 870411) 88/09/12 Ciensoll 
dated Edison Co. of New York. Inc, 60pp 47001:239-47001 300 

8510050009 Submits supplemental Info for relief request on component cooling water 
heater exchance r channel heads 

CARTWRIGHriWR Virginia Power (Virginia Electric & Power Co) 66/09/23 Docu- 
ment Control Branch (Document Control Desk) 2pp 47059 174-47059.175 

6610070127 Forwards Vot 2, "Inservice Tesljrjg Program Plan for Pumps & Valves," 
Revs 4 & 2 to Units 1 & 2,f65pecljv8ly,of inservice (nsp program plan for second (nsp 
interval 

CARTWRIGHT, W R Virginia Power (Virginia Electric & Power Co) 88/09/30. Docu- 
ment Control Branch (Document Control Desk) 2pp 47077 157-47078 191 

-5810070133 Vol 2, "inserviCfi Testing Program Plan For Pumps & Valves," Rev 5,of 
Inservice insp program plan for second insp interval, 83050 t-930501.W/64 drawings 

• Virginia Power (Virginia Elecirio & Power Co) 58/09/30 200pp. 47070 018- 
47076191 


0010050058 Generic Ur 63-16 to all power reactor licensees & applicants re removal of 
cycle-wecitic parameter limits from Tech ^cs Svc list end 
CRUTCHFlELD,a Associate Kreclor for projects (Posi 570411) 08/10/04 Consoli- 
dated Edison Co of New York, fnc 4Bpp 471 16.145 471 16 194, 

0010130103 Requests util be allowed to utilize Code Cases N341 & N356 to allow NDE 
Level III personnel recertified on Syr cycle in lieu of current S-vr recertification 
requirements Fee paid 

CARTWRIGHT, W R Virginia Power (Virginia Electric & Power Co) 08/10/06 Docu- 
ment Control Branch (Document Control Desk) 2 pp 47122 203-47122.204, 

8810145135 Responds to NRC request for plant apecifk: seismic venficalion prODram 
consistent w/ requirements of Generic Hr 57-02, "VenfJcation of Seismic Adequacy of 
Mechanical & Electncat Equipment In Operating Reactors/* 

CARTWRIGHT,W R Virginia Power (Virginia Efeclnc 6L Power Co). 88/10/07 Docu- 
ment Control Branch (Document Control Desk). 3pp. 47t56*174 47166,176. 

68 1021 51 72 Documents commitments made dunng 880930 meeting re fmplemenlalton 
of program pnor to restart to demonstrate capability of service water & recirculalion 
spraysys 

CARTWRIGHT, WR Virginia Power (Virginia Electric & Power Co.) 65/1 0/07, Region 
2, Ofc of the Director 3pp 47156 032 47166 034 


86 1C 150005 Application for amends to Licenses OPR-32 a DPR-37. increasing require- 
ments on operablity for auwliary feedwater pumps on opposite unit to two pumps 
operable Fee paJd 

CARTWRIQHT.WR Virginia Power (Virginia Electnc a Power Co) 80/10/ n Docu 
ment Control Branch (Document Control Desk) 3pp. 47179 125-471 79 2 i 7 


-6610100011 Proposed Tech Specs,fncf easing requiremenis on operability for auxiliary 
re^walsf pumps on opposite unit from one pump available to two pumps operable 
4717?172 Electric a Power 6>). 58/10/11 44pp. 471^129- 


-6810150029 Rev 1 to "Risk Assessment of Suny Auxiliary Feedwater Sys Tech Spec 
ImpoKCorp 03-1250-1143 R01 87/12/31 45pp. 47179:173-47179 217 . 


6810030 373 Responds to NRC 8BO024 ltr re violations noted In Insp Ropts SO 260/55 
20 a 60-201/58 29Corroc6ve actions' I nstruc I Ions provided to control room oporatwi 
to maintain constant RCS temp a pressure level when performing RCS leak rate lost. 
CAflTWflfGHT.W R. Virginia Power (Virginia Electric a Power Co[. 08/09/23 Docu- 
men! Control Branch (Document Control Desk), 3pp 47008,226 47008,227, 

5810030118 Responds to NRC 880825 Hr re violations noted In Insp Repts 50 280/65 
16,50 261/86 16,50 200/86 25 a 50 201/86-25 Corrective actions. technicians In 
stfucted In procedures re control of matl Paymont of civil penalty end. 

CARTWRIGHT, W R Virginia Power (Virginia Electric a Power Co). 88/09/26, Docu- 
ment Control Branch (Oocumenl Control Desk) 7pp 4700B 077-47008 083 

8510120371 Forwards confirmatory measurement results as suppi to tnsp Repts 60 
280/80-13 a 50 281/06-1 3, per 860910 te Icon Data should be reviewed In dolail by 
cognizant staff members for significant trends in dota among successive yrs, 
CC)lLINS,DM Region 2, Ofc of the Director 80/09/27 CARTWRIGHT, W R Vi/gIrw 
Power (Virginia Electric a Power Co ) 4pp 471 13’063-471 13.0B6. 

6809230002 Suppi 1 to NRC Info Notice 86 069, '‘Movable Contact FIngor Binding kn 
HFA Relays MIg by GE " Svc list oncl 

ROSSI.Ct DivJsfon of Operational Events Assessment (Post 070411) 60/00/29 
Consolidated Edison Co of New York, Inc 117pp 471 16 163 47116-201 

6610120221 Forwards Insp Repts 60-280/66-30 a 50-201/88-30 on 800001 05 a nolico 
of violation 

GIBSON, A F Region 2, Ofc of the Director 68/09/29 CARTWRIGHT.WR, VirgJnl^ 
Power (Virginia Efectrio a Power Co ) 2pp 47114 246-471 14.255 

-8810120222 Notice of violation from Insp on 880801-05 Violation noted licansoo 
covered that relief valve 2 CH-RV-2209 not tested during 1985 refueling outage 09 ro 
qufred 

GIBSON, A F, Region 2, Ofc of the Director. 00/09/29 2pp. 471 14-248-471 14'240 

-8B10120224 Insp Repts 50 260/68-30 & 50-281/88-30 on B80601-05. ViotaUona 
noted Major areas inspected licensee action on previous enforcomert 
matters,fn^octor followup items a IE bulletins. 

ECONOMOS,N » BLAKE JJ. Region 2, Ofc of the Director 00/08/25 6pp. 471 14 26Cf- 
47114 255, 

8610070127 Forwards Vol 2, "fnservlce Testing Program Plan for Pumps & Valyos,*' 
Revs 4 a 2 to Units 1 a 2, respectively, of fnservlce insp program plan for second Insp 
fnierval, 

CARTWRIGHT,Wn. Virginia Power (Virginia Electric a Power Co.). 88/00/30 Docu- 
ment Control Branch (Document Control Desk). 2pp 47077 157-47070.191, 

-8010070133 Vo) 2, "Inservice Testing Program Plan For Pumps a Valves,** Rov 6.of 
inservice Insp program plan for second Insp lnt0rval,83O5O1 -930501, W/64 drawings 
* Virginia Power (Virginia Electric a Power Co). 80/09/30 200pp 47078 OfB- 
47078.191. 

6810070185 Responds to 800523 request for addi info re Inservice Insp 
program -Chengea to existing program resulting from addI Info will be Implomontocf Into 
jnseivlco Insp program Immediately, unless otherwise atated.W/222 oversize draw- 

cXrtwRIQHT.WR, Virginia Power (Virginia Electric a Power Co) 06/09/30 Docu- 
menl Control Branch (Documenl Control Desk) 400pp. 47082:081-47083. 1 02. 

6810130030 Forwards Augmented Insp Team Repts 50-280/88 34 & 50-201/68* 
34 Concludes lhal failure of refueling cavity floor seal outside design basis of plant a 
outside previously analyzed conditions. 

GRACE, JN Region 2, Ofc of the Director 80/09/30 CARTWRIGHT.W.R. Vlfglrtft 
Power (Virginia Electric a Power Co ). 2pp 47 146' 165-471 46.209 

-88101300SO Augmented Insp Team Repts 50-280/00-34 a 60-281/88 94 on 080901- 
03 Insp findings noted 

SHyMLOCK,M. JULIAN, C.A. Region 2, Ofc of the Director. $8/09/30 43pp 
47146-167-47146 209 

6010130068 Responds to IE Bulletin 05-OO3» "Motor Operated Valve Common Mode 
Failures During Plant Transients Due to Improper Switcti Settings," Programmalio A 
procedural enhancements will be Implemented as requlred,per end program 
CARTWRIGHT.WR, Virginia Power (Virginia Electric a Power Co) 06/09/30. OocU 
ment Control Branch (Documenl Control Desk) 47pp 47131,279-47131 .325, 


0010200287 Nolificalten of 061026 meeting w/ulil in Rockville, MO to discuss resolution 
of listed issues dunng current shutdown 

88/10/14. 6EBK0W,H N. Pfojacl Oirficlotale II 2 

4DD 4/196 


6610249403 Forwards Insp Repis 50-260/08-33 a 50-281/68-33 on 86073 1 -0903 NO 
viotatlona or devlatlorva noted 

WILSON.B A. Region 2. Ofc of the Director 88/10/04. CARTWRtGHT.W.R. WrglnFa 
Power (Virginia Electnc a Power Co ) 2pp. 47267'077-47257.092 
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Repla 60 2S0/a0-23 & SO 281/88-33 on 880731-0903 No vlolalions 
loled Major areas inspected plant operations, plant maint & 
cview & followup on inspector-idantified items & bulletins 
illCHOLSON.L E^, CANTRELL.F S Region 2, Ofe of the Director. 80/ 
57 079-47257 092. 

coipt of 800916 Itr informing NRC of stops taken to correct weak* 

Ti for keeping radiation exposures ALARA noted In Insp Repts 50 
1/80 02.50*330/88-03 & 50*339/88 03 

Ion 2. Ofc of the Director 88/10/04 CARTWRIGHT, W R Virginia 
QClriC & Power Co) Ip 47243 026 47243 026 

ifo Notice 08 080, ‘'Unexpected Piping Movement Attributed toTher- 
* Sve list end 

Ion of Operational Events Assessment (Post 870411) 86/10/07 
ion Co. of New York, Inc 223pp 47115 202-47115 285 

ifo Notice 88 OBI, “Failure of AMP Window Indent KYNAR Splices & 
Nylon Wire Caps During Environ Qualillcalion Testing *' Sve list end 
ion of Operational Events Assessment (Post 670411) 86/10/07. 
son Co. of New York. Inc 110pp. 47116.026*47116-144 

nds to NRC Bulletin 88-009, "Thimble Tube Thinning Request for At- * 
-ledufe 

^R. Virginia Power (Virginia Electric & Power Co.). 68/10/07 Docu- 
nch (Document Control Desk). 4pp 47156 028 47166 031 

nfo Notice 06-083, "Inadequate Testing of Relay Contacts in Safoty- 
s “ Sve list end 

Sion of Operational Events Assessment (Post 070411) 00/10/19. 
son Co of Now York, Inc. IIOpp 47196.239 47196.357 


ling reports 6 related correspondence 

ily operating ropts (or Sept 1988 for Surry Units 1 & 2 W/&Q1014 Itr 
:ARTWRIGRT,W.R. Virginia Power (Virginia Electric & Power Co.) 08/ 
230-350-47231.015 


surrences, UERs & related correspondence 

11*80-061 during wk of 08091 9, ulU Identified some pipo wall thinning In 
Diping On or about 080926. util Identified main feodwatcr piping below 
imonts for acceptability NRC being kept Informed. 

>n 2, Ofc of tho Director. 89/09/26 2pp 47086 148 47086 149 

88 019-00.on 880001, steam generator A Inside containment steam 
for no apparent reason duo to actuation of high flow trip 
id rose (.blowdown flow established & trip valve & solonoTd verified W/ 

JENSON, D L. Virginia Power (Virginia Electric & Power Co ) 80/09/30. 
4708B'139. 

mary of Operating Reactors Events Mooting 88-30 on 881004 list of 
^graphs onci, 

vents Assessment Branch 68/10/05 ROSSI, CE Division of Oper- 
^ssossmont (Post 870411) 16pp 47223:322-47223 337, 

88 021-00 on 080908, required test frequency for 6 low head safety 
exceeded Caused by inabllily of operator to obtain required vibration 
ipmonl used.Formal training of equipment administered W/60 1006 Ur 
Virginia Power (Virginia Electric & Power Co.), 68/10/06. 3pp. 

n 004, 

68 020-00-on 88 0909, Individual rod position Indicators for lour control 
bank D differed from demand counter by more than 12 stops Caused 
I cation drift Indicators adjusted W/801010 Itr. 

Virginia Power (Virginia Electric & Power Co.) 08/10/10, 4pp. 

33.278 

I 88 022-00 on 6800l0.roactor trip by turbine trip occurred while at* 
dntain turbine at synchronous spoed.uaused ^ inadequate procedure 
losition Indication Testing to bo performod.W/OOloiO Ur. 

Virginia Power (Virginia Electric & Power Co.). 88/10/10. 5pp 

66.085 

L 21 rapt re potential deviation from Tech Spec concerning RY Indlca- 
aerating lamp effect on analog motor movement. Initially reported on 
ners verbally notified on 881006 07. 

BoHoy Controls Co (subs of Babcock & Wilcox Co). 88/10/10. 
lear Reactor Regulation, Director (Post 870411). lOpp 47364'040* 


I 21 rapt re potential problem w/£MD 20 646E4,Type 099 excitation sys 
& wiring Potential for field circuit breaker to trip duo to combined air 
surreni exists at all plants w/Model 999 sys. 

I Morrlson-Knudaon Co , Inc 60/10/12 MURLEY,T. Office of Nuclear 
alien, Director (Post 070411) 8pp 47263 350-47283-367 


ami nations 

r^eric Ltr 80-13 to all power reactor licensees & applicants for OL re op- 
g exams Sve list end. 

I Associate Director for Prolecls (Post 870411), 68/06/08 Consolidated 
New York, Inc B6pp 46968:001 -46958.057. 


2 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


idloal, emergency & fire protection plana 

w 9 to Emergency Plan Implementing Procedure 1.1 11, “Dose Assess- 
ctlve Action Recommendations " W/8B09a7 Ur. 

1ASON>LR. Northern States Power Co 68/00/27. 27pp. 47081:001- 


J. Insurance & Indemnity Information 

8809290329 Forwards two environ assessments & finding of no significant Impact re 
temporary exemption from schedular requirements of t0CFR50 54(w)(5)li), requiring in- 
crease In amount of onsite property damage insurance required by licensees 
DIIANNI,DC Project Directorate III-1 08/09/23 MUSOLF.DM Northern States 
Power Co 5pp 47001 071-47001 084 

>-6809300008 Environ assessment & finding of no significant impact re temporary ex- 
emption from requirements of 10CFR50 54(w)(5)(i) concerning increase of amount of 
onsite property damage insurance required by power reactor licensees 
DIIANNI,DC Project Directorale lll-l 88/09/23 4pp 47001 001 47001 084 

8810050222 Forwards temporary exemption from lOCFRSO 54(w)(5)(i) requirements that 
licensees obtain insurance policies that prioritize insurance proceeds (or stabilization 
& decontamination after accident 

QUAY.T R Project Directorate lll-l 00/09/30 MUSOLF.D M Northern Stales Power 
Co 6pp 47059,100 47059 112 

-8010050224 Temporary exemptiort from 10CFR50 54(w)(5)(i) requirements re Increase 
In amount of onsite property damage Insurance required to be carried by power reac- 
tor llcanseos 

HOLAHAN.GM Division of Reactor Projects - III, IV, V & Special Projects (Post 
07041 1). 00/09/30 Northern States Power Co 4pp 47059 109-47059.1 12 


P, Operating license stage documents & correspondence 

88D9270029 Forwards environ assessment & finding of no significant Impact re 080720 
application for exemption from roqulromonts of App K to 10CFR50 
DIIANNLD.C Project Directorale 111-3 08/09/09 MUSOLF.DM Northern Slates 
Power Co 3pp 4^987 147-46967.152 

-8809270030 Environ assessment & finding of no significant Impact re Issuance of ex- 
ompllon from requirements of App K to loCFRSO, Sections I D.3 & I D 5 
DIIANN1.DC. Project OIreclorato JII-S 80/09/09 3pp 46967 150 46967 152 

6609120066 Generic Ltr 00-15 to all power reactor licensees & applicants re electric 
power sys - inadequate control over design processes 

CnUTCHFIELD.D Associate Director for Projects (Post 87041 1) 88/09/12 Consoll- 
dated Edison Co. of New York, Inc 60pp 47001 239 47001 300 

8609260037 Forwards Amends 84 & 77 to License DPR-42 & OPR-60, 
respectively, safety evaluation & notice of Issuance Amend changes Tech Specs by In- 
creasing hot channel enthalpy factor & total peaking factor from FQ to 1 70 & 2 50.ro 
spectively 

DIIANNLD.C. Project DIrocloralo tll-1. 06/09/16 MUSOIF.DM Northern Slates 
Power Co app 4^902.098 40082-110 

-8609200040 Amends 84 & 77 to Licenses DPR 42 & DPR 6D,rospectivoly, changing 
Tech Specs by Increasing hot channel enthalpy factor & total peaking factor FQ to 
t70&260 

DIIANNLD.C Project Dlrectorato Ml- 1.00/09/16 9pp 46902 101 46982 109 

-6609260Q43 Safety evaluation supporting Amonds 94 & 77 to Licenses DPR 42 & 
OPR 60,rospocMy. 

* Office of Nuclear Reactor Regulation, Director (Post 070411). 88/09/16 5pp 
46982 110 46982-114. 

-60Q9260045 Notice of Issuance of Amonds 84 & 77 to Licenses DPR 42 & OPR 60.re- 
ipectivoly 

DIIANNLD.C Project Directorate lll-l, 00/09/16 2pp 46982 115 46002 116 

6610040093 Forwards "Criteria for Determining Justification lor Continued Operation 
When Encountering Major Oiscrepanclas In A&*6ulU Safety Related Piping “ 
MUSOLF.D. Northern States Power Co 86/09/26 Document Control Branch (Docu- 
ment Control Ooak). Ip 47030 239-47030 245. 

-6610040097 “Criteria for Determining Justification lor Continued Operation when En 
countering Major Oiscropancles in 'As*0ullt' Safety Related Equipment " 

* Northern States Power Co. 88/09/21 6pp 47030 240 47030 245 

6810060031 Forwards exemption from 10CFR50,App J.SeclIon 111 A3, pormlUlnn use of 
mass point method as acceptable atlornatwo for calculating containment leakage 
rates 

VIRQIUO.MJ. Project DIrocloralo 111-1 80/09/27 MUSOLF.DM Northern States 
Power Co 3pp 47065, 246-47065-253. 

-8810060039 Exemption from 10CFR50, Section ll1.A3,App J permitting use of mass 
point method as acceptable alternative for calculating contahmont teak^e rales 
HOLAHAN.GM. Division of Reactor Projects • IR.IV.V & Special FYojecls (Post 
870411) 88/09/27 6pp. 47085-240 47065.253. 

8810050066 Generic Ltr 66 16 to all power reactor licensees & applicants ro removal of 
^cle specific parameter limits from Tech ^pecs Sve list end 
CRUTCHFIELD, 0 Associate Director for Projects (Post 870411) 88/10/04 Consolt* 
dated Edison Co. of New York. Inc. 40pp 47116-145-47116 104. 

681013QQ60 Responds to 6B0729 generic SER on Seismic Qualification Util Group reso 
lution of USI A-46 A Generic Ltr 07-02 re verification of seismic adequacy of mechani 
cal & electrical equipment 

MUSOLF,D Northern States Power Co. 88/10/06 Ollice of Nuclear Reactor Regula 
tion. Director (Post 870411) 3pp 47135-355 47135-357 

8610170140 Advises that Tech Spec Pages 6 0.1 A 3 10 0 should be removed from 
Amends 80/73 & 04/77 to Licenses DPR-42 A 60, respectively 
OIIANNLD. Project Directorate IIM 88/10/11 MUSOLF.DM Northorn Stales Power 
Co 3pp. 47168 161*47160-163. 

8610170066 Advises that end revised “Criteria (or Detormloing Justification (or Contin- 
ued Operation when Encountering Major Discrepancies In As-Built Safety Related 
Piping acceptable from anomaly discovered to next refueling outage 
VIRQ1LI0,M.J Assistant Director for Region lit A Region V Reactors 88/10/13 
M1ULER.H J. Region 3, Ofc of tho Olroclor. 4pp 47169 3^1-47169 333. 
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><0810170194 ’^Cfiterla for Determining Jusltlicalion for Continued Operation whan En- DOCKET 60*285 FORT CALHOUN STATION, UNIT 1 

countering Major Discrepancies In As Built Sardty*Rofatecl Piping " 

• Northern Stales Power CO. 88/09/21, 6pp 47169,328-47169333 

P. Security, medical, emergenoy & fire protection plane 


Q. Inspection reports, IE SulJetlns & correspondence 

8809010337 NRC info Notice 88*073, ''Dlrection*Dcp€nddnt leak Characteriallcs of 
Containment Purge Valves " Svc list end. 

ROSSI, CE Division of Operallortal Evenis Aasossment (Post 870411). 8B/09/08 
Consolidated Edison Co of Now YorK, Inc 119pp 46958'CSe 46950:177- 

8ei013<)2B5 Responds to NRG 880922 Itr re vfolations noted in Insp Repts S0-282/d8- 
12 & SO 306/88 '12 Corrective actions mod to Style G controllers developed. 

LARSON, C E. Northern States power Co 88/09/21 AXELSON,WX Region 3, Ofcof 
the DIraclor. 6pp- 471 18 196-471 18 200. 

8809160008 NRC Info Notice 88*077, "Inadvertent Reactor Vessel Overfill." Svc list 
end 

ROSSI, CE Division of Operational Events Asaessmortt (Post 870411). 88/09/22. 
OonsQlidaled Edison Co of New York, Inc 111 pp 471 14.201-471 15 042. 


S809290t41 Responds to CflOaiO Hr ro violations noted In Insp Repl 60*285/88 M CCr- 
rectiva actions individual responding personally (nspeclod storage area w/fnteM of «{• 
sessfng condition which analyzed vs what presently existed. 

MORRIS, KJ Omaha Public Power District 88/09/19, Document Control Biwch 
(Document Control Desk) 5pp. 46O92'210-46992 22O 

6809300146 Forwards response to SALP Rept 50*205/88*14 on planLper 880819 jiubfc 
meetlng.Util held nuclear business meeting to stress importance of providing In- 
creased emphasis on nuclear safety & emergency plan Implementing procedurss re- 
vised 

MORRIS, KJ. Omaha Public Power District 80/09/19, Document Control fliftJKh 
^Document Control Desk). 21pp. 47002,338 47002:358, 

6609260048 Forwards Insp Rept 60-285/68*24 on 860725 -28. Violations noted 
CALUNXJ. Region 4, Ofc of the Director. 88/09/20. MORRIS, KJ, Omaha PuWc 
Power Dlalrtct. 2pp 46978 129*46976.131, 


8609190047 NRC Info Notice 88 078, "Implemontation of Revised NRC^Admlnfslered 
Requali Heat Ion Exams Svc- list end, 

ROSSI,CE Division of Operational Evenis Assessment (Post 870411). 68/09/22. 
Conaolidaled Edison Co ofNew York, inc 119pp 47115d>43.47115946. 

8809230092 SuppI 1 to NRC fnfo Notice 86 069, ’^Movable Contact Finger Binding lo 
HFA Relays Mfg by QE ’* Svc list end. 

ROSSLCE Dividon of OperalionaS Evenis Assessment (Post 070411). 83/09/29 
Consolidated Edison Co of NewYork, fnc 117pp 47! 15:1 03*471 16*281. 

8810030265 NRC fnfo Notfee 88*080, "Unexpected Piping Movement Altributed to Ther 
mal Stratification " Svc list end 

ROSSI.CE Division of Operational Events Aasessment (Post 870411), 83/10/07, 
Consolidated Edison Co. of New York, Inc 223pp 471 15.282 471 16*285 

3810040066 NRC Info Notice 86-081, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Bells Nylon Wire Caps During Environ Oualificalfon Tasting." Svc list end. 
ROSSLCE Division of Operational Events Assessment (Post 370411) 68/10/07. 
Consolidated Edison Co ot New York, Inc 1 1flpp, 471 1 6.026*471 16 144. 

8810170420 Submits supplemental response lo NRC Bulletin 88-004 ra potential safety- 
related pump loss Auxiliary feedwater pump supplier found existing min flow rate ade- 
quate to prevent catastrophic pump failure 

LARSON,CE. Northern Steles Power Co 88/10/10, Olffca of Muctaar Reactor Regu- 
fation, Director (Post 670411). 3pp 471 66 078-47168 030 

8810170333 Forwards Safety hsp Repts 50 '282/68*1 7 A 50*306/88*17 on 830921*22 
& notice ol vwlatmn 

HARRISON, JJ Region 3. Ofc of the Director 88/10/12. LAHSON.C.E Northern 
Slates Power Co. 2pp 47153.138*47153 153 

-8310170339 Notice of violation from Insp on 860921-22 Violation noted Inadequate 
basis for SER justification for continued operation due to Increased vafve weigma of 
small bora Copes Vulcan control valves. 

HARRiSON.J J Regton 3, Ofc of Ihe Director 88/10/12 Ip 47159.140*47163.140. 

-8819170351 fnsp Repts 50-282/88-17 A 50 306/88 17 on 880921-22. Violations 
rKrted Mafor areas Inspected facility mods resufimg from ongoing review of IE Buflolin 
79-1 4 A licensee actions on pra\*>u8 Insp findings. 

GAVULAJA, DANlELSON,DH Region 3, Ofc of the Director 88/10/11. 6pp. 
47153 141^17 Bin 


6810130161 NRC Info NoUce 3ft 083, "inadequato Testing ol Relay Contacts (n Safely- 
Related Logic Sys " Svc list encl. ' 

ROSSI.CE Dnnsfon ol Operabonal Evenis Assessment (Post 870411) 88/10/19. 
Consolidated Edison Co or New York, Ino. 119pp. 47196 239-47196.357. 


R. periodic operating reports A refalaef correspondence 


-8609280050 Partially withheld Insp Rept 60-285/80*24 on 680725;28 (rsf 
10CFR73 21).Violation8 noted.MaJor areas Inspected.folfowup on prei^oualy idenD^ed 
liemsXEfls, review of security plan A Implementation procedures A compensalory 
measures 

KELLY, J A., CALDWELL, n A., EVERETT, R J. Region 4, Ofc of Ihe Director 88/09/07. 
Ip. 46970; 131-46978:131. 

8810040415 Forwards Insp Rept 60-285/08 28 on 880822*26 A notice of vIolflMonTwO 
unresolved items also Identified 

CALUN.Ld. Region 4, Ofc of the Director 88/09/23. MORRIS, K.J. Omaha PiWc 
Power Oislricl. 2pp. 47036.083-47036,095 

-*8610040-416 Notice of violation from insp on 660622*26. Violation noted: failure to Uka 
prompt corrective action re potential degradation of fire aeal A Inadequate onwrgoncy 
lighting In conirol room corridor 

* flegton 4, Ofc of Ihe Director. 08/09/23. 2pp 47036*085-47036.006 


-8610040420 fnsp Rept 60 283/88 26 om 88O022-20.VJofalion8 noted Mefor arsM 
Inspected fire prolecllon/preventlon program, triennial post-fire safe 8hutdowi> capaw- 
Ity revenficailon A followup on previously Identified items 

liSURPHY.M.E. MULLIKHR P.; JOHNSON.C.E. Region 4, Ofc ot the Director. 83/09/ 
16. 9pp. 47036 007-4 7030.095 


8810050066 Forwards Insp Rept 60 205/80 27 on 880001-31 No violations or devS- 
allons noted. 

CALLAN,L.J. Region 4, Ofc of the Director. 60/09/27 MORRIS, K J Omaha PuWfe 
Power District 2pp. 47053:160-47053.195. 


-8810060101 fnsp Rept 60-285/00-27 on 880001-31 NO violations Of d^ati^s 
noted Ma(er areas Inspecled.LER followup, operational safety verjf/caUon,plari 
tours, safety-related 6ys waikdown A monthly malnl observations . 

HARRELL, PH., REIS,T.i WESTERMANJF. Region 4, Ofc of the Director 00/09/21 
34pp 47053.162*47063.195. 


6310040265 Foiwarda changes to site computer sya.Changes will be Implemenled by 
690930 Changes withheld. 

MORRIS, K.J. Omaha Public Power District 88/09/30, Document Control Brandi 
(Document Control Desk). 2pp. 47037:299*47037:000 

6610100070 Forwards secunty mod schedule In response to Insp Rept 50-265/38* 
17,VJewgfaph9 also end. 

MORflIS.K.J. Omaha Public Power District. 80/09/30. Document Conirol Branch 
(Document Control Desk). 24pp 47084.290*47064*321. 


68101 70456 Forwards Rev 24 to site security pfan.flev withheld. 

MORRIS, K,d. Omaha Public Power District 60/10/14. Document Control Branch 
(Document Control Desk). Ip 47160 347*47160.347 


operating repts for Sept 1966 for Prairie Island Units 1 A 2.W/ 

oolOlw iiTf 

MUSOLF.D Northorn Stales Power Co. 06/09/00 9pp. 47236*351- 

S. Reportable occurrences, LERs A related correspondence 


J, fneureneo A Indemnity Infpmiellon 

6809300123 Fonvards envfron assessment A finding of no significant Inpaot re tempo- 
rary exemption from schedufar requirements oi property Insurance rule orlecuve 
881004 (1OCFR60 54). 

MILANO, P.O. Prefect Directorate IV. 60/09/26 MORRIS, KJ. Omaha Public Power 
Dislrict 4pp, 47001:231-47001.236. 


3ftt006O336 ROon 08O9O3,clrcolaling walor pump 12 suction bay isolated A drained 
doMm,«ndenng diesel efrwen fire pump irvoperable A on a80910,cifculalmg water pump 
S? ® dpwn.renc)ering motor-driven ffre pump Inoperable 

MUSOLF.D Northern Slates Power Co 68/09/29. Offfee of Nuclear Reactor Reoula* 
bon. Director (Post 670411) 2pp 47065’27e*470a5 200. 

ftftlOtMteft Part 21 rept re potenUat problem w/EMD 20-645E4,Typa 999 excitation ays 
^ * winng Potential for field circuit breaker to trip^due lo combined air 

o Irw. 66/10/12. MURLEY.T Office ol Nuclear 

Reactor Regiiialion,Oireclor (Post B70411) 6pp 47263.350-47263,357, 

Sft-OW-OI on 680726, xenon buildup caused axial flux difleience suffi- 
pem to requ^e penalty to overpower A overlemp reactor protection setpoints Causr-* 
a .Sfi"!! fniefface.w/e6 ioi 2 itr. 

' WU^LF,D Northern Stales Pov^ 

47200 264 


A- III. 

J Power CO 88/10/12 6pp 47230 21 


V. Operator ExamirtaUona 


-*-6809300127 Notice of environ assessment A findings of no significant Innpacl re ex- 
emption from 10CFR5O 54 

WIGQINTON.D.L Pfo)ecl Direclorflle IV, 68/09/26. 4pp. 47001.235*47001:238. 

A81013035A Forwards exemption from schedular requlremerns of 
10CFRSO.45(w}(5)(i}, property Insurance rule. Exemption valid until 890401 or until such 
time as action on subl rulemaking completed. 

MILANO, P.D. Project Dfreclorale IV, 00/09/30. MORRIS, K.J Omaha Public Power 
Olatrict 4pp* 47 131:346*47131 -ass. 


<-6810130362 Temporary exemption from 10CFR 50.64fw)(5)(i) requirements until com- 
gl^on^f ^ndlng rulemaking extending Implementation date specified but not later 

HOLAHANpQM DMslon of Reactor Projects - III,IV,V A Special Projects (Post 
87041 1). 68/09/30, Omaha Public Power Oislricl 4pp, 47131 .352-47 1 31 ;365. 


6610200406 Forwards corrected Page 1 to 680930 exemption from schedular require- 
ments of 10CFR50 54(w}(5)(i) re property insurance rule 

MILANO, PD Projecl Directorate IV 80/10/14. MORRIS, K.J. Omaha Public Power 
Districl 3pp, 47228,005-47220 008. 


Generic Lir |ft.i3 to a\ power reactor licensees A applicants for OL re op* 
exams Svc list oncl ^ 

Projects (Post 870411), 88/08/00 Consolidaled 
Edison Co- ol New York, fnc. 58^. 46958 001-46958.057. 


-6810200411 corrected Page 1 of exemption from lOCFP60.64(w)(5)(j), Increasing 
amount of onaJte property darrage insurance required by NRC licensees. 

* Division of Reactor Protects * ffj,tV.V A Special Pfofecls (Post 87041 T). 88/10/14 
Omaha PwWIg Power DtetricL tp, 472^,008-47220 OOa 
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ntB & correspondence 

I power reactor llcenseea & applicants re electric 
design processes 

or for Projects {Poet 070411), 00/09/12 Consotl- 
60pp. 47001.239*47001:300 

info r© operation of internals vibration monllorinfl 
ty evaluation request Proposed thresholds deemed 
ictor Internals. 

or District 08/09/19 Document Control Branch 
010-274-47010 302 

us of various regulatory Items Changes made only 
I commitment dateAddI changes may atso result 
efforts based on priorities & resources, 
er District. 88/09/23 Document Control Branch 
103 340 47003.354 

addi Info re replacement of Figure 2,10 4 o( Rev 4 
/ 00/09/29 MATTHEWS.D. Omaha Public Power 


power reactor licensees & applicants ro removal of 
I Tech Specs.Svc list end 
tor for Projocls (Post 070411). 08/10/04. Consoll* 
. 40pp, 47116.146 471ie‘104. 


-8810040420 tosp Rept 50 285/80*28 om 000022*26 Violations noted Major areas 
Inspected tire protectlon/provonlion program, irfonnlal post fire safe shutdown capabil* 
ity revorificallon & followup on previously identified Items 

MURPHY, M E , MULUKIN.R P., JOHNSON.C E Region 4. Ofc of the Director 00/09/ 
16 9pp 47038 007-47036 095 

8810050088 Forwards Insp Rept 60-285/88*30 on 800829 0902.No violations or devi 
etions noiod.Statu8 of previously Identified Insp findings listed In end rept 
CALLAN U. Region 4, Ole of the Director. 80/09/27. MORRIS, K J Omaha Public 
Power Diauicl, 2pp 47061 072-47061*088 

-0810060091 Insp Rept 60-206/60-30 on 880820 0002 No violations or deviations 
noted.Major areas inspected, licensee radiation protection program for external & inter- 
nal radlatlen exposure control programs & surveys 

CHANEY,H.O . BAER.R E Region 4, Ofc of the Dlredor. 00/09/21 15pp. 47061.074- 
47061 088 

B8 10050098 Forwards Insp Rept 50-285/88-27 on 080001 -31. No violallons or devi- 
ations noted. 

CALLAN.L J. Region 4, Ofc of the Dlredor. 08/09/27, MORRIS, K J. Omaha Public 
Power Dfstrlcl 2pp 47053*1 60-47053' 195. 

-8810050101 Insp Rept 50-205/88-27 on 600801-31 No violations or deviations 
noted Major areas inspected UER followup, operational safety verification, plan I 
tours, safety-related wotkdown & monthly maint observations 

HARRELL, P.H , REIS.T., WESTERMAN.TF Region 4, Ofc of the Director 80/09/21. 
34pp. 47053.102-47053.105 


lev 0 to generic implementation procedure for seis- 
lulpment ro USl A-46 & NRC request for util plant- 
ifir Generic LIr 87-02, 

ler District. 88/10/06, Document Control Branch 
111*230.47111.231 

it needed in response to application re Tech Spec 
1 be Included In fuluro application. 

IV. 08/10/14 MORRIS, KJ. Omaha Public Power 


it correspondenoe 

)73, "Dirocllon Dependent Leak Characteristics of 
>8t end, 

lal Events Aasossmonl (Post 070411) 80/09/00. 
'ork, Inc 119pp. 46950 068 48960:177. 

r re violations noted In Insp Rept 60 285/0Q-23,Gor- 
ig personally Inspected storage area w/intent of as- 
vs what presently existed 

yer District 08/09/19. Document Cortlrol Branch 
1992*216-46092*220 

BALP Rept 60-286/80-14 on plant, per 800019 public 
iss moetlng to stress Importance of providing In* 
lety & emergency plan Implomonting procedures ro- 
wer District 88/09/10. Document Control Branch 
17002.338 47002*350. 


88100503D5 Ack receipt of 060906 response to violations noted In Insp Rept 50 205/ 
08*17 

CALLAN.L, J Region 4, Ofo of the Director 86/09/28 MORRIS.K.J Omaha Public 
Power DIstricL 2pp 47060 237-47060.239 

8809230092 SuppI 1 to NRC Info Notice 68*069, ''Movable Conlscl Finger Binding In 
HFA Relays Mfo by QE.” Sve fist end 

ROSSI, C.E Dmsion of Operational Events Assessment (Post 070411) 80/09/29 
Consolidated Edison Co. of New York, Inc. 117pp. 47116:163-47115.281 

8810060147 Forwards second bimonthly update re radiological Improvement project, per 
Insp Rept 60-205/86-05 Open Items 6805 08 & 8805 10 addressed.Utll understands 
tliat Items 8806 04.05,06 & 1 1 under review & to be closed by Insp 60-286/88-30, 
MORRIS, KJ. Omaha Public Power District 00/09/30, Document Control Branch 
(Document Control Desk). 4pp 47070*329-47070*332. 

8610100070 Fonvards security mod schedule In response to Insp Rept 50-28B/88* 
17.Vlewgraph8 also end. 

MORRIS.K.J Omaha public Power District 88/09/30. Document Control Branch 
(Document Control Desk), 24pp. 47084.298 47084*321. 

8810120016 Ack receipt of 080826 Ur responding to questions raised in Insp Rept 50- 
285/68-25, 

CALLAN,LJ Region 4, Ofo of the Director, 08/10/04. MORRIS, K.J. Omaha Public 
Power Olstfici, Ip 47135*037-47136*039. 

8810170007 Ack receipt of 080919 response to violations noted In Insp Rept 60-285/ 
60*23 

CALLAN.L J. Region 4, Ofc of the Dlredor 88/10/05. MORRIS, KJ. Omaha Public 
Power District 2pp. 47161.001-47161.007. 


d info re operation of Intornala vibration monitoring 
fety ovaluatlon request Proposed thresholds deemed 
eaotor hternala 

wor District. 88/00/19 Document Control Branch 
17010*274-47010.302 

)-205/8Q.24 on 800726-20.violation8 noted 

he Director 08/00/20. MORRIS.K.J Omaha Public 

J976:1Ql. 


8810120254 Resnonds to NRC Bulletin 86 008, "Thermal Stresses In Pipha Connected 
to nCS.** "Evaluation of Thermal Stresses In Piping to C E-Deslgnod RCS” end. 
MORRIS.K.J. Omaha Public Power District 08/10/06 Document Control Branch 
(Document Control Dosk) 4pp. 47119:264-47119.295, 

^8810120281 Rev 1 to "Evaluation of Thermal Stresses in Piping Connected to C-E De 
signed R08." 

* Combueilon Engineering, Inc, 0000-MPS-6SR-050 R01. 08/09/20. 28pp 47118:208- 
47119:296. 


Insp Rept 50-206/08*24 on 000725*28 (ref 
ijor areas Inspectoddollowup on previously identified 
Ian & Implemenlalion procedures & compensatory 

'ERETT.R J. Region 4, Ofc of the Director. 00/09/07. 


Itr Informing NRC of steps taken to correct violations 

the Dlroclor. 68/09/21 MORRIS.K.J. Omoha Public 
7036:231, 

077, "Inadvertent Reactor Vessel Overfill," Svo list 

ona! Events Assessment (Post 870411). 88/09/22. 
York, Inc. 111pp. 47114:291*47115:042.' 

•076, "Implementation of Revised NRC- Administered 
end. 

lonal Events Assessment (Post 070411). 00/09/22. 
'York, Inc. 119pp. 47115:043*47116:046. 


861003026S NRG Info Notice 88-080, "Unexpected Piping Movement Atlnbuted to Ther- 
mal Stratification." Sve list end 

ROSS1.C.E. Division Of Operational Events Assessment (Post 870411). 00/10/07. 
Consolidated Edison Cq. or New York. Inc 223pp 47115.202-47115*265. 

8010040066 NRC Info Notice 80*001, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing." Sve list end 
ROSSLCe. Division of Operational Events Assessment (Post 070411) 88/10/07. 
Consolidated Edison Co. of Now York. Inc. 110pp. 47116:020*47116.144 

6810170341 Forwards response to NRC Bulletin 88 004 re potential safety related pump 
l088.Adequacy of sizing of FW-10 mlnltlow recirculation line confirmed w/mfg. 
MORRIS, K.J Omaha Public Power District 66/10/10 Document Control Branch 
(Document Control Desk). 6pp, 47171:366-47171:360. 

8610170483 Discusses Insp Rept 60-285/88-22 on B80B20 0710 & forwards notice of 
vIolation.Ooncern raised re util use of inexperienced Individual w/o adequate training 
to perform calculation of reactor trip setpoint. 

MARTIN, R.D. Region 4. Ofc of the Director. 60/10/12. MORRIS, K.J. Omaha Public 
Power Distrlot. 3pp 47173-042 47173.047 


II perform independent verification Insp on 061017-26 
}ted personnel access will be required during perform- 

the Director. 80/00/22. MORRIS.K.J. Omaha Public 
17030:079. 

60'2O5/0B*28 on 080822-26 & nollce of vIolatlon.Two 

' Ihe Director, 88/09/23. MORRIS, K.J. Omaha Public 
47036-096. 


-*8810170485 Notice of violation from Insp on 88062 9 *07 18, Violation noled:fallure to 
verify adequacy of design & perform design analysis utilizing contractor computer pro- 

B ram to perform setpoint analysis for Cycfa 11. 

lARTIN.R.D. Region 4, Ofo 0l the Director. 88/10/12. 3pp 47173 045.47173:047. 

8810160020 Discusses insp on 800406*0513 & forwards notice of violation & proposed 
Imposition of dvil penalty Violation A involves potential for common mode failure of 
air-operated safety tnjection & refueling water tank level switches. 

MARTIN, R.D, Region 4, Ofc of the Director, 80/10/12. ANDREWS.R.L Omaha Public 
Power District 6pp 47172:297-47172:305 


from Insp on 080022-26.Vlolatlon noted, failure to take •^8810180024 Notice of violation & proposed Imposition of civil penalty in amount of 
sntlat degradation of fire seal & Inadequate emergency $60,000 Violations noled.dorlng refueling operations on 880408-13,3/8 Inch contain 

ment pressure sensing Instrument line left open to outside atnaosphere 

80/09/23. 2pp, 47038:085-47036 086 MARTIN.R.D, Region 4, Ofc of the Director. 88/10/12. 4pp 47172:302.47172:305 
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a&1024DS03 Advises that ins|> initiative Imptementod by NRC for alJ operating roeetors 
to Qvaltiata enaint par/orma nee, both safety ^related ^ balance of plant.agalnst eKtslIng 
logulatlons, industry stds & accepted good [ndusliy practices 
CALLAN.LJ Region 4, Ofc of the Wrectof. fl5/i0/13 MORRIS., KJ Omaha i>ublic 
Power District. 2pp 4725S.2ad-472S5<2e.9 

fl6t0t3QI6f NRC Info Notice 6S^}d3. "fnadoqeate Testing of Relay Contacts in Safety- 
Related Logic Sys " Sve list end 

ROSSLCE Division of Operational Evetila Assesamont (Post 8704111. 88/10719 
Consolidated Edison Co. of New Vork. Inc, t19pp 47196 239 47196.357, 


8, Reportable occurreneea^ LERb 8 related correspondence 


8809386319 Spoclal repton 860822, fjre barrier penetration seals 28-N*S4 & 80-^*186 
reivjafftd inoperable doting plart mod Seela remained InoporaWe ti> excoes o< 1 
days Firewaloh pairot Imliateo 

MORRIS, K J Omaha Public Power Dlstnct. 08/09/23. Document Control Branch 
(Document Control Deskj. 2pp 46992i41-469S2 142. 

8809390834 Special rept re fire door locksats & door mods Several fire doors replaced 
dunng plant mods Houriy firowaich patrol being maintained In areas where modified 
fire doore Irwperable In excess of 7 days, 

WORRfS.KJ Omaha RuWlc Power Disidet 88/09/23. Oocumenl Control Branch 
(Document Control Desk) 2pp 4 6999 ’08 1-46999 082 

8810050107 PNO IV-B9 079 on 800925, licensee eguallacf previous world record for con- 
llnuouB operations at Power Mode 1 for all operaUng nuclear oo war plants. 
WESTERMAN.T.F Region 4. Ofc of the Director 88/09/26 Ip. 4 7059’ 173- 
47D59 173. 

8810050213 LER 88-006.01 On 8803 16, discovered that Sdrveilfance Test ST-DO-1 F.1, 
"Elation fialtarfes'* not completed dunng Jan 1988 Caused by faulty test pre^ram 
desfgnTesI will be manually scliedulad for same date each monfh.W/a0O929 Itr. 
MOtieaDS., MORRIS.KJ Omaha Public Power DIstrIcL 68/69/29. 11pp. 
47060 255-47050265 


8810050295 LER 88 006-01, on 600309,6 iscovored condition In Which specific LOCA 
could fncapacllale rnstrvmentafion feeding protectlvB function, resulting (n loss of prsa- 
surizer pressure transmitters following spray bfeak.W/880930 Itr. 

MEHArFEV.R.F. MORRiS.KJ Omaha ^blfc Power Dfatrfct 08/09/30, 6pp. 
47060’ 1 18 47060.123. 


8810070331 Special repi on untimeJy submitlal of 18 LERs Training on safely responsl- 
bjiibes to begin fmmadlately folfowing development of training plan 
MORfilSXJ Omaha Public Power Dislnci 98/10/03 Document Control Branch 
(Document Control DeskJ. 27pp. 47077.001-47077 027, 


88101704 JO LER 88 025*00 on 080909, discovered that special rept re removal ol elec' 
trie latcning mechanism for fire door not Issued Caused by Inadequate iracklno of 
malnt ordare. Per&onnef training Impfemented W/881010 Hr. 

LEHMAN, I L, MORRlS,K J Omaha Public Power District 88/10/10 3pp. 47173 039- 
47173.04 1, 


8810170447 Special repton 8fl0923*maln steam line post aeddent radiation monitor 
RM 064 turned off due to apparent power supply failure Caused by Inherent character- 
iabca ol electTonfc lalsmeter Mimftoi turned baefc ori 

MORRIS.KJ Omaha Public Power Oislrlcl. 88/10/10, Docurr^ent Control Branch 
(Document Cof^rol Oeak>. 2pp, 47163 21647163.219. 


-8810120076 Temporofy oxompllon from schodular roqulroments of property Insufi'ici 
nifo lOCFR5O54,0ffociive B81004. 

VARGA,6A Division of Roactor Prolocls . I/ll (Post 870411) 88/10/04 N(m 
P ower Authorfty (formerly Power Authority of the State of New York) 4PP 4713+^11- 
47134 017. 


P. Operating license stage documents & correspondence 

8609120085 Generic Lir 08-15 to all power reactor liconsoas & applicants ro fifecirt 
power sys - fnadaqualQ conirol over design processoa 

CnUTCHFIELD.D Associate Director for Pro|Qcls (Post 870411) 80/09/12 Com 
dated Edison Co of New York, Inc 60pp, 47001 230 47001 ’300 

8810030102 Forwards response to NRC 000008 request for addl Info re ATWSrrtgi' 
fnq sys actuafton clrcuitiv pfanf-spocfRc design fnfo.por 10CFR50 62 
BROWS, J.C New York Power Authority (formerly Power Authority of the Stale 01 hw 
York) 00/09/26 Documont Control Branch (Document Control Desk) ^ 
47010303-47010307 

881005005B Generic Ltr 98 10 to all power reactor llconseos & applicants ro ronWvOof 
cycle specific parameter Iftnila from Tech Specs.Svc list end 
CRUTCHFIELD.D. Associate Director for Projects (Post 870411). 06/10/04 Cwwl- 
dated Edison Co of New York, Inc 48pp 47116 145-47116 194 

8810120021 Responds to generic SER on resolution of USI A'46,por Rev 0 togenort 
Implemenlallon procedure (GIP) developed by seismic quail ficaiion 
group.Complolion of GIP by end of 1908 no longer achievable duo to oulsCancSfiJ 
Issues, 

0RONS,J C. New York Power Authority (formerly Power Aulhonty of the Slate ot 
York) 80/10/08 Document Control Branch (Document Control Dofik) Tpp 
47 13 501 6-47 136 016. 


Q. Inspeotion reports^ IE Bulletins & correspondenco 


8806010337 NRC fnfo NoHco 60-073, “Direction- Dependent Leak Characlorisyct d 
Containment Pi/rne Valves “ Sve list end 

ROSSI, CE DIvIdon of Operational Events Assessment (Post 070411) 80/09/08 
Consolidated Edison Co. of New York, Inc 1 1 9pp 48958 058 46968*177, 

8810040044 Discusses insps during 860016-070926 ro environ qualification & forwanJs 
notice of violation & proposed jmposillon of civil penalty in amount ol $76,000 AcMMS 
(hat 25% mitigatfon warranted 

RUSSEUL.WT. Region 1, Ofc of the Director 08/09/21 BRONS,JC New YOik 
Power Aothonty (formerly Power Aulhorfty of (he Stale of New York). 6pp 47029 214- 
47029*231. 


-8010040048 Notice of violation & proposed Imposition of civil penal^ (n amouni of 
$76,000. Violations noted qualification of containment high range radiation nwiitort 
cable connector assembly do ficlent ^ 

RUSSELL.W.T. Region 1, Ofc of the Director. 80/09/21. 4pp. 47020.220 47029231 


8810061)082 Forwards Insp Rept 60-286/80-16 on 88081 6-1 0.No violations noied. 
BELLAMY.RR Region 1, Ofc of (he Director 80/09/21 JOSIQER.W. New VoJ 
Power (formerly Power Authority of the State of New York) 2pp. 47071.142- 


V. Operator EwurntnaWont 


8805170160 Generic L(f 85 13 to all power reactor Ifcensees & apalicants for OL re op- 
erator licensing exams Sve list encL 

MIRAQUA,F.J. Aasoefale Director for Projects (Post 87941 1) 58/08/08. CoASOlldaled 
Edison Co. of New York, Inc. 66pp 469M 901 45950 067 


58053(^145 Forwards response to SALP Rept 50-255/88-14 on plant, per 8&0B1S public 
meeungDbl held nuclear business meeting to stress importance of pravWiag lA 
emphasis on nuclear safety & omergenev plan rmpfementing proi^urcs re- 


MORHIS.KJ. Omaha Public Power District 08/09/19 
(Documeai ConUOi Desk). 21pp. 47002 336-47092 358. 


Document Control Branch 


DOCKET 50-286 INDIAN POINT STATION, UNIT 3 


F. Security, tnedfeaf, emergency ft fire prolectfon plant 


Ciormerly Power Aulhonty of the Stale of Nev 
Ct>ocument Control Desk). 2pf 


J. insurence ft Indemnity Information 

0519040449 Forwards environ assessment & finding of no significant Impact re lompo 

^ alaflitlcanl ln,4««l ra lamporuY e» 

CAPFtA.RA Project Dtreclorate |-1. 58/09/26 4pp 47019 354-47019.357. 

“,lte faqulremante ra property ipwraw 

llS?22?d‘’' o “•“* P'S?*?*'® 8RON8,J.a Naw York Po,*er A, 

Power Autiortly ot the Stale ot New York). 4pp 47ia4.01( 


-8810080006 inep Rept 60-286/00-16 on 880818-19 No violadons noted Major $tni 
fnspecled’siBius of outstanding items noted during previous Insp & atali/s of sioara 
generator replacement prMram. 

6C0NNEL,P , SHERBINI.S, SHANBAKY.M. Region 1, Ofc of the Director. 06/09/20 
7pp 47071:144 47071:160 

8809150000 NRC Info Notice 88-077, “Inadvertent Roactor Vessel Overfill.” SvC l4t 
end. 

ROSSI, C.E DMsIon of Operalfonal Events Assessment (Post 870411). 00/09/22- 
ConsoUdated Edison Co. of New York, Inc t i 1 pp. 47 1 1 4’291 -471 1 6 042 

8808190047 KflC fnfo Notice 0B-O7O, “Implernentatlon of Revised NRC-AdmInistered 
ReQuai(fica«on Exams Sve list end ^ 

ROSSLC.E. Division of Operational Events Assessment (Post 870411), 80/09/22, 
Consolidated Edison Ck> of New York, Inc i10pp 47116.043 47115:046. 


8009230092 Suppi 1 to NRC Info Notice 88 069, “Movable Contact Roger Binding m 
HFA Ralays Mfg by QE,“ Svo list end. ^ 

ROSSLCE Division of Operational Events Assessment (Post 870411). 09/09/28 
Consolidated Edison Co. or Naw York. Inc. 1 17pp 471 16 ’ 163-471 15 281. 


8010140234 Nofificatlon of SALP Board Mealing 68-160 w/utll on 881019 In Re^en I 
JOHNSON R Region 1, Ofc of the Director 88/09/30. Region 1, Ofc of the D«rw- 
lor. 2pp. 4715i:101-4715V182 


8810030265 NRC Info Notice 80-080. “Unexpected Piping Movement Attributed lo ThM- 
mal Straiincallon “ Sve list end. 

ROSSLC.E Division of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edfson Co. of New York, Inc 223pp 4711 6 * 282 - 471 16’285 

8810040066 NRC fnfo NoUce 68-081 . “Failure of AMP Window Indent KYNAR Splices 8 
Thomas & Betts Nylon Wife Caps During Environ Qualification Testing.'* Sve fist ond 
ROSSliC.E Division of Operational Events Assessment (Post 870411) 80/10/07 
Consolfdated Edison Co. of New York, Inc. 1 19pp 471 16.028-47116:144. 


8010170279 Responds to NRC Bulletin 88-008, “Thermal Stresses In Piping (^onnechHj 
to RCS/' Due to plant desfon & configuration, adverse thermal stress conditions may 
potentially occur only at auJUliary/ main spray interlace 

JOSIGI6R,W.A New York Power Authority (formerly Power Aulhonty of the St a to of 
New York) 88/10/12. RUSSELL.W.T Region 1, Ofc of the Director, epp 47166*312' 
47168*317 


8810130161 NRC Info Notice 08-083, "Inadequate Testing of Relay Contacis in Satoty- 
Related Logic Sys “ Sve list end. . ^ 

RO^I.OE DIvfsion of Operational Eventa Assessment (Post 870411). 88/10/19 
Consolklaled Edison Co. of New York, Inc. IIBpp, 471 96:239-471 96:357. 
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rU & rotated corroBpondenoe 

ting rapt for Sept 19BS for Indian Point 3 Nuclear Power 

Now York Power Authority (formerly Power Authority of tho 
^y30. 10pp. 47231:341-47231:350. 


i, t£F1a & refafed correspondence 

>n 8$1009.reactor tripped following turbine trip, causing loss 
pressure Alt three avaifable high pressure steam oumps 
;ausad by loose fuse clip In control circuit. 

Region 1, Ofc of the Director. 68/10/11. Ip. 47163:294- 


on 661 01 9, control room operators received indication of 
leakrUnusual event declared & normal plant shutdown 
7 lams encountered. Release of 0.05 Cl noble gas noted 
, SHANBAKV.M. Region 1, Ofc of (he Director, 88/10/20. 


-13 to all power reactor licensees & applicants (or OL re op- 
c list end. 

Director for Projects (Post 670411). 68/08/06. Consolidated 
Inc. 66pp 46968:001*46068:067. 


8810050058 Generic Ltf 88-16 to all power reactor licensees & applicants re removal of 
cycle specific parameter limits frorit Tech Specs Svc list end 
CRUTCHFIELD.O. Associate Director for ftolecta (Post 870411) 68/10/04. Consoli- 
dated Edison Co. of Now York, Inc 48pp. 47 11 6* 146-47 11 6*1 94. 

8610170252 Discusses verification of seismic adequacy of mechanical & electrical 
equipment in operating reactors (USI A-46). Integration of resolution of USI A-46 w/ 
resolution of other related seismic issues desired, 

TUCKER, H B Duke Power Co. 86/10/07. Document Control Branch (Document Con- 
trol Desk) 2pp 47166 106-47166:107 

8010180402 Forwards Amends 171,171 & 168 to Licenses DPR-30,DRP-47 & DPR- 
56, respectively & safety evatuatlon. Amends revise Tech Specs to test only Initiation 
control clrcultiy of reactor bldg spray sys w/o energizing pump. 

PASTIS.N N. Prolecl Directorate 11-3. 88/10/14. TUCI^R.H.B Duke Power Co. 7pp 
47172.064-47172.082 

-8810180403 Amends 171,171 & 168 to Licenses DPR-38,DPR-47 & DPH-55, 
respectively Amends revise Tech Specs to test only Initiation control circuitry of reac- 
tor btdg spray sys w/o actually energizing pump. 

MATTREWS.D.0. Project Directorate 11-3. 60/10/14. 9pp. 47172.071-47172.079 

-8810180405 Safely evaluation supporting Amends 171,171 & 168 to Licenses DPR- 
3e.DPR 47 & DPR-5S, respectively 

• Office of Nuclear Reactor Regulation, Director (Post B70411), 88/10/14. 3pp. 
47172,000-47172.082 


Q, Inspection reports, IE Bulletins & correspondence 


NUCLEAR STATION, UNIT 3 
‘Qency & fire protection plans 


8809010337 NRC Info Notice 66-073, “Direction-Dependent Leak Characteristics of 
Containment Purge Valves '* Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 670411). 00/09/08. 
Consolidated Edison Co. of Now York, Ino 1 1Qpp, 46958 056-46958:177. 


lie version of Vol B.Rev BB-06 & Vol C.Rev 68 07 to omer- 
procedures manual.W/860026 release memo. 

3r Co. 68/09/1 2. Document Control Branch (Document Con- 
6 47074:101. 


8809290314 AcK receipt of 800902 response to NRC 880803 Itr re violations noted In 
Insp Repts 60-269/66-13.60-270/88-13 & 5O-267/80-13 

GIBSON, A.F. Region 2, Ofc of tha Director. 88/09/16. TUCKER, H.B. Duke Power Co. 
Ip. 46999 064-46099.084. 


n of ''Implementing Procedures Emergency Plan," Vols 8 5 
>otively. 

/26. 77pp. 47074:042-47074)101. 

QO6O0 Rev 26 to physical security plan consistent w/requlre- 
A acceptable. 

rc of the Director, 68/09/21. TUCKER, H 0. Duke Power Co. 
14. 


27 to security j)len.Bev withheld (ref 10CFR73.21). 
er C<J. 88/09/29. Document Control Branch (Document Con- 
0-47069.1 10, 

I Instruction page of Revs 20 & 26 to security plan.Page with- 
er Co. 86/00/29. Document Control Branch (Document Con 
17-47060:036. 

'Ised security plan distribution index developed to facliltato 
'Curlty plan.W/o index 

er Co. 86/09/29. Document Control Branch (Document Con 
>C 47069.121, 


Information 

xempllon from 681004 deadline to 6omply w/amended 
TBUrance reporting requirements. 

ower Co. 86/09/30. Document Control Branch (Documonl 
rS 229 47072.230, 

LI A & MAELU Certificates of Insurance for Policies NW-146 A 


8810040252 Forwards Insp Reels 60-269/88-24,60 270/88-24 & 60-207/88 24 on 
860822-26, No violations or deviations noted 

COLLINS, D.M. Region 2, Ofc of tha Director. 88/09/20, TUCKER, H.B. Duke Power 
Co. 2pp. 47019 008 47019:110. 

-8810040266 Insp Repts 50-269/66-24,60-270/88-24 & 60-267/GB-24 on 880B22- 
26, No violations noted Major areas Inspeotedplant chemistry, corrosion & pipe wall 
thinning. 

ADAMOVITZ.S a, KAHLE,J.B Region 2, Ofo of the Director. 68/09/19. 11pp. 
47010:100 47010:110. 


8810040218 Forwards Insp Repts 60 269/88-29,60-270/88-29 A 60-287/88-20 on 
800822-20 No violations or deviations noted, 

HERDT,A.R. Region 2, Ofc of the Director. 88/09/21. TUCKER, H B. Duke Power Co. 
2pp. 47037:286-47037.298. 


-8810040224 Insp Repts 50 2e9/&8-29.60-270/68'29 & 60 287/88-29 on 880822- 
25.No violations or deviations noted Major areas Inspected Inservlce Insp.Concorns 
raised re two Instances where welds did not meet acceptance stds. 

ECONOMOS,N.E„ BLAKE, JJ. Region 2, Ofc of the Director. 88/09/18. 11pp. 
47O37:28e-47O37-290. 


8809160003 NRC Info Notice 80-077, “Inadvertent Reactor Vessel Overfill." Svc list 
end. 

ROSSI, C.E, Division of Operational Events Assessment (Post 870411). 80/09/22. 
Consolidated Edison Co. of Now York, Ino. 111pp. 47114:201-47115:042. 

8809190047 NRC Info Notice B8-078i “Implementation of Revised NRC- Administered 
Requallflcatlon Exams." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/22, 
Consolidated Edison Co. ofNew York, Inc 119pp 47116*043 47116:046, 


ver Co, 08/10/06. NRO - No Detailed Affiliation Given. 43pp. 


dooumanta A corraapondanoa 


8809300100 ResDonds to NRC 8BO026 itr re violations noted In Insp Repla 60-269/88^ 
03,60-270/e8-03 A 60-287/80-03 Corrective actions, eoulpment qualification ref Index 
will be Updated to Include checking of grease reliefs on llmilorque actuators. 

TUCKER, H.B, Duke Power Co. 88/09/20. Document Control Branch (Document Con* 
trol Desk . 6pp. 47003:009-47003:014. 


BB-15 to all power reactor licensees & applicants re electric 
control over design processes. 

claie Director for Projects (Post 870411). 68/09/12. Consoll- 
W York, Ino. 60pp. 47(» 1:239 -4700 1:300. 

l 1 application for amends to Licenses DPR-33, DPR'52 & OPR- 
15 supplement to 841008 application, clarifying operability re- 
monltoring Instrumentation. 

wer Co. 08/09/16. Document Control Branch (Document Con- 
73-46976:176. 


8810120213 Forwards Insp Repts 50'269/d8'a6, 50-270/88-28 A 50-267/88 26 on 
880816-0016 A notice of v1olaUon.Re8ponse should address addi concerns re Imple- 
menlatlor> of test program that permitted conditions conducive to violations 
QRACE,J N. Region 2, Ofo of the Director. 88/09/28. TUCKER, H.B. Duke Power Co. 
2pp. 47118:167-47116:191. 


-8610120216 Notice of violation from Insp on B80816 0918 Violation noted emergency 
power switching logic standby breaker closure Channels A A B did not contain appro- 

2, Ofo of the Director. 86/09/28. 4pp. 47110:169 47110:162. 


oposed Tech Spec 3.5.6.2,a, clarifying operability requirements 
■instrumentation. 

fl/16. Ip. 46976; 17e-46976- 176. 

lor amends to Licenses DPR‘30,DPR-47 A OPR-6B deleting 
perating limits from Tech Specs, 

war Co. 88/09/20. Document Control Branch (Document Con- 
393-48982.097. 

Tech Specs re establishment of core operating limils. 

»9/20, 2pp. 46982.006-46962:007. 


-8810120216 Insp Repts 50-260/88-26,60-270/88 28 A 50-287/88-28 on 080816- 
OBie.Violailona notad.MaJor areas Inspected. operations .surveillance 

a .maint.refuellng outage, saletv sys functional Insp rept A open items, 

ER,P,H., WERT.LD , PEEBLES, T.A, Region 2, Ofo of the Director. 88/09/27 
29pp. 471 16:1 63-471 18- 191. 

8809230092 Suppi 1 to NRC Info Notice 88-069, “Movable Contact Finger Binding in 
HFA Relays Mfg by QE.” Svo list encl. ^ ^ ^ . 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/29, 
Consolidated Edison Co of New York, Ino. 117pp. 471 16:163-471 16'281. 


ompletion of steam generator plugging A repair for current Unit 

wer Co. 86/09/22. Document Control Branch (Document Con- 
03-47002: 303. 


8810120291 Confirms lelcon on 880910 to schedule enforcement conference on 
681006 in Region II ofc to discuss fouling of reactor bldg cooling units. 

GRACE, J.N. Region 2, Ofc o1 the Director. 80/09/29. fUCKER,H.B. Duke Power Co. 
Ip. 47119*076-47119.076 
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01401 60 Responds to NRG Borietin 88-000, '‘Thermal Stresses In Piping Connected 
to RCS ” Sva connected to RCS r&viawsd to dalermlne whsthor non Isolabla s&ottons 
o( pipino sjDl to strossQs from thermal slralificalfon or temp oscillations 
TUCKER, MB Duke Power Co 68/10/06 Document Conlfof firencJl (Document Con- 
trol Desk) -tpp 47t58 256 4715625^ 

0010030255 NRC Info Nollce 80 080, "Bnexpectod Piping Movement Allnbulecl to Ther- 
mal Siralihcation " Svc list cnci , , 

ROSSSiCE Division of Operalfonal Events Asssssmsnt (Post 870411) 88/10/07 
Consolidated Edison Co orNew’/ork, Inc 223pp 47115282 47115 285. 

8810040066 NRC Into Notice 88 061 “Faifura of AMP Window Indent KYNAR Spllc^^s & 
Thomas & Betts Nylon Wiro Caps During Environ Qualification Tosllng” Svc list end 
ROSSI, CE OMsion d Operational Events AsaessrfvorM (Post 670411) 68/10/0?. 
Consolidated Edison Co. of Now York, Ino H9pp, 47116,026-47116^144 

8810240210 Forwards Ir^sp Reals 50 269/68 26,60 270/88-26 & 50 287/06-28 on 
asoaia-lftNovIdatioivs or dovtabons noted, 

0ECKER.tr Region 2. Ofc of the Oiroctor 89/10/07 TLICKER.H Q Duke Power Co 
2pp 47267.097 47257.109 

-8810240221 Insp Repts 50-269/68-26,60 270/88 26 & 50-287/68-26 On 6BQ012- 
16 No violations or deviations noted Major areas fn&pecteddiqdd & gaseous radwaste 
programs, on VI ron monitoring & previously Idenlifiod inspector followup Items 
AOAMOVITZ.S, KAHLE.JB. Region 2, Ofc of the Director, 66/10/05 lipp 
47257,099 47267,109 

8810130161 NRC Info Nolco 68 003, ‘Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys ’* Svc list end 

ROSSI, C E DivisEen of Operational Events Assessment (Post 870411) 68/10/19 
Consolidated Edison Co of New York, fnc 119pp 47198 239 47196’357 


DOCKET 60-280 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F. SocurllVt medical, emergency & fire protection plana 

8600290054 Rov 1 to Emergency Plan Implomonting Procoduro 0471-IWP-1&ji'iri 
“EnvergQncy Cta&slficftUon " ^ ^ 

* General Public Ulflities Corp - GPU Soivfco Corp 08/09/20 4pp, 46953 iii 
46963.275. 

DB10120362 Procedure Change 1.EP60 0039 to Rov 1 to Lmcroancy n.in 
Ing Procedure 9471 (MP-1300 02, “Emergoncy Direction ’’ fable of conlewsa wro 

* General Public Utilities Corp - GPU Service Corp 80/10/07 Iflpp 47117243 
47117 352. 

8610170230 Revised emorgoncy plan Implomontmn procoduros.lnclu^nfl Change 
88 0038 to Rev 1 to 947f.lMP-f300 16, "Conlon^nated tn|iirios’‘ & Change 2 AB^jI 
to Rav 1 to 047 1 -tMP-1 300 20, "Personnel/ Vohiefe Monilorlng " 

* General Public Utilities Corp. - GPU Sorvfco Corp 08/10/11 54pp 47168213^ 
47166 332. 

8810210303 Forwards Safety Insp Rept 50 260/80-23 on 860029 0902 No 

MARTIN.TT. Region 1. Ofc of the Director 60/10/14 HUKILLH D Goncrul Kt'-i 
Utilities Corp - GPU Service Corp 2pp 47236 232-47236 242 

-8610210309 map Rept BO-289/80-23 on 660D2D-09D2 No violallDns 
areas Inspected fira protectlon/provonllon program including, progrorn ntfmiaismiwn s 
organization & administrative control of combustibles & lonllTori sources 
KRASOPOULOS.A , ANDERSON.CJ Ronlon 1. Ofc of the Director 08/ 10/12 &vy 
47236 234-47236-242 


R. Perladfc operating reports & reialed correspondence 


6610256496 Forwards monthly operating re pis for Sepl 1086 & rev to monthly opera If ng 
rapt for Jul 1966 for Unit 2 

TUCKER, H B, Duko Power Co 86/10/14 Documonl Control Branch (Document Con- 
trol Desk) tp 47223 262 47223 301. 

-8610190166 Monthly operating repts for Sept 1088 for Oconee Nuclear Station Units 

1,2 & 3 

REAVIS, J A Duke Power Co. 8 D/09/30 17pp, 47223 283-47223.299. 


5. Reportable occurrencoe, LERe & related correspondence 


6609260026 Informs (hat LER 287/68 03 re degraded reactor bldg cooling unit perform 
ancowill be submlitod 680930 

TUCKER, H B Duke Power Cfo 86/09/19. Document Control Branch (Document Coni 
(rolDesk) Ip 46992. 150-46992*1 BO 

8610970091 Summary oi Operating Reactors Events Moating 66 37 on 880920 info end 
includes rept-to-date of tong term followup assignments Ik summary of reactor scrams 
JAUOON.JP. Evenis Assessment Branch 66/00/20 ROSSI, CE. Division of Opor- 
atfonal Events Assessment (Post 87041 1). 12pp 47079034 47079 046. 

8610040289 Informs that LER 287/68-03 re degraded reactor bldg cooling unit perform- 
ance will be submitted by 881005 

TUCKER, H,D Duko Power Co 86/00/30 Document Control Branch (Documonl Con- 
trol Desk), Ip 47026 145 47026.145 

8610120321 LER 88-003-00 on B8O019,dolermined dial adequate posMOCA hoat re- 
moval capabilities may not have existed lor all accident scenarios pnor to removing 
unit from svc Caused by sve-induoed blofoulingTesling increased. W/e8 1005 Hr 
NORTH,PJ, TUCKER, HB Duke Power Co 88/10/05 11pp. 47120.014 47120.024 

6610260043 Part 21 repi ro potential de\^ation from Tech Spec concerning RY indica* 
tors duo to operating temp effect on analog meter movement Initially reported on 
661 006 Customers verbaify notified on 861006 07. 

MAH[ONEY,E E , FELLNEH,\V 0 Bailey Controls Co. (subs of Babcock & Wifcox Co ). 
88/10/10, Office of Nuclear Raaclor Regulallon, Director (Post 670411). 10pp. 
47364 040 47364 049 

8810180201 Advises that LER 207/88-05 will be submitled by 881028 Instead of 
66101 3 due to unresofvod concerns ra foss of alternate current power 
TUCKER,H B Duke Power Co 8S/10/11. Document Conlrol Branch (Oocumeni Cort- 
in>l Desk Ip 47186 191-47186 191. 


V, Operator Examinallona 


6608170150 Generic Ltr 86-13 to all power roactor licensees & appflcanls for OL re op- 
eralo; licensing exams Svc list end 

MIRAGLPA,F J Associalfl Director for Projecis (Post 870411). 88/08/08. Consolidated 
Edison Co of New York. Inc. Sepp 469SB001 46956057 


Y. Dry Cask Indflpendem Spent Fuel Storage Instairatfone 


681003(1103 Addresses issue which has anson dunng NRC review of util application re 
question of whalher & lo whai oxtent spent fuel canisters to bo used in plant ISFSI 
will be compatible w/transporfalfon cask ultrmataty chosen by DOE, 

TUCKER.H a Duke Power Co. 68/09/19 THOMPSON, H Office of Nuclear Malonal 
Safety & Safeguards.Director, 5pp 47008 058-47008 062 


J. Insurance A Indemnity Informatfon 


0610030108 Forwards environ assessment & finding of no sfghlftcsnl fn^act ro 
rarv exemption tronn scheduler requiromonta ot property tnsurahco rvw 

10CFR50 64(wH5)(i), effective on B01 004 , , 

HERNAN,R W. Prolecl Directorate f-4 88/09/27. HUKILl.H 0 Qoncral Pcpblic UtiLt-s 
Corp • GPU Service CJorp 4pp 47010 308 47010 315 


“8010030112 Environmental assessment & finding of no slgnihcant Impact ro lemfWfgrj 
exemption from 1OCFR50 54(w)(5KI) requirements on property insurance. 
HERNAN,RW. Project Directorale 1-4 88/09/27 4pp 47010 312-47010 315 


6810100060 Forwards exemplion from 10CFR50 54 (wK5)(i),rociuirfng Insurance Mlo-ii * 
that prioritize Insurance proceeds Exemption granted until rulomaKlng finalized wn rf' 
later than 690401 . ' 

HERNAN,B W. Project Directorate I 4. 88/10/03. HUKILLH D General Public Ubio-s . 
Corp • GPU Sorvlce Corp 4pp 47084 340 47004 347 


-8010100061 Exemplion from 10CFR50 64(w)(6)(f).lncroasfno amount o1 onsite prof^ 
damage insurance required by NRC licensees Exemption granted until ru!DmiLxir>g 
nalizod but no later than 890401 ^ -d,. 

VARGA, S A. Prolecl Directorate 1-2. 68/10/03 Genera! Public UhliHaa Corp • GFU 
Service Corp. 4pp 47084*344-47004 347 


0610130243 Forwards Endorsements 108 & 109 to NELIA Policy NF-220 & Cntfcrs*. 
mente 05 & 96 to MAELU Pdlcy MF-73 „ 

HOFFMAN.J Marsh & McLennan. Inc 88/10/05 DINITZ.I NRC • No Del ail od Afft^ 
ation Given. 6pp. 47136.156 47136 160 


P. Operating license stage documents & correspondence 


8909120085 Generic Ltr 88-15 to all power reactor licensees & applicants ro o!oolr« 

power sys - Inadequate corrtrol over design processes . 

CRUTCHFIELD.D- Associate Director for Projects (Post 070411) 00/09/12 Ccn50^ 
dated Edison Co. of New York, Inc 60pp 47001 239 47001 300 

08O93OO1S7 Responds lo Generic Ltr 86-11, "NRC Position on Radialion Embrilliemwl 
of Reactor Vessel Mails & Impact on Plant Operations '* 

HUKILLH D. General Public Utilities Corp. - GPU Service Corp 88/00/20 Docunnef.1 
Control Branch (Document Control Desk) Ip. 47001 230 47001 230. 

881026046$ Final response to FOfA renuost for documents re plant. Forwards App D 

documents O documents also available in PDR , * 

QRIMSLEYAH. NRC - No Detailed Afliliallon Given 80/09/23 WEISSMAN.S Ca5- 
fornla. State of 2pp 47209.001-47209 002 


•“8303160780 Board Notiffcalfon 63-27 forwards 030221 memo & final repl ro 

addi RELAP-5 calculation for Semiscale S SR-2 test _ .i i 

EISENHUT,D.Q Division of Licensing (800420 851 124) 83/03/04 PALLAO3N0.N J . 
ROBERTS, ASSELSTINE Commissioners lipp 47209 071-47209 087. 


-8304220661 Board Notification 03-42 forwards info re unanalyaed reacior vessel [hc:r- 
mal stress during cooldown SAW Informed NRC of preliminary safety concern Gvolvung. 
from further consideration of 800610 St Lucie upper head voiding event ^ , 

EISENHUT.DG Division of Licensing (800428 651 124) 83/04/12. PALLADINO.NJ 
Commissioners 20pp. 47209 088-47209 089. 


861005005B Generic Ltr 80-16 to all power reactor licensees & applicants ro removal oT 
cycle-specific parameter limits from Tech Specs Svc list end 

CRUTCHFIELO.P Associate Director for Projects (Post 670411). 88/10/04. ConsoU- 
dated Edison Co of New York, Inc 46pp 47116 145 47116 194. 


$010190448 Requests confirmation (o initiate ISFSI site preconstruction activibes, under 
10CFR72 4O(M,per 680331 application Util believes that acMes can be initfated on 
basis (hat NRC review v^lt reveal no significani environ impacts 
TUCKER.He Duke Power Co 68/10/11 THOMPSON.H Office ol Nuclear Material 
Safety & Safeguards, Direct or 5pp 47216 231-47218 235 


$610140201 Responds lo NRC request for plant-specific seismic veriNcelioni schedule 
for facility, consislent w/requirements of Generic Ltr 87-02, * 'Verification ol SeTsrnlc 
Adequacy of Mechanfeaf & Electrical Equipment in Operalinn Roactor 
HUKlLLHO. General Public Utilities Corp - GPU Service Corp 68/10/06 DocumenT 
Control Branch (Document Control Desk) 2pp 47160*1 62-47150.163 
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170 4S2 Discusses NRC response to B&W ATWS Owners Group on diverse scram 
t & ATWS mitigallng sys actuation c?rcuKry Required ATWS should be installed 
1na gn refuolinfl outage as shown on iniograted living schedule. 

RNANRW Project Directorate M OB/10/06 H(JK1LL.,H D General l^iibllc Utilities 
tp - 'GPU Service Corp. app 471 63:1 80-47 163jtB5. 


170176 Notification of 86101 8-1 G meeting w7util (n Middletown, PA to discuss 
lew topics re PRA.Agenda encf 

RNAKiRW Pfojoct olrectorole 1*4. 88/10/11, STOL2,J.F. Project Directorate 1-4. 
5 47166154 47166.169. 


8810210303 Forwards Safety Insp Rept 50 289/88-23 on 800829 0902 No violations 
noted, 

MARTI N.T.T Region 1, Ofc of tho Director. 86/ 10/1 4. HUKILL.H.D, General Public 
Utititlds Ctorp. - GPU Service Corp 2pp 47236 232-47236.242 

^6610210309 Insp Rept 50-269/68 23 on 880829 0902 No violatiorts noted Major 
areas inspectod.fire prolectlon/pravention program including, program administration & 
organization & administrative control of combustibles a ignition sources. 
KRASOPOULOS, A. ANDERSON, CJ. Region 1, Ofc of the Director. 98/10/12. 9pp 
47236 234-47236.242. 


190450 Provides summary of reactor bldg purging activities during Cycle 6 
oration, per 670225 comm]tment.Number of purging nours totaled to 416, 

IKILUH.D. General Publlo Utilllles Corp - QPLT Service Corp. 68/10/13. Document 
nlrol Branch (Document Control Desk). 2pp 47203<26l-472()3'262 


8810240S14 Forwards Safety Insp Rept 50 289/80-17 on 080608-19 & notice of viola- 
tion. 

GAl.LO,RM Redon 1, Ofc of the Director, 88/10/17. HUKILL,HD. General Public 
Utilises Corp, - GPU Service Corp. 2pp 4725 4’ 19 6-4 7254*235 


ispectlon reports, IE Bulletins & correspondence 

IO10337 NRC tnfo Notice 68>073, * '01 recti on-Dependenl Leak CbaracterlBtics of 
knlalnmsnt Purge Valves " Sve list end, 

iSSI.C.E. Division of Operational Events Asaossmant (Post 970411). 89/09/08. 
msolldated Edison Co of Now York, Inc. Il0pp 46958-050-46958.177 

1150008 NRC Info Notice 88 077, "InadvartenI Roacior Vessel Overllll/' Sve list 
icJ 

:)S3I,C.E. Division of Operational Events Assessment (Post 870411). BB/09/22. 
snsolidated Edison Co. of New York, Inc 111pp. 47114:291-47116.042, 

1100047 NRC Info Notice 0B-O70, "Implomoniatlon of Revised NRC-Admlnlslored 
^uatiflcation Exams." Sve list end. 

DSSI,C.E Division of Operational Events Asaossment (Post 870411). 90/09/22. 
^nsolidated Edison Co. of New York, Ino. IIOpp 47116:043-471 16 046. 

5060009 Forwards Environ Qualification Enforcomont Conference Rept 60-289/60- 
I on 660824 re emergency fan cooling cable. 

ARTINTT. Region 1, Ofo of the Director. 06/09/22, HUKILL.H D. General Public 
klitles Corp. - QPU Service Corp. 2pp. 47070.270*47070:294 

10060011 Enforcement Conferenca Rept 60 289/86 06 on 080824, Major areas 
scuss^ .significance of concerns ro environ qualification of emorgency fan cooling 
able Vlewgraphs end 

URR,J P. Region 1, Ofo of tho DIreclor. 68/00/20. 16pp. 47070:200-47070.204 

9230092 SuppI 1 to NRC info Notice 80-060, "Movablo Contact Finger Binding In 
FA Relays Mfg by QE." Sve Hat end. 

OSSl,C.t Division of Operational Events Assessment (Post 670411). 68/09/29 
ensolWated Edison Co. of New York, Ino, 117pp. 47116:163-47116 201. 

0120312 Informs of delay In response to NRC Bulletin 89 008 re thermal stroases In 
Iping connected to RCS.Duo to need for technical aupporl re early shutdown for 
Bfuellng, response delved until 881021. 

;UKILL,H.D. General Public Utilities Corp. - QPU Service Corp. 88/10/04. Document 
tontrol Branch (Document Conlrol Desk). Ip, 471 19 073-471 19,073. 

10130182 Forwards Insp Rept 60-209/88-22 on 88O022.26.No violations noted 
)URR,J.P. Region 1, Ofo of the DIreclor. 88/10/04 HUKtLUH.D. General Publlo Utiil* 
es Corp. - G(^ Service Corp. 2pp 47165.020-47165:040. 

310130103 Insp Rept 50-289/86 22 on 680822 26,No violations noted. Major areas 
ispecled post-mod test program performed during recent refueling outage,! ncluding 
m4ew of post-mod test procedures A review of completed post-moef testa. 

/AN KESSEUH.F., EAFEN,P.K. Region 1, Ofo of tho Dlrootor, 00/09/29. 11pp. 
17165:030-47166.040, 


10030255 NRC Info Nodes 88-060, "Unexpocled Piping Movement Altrlbutod to Ther- 
nal Blratlficatlon " Svo list end. 

10SSI.CE. Division of Operational Eventa Ascessmenl (Post 070411). 60/10/07. 
Donsolldated Edison Co, of New York, Ino. 223pp 47116:262-47116:286 


10040066 NRC Info Notice 66 081, "Falluro of AMP Window Indent KYNAR Splices A 
rhomps & Betts Nylon Wire Caps During Environ Qualification Tepling.'" Svo Osl end. 
ROSSI C,6. Division of Operational Events Aesessmont (Post 870411). 68/19/07. 
Consolidated Edison Co. ofNew York, Ino, 110pp. 47118.020-47116:144, 


10160196 Forwards Safety Insp Rept 60*289/66-10 on 860716 0827 A notice of 
vtolation.lmprovement needed In upgrading A Implementing facility procedures A work 
Instructions. 

BErrENHAUSEN,L. Region 1, Ofo of the Director. 08/10/12. HUKILL,HD. General 
public UdlllieB Corp. • QpU Service Corp 2pp. 47166:192-47166:226 

1610160203 Notice of violation from Insp on 0607 16-06 27 .Viol at Ions noted: scope of 
mdnl procedure, Job Ticket CS-960, subslanllvfily changed A Implemented w/o ob- 
telnlng same level of review A approval as original ticket. 

Region 1, Ofc of the DIreclor, 88/10/12, 1p. 47160:194-47180:194. 

5610160212 Safety Insp Rept 60-209/88-10 on 8607 16 -06 2 7. Violations noted.MaJor 
areas in8pected:plant outage aotMlIes, plant atarlup evolution A power operations Addl 
emphasis needs to be placed on Idenlifioatlon of low Ihreabold ovenU. 

COWQILL,C. Region 1, Ofo of the Director. 80/10/12. 32pp. 471 80:1 96*471 00'22e 


510160123 Forwards Insp Repts 60-210/60-27 A 60-209/80-25 on 00091 3-19 No vtb- 
latfons noted. 


^ Ofo of the Director. 89/10/14. FITZPATRICK,E. General Publlo 

Utilities Corp. - QPU Service Corp. 2pp. 47 17 2:280-471 72 -2 96, 


*«i;iy>141 Insp Repts BO-219/80-27 A 60-269/Be-25 on 8600 13-1 9, No vtolatlons or 
aavrtatoris noted.Mapr areas Inspected, engineering support of plants by corporate 
twhnical functions orcjanliatlon. „ w k 

fHAUDHARY.S.. WIW-ERS.R.W,, STROSNIDER,J. Region 1, Ofo of the DIreclor 88/ 
10/06. 16pp. 471 72:262-471 72‘296 


610190449 Forwards Insp Repts 60-219/80-27 A 60-289/68-25 on 880913- 19.No vio- 
lations noted. 

pURR,j.P. RMlon 1, Ofo of the Director, 08/10/14. HUK1LL,H.D. General PuWio Utili- 
ties Corp. ■ GPU Service Corp. 2pp. 47203:184-47203:200. 


*-8610240520 Notice of violation from insp on 880606-19 Violations noted: Procedures 
1107-3 A 1410-P-7 not adequately estaDllshed A temporary change made to Proce 
diire 1410-1.4 not reviewed A approved within 14 days of Implemeritalion 
• Region 1, Ofc of tho Director. 90/10/17 2pp. 472S4' 160-47254, 199. 

^8010240522 [nsp Rept 50-209/06-17 on 0BOBO8 19 Violations noled.Malor areas 
inspeotedlicensoe preventive A corrective malnt a clivllles, design changes A 
mods, Including Reg Guide 1 97 ro selected plant A environ monitoring Instrumenta- 
tion, 

NAPUOA,G., BLUMBERG.N. Region 1, Ofc of the Director. 08/10/14. 36pp. 
47254.200-47254:235 

0610130101 NRC Info Notice 8B-0B3> 'Inadequate Testing of Relay Contacts In Safoly- 
Relaled Logic Sya " Sve list end, 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 80/10/19. 
CenBolldaled Edison Co. of New York, Inc, 1 19pp 47196 239-47108.367. 


R. Periodic operating reports A related correspondence 

800929039 S Forwards TMI resident ofc monthly status rept toprovido NRC mgt A public 
w/hlQhlights of signlftcant events at TMI-1 A TMI 2 for NRC regulalory perspective. 
COWG1LL,C.J. Region 1, Ofc of the Director. 80/09/14. BETTENHAUSEN,L Region 
1, Ofc of the Director, 7pp. 46981.329 46901:335. 

B810170459 Forwards, 'TMI Aquatic Study, Monthly Progress Rept for Aug 1988 ’’ 
RESSLER.W.C. General Puelio Utilities Corp. - GPU Service Corp. 88/09/22. 
MASNICK,M NRC - No Detailed Affiliation Given Ip. 47169:176-47159.168 

-8010170466 **TMI Aquatic Sludy,Monlhly Progress Rept for Sept 1986 " 

* RMC Environmental Services 88/09/30. t3pp 47159,170 47 169:1 80 

8610190273 Monthly Operating rept lor Sept 1988 for TMI-1 W/8810U Hr, 

SMYTH, CWm HUKILL,H.D. General Public Ulltities Corp. - GPU Service Corp 86/09/ 
30. 7pp 47203.267-47203:273. 


3, Reportable occurrences, LERe A related correspondence 

8610070359 Part 21 rept re condition involving Inconel 600 mall used to fabricate steam 
generator tube plugs A found to possess micro siruclure euscepUbla to stress corro- 

TAYLOR J H. Babcock A Witcox Co. 80/09/06. MURLEYJ.E. Office of Nuclear Reac- 
tor Regufallon^ Director (Post 870411), 6pp. 

8610200027 Part 21 rept re potential butterfly vatva fall urea. Drive train replacement kits 
being supplied to purchasers. Instructions end. 

SAts|f)UNG.M. Xomox Corp. (subs, of Emerson Eleclrto Co.). 88/09/30. MURLEYJ.E. 
Office of Nuclear Reactor Regulation, Director (Post 070411). 35pp. 47226*3 22- 
47226 356. 

8610280043 Part 21 rept re potential deviation from Tech Speo concerning RY Indica- 
tors due to operating temp effect on analog meter movement Initially reported on 
881O06.Cusioiners verbally noliiled on 881008 07. 

MAHONEY,e.E. Bailey Controls Co. (subs, of Babcock A Wilcox Co) ee/IO/IO. 
Of lice of Nuclear Reactor Regulation, Director (Post 670411), 10pp. 47384.940 
47364:049. 


V. Operator Examination a 

0808170150 Generic LIr 88-13 (o all power reactor licensees A applicants for OL re op- 
erator licensing exams Svo list end 

MIRAGUA,F.J. Associate Director for Projects (Post 07041 1). 88/06/99 Consolidated 
Edison Co, of New York, Inc, 59pp. 46 651 00 1-46956 057. 

6809290056 Forwards proposed operator licensing exam schedules, per request in Ge- 
neric Hr 60-13. 

HUKILL,H.D. General Public Utilities Corp. - QPU Service Corp, 86/09/29. 
HANNON, J Operator Licensing Branch. 3pp. 47001,068*47001.070. 
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F« Security, medical, emergency A fire protection plane 

6810130399 Partial response to FOtA r8quest.App F documents available In PDR.App G 
documents, including environ assessmanls, notilication ol meeting .Internal 

notes .vlewgraphs A draft SER.and A being placed in PDR A LPDR, 

GRIMSLEY,D.H. Division of Rutea A Records [87041 3-060 514). 66/09/07, 
JOHNSON.Q.E. Swidler A Berlin. 10pp. 47087.029 47088:912. 

-^810130401 Forwards environ assessment A Ming of no signIBcant Mad re 
869702 request for exemption from certain scheduler requirements of 10CFR60.48 
concernInQ safe shutdown capabilities against effecta of fire, 

ZWOLINSKkJ.A, BWR Project Directorate 1. 66/07/24, LYDON,.J.M. Boston Edison 
Co. 1p, 47097.042-47087.042 
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-00t9f 30402 Envfron e^sossment & Mng oC no significant Inrtpacl re util 060702 re 
quest! for schedular eiiamptiofi from requiremenls of 10CFR5O 48 concerning safo 
shutdown capabiMiea agarnsl effects of fire 

AULUCK.R BWR PfOiecI Directorate 1 86707/24 8pp 470S7 043 470B7 050 

-0810130405 FoAvards en\flron assessmenl 8 finding of no significant impact ro 
831116 request for exemptions from certain requirements of lOCFRSO.App R relative 
(o fire protection program 

N6RSES,V, Project Dfrectorata f3 87/09/16 BIRD.RG Boston EdJSon Co fp 
47087 080 47087 080 ^ 


-0010130407 Environ assessment & findinff of no significant impact re util 831116 ro 
quest for exemptions from cerfam requirements of lOCFRSO^App R relative to fire pro 
loclion program 

NERSES.V Proiect Directorate 1-3 07/09/16 4pp 47087 081-47087 004. 

-00 101 30409 Forwards safety evaluation concluding that Internal smoke seals for con- 
duits passing through fire barriers from one firo area to anolhor acceptable per util 
860203 aabmiltal 

MCDONALD.D. Project Directorate f-O 83/03/24 BIRD.RE Boston Edison Co 2 pd 
47087:103-47087 104 


-0010130410 Safety evaluation concluding that Internal smoke seats for conduits pass- 
ing through fire barners froiri one fire eroa to another consistent w/Branch Technical 
Position 9 5-1 & accopiableper util 880203 submittal 
' HRC - No Dalaiied Atl^Walion Gwen 88/03/24 I6pp 47087 105 47007 120. 


accepting utif 831116 request for four oxemplfona from 
lOCFRSO^App Ri&ection III G Level of fire safety in ksted fire zones equrvalent to 
safe ^ echlavedljycoinpliafwaw/fequlremenls 

Director (051125 870411) 86/08/20 19pp 

4708? t2i-47067;1o9. 


0250 114 Responds to FOIA r«iifQai for records Apps H & I documents avalleble in 

QRIMSLEY'.DH NRC - No Detailed Affjfiatiori Gwen 88/09/14 JOHNSON GE 
Swidler a Berlin 10pp 47192 009-47196 238 


"Ev^uaiioft of Ffre Protection Exemption Requests From 10CFR50 48 a 
ItSicn Station." technical evaluation ropt 
AMMEDiN . BLEEVAN.J ► PANDEY,S Calspan Corp (subs Arvln Indusirles/Frankfin 
TERC&06 630 86/08/28 STANG,J NRC No 
Detailed Affiliation Gfven 250pp. 47193 246-47193 354 

«i!?e^9ancy pfanning flofated Info onci 
NRC - No Detail^ Affiliation Given 87/07/13 PATTON, B , VAN 


WESSWAN.R 
NEIL,R . BOQER.a NRC - 


No Dotailed AffillatJon Gtven 95pp 47194 280-47195 015 


li Sf.nf.l’l.K®? '“’"'""V o' 880822 mestina betwaen Commonwoallh ol MA 

Common 

^^noSd”^* Forwards Safety Insp Repl 60-293/66-27 on 080718-0826. No violations 

§S>^47W7 04B4?w!o 73!^^ BIRD.R G Boston Ediaor^ Co 

-0010040031 Insp Repl 50-293/83-27 on 680718 0828 No violations noted Malor 
WflM Inspected licensee actions on previous Insp finding 9 .plant operations rad^tion 
El secwrty One un^aoWed Hem Identitrod re valvo yoke dar^p 

BLOUGHAR Region 1, Ofcofthe Director 68/03/20 24pp 47037 050 47097 073 

88t W40030i Requests written descnpbon reflecting current understandino of facility off- 

0010050233 Confirms 880912 telcon re NRC resident Inspector recefvino sot of aeveru 
j^/ough third party. Undwstands Si| da?errmI5od 
operations related keys 

^PM®;16o4?S7 16?“ 

sffi'-lB'eTn 12pp.«2«'2?7'«?46M2‘"^ '“"NSON.Ge 

“ On 660725, utl announced that current outaae of 

pfanl wliJ be extended into 1987 in order to complete Add R Te orofSn 

Outage b^an on 8^0412 

j vSK I 1 66/07/25 D^TON.HR. VOLLMER R 

lYONS,J NRC - No Detailed Affiliation Given Ip 47244 062-47244 062. ’ ** 

^mrnary of 660730 meeting w/util at Region I re 860725 announcement 
4fff?M9V244!o73*‘* '**=“"8'* '• 86W« BWR Pjolect Ol.eM«a» 1, Ip 


-0609030286 Forwards TER C5006 530, ‘ I vnluatron of Fire Piotuctioni Lkcitj*. P* 
quests From l0CFn6O40 & l0CFR50,App n.Pilnriin NucIgiU f>o-ivci Slatioo, 
cal Gvaiuation ropi 

PANDEY.S Colspnn Carp (subs Arvjn Industriiis/Frnnklin nosoafch LcnVy] fi'< 
03 81-130 06/08/28 QAJWA.S NRC No Dolnllod Affifintion Given Ip 47ii.j::' 


-8707080277 Sumnianzos asslstonco given to Ronion f for App 11 firo prott^cwiriji 
facility on 870512 15 No doficloncies noted 

NOTLEY.OP Plant Systems Branch 0//0//01 CRAIG.J W F^lanl SyslCTi B/J-'J 
2pp 4/244 160 47244 161 

-8707130371 Fonvards two Mrs from RG Bird of uiil providing repls for facility r^ &i3fV 
fliion time estimate & beach populalion shultonnn, mobility Impnired.tipcc^ilfJuii^si 
northern rocoplion ctr 

CONGEL.F J Division of Rarflafion Pfotectron & Emorgoncy PfCiparCKfrv:5i (F.s 
KRfMM.R.W Federal Emergency Mnnngoment Agoivy ’) 

47244162-47244196 

— W07130402 Requests that oncf irifo re northern reception ctr bo forwardJJ 10 rtjMi 
director of FEMA,noglon 1 .for review per Dccepfnd proroduro 
BIRD.R G Boston Edison Co 87/06/12 RUSSELL, WT Region 1, Ofc ol iM(K~s 
tor lOpp 47244107 47244 206 


-8^7300481 Foiv/artls CO O'Nbi) 970612 Ur to Zoch expressma DoxhvwV 
Response Plan Committee concerns re appnnjnt lack of adequato cmciginv^ 
plan for evacuation of town of OuxhuryNRC response Itr also CfKUV/o^'s 
CDNGEL.F J Division of Radiation Protection & Ernornency Proparcdnpsi 
870411) 87/07/24 KRIMM.R W Fodarnl Emorooncy Management Agervy i; 
47244 209-47244 209 y r y 


‘870811^0257 Forwards SER & SALP input ro util 070401 rcquosl for exempt Mli:i 
10CFR50,App R, Section III J roqulremont to Install 8 h battery poworoii iiphnog nc’^ 
side yard area Exomptior^ should bo granted 

CRAIG.J.W Pfanl Sysloms Branch 87/08/05 NERSES.V Projucl Dirccioa't l-S 
app 47244 216 47244 217 


-8708190169 Forwards draft NRC transmittal Hr & FEMA ropt, "Self- Initialed fisnv'^1 
Interim Finding (or Pilgrim Nuclear Power Station” for transirittpl to ficonsosFtv* 
® offsite emergency preparedness Inadoqualo W/o repl 
Division of Radiation Protection & Ernernonev Propa redness fPrf 
870411) 87/08/14 VARGA.S A Division of Reactor Prolocts - |/(l (Pest 67 W 1 1 
3pp 47244 248-47244 250 


-8708240192 Forwards FEMA 870004 repl, "Self Iniliated Review & Interim FtnT.'jli 
Pilgrim Nudaar Power Siaiion” & transmittal Commonwealth of MA 

fosolution of six Identifiod omergoncy planninn Issues ii^.sNl 
VARGA.SA Division of Reactor Projects - f/fl (Post 8/0411) 87/06/18 Dlw^u 
Boston Edison Co 2pp 47244 251 47244 252 


—0711030192 Forwards safety evaluation granting Irconsoo request for Ihroo ©xefitwi 
from lOCFRSO.App fl.Ssction Ilf G 2 a ro protection of safo shutdown capability EV 
on TAC complete SALP input ai&o end 

MCCRACKEN.C E. Chemical Engineering Branch 87/10/28 NERSES.V Pro[€v'f* 
r0CtorfllQl-3 ISpp 47245 049-47245 060 


-8802110330 Forwards safety ©valuation accepting ulif 871002 subrnitlnl fo iciquiHlto 
exemption from item IIJG I.App R of 10CFR50, roqulremen! for porfornaing repajfsto 
fire event In plant SALP input also end 

CRAIG.J W Plant Systems Branch 08/02/00 WESSMAN.R Proiocl Dirocloral^H 
Ip 47245,164 47245.164 


-6603220387 Forwards SER eupporting llcanseo response to NRC concerns reNlf 
sage of smoke throi^i otoctrlcal coaouits (rom or\e tire area to anolhor.Cniena 
guidance & requiromonta SALP input also end. 
MCCflAKEN.CE ChemTcaf Enninearlng Branch 06/03/1/ WESSMAN.Ril 
OlrectoratQ 1-3 Ip 47245 197 47245 197 


-0003240359 Forwards SER re lack of 3 h fire rated penetration seals in coWe «pre<»4- 
Ing room ceifinQ/conlrol room floor assembly at plant Present ponotrntion seals 
ceptable ^ 

WCCRACKEN.ae Chemical Engineering Branch 80/03/17 WESSMAN.n H Prcivcl 
Directorate 1-3 2pp 47245 192 47246 193 


-8806140187 Forwards SER re utif request for exemption from spaodic lochnlcj r^ 
quiroments of Section III Q of App R to 10CFR50 Exemption should fJO graded W 
Input also end 

MCCRACKEN, CE Chemical Engineering Branch. 88/06/03 WESSMAN.RH Proj*^“l 
Directorate I 3 2pp 47245 253-47245 254 


-8609230219 Fonvards RW Krimm 870929 memo clarifying FEMA position on ulii wr 
foctivo actions ro emergency preparedness for tfansmiUaf to Iicansoo Drftfi 
Itr also enef 


CONGEL.FG, Division of Radiation Protection A Emergency Preparedness (Pe.c 
870411) 87/10/12 VARGA.SA Division of Reactor Prolects - l/ll (Posl 07C411J' 
2pp 47245 037-47245 039 


■8010270167 Informs that util reviewed current overall work plans for arnerfle'Xy 
preparedness, per 870407 Itr 3i requests removal of date of 870812 from lentaH'e 
scnedule lor oxercise at plant 

BfRO.R.G, Boston Edison Co 87/05/15. flUSSELLWT Region 1, Ofc of the Dff0^ 
tor 4pp 47244 152-47244 157 


-8810270203 SER ro util request lof exemption from roquiremenis to Install B h 
powered lighting ir» outside yard areas Request acceptable Related into end 
Plan! Systems Branch 87/08/05. 20pp 47244 210*47244 245 


-8010270231 Submits daily highlight FEMA provided rept on offsite emoigoncy i^anryi^ 
for facility FEMA Identified six issues & concluded that Commonweal of mA onS'lt 
inadequate ^ , 

Pfolfict Directorate 1-3 87/00/07 MURLEY.T, SNIEZEKJ, 

MIRAGLIA.F NRC - No Dalatled Affiliation Given 2pp 47244 24G 4724 4,247 

-0810270238 Submits daily highlight On 870021. Murley signed interim dirociora dec^sioft 
S60715 2 206 petition filed by Senator WB Golden & others, , , 
yvgS^AN.R. Project Directorate 1-3 87/08/24 MUFLEY.T , SKIEHSK.Ji 

MIRAGLIA.F NRC - No Detailed Affiliation Given 3pp 47244-253-4724 4 256 
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52 Forwards three fisted Mrs dealing w/facllity emergency proparednoss 
iN.RH Project Directorate 1-3 B7/09/1B MURLEY, MIRAGLIA,F, 

TECKI.R NRC - No Detailed Affiliation Given 1p 47244.280 47244 321 

89 Exemption from roquiroments of revised lOCFRBO.App R re fire protoc- 
res of nuclear power plants 

► A Division of Reactor Projects - l/fl {Post 070411) 07/10/06 Boston 

0 6pp 47245-031-47245 036 

01 Forwards FEMA 870929 Itr discussing offsite omergoncy planning 
sitlon ro corrective actions for major areas of concern Identified In B70804 
in offsite emorgoncy preparedness clarified 

► A Division of Reactor Projects • I/ll (Post 870411) 87/10/16 BIRD.R.G 
disonCo Ip 47245 040-47245 043 

42 Submits dally highlight On 871 t09,R Bird Issued stop work order for maint 
ctivllies at facility Facility shut down since Apr 1006 due to mgt, emergency 

6 technical issues 

iN.RH Project Dirocloralo 13 87/11/00. MURLEY.T., SNIEZEK.J , 

A.F NRC - No Detailed Affiliation Given 1p. 47245 096 47245 095 

46 Environ assessment & finding of no significant impact ro oxompllon from 
qulremonls of IQCFRSO.App E Exemption acceptablo 
M B Project Directorate I 3 07/12/03 Spp 47245 096 47246 100 

51 Forwards summary of 871124 meeting w/util to discuss fire protection 
meting agenda & attendees list also end 

^N,RH Pfojecl Directorate 1-3. 07/12/10 Project DIrectorato 1-3 lipp 
g 47245 119 

35 Submits daily highlight On 000107, Senator Kennedy hold hearings ro re 
plant Major Issues of hearing concernod omergoncy proparodness, public 
lUes, adequacy of containment & desire for adjudicatory hearings. 

^N,RH. Project Directorate 13 80/01/11 MURLEY.T, SNIEZEKJ, 

A.F NRC - No Detailed Affiliation Given Ip 47245 143 47245 143 

93 Safely evaluation on util 071002 request for exemptions from 
i,App R.ltem 111 Q 1, “Requirement re Hoi Shutdown Repairs for Fire Event In 

ystems Branch 80/02/09 4pp 47245.165 47245'16G 

01 SER re lack of 3 h fire rated penetration seals in cablo spreading room 
introl room floor assembSy.ExIsting ponotration seals satisfactory 
Ql Engineering Branch 80/03/17 3pp 47245,194-47245 106 

05 SER on internal conduit smoke seals Installed at App R fire barriers Seals 
It w/BTP 9 6-1 & acceptable 

al Engineering Branch 80/03/17 3pp. 47245 190 47245 204 

16 SER on util 870810 exemptions from roquiromonts of 10CFR50, App 
1 III G Installation of area wido dotoction & automatic suppression capability 
of redundant normal torus water level indication cables 
of Nuclear Reactor Regulation, Director (Post 870411) 08/06/03 10pp 
5-47245 270 

24 Discusses resolution of fire protection llconsinn actions 
i A Project DIrectorato 1*2 08/02/05 VARGA, S A Project Directorate I 2 
45 207-47245.288. 

7 Revised procedures, Including Rev 6 to 6 7.3 1, “Primary Coolant 
I, Transport & Analyses Under Emernoncy Conditions" & Rev 7 to 5.7.3 2, 
Atmospheric SomplIng.Transporl & Analyses Under Emergency Conditions" 
Edison Co 88/09/29 42pp 47166.098 47166.130 

7 Forwards draft "Rent on Progress Made In Emorgoncy Planning for Ro* 
D Accident at Pilgrim Nuclear Power Station " 

^W, Massachusetts, Commonwealth of 80/09/20, RUSSELL, WT Region 1, 

6 Director 222pp 47240 132 47240 353 

193 Expresses appreciation for Input & comments ro emergency prepared 
icerns for restart plans at Pilgrim Station Pilgrim Restart Task Force Inslilulod 
.ition public comments & emorgoncy preparedness Issues 
Y.RR Region 1, Ofc of the Director 80/03/16 QUA1D.DL Aflitlallon Not 
( Ip 47240:342-47240 353 

6 Advises that Rev 8 to guard Irainlnn & qualification plan consistent w/provl* 
10CFR50 54(p). Portions acceplablorUlil should follow previously approved 
rgard to unacceptable items & submit corrected plan pages 
Y.R R Region 1, Ofc of the Director. 00/09/30. BIRD.R E Boston Edison Co, 

00 350 47!580.360. 

i3 Change Instructions notice retiring Rev 1 1 to 6 61, Rev 6 to 5.7,1 O.Rov 9 to 
ev 8 to 5.7 1 3 & others 

1 Edison Co 80/10/03 2pp. 47110.084-47119 0B5 

18 Forwards “BG&E Rept on Status of Offsite Emergency Proparodness 
’ilgrlm Nuclear Power Station " 

j Boston Edison Co 08/10/04 Document Control Branch (Document Con- 
i) 2pp 47000.241-47080.291. 

170 “BG&E Root on Status of Offsite Emergency Proparednoas Around Pit* 
slear Power Station " 

I Edison Co. 80/10/05 40pp. 47080.243 47000.291 

»5 Forwards revised emergency plan, evacuation time estimates & emergency 
lementing procedures effective 081001 Chaniges made to emergency plan to 
rslructured emergency response organization & upgraded facilities 
3 Boston Edison Co 8Dn0/04. Document Control Branch (Docoinenl Con* 
g 3pp. 47130 337-47 142-274 

061 "Pilgrim Nuclear Power Station Emergency Plan " 

G. Boston Edison Go 06/10/01 200pp 47130-340*47139 132 

962 Rev 0 to "Pilgrim Station Evacuation Time Estimates & Traffic Mgt Plan 
' App 5 

ssoclates, Inc, 08/00/26. 700pp 47139,133 47141,115 


<*-6010140063 Revised emergency plan Implementing proceduros.lncluding Rev 0 to EP- 
IP-100, “Emergency Classification," EP-IP-110, "Unusual Event," EP-IP-120, “Alert," 
EP IP 130, "Site Area Emergency" & EP-lP-140. " General Emergency" 

• Boston Edison Co 06/10/04 500pp 47141 116 47142 274 

0810170196 Change Instructions notice retiring revised procedures, Including Rev 6 to 
572 12 & Rev 5 to572 13. 

• Boston Edison Co 80/10/06 2pp 47167 015 47167 016 

0810110374 Forwards final Dlreclor’s Decision DDOO 16 denying 060715 petition re- 
questing util to show cause why plant should not remain closed or have OL suspend- 
ed until Issues resolved 

MURLEY.T E Office of Nuclear Reactor Regulation, Director (Post 870411) 88/10/ 
06 GOLDEN.WB Massachusetts, Commonwealth of 5pp 47113 211 47114 190 

-8810110070 Notice of issuance of final Director's Decision re request to have plant 
remain shut or license suspended. 

WESSMAN.R H Project Directorate 1-3 88/10/06 2pp 47113 226 47114 190 

>*0810110300 Final Director's Oocision DO 08-16 denying 860716 petition requiring util 
to show cause why plant should not remain closed or tmvo OL suspended until Issues 
resolved 

MURLEY.T E Office of Nuclear Reactor Regulation, Director (Post 070411) 00/10/ 
08 10pp 47113 216 47113 225 

8010120041 Forwards second Interim Director’s Decision DD-8Q-17 under 
10CFR2 206,in response to petition to modify.suspend.or revoke OL of plant.Porllon of 
petition re numerous deficiencies in llconsee mgl denied 

MuRLEY,TE Office of Nuclear Reactor Regulation, Director (Post 070411) 08/10/ 
00. SHANNON, J.M Massachusetts, Cemmonweallh of 5pp 47137 052-47136-044 

-■8010120044 Second interim Director’s Decision DO 00 17 under 10CFR2 206 re re 

a uost for proceeding to modify.suspend or revoke OL Portion of petition re mgt issues 
enied Portion ro emergency preparedness Issues to be addressed later, 

MURLEY.T E Office o? Nuclear Reactor Regulaflon, Director (Post 870411). 08/10/ 
05 Opp 47137 057 47137 065 

-0010120046 Notice of Issuance of interim Director’s Decision DD 00-17 In response to 
t0CFR2 206 petition Portion of petition re numerous deficiencies In licensee mgt 
denied Portion re emergency preparedness to be addressed in final decision 
WESSMAN.R H Project Directorate 1-3 80/10/06 3pp 47137 066-47130 044. 

8810130075 Fonwards environ assessment & finding of no significant Impact re 680008 
request for exemption to lOCFRSO.App R requirements 

MCDONALD, D. Project Directorate I 3 80/10/06 aiRD,R Boston Edison Co. 2pp. 
47122 17b 47122 170 

-8810110085 Environ assossmont & finding of no significant impact re oxompllon from 
roquiromonts of 10CFR50,App R concerning separation of cablos & equipment & as 
soclatod nonsafoty circuits of redundant trains by fire barrier w/3 h rating 
WESSMAN.R H Project Diroclorate 1-3 00/10/06 3pp 47122-177-47122.179 

0010120265 Forwards 661007 Itr to PW Agnes providing licensee comments on draft 
ropl, “Rept on Progress Mode In Emergency Planning For Response To An Accident 
Al Pilgrim Nuclear Power Station " 

BtRDiRG Boston Edison Co 86/10/07 Document Control Branch (Documonl Con- 
trol Desk) 77pp 47133-252-47133 329 

8810100038 Forwards Amend 123 lo License DPR-3S & safety evaluation Amend 
allows fire barriers to have rating loss then 3 h per License Condition 3 F, Exemption 
from lOCFflSO.App R ro 3 h fire oarriors also oncl. 

MCDONALD,DQ Project DIroctorate 13 66/10/13 BIRD.R.G Boston Edison Co 
7pp 47175.105-47175-122 

-8810100038 Amend 123 to License DPR-35.revlslng Itcenso lo permit fire barriers lo 
have rating of loss than 3 h per License Condition 3 F 
WESSMAN.RH Project Directorate 1-3 88/10/13 2pp 47175 112-47175-113 

-8010180043 Safely evaluation stmporling Amend 123 to License DPR-35. 

* Office of Nuclear Reactor Hegulation, Director (Post 670411) 00/10/13 3pp. 
47175 114 47175116 

-8810180045 Exemption from lOCFROO.App R ro plant spocific circumstances for per- 
mltflng fire barriers to have rating loss than 3 h Existing fire protoctlon configuration 
providos equivalent level of protection per Section lIf.G 2.a of App R 
VARGA,SA Division of Reactor Projacls - I/ll (Post 870411). 88/10/13 Boston 
Edison Co 6pp 47175 117 47176-122 


Q. Adjudicatory correspondence 

0610110374 Forwards final DIroctor’a Decision DD 86-16 denying 860715 potition re* 
quosling uli) lo show causo why plant should not remain closed or havo OL suspend 
ed unlllissues resolved. 

MURLEY.T E. Office of Nuclear Reactor Regulation, Drrector (Post 670411). 88/10/ 
06 GOLOEN.W B Massachusetts, Commonwealth of. 5pp. 47113 21 1 47114*190. 

-8810110070 Nollco of issuance of finof Director's Decision ro request to have plant 
remain shut or license suspended 

WESSMAN.R H Project Directorate 1-3. 88/10/06 2pp. 47113.226 47114-190 

-8810110380 Final Olroclor’s Decision PD-86-16 denying 860715 petition requiring util 
to show cause why plant should not remain closed or have OL suspended until issues 
resolved 

MURLEY.T, E Office of Nuclear Reactor Regulation, Director (Post 070411). 88/10/ 
06. lOpp 47113.216 47113 225 

8810120041 Forwards second Inlerim Director's Decision DD 88*17 under 
10CFR2.206,in response to patition to modify.suspend.or revoke OL of plant Portion of 
petition re numerous deficiencies in ficensoe mgt denied 

MURLEY.T E Office of Nuclear Reactor Regulation, Director (I'osl 870411) 80/10/ 
00 SHANNON.^ M. Massachusetts, Commonwealth of 5pp 47137 052*47138 044 
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-a8t0<2(!04'< Second interim Dtreclor's Deols/on DO Sa-17 under t0CFfl2 206 re re- 

a uest (of preceding Jo modr^iSUipenri or revoJte OLFortlon petitlort re mgl Issues 
Portion re emergency preparedness Issues to be addressed Fate/ 

MURLEV^TE Office of Nuclear Reactor Regulation* Director (Post 870411) 88/107 
05> 8pf>. 47137.057-47137065 

1012804 6 Notice oi tasuance of Interim Director's Daoislon OD-68‘17 In response to 
1QCFR2206 pstrtlonPortion of petition re numerous detldencles in tpcensee mgt 
denied Portion re emeraency preparedness <o be addressed in final decision 
W£SSMAN,RH Profact Directorate 1-3 88/18705 3pp. 47137 068-47138 044 


H. Oenerat correapon dance 

6810288114 Responds to FOJA request for records Apps H & I documenls available to 
PDR 

GRIMSLEY.D h( NBC - No Detailed Afflllalfon Glver». 88/09/14. JOHNSON.G.E, 
Swidler i BeiFin. lOpp. 4T192009 47132 137. 

-&708S50550 Forvrarda & requests response to Cillzer^s Urging Responsible Energy 
870212 Ilf cribwiiivfl NBC regulation o1 nude^t power Industry. 

STUDDS.GE. House of Rep 87/03/06 ZECH Commlssionera 2pp 47194 244- 
47104 245. 

-8706250556 Opposes proposed rule change to raise tolerable levels ol radioactive 
omissions from nuclear power plant & furtiier reduction ol current lO-mite evacuation 
zone Related info enci. 

OTT.MC, MUrRHEAO^DM. Citizens Urging Responsible Energy. 87/02/06 ZECH.L 
Commissioners 36pp. 47194::246-47t94‘27g. 

*-8810260172 E^ipressea opposilion to reopening of Pilgrim Nuclear Plant. Plant operat- 
ed in recF(fess manner in past A. shews no signs of Improvement 
WORRALL,BL Affjlialion Not Assigned 87/10/23 NRC - No Detailed Affiliation 
Given Tp 47185 031-47166031 

-68 10250 178 Expresses opposillon to reopening ol Pilgrim Nuclear Power Plant under 

WOHRAIUW.H , WOnRALL.B L Affiliation Not Assigned 87/10/23 NRC - No De 
laliad Affiliation Given 31pp. 47105032-47105 082 

-8610260181 Reiterates position that Pilgrim Plant should not be granted permission to 
restart until effective raaiological emergency response plan in place 
MALAGUTIAF. Plymouth* M A 87/11/16 MURLEY.TE Offwie of Nuclear Reactor 
Regulation, ^Vector (Post 87041 1) 2pp 47195 063*47195 070 


J, fnaurance & Indemnity Information 

8810100208 Forwards temporary exemption from l0CFR50 54(w)(5)n) requirements re 
property insurance rule 

MCDONAID.DG. Projecl Djreclorale 13. 80/10/04. BmO.RG. Boston Edison Co 
3pp. 47099.31 Ci-47CFa9'31 8 

*-6610100211 Temporary exemption from 10CFR60 54(wj(6Xi> requirements re properly 
Insurance rule 

VARGAS. A Division of Reactor Projects - l/JI (Past 870411). 88710/04 4pp. 
47083 313-47089.318, 


0. Advisory Commlttes on Reactor Safeguards reports & correspondence 

6888220212 Summarizes ACRS 3418 1 mealing on 8B09O6-10 re proposed restart of fa 
clJity. 

KEflR,W. ACRS - Advisory Committee on Reactor Safeguards 88/09/14. 2ECH*LW 
Commissforrers. 4pp 47087010-47087 022. 


P, Operating license stage documents & correspondence 

OG092fiO{)53 Advises that uld wiK be prepared to support NRC onsita evaluation of plant 
emergency operating procedures at any convenient date or fadowing 860222 By 
8 80222* procedures will be validated & one opera lirig crew will be certifieo 
BIRD.fl G. Boston Edison Co 66/02/12 Document Control Branch (Document Con 
trolQesk) tp 46992.161-46992151. 

8810270522 FOIA request for docurr^ents re 660730 meeting between NRC & ficei>see. 
CARREY-BEAVEB Massachusetts. Comrt»fwea«h of 88707/27 GfllMSLEY.OH 
Offico ol Adrfiinistralion A Resources Management, Director (Post 870413) 2pp. 
47243 20B-47243 209 

0810130309 Partial response to FOIA request App F documents available fn PDB App G 
documents, Including environ assessments, notification of meeting, internet 

notes.vfawgraphs & draft SER.encI S being placed In FOR 8 LPOR 
GRIMSIEY.DH Division o( Rules & Records (67041S-B80514}. 88/09/07. 
JOHNSON, G.E. Swid/er a Berlin. 10pp 47087 029-4706B 012 

-8810130401 Forwards environ asseasmeni & firKfing of no significant Impact re 
860702 request fer exemption from certain achedular requirements of 10CFR5O 46 
oorK:ernina safe shutdown capabilities agamst effects of fire 
ZWOLfNSKI,JA 8WR Project Direclorate 1. 86/07/24. LYOON.J M. Boston Edison 
Co ip. 47087.042-47087:042 

•*881{| 130402 Environ assessment & finding of no significant impact re ubi 860702 re- 
quest for schedular exemption from requirements of 10CFB5048 concerning safe 
sbuidown capabilities against affects of fire, 

AULUCK,R BWR Project Di/ectorale 1 86/07/24. 6pp 47087.043-47087.050, 

-6810130404 Notification oi lime change for 870604 meeting w/ubi m 8athesda,MD to 
discuss emergency operating procedures program & direct torus vent m^, 
WESSMAN,R. Project Directorate 1-3. 87/07/29 NERSES, V. Prefect Difectorato 1-3, 
29pp. 47087 06 1 -47087 079 

-6810130408 Requests review of enef Safety Issues Mgt Sys data for compfeieness 
WESSWAN,ftH Projeci Directorate j.3. 87/09/24 Boston Edison Co. 

18pp 47087.085-47097.102 


-8810130409 Forwards eafety evaluation concluding that Internal smoke soala fof<xf* 
dufts passing through fire tamers from one fire area to anolhor eccoptsbie,pW lA 
6802D3 subnnillal 

MCDONALD, D. Project Directorate 1-3 88/03/24 BIRO.R.E Boston Edison Co JSfi 
47087,103*47087*104 

-6810130410 Safely avatualion concluding that fnternel smoke seals for corxMs eas- 
ing through fire barriers from one lire area to another consistent w/Branch Tecfrx;6 
Position 9.5-1 & acceptabfe,per ulil 880203 submittal. 

‘NRC- No DfitaitedAfOnatlon Given 88/03/24. IGpp 47087-105-47087:120 

-8010130411 Safe^ evafuaUon accepting util 831116 request for four exemptions tcni 
lOCFRSO.App R.BeclIon ItIG, Level of fire safely In listed fire zonos oqufvaMla 
safety achfeved by compliance w/requlrements 

• Olfice ol Nuclear Reactor Reguldlon, Dlrecior (851125-870411), 80/00/29 W 
47087- 121-4/087 139 


-6810130412 Forwards first cut of certified Index of record to be submittoef 1o Douric/ 
Appears on 871 1 10 Listed documents requested. 

BLUME.M Office of the General Couns^ 87/10/20 WESSMAN^R. Offfco 
Reactor Regulation, Director (Post 870411) PATON,W, Office of the GonoialCOw^ 
43pp. 47087.140-47087.182. 

•*8810130413 Rev 3 (o "Pilgrinn Nuclear Power Stalfon Plant-Specific Tochnjcsl Ckitf^ 
lines for Emergoncy Operating Procedures *' 

‘ Boston Edison Co 80/09/07 74pp. 470B7. 163 -470B7 256 

-8810130414 Rev 2 to Procedure 1.3.4-10, "Writers Guide for Emergoncy Qpfii(*6n( 
Proc0dur09 

‘ Boston Edison Co 87/10/16 36pp 47087.267*47087 290. 


-8610130415 Rev 1 to Procedure 1 3 4-13, “Emergency Operating Proceduro Vo»*:k 
tion Program." 

• Boston Edison Co 87/10/16 49pp 47087,291-47087 337. 


-0810130416 Rev 0 to Procedure 1 3.4-14, “Emergency Operating Procedure VihdiSgft 
Program “ 

‘ Boston Edison Co. 87/07/10 37pp 470B7 338-47008-0 12. 


6809120005 Generic Ltr 88*16 to all power reactor licensees & applicants rp oldctrc 
power sys - Inadequate control over design processes 

CRUTCHFIELD, O Associate Director lor Projects (Post 070411) 80/09/12, Conicfc 
dated Edison Co, of New York, Inc 60pp 47001:239-47001 300 

86102S0114 Responds to FOIA request for recordsApps H & I documenls avs/aVf h 
PDR. ^ * 

<3RIM$UEV,D.H NRC * No Detailed Affiliation Given 88/09/14. JOJfNSON.OE 
Swldler & Berlin lOpp, 47102 009-47196.230 


-8706250556 Opposed proposed rule change to raise tolerable ievols of radioac^ 
emissions Irom nuclear power plant A further reduction of current iO-mllo ovwuifofl 
zone.Refaled fnfo end, . 

OTT.M.C, MUIRHEAD.DM. Citizens Urging Responsible Energy. 87/02/00. nOH 
Commissioners 36pp. 47194'24e 47194 270. 

-8801290298 “Leukemia Incidence In Communities In Vicinity of Pilgrim I Nucfofl/Fwtf 
GenerallDQ Station " ReJaled Info end 

POOLE.C, OONeUM,K, ROTHMAN,K J. EpidemloJogy Resources Inc (ER() 

11 4fpp. 47192-138 47192.226 


-8803170322 Advises that util 671015 restart power ascension program for plant 
lies & proposes all tests necessary to ensure safe & reliable reslart of planlSM? 
input & lechnical evaluation repl end 

2WOLfNSKI*J A. Division of Licensee Performance & Quality EvalualiM 
870411). 88/03/09 WESSMAN.R H Division of Reactor Projects - 1/(J {Post 8/0411). 
250pp. 47192.230-471 93-244. 


-8810250121 “Reg Guide 1.97 Compliance Evaluation for Pilgrim Nudoar Power 
lion I.” 

JEFFFIES.JA Boston Edison Co. 88/09/14. lOSpp 47192.022-47192.126. 


S«a 


-8810250127 Forwards ubi siatemofiLprovIding views on matters raised dgrfr>g BMIfil 
hearing on Pilgrim & iransmltlod to Senator Kennedy on 8801 21, Related Info sn^ 
WESSMAN,R.H Project Directorate 1-3 89/01/25. MUBLEY Office of Nudoa/Pw^ 
tor Regutallon, OIractor (Post 870411) CALLAHAN, M Congressional Affairs Ifpp 
47182-127-47192.137 


-8810250136 Responds lo 660207 Itf & requests that formal NRC reviow of EPfllhf 
drogen water chemistry Installation guidelines be expanded to Include PquW oxygen 0 
compressed gaseous hydrogen elorage options _ 

NEtLS.GH. BWR Owners Group NEILS, Q.H Northern States Power Co. 06/W/l? 
BERNERO,R M Division of Boiling Water Reactor (BWRJ Licensing (851125 870411) 
2pp. 47192 226 47192.229. 

-8810260152 Forwards news artfefas re Pilgrim emergency planning Rejol^^ Injb ^ 
WE5SMAN.R NRG - No Oelalled Affiliation Given 87/07/13 PATTON.B . vW 
NEJL.R , BOGER.a NRC - No Detailed Affiliation Given. 05pp 47194-280 47195915. 

-08TO25O169 Forwards court filing for license si^ervlslon M Bfume will fife mownto 
dismiss & certiflcal Index of record by early Nov.Refaled Info end. c 

WESSMANtR* NRC - No Oelalfed Affrilallon Given 87/10/07. MURLEY.T., VAR0A8 , 
BOGER,B NRC - No Detailed Affiliation Given 15pp. 47195:016-47195030. 

-681026Q17B Expresses opposfIJon to reopening of Pilgrim Nuclear Power PJanl under 

W^RRALLAV.h?! WORRALUB.L. Affiliation Not Assigned 87/10/23. NRC • No 00- 
(ailed Affiliation Given. 31pp. 47195 032-47195 062. 

-8810250186 SummiaiY of 871210 meeting w/ulil to discuss emergency operating pro- 
cedures pfoQram,Util presentation .attendee list A related Info end. ^ 
WESSMAN.RH. Protect Dlrectoiate 1-3 87/12/21 Project Dlrectorale f3, lOOfJp 
47195:071 47196 231 

-8010260327 Speech enlilied “^Implications of Chernobyl Accldeni for US Nudw 
Power Program “ Related info encl 

ASSELSTfNE.J.K Commissioners 86/06/09 250pp. 47193-355-47194.243 
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8809290364 NoHflcation of OBI 005 meellng w/uOl fn Rockville, MD to discuss status of 
readiness for restart of facility Meeting agenda end 

MCDONALD, DQ Project Directorate I 3 B8/09/26 WESSMAN,R H, Project Difoctor- 
atel’3 3pp 46909 OOQ 46966 010 

8610030394 Recommends restart of plant pending util completion & NRG fnsp & closer 
out of issues identified in end restart readiness easossment repLW/o repl 
COLLjNS,S J. Region 1, Ofc of the Director. 88/09/26. RUSSELL, W.T Region 1, Ofc 
of the Director 3pp. 47004.017-^7004.019. 

8810030394 Recommends restart of plant pending util completion & NRG Ins p & close- 
out of Issues identified in end restart readiness assessment rept "Restart Readiness 
Assessment for Pilgrim Nuclear Power Station," end. 

COLLINS, S.J Region 1, Ofc of the Director 8B/09/26 RUSSEL L.WX Region 1, Ofc 
of the Director. 3pp. 4724M31.47243'014. 

«881 0240369 "Restart Readiness Assessment Rept for Pitgrtm Nuclear Power Station " 

* Region 1, Ofc of the Director 88/09/26. eOOpp 47241:134-47243 014. 

6610060264 Forwards Amend 122 to License DPR-3S & safety evaluation Amend 
changes Tech Specs 60, "Administrative Controls" to confarm to current nuclear or- 
ganization at plant 

MCDONALD, D.Q Project Directorate 1-3. 68/09/26. BIRD,fl G. Boston Edisoi^ Co. 
7pp 47071:080-47071.103 

-8810060286 Amend 122 to License DPR-35, modifying Tech Spec "Administrative 
Controls" to conform to current nuclear organization at plant 
WESSMAN,R.H. Project Directorate 1-3, 68/09/28 14pp 47071,087-47071 100. 

-8810060289 Safety evaluation si^portlng Amend 122 to License DPR-35 

* Office of Nuclear Reactor Regulation, Director (Post 070411). 88/09/28 3pp. 
4707 1:1 01-47071 -103 

8810100071 Forwards notification of 881005 public meeting In Rockville. MO to discuss 
readiness for restart 

60QER,6.A. Assistant Director for Region f Reactors 68/09/26 BARRY, C.V. Massa- 
chusetts, Commonwoaflh of, 1 p. 47085^368 47085-360 

8810270019 Partial response to FOIA request for documents ra plant App J documents 
end & available In PDR. 

QRIMSLEY,D.H NRC - No Detailed Affiliation Given 60/09/26. JOHNSON.QE. 
Swidler & Berlin. 12pp 47243: 237 -4724 6- 02 2. 

-6607080022 Discusses 660610 site visit & public meeting concerning reconI equip- 
menl problems & mgl deficiencies, Meetings on 860611 & 12 w/utit licensing group & 
mgt personnel, re8peotlvely,also dl5CU88ed.Reglon 1 rept will be Issued 
LEECH.P.H. 8WR Project Directorate 1, 06/06/27, ZWOLINSKU A. BWR Project Dl- 
reclorate 1. Ip 47244:011-47244.052 

-6606010371 Submits dally highlight On 860725, util announced that current outage of 
plant will be extended Into 1967 In order to complete App R fire protection mods, to 
refuel reactor & to enhance Mark I containment .Outage began on 860412. 

LEECKP. 8WR Prdoct Directorate 1. B6/07/2a D^TON,H.R, VOLtMER.R , 
LYONS, J. NRC - No Delalled Affiliation Qlven. 1p 47244:082-47244:082. 

-0608190434 Forwards WB Golden 860716 2.206 peiillon filed on behalf of constitu- 
ents to prohibit restart of pi ant. Response to petition requested in near future as NRG 
preparing ack.W/o end 

MATTHtWS,D.B. Emergency Preparedness Br.Div Emergent Preparedness & Engi- 
neering Response, IE 86/08/11. WILKERSON.RS Federal Emergency Management 
Agency. Ip. 47244:068-47244:068. 

-6610150191 Forwards Engineering Branch safety evaluation ro structural integrity of 
vacuum breakers for Mark I containment program, completing work to be perTormod 
under TAC 67164. 

LAINAS.Q.C. Assistant Director for Technical Support (BWR). 06/10/08. 

2WOLINSKI,J.A. BWR Project Directorate 1 Ip 47244.076*47244:070, 

-8610290166 Discusses anomalous recirculation loop flow behavior In jet pump BWR 
planl&,QE evaluallon indicales that anonielqus behavior acceptable Recommends Into 
notice be developed. 

LAINAS.G.C, Assistant Director for Technical Support (BWR). 86/10/03. 

HOLAHAN.G.M Operating Reaclors Assessment Staff (851126-870411). 6pp- 
47244.074*47244:070 

-8703020071 Discusses recirculation loop flow anomaly & forwards 86 1003 safety eval- 
uation & INEL Rept EGQ*NTA-7409.Flow anomaly In facility recirculation piping not 
safety concern.Action closes TAC 60272. 

AULUCK,R. BWR Pro|0Ct Directorate 1 87/02/20. BWR Project Dfrootorale 1. Ip 
47244-099 47244: 1 24. 

^6703020085 Forwards EGG NTA-7499, "Evaluation of Recirculation Sya Flow Anomaly 
in Pilgrim Nuclear Power Station," final technical evafuallon repLRept completes work 
scope requirements of Task 4-4. 

ROBERTS, E.W. EQ&Q Idaho, Inc. (subs, of EQ&Q, Inc.). FIN D-6023. 87/01/05. 
CARRINGTON, M. Office of Nuclear Reactor Regufalfon, Dtrecloir (851125 670411). 
Ip. 47244:105-47244:124. 

-8703020096 "Evaluation of Recirculation Sye Flow Anomaly fn Pilgrim Nuclear power 
Station," informal technical evaluation repl 

QRIFFITH,P., RYSKAMP,J. EQ&G Idaho, fnc. (subs, of EQ&Q. (no.) QRIFFITH,P. 
Idaho National Engineering Laboratory. FIN A-6023. eGQ-NTA-7499. 07/01/31. NRC 
- No Detailed Affiliation Given 19pp. 47244:106-47244:124 

-B700060010 Forwards branch evaluation of util p^ro'posed nonsafaty- related diesel 
generator as part of safety enhancement program Proposed design acceptable. 
ROSA,F. Electrical Systems Branch. 87/07/31. WESSMAN.R. ProjecI Dlreclorata 1-3, 
epp. 47244-210-47244:216, 

-6710060336 Forwards safety evaluation re Rev 1 to ’ 'Offsite Dose Oafculation Manual 

B " ODCM methods acceptable. Questions re discrepancies & suggestions 
e addressed wilhfn six months In new rev to ODGM. 

C0NGEL,F.J. Division of Radiation Protection & Emergency Preparedness (Post 
870411). 87/10/05. WESSMAN,R.H. Project Dfrectorata 1-3. Ip. 47246:004- 
47245:004. 


“8801070444 Requests recipient participallon in 6B0107 hearing in Plymoulh,MA ro pro- 
posed plant restart A potential impact on public health Com/nItteo mterestod In hear- 
ing teatimor^ from NRGro rules,rQgulatlon9,stdd & criteria for restart 
KENNEDY,e.M Seriate 07/12/18. ZECH,L W. Commissioners 2pp 47245.131- 
47246' 132 

-6601260120 Advises that listed procedures meet Inlenl of plant Tech Spec Ssclion 6 8 
& current NRC guidelines in SRP Section 1 1 4 £. acceptable for use when processing 
& packaging solid wa3tfl.pef NUReG-0473 

CRAIG. XW, Plant Systems Branch 83/01/19 WESSMAN.R H. Project Directorate 1-3 
2pp. 47245 1 52 47245 1 53 

-9802160312 Requosta written notification when util prepared to support NRG onsite 
portion of evaluation of emergency operating procedures (EOPsJ Evaluation of strate- 
gy for containment venting expected as part or review Proposed schedule end. 
WESSMAN,RH Division of Reactor Projects - I/ll (Post 070411). 80/02/05. 
BIRD.R G. Boston Edison Co 4pp 47245 154-47245 163 

—8803220367 Forwards SER supporting licensee response to NRC concerns re pas 
sage of smoke throi^h elecincal conouita from one fire area (o anothor.Cniena devel- 
oped conforms to NFiC guidance 6i requiremenis GALP input also end 
MCCRAKEN.CE Cbomical Engineering Brarjch 88/03/17 WESSMAN.R.H Project 
Directorate 1-3. Ip. 47245*197-47245- 197 

-8S03240359 Forwards SER re Jack of 3 h fire rated penetration seals in cable spread- 
ing room ceifing/control room floor assembly at plant Present penetration seals ac- 
ceptable, 

MCCRACKEN,CE Chemical Engineering Branch 88/03/17. WESSMAN.R H Project 
Directorate 1-3. 2pp. 47245-192-47245-193. 

-69051D005S Forwards requast for addi Info re util 031107 & 640427 responses to Ge- 
neric Ltr 03-26, Item 2 2 (Part 2), "Vendor Interface (Programs For All Other Safety- 
Related Components) " 

NEWBERRY, S Instrumentation A Control Systems Branch. 88/04/20 WESSMAN.R. 
Project Directorate 1-3. tSpp, 47245 234 47245-252 

“8610270030 Requests response to FOIA-D7-643 ro records documonling proposal for 
design A rnstalletlon of direct torus sys & NRC review A/or disposition on proposal 
MLIlLINIX,W Office of Nuclear Reactor Regulation, Director (Post 07041 1) flr/12/07. 
WESSMANA. NERSES,V , BOGER.B Office of Ntrcloar Reactor Regulation, Director 
(Post 870411), 31pp. 47243 249-47243 279 

“8610270047 "Review of Licensee A Applicant Responses (o NRC Gonoric Ltr 83 20 
(Required Action Basad on Generic implications of Salem ATWS Events) Item 1 2, 
'Poat-Trlp Review Dale A Info Capabliitfes' for Pilgrim Slatfon." 

* Science Applications International Corp. (fonnarly Science Applications, Inc.). NRC- 
03 02-996 SAIC-05/1S24-14, 08/09/26 NRC - No Detailed Alfillalion Given 55pp 
47243.260-47243.335 

-8810270054 Forwards ulil 060203 ltr requesting aulhoflzatlon for mod to water curtain 
doslon 

LEECH, P. NRC • No Detailed Affiliation Given 60/04/04 STANG,J NRC - No Da 
tailed Affiliation Given. Ip 47243:330-47243.336 

-8010270071 Submits dally hlghliohLEffectlva G60605,AE Pederson will become manag- 
er of nuclear operations dept util will attempt to resolve all listed problems prior to 
660515 startup. 

LEECH.P.H. BWR Project Directorate 1. 86/05/05 DENTON.H, EISENHUT.D., 
LYONS, J. NRC - No Detailed Affiliation Given. 2pp 47243 357-47243.350 

-6810270063 Submits daijy highlight On 860527, util announced docislon nol to restart 
pfant for another 6 wka Extension allows 2 wks for work on hardware A 4 whs to deal 
w/pronrammotlo Issues raised in INPO A SALP findings. 

LEECH.P.H. BWR Project Directorate 1. 66/05/28. DENTON.H., EISENHUT.D, 
LYOMS.J NRC - No Delalled Affiliation Given 2pp. 47244:009 47244-010 

-6610270110 "Sefoty Evaluation for Pilgrim RHR Pump Bypass Valves " 

CHI,L,L., STRAMBACK.G.B., SOZZI.GL Boston Edison Co. MDE-7B 0666 DRFT. 66/ 
06/30. 7pp 47244:053-47244-059. 

-6610279129 Submits dally hlghlightOn 860612, union mombere votod In favor of new 
contract A concluded strike .Facility expected to restart in mid Jul following completion 
of work on hardware A programmatic Issues 

tEECH,P.H. BWR Piojecf Directorato 1 66/07/26 DENTON.H., EISENHUT.D, 
LYONS. J, NRC - No Oetallod Affiliallon Given. Ip 47244 063 47244*067. 

-6810270139 Safety evaluation re Mark I containment program vacuum breaker 
intognty.UdI restored safety margins of vacuum breakers by replacing cnticaf parts w/ 
adequate mails. Corrective actions acceptable Issue closed 

* Office of Nuclear Reactor Regulation, Director (Post 070411) 86/10/08, 2pp. 
47244:060 47244-082. 

-8610270146 SER ro Qenorlc Hr 83-26, liam 2.1 (Part 1), "Equipment Cfaasificaibn 
(RTS Components) Pilgrim Nuclear power Station " Program acceptable 

* Office of Nuclear Reactor Regulallon, Director (861125-870411). B6/10/10 4pp, 
47244 083-47244:098, 

-6610270238 Submits daily highlight On 67062 1 , Mur ley signed Interim directors decision 
In response to 060715 2 20B petition fifed by Senator WB Golden A others. 
WESSMAN.R. Project Directorate 1-3. 87/08/24. MUBLEYX. SNIEZEK.J, 
MIR AQUA, F. NRC - No Detailed Affi Hallo n Given. 3pp. 47244.263-47244.260, 

“8610270247 Safety evaluation on ulil 851119 proposed change to Tech Spec 4.3.C.2 
reCRDacram Insertion time Change accep table. 

* Office Of Nuclear Reactor Regulalion, Director (Post 870411). 68/09/26. Qpp. 
47244.267-47244:279. 

-6610270260 Requests response to FOIA-&7-641 for records re dasign, Inalallalion A 
administratrve controls for analog trip sys Instalfed at Rlgrlm by 871007. 

MULUNIX.W Office of Nuclear Reactor Regulation, Director (Post 870411). 67/10/01. 
WESSMAN.O., N ERSES, V., BOGER,B. Office of Nuclear Reactor Regulation. Director 
(Poal 870411). 3pp. 47245:001-47245-003. 

-8610270261 Safely evafuallon re acceptance of offsite dose calculation manual.Rev 1 
acceptable on interim basis 

* Office of Nuclear Reactor Rogulallon. Director (Post 670411). 87/10/05. 26pp. 
47246 005-47245:030. 
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~6ai02703 1 S Forwarcis cuurent listing or licensing Actions assignod 1o branch 
WESSMAN*flH Project Directorate 1-3 87^10/28. NRG - No Detailed Affiliallon 
Given 2pp 47245047^7245 046 

-0810270324 Forwards documents tiled by NRG w/US Coon o1 Appeals for First Circuit 
re Golden petition 

WESSMAN,R,H -Project Directorate 1-3. 87/11/00 COLLINSES. 8U0UGH, ROGER 
NRC ^ No Detailed Affiliation Given Ip 47245 070 47245070. 


8010040439 Forwards Rev 3 to “Appendices to Restart Plan.” Rov contains final results 
0l programs, plans & actions to prepare for safe & reliable rostart NRC review & ap< 
provat requested 

BIRD.RG Boston Edison Ck> 8B/09/2& Document Control Branch (Document Con 
troSOQSk) 3pp 47016.025-47016 335 

-^&&I0070209 Rev 3 to “App&ndlces to Restart Plan " 

• Boston Edison Co 89/09/26 SOOpp. 47016 028-47016 335 


-0810270331 Forwards respondent motion to dismiss Commonwealth of MA in listed 
case 

BLUME.MB Assistant General Ckjunsel for Adjudications & Opinions. 67/11/05 
SCIG1.IAN0,F.R U.S Court of Appeals. Iral Circuit. 24 pp 47245 071-47245 094. 


8S10050058 Generic Itr 68 16 to all power reactor licensees & applicants re removal ot 
cycle specific parameler limits from Tech Specs Sve list end 

CRUTCHFIELD.D Associate Director for Projects (Post 870411) 88/10/04 Consoli- 
dated Edison Co of New York, Inc 4flpp 47116 145-47116 194 


-6810270342 Submits dally highltght On 871 109, R Bird issued stop work order for malnt 
& mod activities al facility .Facility shut down since Apr 1986 due to rngtemergoncy 
planning & technical issues 

WESSMAN.RH Project Directorate 1-3. 07/11/09 MURLEY.T., SNIEZEK.J, 
M1RAGUA.F NRC - No Detailed Alfiliatlon Given ip, 47245 095-47245095 


-6 B 10270435 Submits daily highllghtOn 860107 .Senator Kennedy held hearings re re 
start of plant Major issues of hearing concerned emergency prepared ness, public 
health issues, adel^acy of containment A desire for adjudic^lo^^hi^hngs 


SNIEZEK.J . 

fo Detailed AffiliaUon Qtvan Ip 47246:143-47245.143. 


WESSMAN.RH, Weet Directorato 13 86/01/11 

MIRAGLIA,F. NRC-Nc “ ‘ 


-8B1027Q481 AcK receipt of 680104 Ur providing comments on Issues state laels must 
ba considered by NRC dunng doliberauons on whether or not plant should be pernnU- 
fed fo restart 

RUSSemWT Region 1. Ofe of Ihe CNreclor. 88/01/16. BARRY, C.V. Mflssachusatta. 
Commonweallh of. Ip 4 7245.1 ‘1 4 47245.148 

-80110270486 Forwards rev fo restart plan for Info re Confirmatory Action Ltr CAL-ee-IO 
RUSSELL, W.T Region I.Ofcof the Director 87/11/12 BARRY,C.V. MassachuaoUs. 
Commonwealth of 3pp. 47245.149 47245 151 

-8810270493 Safety evaluation on util 871002 reouesl for exemptions from 
1OCFR50,App R.item III.G t, ‘■'Requirement re Hot Shutdown Repalra lor Ftr© Event In 
Plant ” 

* Plant Systems Branch 65/02/09. 4pp. 47246:165-47246:166. 


--881O270BO5 SER on internal conduit smoke seals Installed al App R fire barriers Seals 
consistent w/RTP 9.5 1 & acceptable. 

* Chemical Engineering Branch. 86/03/17 3pp. 4 724 6“ 198- 4724 5204. 


-8810270516 SER 00 util 870810 exemptions from requirements of 10GFR50, App 
R, Section lt).G Installation of area wide detection & automallc suppression capability 
In vicinity of redundant normal torus water level Indication cables. 

’ Office of Nuclear Reactor Regulation, Director (Post 870411) 68/06/03. 16pp 
47245.255 47245 270 


8 B1 0170336 Responds to Generic Ur 87-02, "Venficalion of Seismic Adequacy of We- 
clianfcal & Equipmar^t In Opsraling Reactors, USl A 46 “ Listed aclIviUes scheduled to 
be performed during 19B9 & 1990 operating Cycle 8 

BIRD.RG Boston tdieon Co 08/10/11 Documerxt CorMrol Branch (Document Con- 
trol Desk). 2pp 47173 22S-47173 220 

8810170153 Provides results of suppi assessment of safety enhancement program, per 
10GFR50 5d,(Dhanga to RCIC turbine exhaust pressure trip setpoint constitutes poten- 
tial Improvement suggested by Mark-l Improvement program 
VARGA.8A Division of Reactor Projects * I/ll (Post 870411) B8/10/12 BIRD,RQ 
Boston Edison Co lOpp- 4716Q>1&9 47168.190 

S810180036 Forwards Amend 123 to License DPR-35 & safety evaluation. Amend 
allows kro barriers to hava rating less than 3 h per License Condition S.F.Exemptlon 
from lOCFRBO.App R re 3 h fire barriers also end 

MCDONALD.D.G Project Directorate 13. 00/tO/13 BIRD,R G. Boston Edison Co 
7pp 47175105 4717^122 

-8010180038 Amend 123 to License DPR-35, revising license to perniil fire barriera to 
hava rating of less than 3 h per License Condition 3 F 
WeSSMAN.RH Project Directorato 1-3 68/10/13 2pp. 47176.1 12-471 76' 11 3. 

-0810180043 Safety evatualion supporting Amend 123 to License DPR'35 
* OHlco of Nuclear Reactor nonulalfon, Director (Posl 870411) 88/10/13. 3pp. 
47176,114-47176116. 

-8810160045 Exemption from lOCFRSO.App R re plant specific clrcumstonces for per- 
mitting fire barriers to have rating less than 3 h Existing fire protection configuration 
provloes equWalent level of protection per Section III.G 2 a of App R. 

VARGA, S A Division of Reactor Prolects - I/ll (Post 070411). 86/10/13 Beaton 
Edison Co. 6pp 47176:117-47175 122 


G, inspeetton reporls, |E Bulletins & ccrreepondance 


-8610270517 Discusses Initial assessment of Pilgrim safety enhancement 
progrdfn.SummBry of contents, suggested representatives & guidance re 10CFR50.59 
reviews extracteci from IE manual. 

VARGA, S. Office of Nuclear Reactor Regulation Director (Post 570411) 87/07/20, 
SHAO,L Office of Nuclear Reactor Rogulalion. Director (Post 670411} KANE.E. 
Region 1, Ofo of the Director. 6pp, 47245:271-47245,276 


8810130399 Partial response to FOIA request App F documents available in PDR App Q 
documents. Including environ assessments, notification of m a oil ng, Internet 

noteSiVlewgraphs & draft SER.encl & being placed In PDR & LPDR 
GRIMSLETOH. Division of Rules i Records (670413 080514). 80/00/07. 
JOHNSON.Q.E. Swidlor & Berlin, lOpp 47067.029-47008 012. 


-0610270521 Forwards certified index of records In listed case 
BLUME.M e Office of the General Counsel. 87/11/09. SCIGLIANO.F P. U.S, Court of 
Appeals, Irst Circuit, lOpp 47245:277-47245'2a6 

-0610270530 Requests that NRG receive comments on *'Environ Radiation Moaltorlng- 
Pifgnm Nuclear Power Station 

COLLINS, SJ, Region 1, Ofc of the Director. 68/03/09 BJRD.R G Boston Edison Co. 
2pp 47245'2eg 47245 359. 

-0010270531 Ack receipt ol 800126 Itr forwarding "Environ RadfaWon Monitoring Pilgrim 
Nuclear Power Plant 

COLLINS.S J. Region 1. Ofc of the Director. 08/03/08. GRIFFIN. W.R. Plymouth, MA. 
20pp. 47245*360-47246022 

6610030205 Forwards restart readiness assessment rapt for facility for public revtew.W/ 
0 end. 

COLLINS, S.J. Region 1. Ofo ol the Olractor. 09/09/27. NEUBAUER,J. Duxbury, MA 
Ip 4 7003-3 54-47003:364. 

B01OO3O2SO Forwards NRC Restart Assessment Panel restart readiness assessment 
rept for faclSity,W/o encL 

COLLINS, SJ. Region 1, Ofc ol Ihe Director. 86/09/27. PILLSBUHY.M.Waroham Free 
Ubrary. tp. 47009.064-47009.004 

6810030226 Forwards restart readiness assessment rept for facKIty, Rept to be dis- 
cussed et 080929 public meeting In Ply mouth, MA.W/o end. 

COLLIN S,S J. Region 1, Ofo of the Director. 60/09/27. GOLDEN, W.B. Masaachusetts. 
Commonwealth of. ip 47019.026 47019025. 

8810030268 Forwards restart readiness assessment rapt for facility for public revlew.W/ 
oencl. 

COLLINS.S J. Reglcrt 1, Ofc of Ihe Director. 86/09/27. KARBOTT,Q. Plymouth, MA, 
Ip 47015 279-47016,270 

8010930355 Forwards restart readiness assessment rapt for facility. W/o end. 

COLLINS, S.J. Region 1, Ofc of the Director. 68/09/^7. DRISCOLUM A Frederick C, 
Adams Public Library. 1p 47010267-47010:207. 

8010030362 Forwards restaK readiness assessment rapt for facility, W/o end 
COLLlNS,S,d. Region 1, Ofc of the Director. 60/09/27. Plympion Public Ubrary. Ip. 
47O5e:344-47O50!344 

6610030363 Forwards NRC rept, "Pilgrim Restart Assessment Panel Restart Readiness 
Assessment RepL" W/o stated encT 

COLLI NS.S.d. ROTbn 1, Ofo of the Director. 80/09/27. CORCORAN.D. Marshfield, 
MA. tp, 47004 360-47004:950. 

6619030369 Forwards restart readiness assessment repl for facility, for public 
avalteWliiy.yV/c end 

COLllNSjSJ Region 1, Ofo of the Director. 08/09/27. Carver Public Ubrary, Ip, 
47010.143-47010:143. 


-621 1169001 Informs Commission of recant filing of NRC brief for Bellotll vs NRC re 
request for adjudicatory hearing on NRC enforcement action on facility. 

SLAGGIE.EL Office of the General Counsel. SEOY-02-444 62/10/29. 69pp 
47080*013 47080-071. 

8809010337 NRC fnfo Notice 00-073, "Direction Dependent Leak Character! atlcs of 
Contoinmenl Purge Valves " Sve list end 

ROSSI, C.E. DIvIdon of Operational Events Assessment (Post 870411). 08/00/08. 
Consolidated Edison Co of New York, Inc 1 10pp 46950 050 46950:177. 

6810259114 Rosponda tO FOIA request for records Apps H & I documents available In 
PDR. 

QRIMSLEY.OH NRC - No Detailed Affiliation (Siven. 00/09/14 JOHNSON,© E. 
Swidler & Berlin. 10pp. 47192 009 47192 137 

-6810250327 Speech entitled "Implications of Chernobyl Accident for US Nuclear 
Power Program " Related Info encL 

ASSeLSTINE,J K, Commlssionara 06/06/00 260pp 47193:356-47194 243. 

6810030216 Forwards Integrated Assessment Team insp Rept &0-293/88-21 on 
880800-24 ,SALP Repl 50-293/07-99 for B70201-800515 & transcript el ACRS 080026 
meeting In Plymoutn.MA & 800908 meeting In Bothssda.MD re plant reslarl.'W/o 
ends 

C^LLINS.SJ Region 1, Ofc of the Director. 08/09/15. Carver Public Library. 2pp, 
47O56;347-47O56’340 

B 81 9030235 Forwards Integrated Assessment Team Insp Rept 60 203/80-21 en 
880808-24,3 ALP Rept 6D-2D3/07-99 for 6/0201 880515, transcripts from ACRS sub- 
committee meeting on 080828 In Plymouth,MA & ACRS Full Committee 800908 
meollne.W/o ends 

COLLINS, SL. Region 1. Ofc of the Director 80/09/15 KARBOTT.G. Plymouth, MA. 
2pp. 47019 044-47019 046, 

8810030267 Forwards Integrated Assessment Team Insp Repl SO 293/08*21, SALP 
Board Rept 60 293/07-99 & iranscrlpia of ACRS 0BOB26 & 0908 moetlhga W/o ends. 
COUL(NS.S.J. Region 1, Ofc of the Director. 0B/OO/15. DOWD>P. Duxbury> MA. 2pp, 
47006.340 47005 341. 

0010030271 Forwards Integrated Assessment Team Insp Rept 60-203/06-21 on 
800008-24, SALP Rept 60-293/87-90 for 870201-800616 0 /CCRS full committee 
meaiiag on 88090B In Bethesda.MD re proposed plant restart for Info.W/o encla. 
COLLINS.S J. Region 1. Ofc of the Director 88/09/15 NEUBAUER.J. Duxbury, MA. 
2pp. 47010 040 47019049. 

0810030275 Forwards Integrated Assessment Team Rept 60-293/80-21 on 87080B- 
24.SALP Board Repl 60-293/87-99 for period 870201- 800516 & transcripts from 
ACRS fuK committee hearing on 000906 re proposed plant restart. W/o end. 
COLUN8,SJ Region 1, Ofc of the Director 88/09^5 MAZZILLfF.R. Carver, MA, 
2pp, 47006; 151 -4 7005:1 52. 
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8810030279 Forwards Integrated Asssssment Toam Insp Ftept 50-293/68-21, SAtP 
Rept 60 293/87*99 for 870201*880516 & trariBcrlplB from ACRS aobcommitlao 
880826 & 0908 meotings In Plymouth, MA & B0lhe3cfa*MD,rGspectivelv W/o ends 
COLLINS.S J Region 1, Ofc of the Director. 88/09/16 THOMPSON, A Plymoulh, MA 
2pp. 47014-032*47014,033 


“8607310182 Advises lhat suppi to IH Info Notice 86*039 re RHR pump wear ring fail- 
ures nol currently justified, based on major differences between eWR & PWR pump 
appHcatlor^s affecting suBceptiblllty of wear rings to IGSCC. 

HH^MANN.R A Engineering Brar\ch (BWRj. 86/07/24. LAINAS*G C. Assistant Dijec* 
tor for Technical Support (8WR) 2pp. 47244 060*4 7244'061. 


B810030310 Forwards integrated Assessment Team insp Rept 50 293/88*21, SALP 
Board Rapt 50 293/87*99 & transcripts of ACRS 880826 & 0908 meetings W/o ends 
OOLLINS,SJ Region 1, Ofo of the Director CB/00/16 CORCORAN, D Marshfield, 
MA 2pp 47005 343 47005-344. 

0610030326 Forwards Integrated Aasossment Team (nsp Rept 50-293/88*21 on 
880808*24 & SALP Rept 60*203/87-99 Transcript of ACRS 080826 meeting also 
end .W/o ends. 

COLLINS,SJ Region 1, Ofc of the Director. 80/09/15. Plympton Public Library. 2pp 
47056-345 470B6 346. 

6610030336 Forwards Integrated Aasossment Team Insp Rept 50-293/88*21, SALP 
Board Rept 60 293/87-99 for 870201-880516 & transcript of ACRS 860826 & 0908 
meetings W/o ends 

COLLINS.S.J. Region 1, Ofc of the Director. 88/09/15 VALLA.EH Kingston, MA 
2pp. 47010 265 47010 266. 

6610030349 Forwards Integrated Aasossment Team Insp Rapt 50 263/68*21 on 
800808*24 & SALP ROpt 50-293/87-99 for 87020 t-BSOBIB & transcript from ACRS 
800826 meeting for public review W/o oncls, 

COLLINS, 8 J. Region 1, Ofc of tho DIreclor 88/09/15 DRISCOLL, M A. FroderfcK C 
Adams Public Library 2pp 47010-146-47010147 

6610030377 Forwards Integrated Aesessmanl Team Insp Rept 60*293/88*21 on 
880808 24, SALP Rept 50 203/87-96 tor 870201-080515 & transcripts from ACRS 
subcommltteo 880828 meeting In GothesdB,MD ra proposed plant restart W/o or>cl 
COLLINS, 8 J Reoioh 1. Ofc of the DIreclor. 88/09/16. PILLSBURY.M. Waroham Free 
Library. 2pp 47010:144-47010.146. 

6610030141 Notification of 680926 Licensee Mooting 88-143 w/utll In King of 
Prussia, PA to discuss licensoo action on radiation proloctlon program weaknesses de- 
scribed in recent SALP. 

BLOUQHAR. Region 1, Ofo of the DIreclor. 00/09/20. Region 1, Ofo o1 tho Director. 
3pp. 47014:010 47014-021. 

8&092&0178 Respontfa to NRG Bulletin 88-007, '‘Power Osdilalions In BWRs.*' Search 
of plant design changes concluded that, except for upgrade of original control room 
recorders, r^o mods mado to GG-supplied neutron monitoring sys which affect re- 
sponse. 

BIRD.R Q, Boston Edison Co. 88/00/21 Document Control Branch (Document Con 
trol Desk). 4pp. 48070 051-46070:054, 

6610040026 Forwards Safety Insp Rept 5O-293/G0-27 on 880718 0620. No violations 
noted. 

COLLI NS,8J. Roglon 1, Ofc of tho Director. 06/09/21. BIRD.RG. Boston Edison Co. 
2pp. 47037:048-47037-073 

.*6610040031 Insp Rept &0-293/a8'27 on 600718 08 26.No violations noted Major 
areas Inspected 'licensee actions on previous insp I in dings, plant operatlonSiradiatlon 
protection & physical security One unresclvod Item Identified re valve yoke clamp. 
BLOUQH,AR Region 1, Ofo of the Director. 88/00/20, 24pp 47037-050 47037:073 

8600150006 NRC Info Notice 68 077, "Inadvertent Reactor Vessel OvcrfllL'" Svo list 
end. 

ROSSI.C.G, Division of Operational Events Assessment (Post 870411). 88/00/22. 
Consolidated Edison Co. of New York, Inc 111pp 47114:201-47116.042. 


“B703100017 Advises that util 860926 submittal of Inservice insp plan for 1986 refueling 
outage acceptable Plan included ail items that were postponed from 1963/1984 
outega.Ulil will conduct remairjing hydroalnlic tests for first 10*yr ir^sp interval 
AULOCK.R BWR Project Directorate 1. 87/03/16. BWR Proiect Directorate 1 1p. 
47244*125*47244.151 

^8706220185 Informs that util 060922 & 870506 submiUels re augmented IGSCC Insp 
program for 1987 refueling outage, meet guidelines in Generic Ltr 84-11 & 
acceptable Util second 10 yr inservico Insp program already approved. 

CHENG.Cy. Materials Engineering Branch 87706/16 WESSMAN,R H Project Direc- 
torate 1-3 2pp. 47244:158*47244 169 

“6711020098 Discusses proposed approach & estimated schedule for review of util 
emorger^cv operating procedures upgrade program SER & Insp rept vi4ll he completed 
2*3 WKS artor onsite insp, 

ROE.J W Division of Licensee Performance & Quality Evaluation (Post 87041 1). 87/ 
10/28 0OQER,B. Assistant DIreclor for Region I Reactors 3pp 47246-044* 
47245-046. 


“8711030192 Forwards safely evaluation granting licensee request for three oxempliona 
from 10CFR60,App R, Section IIIG.2.a re protection of safe shutdown capability Effort 
on TAG complete sALP Input also and 

MCCRACKEN.C E. Chemical Engineering Branch. 87/10/28. NERSES,V Proiect Di- 
rectorate 1*3. I6pp 47245,049*47245 069. 

“8712160018 Forwards NRR/Safety Evaluation Licensing Board Input prepared by J 
Knox as part of pafticipation In insp on 871116*20 re facilfjy loop event on 
a71112.lnDut confirmia handwritlon draft prepared on 871123-2S In Region I ofes. 
FlOSA,F OleclrlCBl ^aiems Branch. 87/12/14 DURR,J. Region 1, Cjfc of the Direc- 
tor ip 47245.120 47245120. 


“8602110330 Forwards safety evaluation accepting util 871002 submittal re request for 
exemption from Item 111 Q I.App R of 10CFR50, requirement for performing rapaire lor 
fire event In plant SALP input also end, 

CRAIG.J.W Plant Systems Branch 88/02/09 WESSMAN,R, Project Directorate 1-3, 
Ip. 47245.104 47245.184, 

“8B03220367 Forwards SER supporting licensee response to NRC concerns re pas- 
sage of smoke throi^h electrical conouits from one lire area to another.Crlleria devel- 
oped conforms to NRC guidance & requirements SALP Input also end 
MCCRAKEN.CE. Chemical Engl noe ring Branch 88/03/17 WESSMAN,RH Project 
Dlroclorato 1-3. Ip 47246.107-47245.197 

“8606140167 Forwards SER re util request for exemption from specific technical re* 
quiremenfs of Section III Q of App R to 10CFR50. Exemption should bo granled-SALP 
input also end 

MCCRACKEN, C.E Chemical Engineering Branch 86/06/03 WESSMAN,R.H. Project 
Directorale 1-9. 2pp 47246 253 47246-254. 


“6610270063 Submits dally highlight On 860527, util announced decision not to restart 
plant for another 6 wks Extension allows 2 wks for work on hardware & 4 wke to deal 
w/ programmatic Issues raised in INPO & SALP findings. 

LEECH, P.H, BWR Project Directorate 1 86/05/28 DENTON.H, EISENHUT.D., 
LYONS. J NRC - No Doiailed Affiliation Given. 2pp 47244 009*47244 010. 


8809190047 NRC Info Notice 80*078, '‘Imptomentatlon of Revised NRC-Adminlslerod 
Rouualifloatlon Exams " Sve list end. 

ROSSl,CE. Division of Operational Events AssossmonI (Post 870411). 88/09/22. 
Consolidated Edison Co. or Now York, Inc. 119pp. 471 16-043-47116:046. 

8809200304 Responds to Insp Rept 50 293/60-25 re unplanned ESP 
actuatl one .Correct I VO actione.checklists estebliBimd to review technical adequacy of 
Tech Spec changes to loglo ays functional tests & electrical surveillarice procedures. 
B1RD,R.Q. Boston Edison Co. 88/09/22. DoQumont Control Branch (Document Con- 
trol Desk). 6pp. 46076*063 48976-067, 


8810030136 Forwards 8ER & Topical Rept EGG MS-6042, "Technical Evaluation Rept 
on Socond 10-Yr Interval Inservice Insp Program Plan, accepting util program.per 
10CFR50 65a(9)(4) 

WESSMAN,R.H Project Dlroclorato 1-3 08/09/28. BIRO,R. Boston Edison Co 3pp. 
47015.164*47016:195 

“8S10030140 SER approving Rev 3 to plant second 10 yr Inservice insp program, per 
10CFR60.65a(9}(4) 

• Office of Nuclear Reactor Regulation, Director (Post 070411). 88/09/28. epp 
47016*167-47016-162. 


8810030128 Nolificallon of Rev 1 to Licensee Meeting 86-1 43A on 681003 w/util in 
King of Pru8sla,PA to discuss licer^see aclion on radlallon protection program weak- 
nesses described In recent SALP rept Agenda end 

BLOUGH,A.R. Redon 1, Ofo of tho Director 00/00/26 Region 1, Ofo of tho Director. 
3pp. 47006:063 47008:065. 


“0810030149 "Technical Evaluation Rept on Second 10-Yf Interval Inservice Insp Pro- 
gram Plan. Pilgrim Nuclear Power Station, Unit 1," 

BHOWN.QW, MUDLIN,J.D. EG&G Idaho. Ino (subs, of EQ&G. Inc) BROWN .8 W. 
Idaho National Engineering Laboratory. FIN D-6022 EGG MS-8042. 88/05/31 . 33pp 
47016,163-47016.105 


8810030242 Forwards Integratod Assessment Toam Insp Rept 60*203/88-21 on 
800800-24, SALP Rept 60-203/87*90 for 070201-080516 & ACRS Full Commitleo 
meeting on 880908 In Bethesda.MD ro proposed plant restart for Info, W/o ends. 
COLLINS, S.J. Region 1, Ole of the Director 88/69/26 AGNES, P.W. Massachusotts, 
Commonwealth oi. 2pp 4701 9:046-4701 9-047, 

8810030246 Advisos that Commonwealth of MA was provided opportunity to review & 
provide Input to loop scope of recent Integrated assessment team Insp of 
plant, Responses to specific Issues end. 

COLLINS, SJ. Region 1. Ofo of the Director. 88/09/28, AGNES,P,W Massa-chuaotts. 
Commonwealth oL 7pp 47004:269-47004.285 

8810030394 Recommends restart of plant pending util completion & NRC Insp & close- 
out of Isaues Identified in end restart readineas assessment rept.W/o rept. 
COLLINS,SJ. Region 1, Ofc of tho DIreclor. 66/09/26. RUSSELL,W.r. Region 1,Ofc 
of the Director 3pp. 47004.017-47004 019. 


8810030394 Recommends restart of plant pending util completion & NRC Insp & close 
out of Issues Idenlifiod In end restart readiness assessment rept. "Restart Readiness 
Assessment for Pilgrim Nuclear Power Station,'* end. 

COLL1NS,S.J. Region 1, Ofg of the Director. 88/09/20. RUSSELL.W.T. Region 1, Ofo 
of tho Director. 3pp. 47241,131-47243:014. 


“8810240389 '‘Restart Readiness Assessment Rept (or Pllorlm Nuclear Power Siallon." 
• Region 1, Ofc of the Director. 06/00/26. 6Q0pp. 47241:134-47243.014. 


8609230092 Suppl 1 lo NRC Info Notice 80-069, "Movable Contact Finger Binding in 
HFA Relays Mfg by GE ’’ Sve list end 

ROSSI, C.E. Diwslon of Operational Events Assessment (Post 870411). 08/09/29 
Consolidated Edison Co. ofNow York, Inc. 1t7pp 47115:163 47116.201. 

8810120185 Responds to NRC Bulletin 08 006 & Suppls 1 & 2, "Thermal Siresses In 
Piping Connected to RCS Review Idenllfled ell connections to reactor vessel from 
vessel nozzle to first valve capable ol providing isolation 

BIRD.RQ Boston Edison Co 86/10/06. Document Control Branch (Document Con- 
trol Desk). 2pp 471 18:3 10-471 18:319. 

8810030285 NRC tnfo Notice 88 000, "Unexpected Piping Movement Attributed to Ther- 
mal Stratification." Sve list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 80/10/07. 
ConsoHidated Edison Co of Now York, Inc ?23pp 47116-282-47116-285. 

8810040086 NRC Info Notice 00 OBI, "Failure of AMP Window Indent KYNAR Splices & 
Thomaa A Betts Nylon Wire Caps During Environ Qualification Tesling." Svo list end. 
ROSSLC.E, Division of Operational Events -Assessment (Post 870411). 08/10/07. 
Consolidated Edison Co. of Now York, Ino. 119pp, 47116026 47116 144. 

8810210198 Forwards Insp Rept 50-203/66-32 on 080912-16 & notice of violation 
DUHR.JP Region 1, Ofc of the Director. 88/10/14, BIRD.RG, Boston Edison Co, 
2pp. 47231.351-47232 017. 


8810270019 Parllal response to FOIA request for documents re plant App J documents 
end & available in PDR. 

QBIMSLEY,aH. NRC - No Detailed Affiliation Given, 88/09/26. JOHNSON, G.E. 
Swidler & Berlin. 12pp. 47243-237-47243:336. 


“8810210200 Notice ol violation from insp on 6 609 12- 18. Viol a lion a noted .undersized 
motor contactor installed In motor control cir Cubicle B1735 not In conformance to 
technical requirements apedited by Drawing E 10, Rev 12. 

♦ Region 1, Oloof the Director. 86/10/14. Ip 47231:353-47231:363. 
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M;r XSl^-^tor 88/10/13 

g4pp 47231 3S4-47232 017, 

(810130161 NRC Info NoUce 83 083, “Inadequate Testing of Relay Contacts In 

Related lo^M:5ys"SMct*&lBncl , ii7n^iii pn/in/iA 

ROSSI.CE Dtviswn of OperalionaJ Events AsaessmoRt (Post 870J11) ao/io/ia 
ConsolKfaled EdBSon Co of New York, Inc 119pp 47196 239-47106357 


8810180107 Responds fo 860926 Itr re proposed restart of plant Decision will bo based 
on adequacy ol plant, mgt & offsite emergency planning. Comm JssJon will coneUiQr 
evatuatfons &. recommendations re restart at 881014 meeting 
ZECH,LW Co mnnlss loners 88/10/07 KENNEDY, E M Senate Bpp 4722S'3t3. 
47223'3ie. 

-8B102 60062 RaisQB cortcerns re NBC consideration of plant restart. UnsetlWrr^ qoos* 
flons remain re potential Impacts of plant operation on public healtb of erod 
residents Full adlu^cato/y hearing requested 

KENNEOY.EM, Senate. 80/09/27 ZECH,L,W Commissioners. 2pp. 47223:313- 
47223.314, 


B Pefiodic operating reports 8t related correspondence 

881 01 10230 "Radtoactiva Effluent & Waste Disposal Rept Including Meteorological 
palaJan-Jun t968"WI8a083Ub. ^ r. d*./ne«n onftrxn 

DIONNE.BJ, bOWMAN.CE. BIRO.RG Boston Edison Co 88/06/30 200pp. 
47U5 270 47146.130- 

8809290027 Forwards annual survey photographs of mam breakwater at facility Results 
of topographical provided in Drawing CtiBI Mam breakwater remains adequately 
oonstfucted lo perform desicned saieW function W/one oversize drawiTO 
BIRD, R <3 Boston Edison Co 88/09/17 Document Control Branch (Document Con- 
trol Desk) 59pp- 46994 199-46994 262 

8810030385 Forwards Wweekfy status rept for BB0gi0-23 ACRS meeting held on 
880908 in Ri>cV«lte.MD re proposed restart o! facility ACRS recommenoallonB tb 
Commission Issued on 860914 ,.r r, < < 

BLODGHAR Region 1, Ofc of the Director 88/09/26 WIGGINSeJT Region 1, Ofc 
Otlha Director ejpp 47010 234-47010239 

6810190440 Wonlhly operating rept for Sept 190B for Pilgnm Unit 1 W/ 881013 jlf 
HAMILTON.P, HIQHFILL,KL. Boston Edison Co 88/09/30 7pp 47202 091* 
47202 097, 

8810170373 Forwards biweekty status rept for 880924-1007 
BLOUGKA R Region i. Ofc of the Director 68/10/13 WIGGINS, JT. Region 1, Ofc 
of the Director 6pp 47173 072.47173 077 


-8B101 80204 Raises concerns re possible pleni restart prior to devolopmenif i& sue* 
cossful exercise of fulty-ep proved emergency preparedness plan, Requests opportunity 
to address Commission at 88101 4 meeting 

KENNEDY .EM, Sanaio 60/09/28 2ECHL W NRC * No Detalfed Affiflata Gfvan. 
2pp, 47223:316-47223-316. 


V. Operator ExaminaUons 

8BOB170160 OQnerIc Ltr 88-13 to alt power reactor licensees & applicants for OL ro ep 
emtor licensing exams Svo list encl 

M1RAGLIA.F d. Associate Director for Projocts (Post 670411) 86/0B/06, Conaolldatod 
Edison Co. of New York, Inc, 56pp 46968 001-46950.057 


docket fi0*2»4 MlcmOAN STATE UNIV. RESEARCH REACTOR 


P. Operating Rcense stage documents & correspondence 

6810040136 Responds to 8B081 6 request for approval of route !o bo used for fraesjJort 
of spent reactor fuo1.Route from East Lansing, Ml to Idaho Falls, ID judged lo meol 
roqulromenia of 10CFR73.37 Data re arrangamanla & approved route encL 
MACDONALO.C.6 Trans portallon Branch. 68/09/12. WILKINSON.B W, Mlcblftan 
Slate Unlv , East Lansing, Ml. 22pp 47036 1 B7-47O30' 1 76 


S. Reportable occurrences. tERa & related correspondence 

8810270019 Partial restonse to FOIA request for documents re plant App J documents 
enci & available in PuR 

GRIWSLeY,DH NRC • No Detailed Affiliation Given 68/09/26. JOHNSON,G.E, 
SwHiler A Berlin 12pp 47243 237 47243 336 

-0010270064 Submits daily tughllghLOn 860411, facility entered limiting condition for op- 
eration when both injection vaNea In one IPCI loop closed to control pnmaiy leakage 
into low pressure pipmg 

LEECh/.H BWR Pf^ect Dvectorate 1 66/04/14 DENT0N,H, EISENHUT.D. 
LYONS, J NRC - No Detailed Affiliation Given. Ip 47243 356 47243 356 

-8610270077 Si^tnils daily highlight On B6051S,atnke of union menbers commenced 
on company wide basis Control room beir>g staffed by senior reactor operators for du- 
ration or atnke Plant otift shut down for repairs 

LEECH, PH BWR Projeci Directorate 1 88/05/16 OENTON.H, EISENHUT,D, 
LYONS. J NRC - No Da faifedAffifiaiion Given Ip 47243 359-47244.008 

-8810270429 Safety evaluation input for rept on Pitgnm 871112 loop event.Changes Im- 
plemented by llcenseo to improve reliability of 345 kV offsite sys & reduce JJkelrbood 
of sys failure due to weather cornkliona 

KNOx,J Oftfco of Nuclear Reactor Regulation, Director (Post 870411), 87/11/12, 
lOpp 47245.121-47345130 


DOCKET 50-295 ZION NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plane 

8810070063 Rov 11 to Emergoncy Plan Implomonling Pfocodure 110-1, "Station Dlrac- 
lor." 

* Commonwoalth Edison Co, 86/07/29. 24pp, 4 7064' 002-4 7004 '02 5. 

S8iQ070$7S Slaflon Procedure Change Roquosl A88-293 lo Rov 3 to Emerftoncy ?lm 
Implementing Procedure EPIP 180-1, "Rad Chom Diroclor," 

NYKIRL,A.W. Commonwealth Edison Co. 08/09/22 6pp. 47070:001 -47070 .006. 

6810170118 Forwards Amends 113 & 102 to LIconsos DPR-39 & Dpn'48, respoctlvoly 
4 safety evaluation. A mends modify Paragraph 2 C(0) of license fo require compffstico 
w/amentied phyolcat i^ocurtty plan 

NORn/S,U.A, Proiect Dfreotorafe 1(1-2 88/10/11 BLISS, HE Commonwealth Edison 
Co 4pp. 47169.313-47169.323. 

-6810170123 Amends 1 13 S 102 lo Uconsos DPfl-39 & OPR'4B,rflspec(fve(y, modrfWng 
Paragraph 2.0(6} of license to require compliance w/amondod physical security plan 
MULlER.D R. Pfojoct Directorate 111-2, 60/10/11. 4pp 47160.317-47169.320 


6810060236 Part 21 rept ro notifeatran of possible failure of parts sWpped to cotupam 
iMxfer non s Id operamg conditions Engir^eering evaluation of condition initialed by 
^nt sumM w/parts 

aNKEVlCH,F N, Mercury Co of Norwood, Inc, 86/09/27 Office of Nuclear Reactor 
RegulalKHi. Directw (Post 87041 1) 20pp 47068 209 47068‘22B. 

T, Rearing transcripts on non-aniltrust matters 

6810030216 Forwards integrated Assessment Team Insp Rept 60293/88-21 or? 
880S08-24.-SALP Rept 50-293/67-99 for B70201 880516 Alranscript of ACRS 880826 
m^Uog in FlymoWi.MA a 680908 meeting m Bethegda.MO re plant restarl.W/o 
ends 

1. Ofc ofihe Dreclor 88/09/15 Carver Public Library. 2pp. 

47056 347-47056348 

^ request for documents re plant App J documenia 

QRIMSLEY,DH. NRC - No OeiailGd Affiliation Given. 68/09/26 JOHNSON, G,E, 
Swidter & BecITn t2pp. 47243 237-47249 336 

-9^1030068 Testimony ol T Mwtey before Senate Labor A Homan Resources Com- 
rwlee re want, 

lSpp^47245^347M5^4l^ Regulation, Director (post 870411) 68/01/07- 

a Congre«ilorva]/Executlve Correspondence 

*2. Hr & storage of redioacUvety contaminated 

-wntemMed <(,rt pilo Insp rUulu 

-M tO07OM7 Roasts into (e 1)^8 ol f«fcjaclV8 mall stored at nlanl sHa ft whu mail 

R5sSEa,lV.T Ragton 


-‘8810170129 SBR supporting Amends 113 & 102 to Licenses DPR-39 & DPR *46, lO* 
apecfively. 

* NRC • Ho OeCalfed Amifallon Given 08/10/11 app. 47169:321-47160:323, 

J, Inauranco & Indemnity Information 

0610100036 Advises that 1980 financial Info.submitted In 800909 Hr, satisfies 10CFRHD 
requirements ro deferred promlums. 

NASH, 0. A Policy Development & Technical Support Branch (Post 870411). 00/09 
22. GRIDLER.R.L TennosBoa Valley Authority Ip 47004:211*47084:211, 

6810200009 Forwards environ as808sment & finding of no significant impacl ro ovomp- 
don (fom 1OCFR5O64(wK6)(0 of property Insurance rule 

MULLER, O.R Fnofect Diracforato lll-E. 88/09/30 BLISS,H. Commonweallh Edieoh 
Co 3pp. 47233 23^47233-275 

-*6010200014 Environ assessment & finding of no slgnlllcanl Impact re oxomptlon from 
10CFR5O,54(w)(5N0 00 property Insurance rule. 

MULLER.D R. Project Dfrectorato 111-2. 80/09/26. 6pp. 47233-262.47233-257. 

0810200402 Forwards temporary exemption from requlromonls of property Insuranco 
rule,loCFRS0,64(w)C6)(i) Exemption valid until rulomAlng completed 
MULLER.D R. Project Olrectorate III-2. 08/10/03 BLISS, H. Commonwealth EdlMkn 
Co. 3pp. 47205:284.47205'a22 

-0010200363 Temporery exemption Uom schecfc/lar requirements of properly (nsuraiXio 

completion of riAemaking not later than 890401, 
HOLAHAN.G.M, Division of Reactor Projecis - IIMV,V 8 Special Prplocta JPost 
67041 f). 86/10/03. Commonweoith Edison Co, 11pp. 47205-312-47205:328 

P. Operating tlcanse stage documents A corresponcfeoce 

6609120065 Generic Ltr 88 16 to all power reactor licensees & appllcante ro elecirtc 
power ays - Inadequate control over design processes, 

CRUrCHRELOA Associate Director for Prolects (Post 670411), 88/09/12 ConaolL- 
dated Edison Co, ol Now York, Inc 60pp 4700 1,239-4 700 1,3<>0 



DOCKETED ITEMS 87 


0610060070 Discusses 8B0609 proposed Tech Spec amend eliminating boron Injeclicn 
tank from each unit Removal of boron Injection tank Is first step to address concerns 
re storage & handling of high bone acid concentrations. 

TflZYNA.Q Commonwealtn Edison Co 88/09/23. Office of Nuclear Reactor Regula* 
Don, Director (Post 870411) Ip. 47070 146 47070:146, 


-*6010030321 Insp Repls 6O-295/0B<20 & &0-304/e6-20 on 680631 >0902. Viofatione 
noted Major areas Inspected' liquid 8 solid radwaste programjncluding organization & 
mgt controls, effluent releases & records/repts of releases 
SLAWINSKI.WJ., GREQER.LR. Region 3, Ofc of the Director 86/09/27. 10pp. 
47014-3 18*4701 4,327, 


0010060266 Discusses status of pressurized thermal shock Issue 8 disagreement w/ 
NRG re treatment of nickel & copper content of Unit 1 reactor vessel Util idenllfylng 8 
evaluating steps toward Implementing flux reduction program for Unit 1. 

TRZYNA,G E Commonwealth Edison Go S6/06/29 Office of Nuclear Reactor Reou* 
latlon, Director (Post 870411 ). 1 p. 47070.368*47070:358. 

6810110094 Application for amends to Licenses DPR.30 8 DPR 40, modifying Tech 
Spec Section 4.2 1.F.1, ''Boric Add Sys'* to clarify testing requirements for Heat trace 
which protects piping from boric acid tank to charging pump sucllon line.Fee paid 
TRZYNA.Q E Commonwealth Edison Co. 88/09^8 Office of Nuclear Reactor Regu* 
latlon, Director (Post 870411) 2pp 47107-051-47107 057 

-8810110100 Proposed Tech Spec 4 2 1.F.1 re boric acid ays 
• Commonwealth Edison Co 60/09/28, Bpp. 47107.063*47107.057. 

8610060068 Generic Ltr 88*16 to all power reactor licensees & applicants re removal of 
cycle* ^ecific parameter limits from Tech ^^eca.Svo list end. 

CRUTCHFIELD, D. Associate Director for Projects (Post 870411). 88/10/04. ConsoK 
dated Edison Co of Now York, Inc 48pp 47116-145*47116:194. 

8810110369 Informs of NRC concern re PTS ref temp for facility reactor vessels.Recent 
publication by B&W identify possible values for Inifial PTS ref temp WF-70 weld mat! 
In bettline region. Responae requested In 60 days 

MULLER,D.R. Project Directorate ill-2. 68/10/06. fiLISS,H E. Commonwealth Edison 
Co. 4pp. 47091:300-47091:311. 

8810120202 Advises that Selsmlo Qualification Util Group watkdown to ensure seismic 
verification of equipment will be completed In 1990 through 1991 for Unit 2 In 1991 
through 1992 for Unit 1. 

TRZYNA.Q.E. Commonwealth Edison Co 88/10/07 MURLEYJ.E. Office of Nuclear 
Reactor Regulation, Director (Post 870411). Ip 47114:290 47114:290. 

8810170347 Advises that 680912 Rev 62 to QA Topical Rapt CE-1-A consistent w/re 

S ulrements of 10CFRBO,App B & acceptable 

/RIQHT,G.C. Region 3. Ofo of the Director. 88/10/07. REED.C. Commonwealth 
Edison Co. 2pp. 47166.086 47166:067. 

6810170118 Fofwarda Amends 113 a 102 to Licenses DPR-39 a DPR 48, raspeotivaly 
a safety evaluation Amends modify Paragraph 2.0(8) of license to require compliance 
w/amendod physical security plan 

NORRIS, J. A. Project Directorate 111-2. 88/10/11. BLISS, H.E. Commonwealth Edison 
Co. 4pp. 47169:313*47169-323. 

-8810170123 Amends 113 a 102 to Licenses DPn*39 a DPR 48, respectively, modifying 
Paragraph 2 C(6) of Kconse to require compliance w/omended physical security plan 
MULLER, D.R. Project Directorate 111-2. 88/10/11. 4pp. 47169-31^7189-320 

-8810170128 SER supporting Amends 113 a 102 to Licenses DPR-39 a DPR-48, re* 

•^NRC^^lsio Detailed Allillatlon Given. 88/10/1 1. 3pp. 47169'321*47169-323. 

8810160424 Environ assessment a finding of no algnlflcanl Impact re Issuance of 
emends to Licenses DPR 39 a OPR*48.Aniond8 would authorize util to remove boron 
Injection tank & associated plplng,valvo& & heat trace for recirculation. 

MllLLeR,D.n. Project Directorate II 1*2, 88/10/13. 6pp 47173'20947173:213. 


0. Inspection reports, IE Bulletins & correspondence 

6609010337 NRC Info Notice 88*073, "Direction Dependent Leak Characteristics of 
Containment Purge Valves," Svo list end. 

ROSS1.C.E. Division of Operational Events Assessment (Post 870411). 66/09/06, 
Consolidated Edison Co. of New York, Ino. 119pp. 46950-058 46958:177. 

8800160008 NRC Info Notice 66 077, "Inadvertent Reactor Vessel Overfill." Svo list 
end 

ROSSLC.E. Division of Operational Events Assessment (Post 670411). 68/06/22. 
Consolidated Edison Co. of New York, Ino 11 Ipp, 47114-291*47116 042. 

8809100047 NRC Info Notice 86*076, "Innplementatlon of Revised NRO-AdmInletered 
Requallflcatlon Ekams." Svo list end. 

ROSSI,C,E. Division of Oporatlonal Events Assessmonl (Post 870411). 88/09/22. 
Consolidated Edison Co. of New York, Ino. 1 iflpp. 47116:043*47116:040. 

8809300029 Responds to NRC Bulletin 80 009, "‘Thimble Tube Thinning In Westing- 
house Reactors." Unit 2 Insp will be performed during Refueling Outage 11 scheduled 
for Apr 1990 to comply w/ bulletin. 

MORGAN, W.E. Commonwealth Edison Co. 68/09/23. Document Control Branch 
(Document Control Desk). 2pp, 47003:163*47003:164. 

8810040223 Forwards Wostinghouso nonproprietary WCAP*1 1949, "'Evaluation for Tube 
Vibration Induced Fatigue," In response to NRC Bulletin 68*002 re steam generators 
having carbon steel support plates. 

MORGAN, W.E. Commonwealth Edison Co. 80/09/26, MURLEY.T.E. Offlca of Nuclear 
Reactor Regulation, Director (Post 070411). 2pp. 47020:276*47021:080. 

-8610040226 "Zion Units 1 & 2 Evaluation for Tube Vibration Induced Fatigue," 
PinERL6,TA. WesUnghouse Electrlo Corp. WCAP-11949, 68/08/31. 167pp. 
47020:280*47021-066. 

6810030081 Forwards Safely Insp Repts 50-295/88-20 A 60 304/88-20 on 680831- 
0902 & notice ol violation. 

SHAFER, W.D. Region 3, Ofo Of the Director. 68/09/27. REED,C Commonwealth 
Edison Co. 2pp, 47014:316*47014:327. 

-8610030316 Notice of violation from Insp on 880631 -0902 .Violation r^ted, semiannual 
radioactive release repi for Jan-June 1689 did not Include data re solid radwaste 
shipped offsite during reporting period 

SHAFER, W.D. Region 3, Ofo of Ihe Director. 88/09/27. Ip. 47014:317-47014:317. 


6009230092 SuppI 1 to NRC Info Notice 88-069, "Movable Contact Finger Binding in 
HFA Relays Mfg by GE " Sve list end. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411), 80/09/29, 
Consolidated Edison Co. of New York, Inc 117pp 471 15-163*47116.281 

8040070267 Responds to NRC Bulletin 88*008 Suppis 1 & 2 re review of RCS to Idenli- 
fy any connected, unisolable piping subj to temp distnbutlons which would result In un- 
acceptable thermal stresses 

MORGAN, W.E. Commonwealth Edison Co 88/10/03 Document Control Branch 
(Document Control Desk) 22pp 

0610030255 NRC Info Notice 00 080, "Unexpected Piping Movement Attributed to Ther- 
mal Stratification." Sve list end 

ROSSI, CE. Division of Operational Events Assessment (Post 670411) 88/10/07. 
Consolidated Edison Co of New York. Inc. 223pp 47115 282-47116 285. 

0010040066 NRC Info Notice 80 081, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing " Svo list end 
ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/10/07 
Conaolidaled Edison Co of New York, Inc. 110pp 47116026*47116:144. 

B810130161 NRG Info Notice 86-063, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys " Sve list end. 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/10/19 
Consolidated Edison Ck) ofNew York, Inc. 1l9pp 47166.239-47196-357. 


R. Perlodio operating reports & related correspondence 

0810040347 forwards errata 8 addendum to radioactive effluent repls for Jan-June 
1987 & Jan-Juno 1980, respectively 

PLIML.G.J. Commonwealth Edison Co 88/09/26 Document Control Branch (Docu 
mem Control Desk). Ip 47037.249 47037-266. 

-8810040354 Errata to radioactive effluent repl for Jan-June 1987. 

• Commonwealth Edison Co. 87/06/30. Ip. 47037.260 47037.250 

-0810040400 Addendum to radioactive effluent rapt for Jan-June 1968 covering solid 
radwaste data. 

^ Commonwealth Edison Co 88/06/30. 6pp. 47037-251*47037:256 

0010140213 Monthly operating repts for Sept 1068 for Zion Units 1 & 2. W/801005 ltr. 
AUSTIN, 6., KimL.Q J. Commonwealth Edison Ck). 88/09/30 12pp. 47166:195- 
47166-206 


S. Reportable occur rencea, LERe 6 related correspondence 

8009270116 LER 08-01 8*00.on 880 B23, Performance Test PT-10 being performed when 
cortlainment spray 1C diesel driven pump failed to aulo-slsrl Caused by poor contact 
between relay A mounting 8Ock0t.Loo8e relay tightened W/8B0922 Hr. 

PADLECKA8,A., PLIML.G J. Commonwesith Edison Co. 88/09/22 4pp. 46960-332- 
46900:335. 

0610200004 Part 21 rept re fuel nozzle tips In standby diesel generator KSV>20*T w/ 
cracks permltllng diesel fuel to be sprayed into cylinders Heavy vapors observed emit- 
ting from brealhers on some cylinder heads 

StOLBA.F B Cooper Bessemer Corp. 68/10/04. NRC - No Detailed Affitlallon Given 
2pp. 47226:262*47226:263. 


V. Operator Examinations 

8008170160 Generic Ltr 88-13 to all power reactor licensees A. applicants for OL re op- 
erator licensing oxaiii8.SvG list end 

MIRAGLIA,F.J. Associate Director for Projects (Post B70411) 8B/08/06 Consolidated 
Edison Co, of New York, Inc. 56pp. 46958,001-46956 057. 

0809260074 Forwards proposed operator licensing & requalllication exam schedule 
format In response to BBOB08 Qenerio Ltr 88 13. 

MORGAN, W.E. Commonwealth Edison Co. 86/09/21. HAN NON, J. NRC - No Detailed 
Affiliation Given. 19pp. 46092:163*46992:171. 


DOCKET 60-208 BROWNS FERRY NUCLEAR POWER STATION, UNIT 3 


F* Security, medical, emergency ft fire protection plana 


0809290338 Revised emergency plan Imptemer^ting procedures Jncluding Rev 2 to BFN- 
EP IP-1, "Emergency Plsn Classification Logic,"' Rev 2 to EPIP 03, "Alert" A Rev 2 to 
EPIP*07, "Activallon A Operation of Operations Support Ctr." 

QRIDLEY.R. Tennessee Valley Authority. 80/09/21. 141pp. 46991:210*46991.349. 


BB10140166 Forwards Insp Repts 50*2 69/ 66 *26.60-260/ 08-26 A 50 296/66*26 on 
880e29-0902.No violations or deviations noted. 

MCCOY, F.R. Ofc of Special Projects. 88/09/23. WHITE,S A. Tennessee Valley Au- 
thority, 2pp. 47161:031 -471 61 ;03fl 

-8810140197 Inep Repts 50-259/86*26,50*260/88-28 A 60-296/88*26 on 680629- 
0902.No violations or deviations noted .Major areas inspected lemergency 
preparednes8,lncludlng programmatlo elements of emergency detection A classlflca- 
Con A training 

KREH,J.L Region 2. Ofc of the Director. 80/09/20. Cpp. 47161 :033-471 51:038. 


8810040973 Forwards status rept re security Issues at plant Repl withheld (ref 
10CFR7a,21). 

QRIDLEV,R. Tennessee Valley Authority. 80/09/20. Document Control Branch (Docu- 
ment Control Desk). 2pp. ^7029:236-47029.236, 
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8810170305 Forwards Insp Repis SO 259/80-29,50 260/8B-29 & 50-296/08 29 on 
6BD912-16 & notice of violation Rept details & notice of violation v/lthheld (ref 
10CFR2 790 & 75 21 ) 

MCCOY, Fn, Ofc of Specfal Proiecls> aB/og/SO WHITE.SA Tennessee Valley Au 
thO/ity 2pp 47167 022^7167 024 

101 70310 Partially \viLhfietd Insp Repts 50 259/66-20,50 260/66-29 & 50 296/66-29 
on 860912-16 {ref 10CFR2 750 & 73 21 ) Violations noted In area of key control Major 
areas Inspected secunly organization,roco/ds & repts, 

ENNIS.J D Region 2, Ofc of Ihe Direclor 68/09/20. Ip. 47167 024-47167 024 

6610120113 Submits clarification of incident commander roqutrements Util will continue 
to have assistant shift operations supervisor as fire brigade incidenl commandex 
GRIDLEY.R. Tennessee Valley Aulhonty. 66/10/05 Doci/menl Control Branch (Docu- 
ment Co ntrol Desk) 2pp. 47 1 1 4 24 4 47 1 1 4 245. 

6610110266 Revises response to Violation. B noted In Insp Repts 50-259/87-33.50-260/ 
67-33 & 50 296/6B 33 re conduit sealing Util decided to seal all conduits in fire pro- 
lacUon spray areas 

GRIDLEY,R Tennessee Valley Authonly. 86/10/06 Document Conirot Branch (Docu 
menl Control Desk) 5pp 47100 160 47100164. 

6610170024 Forwards Amends 157,153 A 126 to Licenses DPR 33.DPR-52 & DPR- 
68 .respectively A safety evaltialion Amends modify license to require conformance w/ 
amended physical secunty plan 

BLACK.S Ofc of Special Projocis 6 e/tO/Q 6 WHITE.SA Tennassea Valley Authonty 
3pp 47153 264 47153 281 

-0610170030 Amends 157.153 & 126 to Ucenses OPR 33.DPR 52 & OPR 68 . 
respactdvely.re vising license io require compliance w/ amended physical secunty plan 
BLACK.S Ofc of Special Projects 83/10/08 12pp 47153.267 47153 278 

-0610170032 Safety evaluation supporting Amends 157,153 & 128 to Licenses DPR- 
33.DPR.52 & DPR-Sajespecllvely 

* Ofc of Special Projecis as/to/oa 3pp 47153 279 47153 281 

6810 170254 Forwards environ assessment 4 findcng of no signiffcanl Impact re pro- 
posed exemptions Irom lOCFRSO.App R 

BUCK, S. Ofc of Special Projects 86 / 10/11 WHITE.SA Tennessee Valley Aulhonty. 
Ip 47167347-47167 352 

“6810170257 Enwron assessment & finding of no significant Impacl re proposed ex- 
emptions from lOCFRSO.App R 

BLACK, S.C Ofc Of SpecialProjects 88/10/11 5pp 47167 348-47167 352. 

6610190106 Rev 3 to Emergency Plan Imptemomfng Procedure EPIP-14, ‘'Radiological 
Control Procedures" W/8ll014 Hr. 

QRIDLEY.R, Tennessee ValfeyAulhonty 88/10/14 18pp 47206.324-47208 341 


J. Insurance & Indemnity rnformatlon 

8610050245 Forwards temporary exemption from scheduler requirements of 
10CFR50S54(wl(5)()).reqiiif1ng Insurance policies that prioritize Insurance proceeds for 
stabilization & decontaminalion after accident. 

BUCK.S Ofc of Special Projects 86/09/30 WHITE.SA Tennessee Vatley Authority. 
3pp. 47060 063-47060 073. 

-8010050247 Temporary exemption from IOCFR5OS4(w)(510),(ncrea8lng amount of 
onsite property damage Insurance A requtnng insurance policies that prionlize insur- 
ance proceeds for stabilization A decontamination after accident 
PARTLOW,J G. Ofc of Special Projects 86/09/30 Tennessee Valley Authority 4 pp. 
47060066-47060 069 


P. Operatrng Itcenae stags documents A correspondence 

6808290141 Responds to NRC SER re util 840430 request for exception from Reg 
Guide 1 97 classification for instnimenls used to moniloj variables in environ qualifica- 
tion (EQ) program Both coolant reactor & pressure vanabTes Ir>c1uded In EQ program 
GRIDLEY.R. Tennessee Valley Authonty. 86/08/23 Document Control Branch (Docu- 
menl Control Desk). 16pp. 46677 275-46677*263, 

e809 ‘120085 Generlo LIr 88-15 to all power reactor licensees A applfcanls re electric 
power sys - inadequate control over design processes 

CRUTCHFIELO.D Associate Director for Projocis (Post 870411) 68/09/12. Consoli- 
dated Edison Co of New York, Inc. 60pp 47001 239-47001.300. 

689929006B Notice of consider a Ifort of Issuance of amends to Licenses OPR-33,DPR-52 
A DPR -68 A proposed NSHC determination & opportunity fer hearing Amend changos 
Tech Specs re primary containment Isolation valves due to plant moda 
BLACK.S Ofc of Special Projects 86/09/19 7pp 46983-222-4Q9a3 228. 

6809290222 Forwards request for addi Info re utit 6801 15 submittal of Insorvice sys 
pressure test program.including two relief requests from ASME Code Secifon XI. 
*'Rules for Insorvice Insp of Nuclear Power Plant.." for first 10 yr (nlerval. 

BLACK,S, Ofo of Special Projects. 68/09/19. WHITE,S.A. Tennessee Valley Aulhorltv, 
4pp. 46999.077-46999 080, 


8809200216 Documents oommllmeols to resolve comments re util 880823 response to 
seismic program Interim operability cnieria safeW evaluation open Hems & 
concerns list of commltmenls end 



8610040061 Forwards response to NRC 880810 requesi for addI Info re electric circuit 
pfOtscOon by current limiting fuses. Including design elds A calculation A lebufalion 
sheets W/ two oversize drawings, 

GfllDLEY.R. Tenriessee Valley Aulhonly, 66/09/21 Document Control Branch (Docu- 
ment Control Desk]. Zpp 47039012-47036 314 ' 

-881064066^5 Rev 0 to Calculation ED-Q026a 88463, "dBO^Voll Reactor Motor-Oporal- 
ed Valve Boards 3A/ B.' ' ^ 

* Tennessee Vailey Authonty. ED-Q0268 88463 ROO. 88/08/16 134pp 47039.014- 


8809290064 Forwards NRR 880826 Ur to OCRE ack receipt of tOCFR2S06 
petition.responding In negative to petitioner request for Immedlete action re all BWRa 
& stating that petition being treated under 10CFR2 206 of Commission regulations 
BLACK,S Ofc of Special Projects 08/09/22 WHITE.SA Tennessoa Valley Authority 
3pp 47001 062-47001 067 ' 

880 9290265 Forwards results of review re effects of flooding duo to breaks in moderate 
energy lines outside of primary containment A identifying appropriate correcHve ac- 
tions 

GRIDLEY.R. Tennessee Valley Authority 88/09/23 Document Control Branch (Docu- 
ment Control Desk) 0pp 46983 070 46993 078 

0810060372 Rosponds to NRC 860810 request for addi info re overload protection of 
motor control cir circuits W /0 oversize ends 

GRIDLEY.R Tennessee Valley Authonty 86/09/23 Document Control Branch (Docu- 
ment Control Desk) 14pp, 47(567 286-47060 145. 

0B1OO0OO2O Requests extension of commitment date re operability of radioactive efflu- 
ent instruments List of redfoactlve effluent monitors that will be operable prior to Unit 
2 fuel toad enci 

GRIDLEY.R Tennessee Volley Authority, 88/09/27. Document Control Branch (Docu- 
ment Control Desk). 3pp. 47070 271 47070 273 

0610049266 Application for amends to Licenses DPR-33,DPR-52 & DPR 68 , allowing 
operation during Cycle 6 of Unit 2 w/control room emergency ventilation sys declared 
inoperable Fee paid 

RAY.MJ Tennessee Valley Authority. 89/00/28 Document Control Branch (Docu- 
ment Control Desk) 4pp 47036 276-47036 298 

-8810040269 Proposed Tech Specs, allowing operation during 6 of Unit 2 w/con- 
(rot room emergency vanlllatlon sys declared Inoperable 

• Tennessee Valley Authonty 88/09/28 IGpp 47036 280 47036 298 

6810060344 Forwards results of microblologlcally induced corrosion (MIC) program If 
MIC related leakage occurs during operation.presonl util programs, oulllnod In 
submittal, will ensure adequate evaluallons performed for detection 
GRIDLEY.R. Tennessee valley Authonty 88/09/29 Document Control Branch (Docu- 
ment Control Desk). lOpp 47(565*303 47065 312. 

0810070008 Application for amends to Licenses DPR-33,DPfl-52 A DPR- 66 , defotfng 
salsmic restraints & supports from Toch Specs 36HA46Htobe consistent w/in- 
dustry practices Foe paid 

RAV.MJ. Tennessee Valiev Authority. 89/09/29 Document Control Branch (Docu- 
ment Control Desk). 2pp. 47083 1 83 47083 226. 

-8810070013 Proposed Toch Specs.IncludIng Sections 3.7/4.7 A 3e/4 8 ,re limiting 
condillon for operation surveillance requirements for primary ays boundary snubbers A 
supports. 

* Tonnessae Valley Authority 88/09/29. 41pp. 47003*196 47083 225. 

8010070342 Application for amends to Licenses DPR-33,DPR'52 A DPR-es, revising 
Tech Spec Tables 32JA42Jre seismic monitoring to reflect mfg suggested testing 
frequency (or Irixial peak accelerographs A to correct typo Fee paid 
RAY,M.J. Tennesseo Valley Authonty. 09/09/29, Document Control Branch (Docu- 
ment Conlfol Desk) 3pp 470B4 062-47084.077. 

8010050056 Submits supplemental rept re analysis of spiked sample for NRC confirma- 
tory measures program. 

GRIDLEY.R Tennessee Valley Authority. 88/10/03. Document Conlrol Branch (Docu- 
ment Control Desk) 2 pp 4 7066 027-47066.028 

8810050050 Generic Ltr 06-16 to all power reactor licensees A applicants re removal of 

§ /cle Mecific paramoler limits from Tech Specs Svc list end 
RUTuHFIELD.D. Associate Director for Projects (Post 870411), 86/10/04 Consoli- 
dated Edison Co of New York, Inc. 40pp 471 16 145 471 16*194 

0810120022 Responds to generic SER on Seismic Qualification Ulll Group resolution of 
USI A-46 Util reserves right to revise Implementalion schedule for USf A-46 to Inte- 
grate future requirements Into single cost-affeclive program 
GRIDLEY.R. Tennessee Valley Authonty. 88/10/06 Document Control Branch (Docu- 
ment Conlrol Desk) 4pp 47119 094 47110*007. 

8810130324 Advfses that NRC will perform audit of PRA during 881101-02 Objective A 
scope of audit discussed in end 

BLACK.S. Ofc of Special Projocts. 88/10/07 WHITE.SA. Tennessee Valley Authority, 
3pp. 47 1 29 356-47129 35B 

8010170024 Forwards Amends 167,163 A 128 to Ucenses DPR-33,DPR-62 A DPR- 
BS.respectively A safely evaluation. Am ends modify license to require conformance w/ 
amended physical secunly plan 

BLACK, S. Ofc of Special Projects. 88/10/08 WHITE, S A Tennessee Valley Authority. 
9 pp. 47163*264-47153.281. 

-8810170030 Amends 167,153 A 128 to Ucenses DPR-33,DPR-$2 A DPR-6e* 
roBp 0 cilvely.fevIs]ng license to require compliance w/ amended physical security plan. 
BLACK.S. Ofc of Special Projects 88/10/08 12 pp 47163*267-47163.278. 

“8010170032 Safely evafualioii supporting Amends 157,153 A 128 to Licenses DPR- 
33JDPR-52 A DPR- 68 ,rosp 0 clively 

* Ofc of Special Projects. 80/10/08. 3pp, 47163:279 47153*281 

6810190427 Lists four actions remaining to be completed by ulll before seismic program 
Interim oporabitity criteria safely evaluation can be approved by NRC,per utli 680921 
commltmenls. 

GRIDLEY^R Tenriassee Valley Authority. 80/10/13 Document Control Branch (Docu- 
ment Conlrol Desk). 5pp- 47208.350-47208*354. 

8010190242 Application for amends to Ucenses DPR-33.DPR-52 A DPR- 68 , consisting 
of Tech Spec Changes 260 A 261 -Tallowing specific low water level Instrumenle Ip 
be oul-of-avc during reactor vessel water love! monitoring sya mod Fee paid. 
GRIDLEY.R. Tennessee Valley Authority, 88/10/14. Document Conlrol Branch (Docu- 
ment Control Desk). 3pp 47208:307-47208 323, 

-8S1019024B Proposed Tech Specs re reactor low water level Instrumenta, 

Tennessee Valley Authority 88/10/14, 14pp. 47208.310-47208 323. 
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0810190397 Forwards roquost for addi Info ro modorate energy line break flooding,por 
util OB0923 Itr.for rosponso by 081130 

GLACK.S Ofc of Special Pmjecls 08/10/17 WHITE,SA Tonnassoe Valley Aulhorily 
3pp 47200 108 47200 108 

8010200321 Hequosls tees for 8Q0923 & 20 applicalions concerning moderate energy 
line break flooding ovaluallor^ & microbiologically induced corrosion 
pro gram, rospoclivGly 

DIGGS, RM, Llcenao Foe Managemonl Branch 80/10/17 WHITE, S A Tennessee 
Valley Aulhorily 1p 47208 134*47208 134 

68 102 101 80 Advises that iilil response to Item 6 ol 080019 request for addI Info ra in- 
service sys pressure test program will bo submitted by 8Q1026 
GRIDLEY.R Tennosaoe Valley Authority 08/10/19 Document Control Branch (Docu- 
ment Control Desk) 2pp 47232 031-47232 032 


Q Inspection reports. IF Bulletins & correspondence 

G809010337 NRC Info Notice 08 073, "Direction Dependent Loak Charactenstics of 
Containment Purge Valves " Sve list one! 

ROSSI, C E Division of Operatmnal Events Assebsmenl (Pest 870411). 80/09/00 
Consolidated Edison Co of New York. Inc 1l9pp 46950 050 46950 177 

8809200222 Forwards roquest for addi info re util 000115 submittal of inseivica ays 
pressure tost programjncludmn two roltef requests from ASME Codo Section XI, 
'■Rules for Inservlcfl Insp of Nuefoar Power Plant for first 10 yr inlorval 
BLACK, S Ofc of Special Projects OQ/09/19 WHITE, S A Tennosseo Valley Authority 
4pp 46099 077-46{)99 080 

8010060122 Forwards Insp Repls 60 259/80 22.50 260/68*22 & 60 296/88-22 on 
060711-15 8 notice of violation 

MCCOY, FR Region 2, Ofc of the Director 68/09/19 WHITE,SA Tennossoo Valley 
Authority 2pp 47072 120-47072126. 

>-8810060124 Notice of violation from Insp on 060711-16 Violallon notod llconsoo Una 
mat becarno awaro Itiot four temporarily promoted shift onglnoe/e did net meal above 
Stas & did not adoquatoly disposition issue 

MCCOY.r W Roglon 2, Ofc of the Director 00/09/19 2pp 47072.122 47072 123. 

*'6610060120 Insp Roots 50 250/60*22 & 50 260/08 22 & 50 266/80-22 on 660711- 
1 6 Violations noted Major areas Inspactod assessment ol now employoo concern. 
JENISON.K , POEPTN^ER.K, LITTLE, W.S Rooion 2, Ofc of the Dfreclor 80/09/10 
5pp 47072 124 47072 128 

0809160000 NRC Info Nollco 60 07/, "Inadvertent Reactor Vessel OvorfiU” Sve list 
end 

ROSSI, CE Division of Oporalional Events Assessment (Post 670411) 68/00/22 
Consolldatod Edison Co of Now York, Inc 111pp 47114*291 47116 042. 

8809190047 NRC Info Nollco 00 070, "Implomontalion of Revised NRC Admlnislerod 
Roquahlicntlon Exams " Sve list onci 

ROSSI, CE Division of Operational Events Aasossmont fPosl 070411), 60/00/22 
Consolidated Edison Co of Now York, Inc 119pp. 471 1 5-043 471 15 046 

8B10040358 Forwards Insp Ropts 50 250/66*10,50*200/6616 8 60 296/66 16 on 
860612 30 & nollco of violation Insp findings indicate that activities ro correclivo 
action for ovoiloadod Uioset genoralor appear to violate NRC roquifomonls. 

MCCOY, F R Ofc of Special Proiocls 06/00/22 WHITE, S A Tonnessoo Vnlloy Au 
Ihofity 2pp 47037*220 47037 246. 

**8010040362 Notice of violation from insp on 86061 2*30 Violation notod condition ad- 
verao to quality ropl not gonoratod during conduct of Spoclal Tost 08 09. "Diesel Qon- 
orator Governor & Voltage Rogulator Calibr'* on 860621. 

MCCOY,Fn Ofc of Special Projocts 00/09/22 2pp. 47037 222 4/037.223 

-8810040366 Insp Ropts 60 259/88-10,50*200/60-10 8 50 296/88 16 on 0DO612- 
30 Violations notod Major areas inspected operational aa1oty,aio{nt 
obsorvatlon.lndopondent audits & roolart tost program 

BROOKS.GR,, LITTtE.WS Roglon 2, Ofc of Iho DIroclor. 68/00/16 22pp 
47037 224-4/037-245 

8809290002 Forwards proprlotary "Browns Ferry Nuclear PJanl Safety Sys Functional 
Insp Emergency Equipment Cooling Water Sys.RHR Sve Water Sys. nocommonda- 
lions for oDsorvations boing proparod Ropt withheld (rof 10CrR2 790) 

QRIDLEY.R.L Tonnessoo valley Authority. 08/09/23 Document Cenlrol Branch 
(Document Control Dosk) 2pp. 46990' 266 46996*257. 

8810140166 Forwards Insp Ropts 50-259/66-26.60 26D/6Q 26 8 50-296/88-20 on 
000829 0902 No violations or deviations noted 

MCCOY, FR Ofc of Spoclal Projocts 00/09/23. WHITE.SA Tonnosseo Valley Au- 
lhorily 2pp 47151 031 471 51 038 

-8810 140 197 Insp Repls 60 260/60-26.50 260/03*26 & 60 206/36 26 on 660829 
0902 No violations or deviations noted Major areas Inspeclod.e merge ncy 
p repare dnoss.ln eluding programmatic elements of emergency detoctlon & ctassifica 
lion 8 Ira Ini no 

KREH.JL, DECKER, T.R, Region 2, Ofc of the DIroclor 88/09/20. 6pp 47161.033- 
47161 038. 

8B10D40429 Responds to quostions ro seismic amplilied response epootra generation 
(IE Bullotln 79' U) & pipe & pipe support seismic calculation methods (IE Bullolin 79 
02 ) 

QRIDLEYpR, Tonnessoo Valloy Authority. 08/00/28. Document Control Brar^ch (Oocu 
ment Control Desk). 4pp 47038:069 47Q36 092 

8810040436 Forwards rev to request for relief re Insorvico Insp O.Rev Includes list of 
Unit 2 piping wolds w/llmitation on ulirasonic volumeirlc exam & examined (or ASME 
Soction XI credit during first tO-yr interval, 

QRIDLEY.R. Tennossoo Valley Aulhonly. 06/09/26. Document Control Branch (Docu 
ment Control Doak) lOpp 47()36 250 47036 268 

6809230092 Suppl 1 to NRC Info Notice 60-069, "Movablo Contact Rngor Binding in 
HFA Relays Mfg by QE " Sve llsl end. 

ROSSI, CE Division of Operational Events Assossmont (Post 870411) 88/09/29 
Consolidated Edison Co of New York, Inc. 1 17pp 471 1 6,1 63 47 116 281 , 


8610060280 Responds to NRC questions fn NRC Bulletin 86*004 re adequacy of mini- 
flow ays for safoty-refated pumps & confirms schedule for submittal of 
responses Schedule lor Bellefonto to ba submitted following resumption of design & 
const activltlos 

GRIDLEY.R Tannesse© Valley Aulhonly. &a/O0/3O Documonl Control Branch (Docu- 
menl Control Desk) 7pp 47070 236-47070 242 

8810170305 Forwards Insp Repls 50-259/88-29.60-260/86.29 & 50-296/88-29 on 
660912-16 & notice of violation R opt details & notice of violation withhold (ref 
10CFR2 700 6 73.213. 

MCCOY,F.R Ofc of Special Projects 88/09/30 WHITE.S.A. Tennessee Valley Au 
thorlty 2pp 47167,022-47167 024 

-8810170310 Partially withheld Insp Repts 50 259/88 29,50 260/86-29 & 50 296/80 29 
on 0GO912-1S (ref 10CFF12 790 & 73 21)> Violations noted fn area of key conlrol.Major 
areas Inspected security organization, records & repts 

ENNIS.JD, MCGUIRE,DR Region 2, Ofc of the Director. 86/09/23. Ip 47167 024- 
47167024 


8810110266 Revises response to Violation B noted in Insp Repts 60-259/87-33,50-260/ 
87-33 & 58 296/80-33 fo conduil sealing Util decided to seal all conduits in fire pro 
tectlon spray areas 

GRIDLEY.R Tennessee Valley Aulhorily. 86/10/06 Document Control Branch (Docu- 
ment Control Desk) 6pp 471()0:t BO-47 100 164 

8810030255 NRC Info Notice 60-080, "Unexpected Piping Movement Attributed to Ther- 
mal Slrellfication." Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 86/10/07 
Cor^solldatsd Edison Co, of New York, Inc 223pp 47115-262-47115 265 

8810040066 NRC Info Notice 88-081. "Failure ol AMP Window Indent KYNAR Spifees & 
Thomas &. Bolts Nylon Wire Caps During Environ Qualilicafion Testing." Sve list end, 
ROSSI, C.E. Division of Operational Events Assossmont (Post 870411) 86/10/07. 
Consolidated Edison Co Now York, Inc 119pp. 47116.026 47116 144. 

BB 10 120406 Responds to NRC 000912 Hr re violations noted in Insp Repls 50 259/88* 
16,60 260/66 1 6 & 50 296/88-16.Corractive actions, std cable Insp & tests MA- 
45, Step 6 JO revised to Include note providing crafts personnel w/adequate Insiruc- 
Hons. 

GRIDLEY^R. Tennessee Valley Authority, 68/10/07. Document Control Branch (Docu- 
ment Control Desk) 13pp 47114. 194-47114*206 

8810240373 Responds to NRC 6609-19 Itr re violations noted In Insp Repts 50-269/68- 
22,60-260/86*22 & 50-206/68-22. Corrective actions, corporate sId on operator train* 
Inn rovisod to provide addi Info to be followed during extended temporary promotions, 
QRIDLEY.R, Tonnessoo Valfay Aulhorily 86/10/16 Document Control Branch (Docu 
mem Comrol Desk) 6pp 47257.139-47257.144. 

6610130161 NRC (nfo Notice 88 083, ' ’Inadequate Testing of Relay (Contacts In Safety* 
Rotated Logic Sys " Svo Hat end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/10/19 
Consolidated Edison Co or New York, Inc. 11Bpp 47196 230 47196357 


R. Periodic operating reports A related correspondence 


6609290380 Monthly operating ropts for Aug 1960 for Browns Ferry Nuclear Plant W/ 

CRAWFORD.JD, CAMPaELL.Q Q Tennessee Valley Authority 68/08/31 64pp 
46902.156-46082 221. 


8. Reportable occurrences, LERs & related correspondence 


6810€400dd LER 66 003 00 on 880B26,d{esel generators 3A,3B & 30 declared inoper- 
able due to seismic qualification concerns w/ battery racka.Caused by inadequate in 
stallation procedure, Braces & supporting hardware Installed W/undatad Itr 
BAKER.RL. CAMPaELL,G.Q Tonnessee Valley Aulhorily 83/09/26. 4pp. 

47042 065*47042066. 

Part 21 Repl 10CFR2 1-0037-1 re diesel generator standby power 
lower stations EMD Model 999 ays Power Sys DIv will notify all 
suppl FOd W/EMD099 unHs 

risen Knudsen Co., Inc. 88/00/28. MLIRLEY.T. Office of Nuclear 
Director (Post 870411). 27pp. 47021*205 47021 233. 

8610 1 70056 LER 88 004*00.on 080909, discovered that alf operated temp control valves 
(or shutdown board room air handling unda will fall on loss of control air Caused by 
Inadoquala Intorfaco review Flow diagram revised W/88l0t1 Itr 
BAKER,RL. CAM1>BELt,Q Q, Tennessee Valley Authority. 68/10/07. 4pp. 

47174:228-47 174-231. 


6610040405 Rev 0 to 
supply for nuclear j 
Btatlons which ware 
KULCHAK.R.D, Mor 
Reactor Regulation, 


8610100166 Pari 21 rept re potonlial problem w/EMD 20 645E4,Type 999 excitation sys 
circuit breaker & wiring Potentfal for field circuit breaker to trip due lo combined air 
temps & field current exists at ell plants w/Model 099 sys 

KULCHAK.ro Morrison Knudsen Co, Ino. 88/10/12. MURLEY.T. Office ol Nuclear 
Roactor Regulation, Director (Post 870411). 8pp 47263,350 47263-357 


V. Operator Examinations 


6800170160 Generic Ltr 08*13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams Svo list end 

MIRAGL1A,F.J. Associate CHreclor for Prolacis (Post 870411) 88/08/00. Consolidated 
Edison Co of New York, Inc. 56pp 46953 001-46958 057. 
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P. Securd/, medlcali emeigency & ffra protection plans 

^fi€9270139 Rospoods to 371202 Itr requastiog clartncatlon ro sacyn^ upgrade 
proleci DescrfplPon ol planned monitoring ot outer Isolation zone & confirmation of 
maint of outer isolation zone In accordance w/approved secunty plan provided. 
TREVORS,G,A. Nebraska Public Power District. 8B/31/)3 Document Control Branch 
(Document Control Desk) 3pp. <<16972 108 <46972 110 

8809280083 Returns util 630701 ,22 & 0901 lira re advance shipment of spent nuclear 
fuel for addl markirig.per 830914 teScon.EncIs v^thheld 

CALLAN.L J. Region 4, Ofc of the Director, 68/09/20. TREVORS.l. J Nebraska Pubijo 
Power District Ip, 46977.160-46977:160. 

8810120279 Rev 7 to Emergency Plan Implementing Procedure 5.7 24. "Medical " W/ 
BB1003 Itr 

ALDERMAN, F„ MEACMAM.J . TREVORS.G A Nebraska Public Power District 66/10/ 
03 23pp. 47134 073-47134 095, 

6810190013 Revised emergency plan Implementing procoduraa, Including Rev 8 to EPIP 
6.7.17,1, *'Doso Assessment Pocket Computer Dose- CNS Operating Instructions** 
W/831010 Itr. 

TREVORS, Q A. Nebraska Public Power District 88/10/10. 87pp. 47190.164- 
47190^250. 


J. Insurance & Indemnity Information 

8809300935 Forwards en^d^o^ assessment & finding of no significant Impact re tempo- 
rary exemption from schedular reeulremsnts of property insurance rule 
10CFR50 54fw)(5)(i), effective ors 861004. 

O’CONNOR, P.W. Project Directorate IV 68/09/28 TREVORS, 6, A. Nebraska Public 
Power District 4pp. 47002.205-47002 212. 

-8809300067 Eiwircn assessment & finding of no significant impact re exemption from 
scheduler requirements of property Insurance rule, effective 

881004J 0CFR50,64 (w](5) (i). 

WIGGINTON.D L Project OirectoraCa IV 86/09/26, 4pp. 47002.209-47002 212, 

861DC40380 Informs that uCil cognizant of 861004 deadline re Insurance reporting re- 
quirements & documents underetaJKlIng of pending NRG actions 8 reliance upon relief 
from deadline Ltr date should be taken as date of request for relief. 

TRFVORS.G,A. Nebraska Public Power Distnci 86/06/27. Document Control Branch 
(Document Control Desk). 2pp 47042 040^7042.041, 

8810140070 Forwards temporary exemption from schedular requirements of property In- 
surance rule 1OCFR50.54(wl(5)(i),effectlve 88 1004, Exempli on granted 
O'CONNOR, P.W. Project Directorate IV 86/09/30. TREVORS,Q.A. Nebraska Public 
Power District 4pp 47146,276-47146 283 

-6810140072 Exemption from scheduiar requirements of property Insurance rule 
1OCFR5O.54(wK5H5.*ii®cliv0 6dl004.Exemptlon granted 

HOLAHAN,G.M. Division of Reactor Projects • III, IV, V & Special Projects (Post 
870411). 88/09/30 TREVORS.G A, Nebraska Public Power Dislricf 4pp. 47146-280- 
47146:283 

8810120272 Forwards Endorsements 63 & 79 to MAELU Policy MF-70 3 NEUA Policy 
NF-200, respectively. 

TREVORS.G A Nebraska Public Power District, 88/10/06 Office of Nuclear Reactor 
RegulaUon, Director (Post 87041 1) Spp, 471 1 9.027-47 1 1 9,031 


p. Operating license stage documents 8 correspondence 

8809120085 Generic Ltr 68-15 to all power reactor licensees & applicants re electric 
power sys • Inadequate control over design processes. 

CRirrCH FIELD, D. Associate Director for Projects (post 070411). 83/09/12. Consoli- 
dated Edison Co of New York. Inc 60pp. 47001.239 47001:300 

8810110196 Confirms PW O'Connor as new project manager for Project Directorate 
I V.M ailing address & phone number listed 

CALVO,J.A. Project Directorate IV. 88/09/30. TREVORS.G A. Nebraska Public Power 
DisWcL Spp 47100:152*47100*154. 

881O0S0Q5B Genenc Ltr 83-16 to all power reactor licensees & applicants re removal of 
^le-specifio parameter limits from Tech Specs Svc list end. 

CRDTCHFIELO.D. Associate Director for Projecls (Posi 870411). 68/10/04 Consoli- 
dated Edison Co. of New York, Inc. 43pp. 47116:145-47118,194. 

8810170146 Trip rept of 880921-23 visit to Cooper* Bessemer plant to attend Diesel 
Generators Users Group meetirtg re sets which utilize KSV diesel engine3.NRC should 
conduct audit of Bendix Corp to erasure licensees notified of cracked nozzles 
TOMLINSON.EB. Project EDifectorate IV. 88/10/05, CALVO.J.A Project Directorate 
IV. Spp. 47168.199 47188.203. 

8810120399 Submits current plant specific seismic verification plans lor facility, In re 
sponse to Generic Ltr 67-02, "Venfteaticn of Seismic Adequacy of Mechanical & Elec- 
trical Equipment in Operating Reactors,USLA-46." 

TREVORS, GE. Nebraska Public Power OistricL 68/10/07. Document Controt Branch 
(Document Control Desk). 2pp 471 35 065 47 135 066, 


8809160008 NRC Info Nolice 88-077, "Inadvertent Reactor Vessel Overfill." Svc list 
end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 66/09/22, 
Consolidated Edison Co oiNew York, Inc. 111pp. 471 14’291-A71 16.042 

3609190047 NRC Info Nolle© 68-078, "Implementation of Revised NRC-Ad ministered 
Requaliflcation Exams/* Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/09/22. 
Consolidated Edison Co oiNew York, Inc 119pp 47115.043 47115,046. 

8809280268 Responds to NRC Bulletin 86-006 re piping sys connected to 
RCPB.PortJons of HPCI & RCIC lines have potential to be subjected to thermal 
stresses during monthly HPCI /RCIC pump surveillance lest{ng.NDE will be perfomiod. 
KUNCL,LQ Nebraska Public Power District 68/00/23. Document Control Branich 
(Documenl Control Desk) 7pp 46977143-46977.149. 

6310270019 Partial re^onse to FOJA request for documents re plant App J documents 
end A available fn PDR 

GRIMSLEYAH. NRG - No DetaHed Affiliation Given. 06/09/26. JOHNSON, GE. 
Swidler & Berlin. 12pp. 47243:237-47243*336 

-8607310162 Advises that suppl to IE Info Notice 66-039 re RHR pur^ wear ring fail- 
ures not currently Ju9tified,ba&ed on major differences between BWR & PWR pump 
applications affecting susceptibility of wear rings to IQSCC 

HERMANN, R A. Engineering Branch (BWR) 86/07/24. LAINAS,QC. Assistant Direc- 
tor for Techr>lcal Support (BWR) 2pp, 4 724 4. 060-47244 -061 . 

B609230092 SuppI 1 to NRC Info Notice 88-069, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE." Svc list end. 

ROSSI, CE Dlwslon of Operational Events Assessment (Post 870411). 68/09/29. 
Consolidated Edison Co of New York, Inc 117pp. 47116:163*471 15:261. 

8810030255 NRC Info Notice 88 080, "Unexpected Piping Movement Attributed to Ther- 
mal SlraMIcalion " Svc list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co. of New York, Inc 223pp 47116.282*47116:285. 

8B10040066 NRC Info Notice 88*081 ’’Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing." Svc list one). 
ROSSJ.OE DMalon of Operational Events Assessment (Post 870411), 68/10/07. 
Consolidated Edison Co, of Now York, Inc. 119pp 47116.026*47116:144. 

8810240067 Advises of insp initiative Implemented (or operating reactors to evaluate li- 
censee maint performance, both safety related & balance of plant against existing 
regulations, Industry stds & good Industry practices 

c4lAN»LJ, Region 4, olc of the tDirector. 08/10/13 TREVORS,G.A Nebraska 
Public Power Dismet. 2pp 47254;295*47254'296 

8810138161 NRG Info Notice 68*063, "Inadequate Testing of Relay Contacts In Safety* 
Related Logic Sys " Svc list end. 

ROSSLCE Division of Operational Events Assessment (Post 870411) 88/10/10. 
Consolidaled Edison Co. of Now York, Inc. 119pp 47196.239*471 96’ 367. 


R, Periodic operating reporle & related correspondence 

8810140168 Monthly operating rept for Sept 1968 for Cooper Nuclear Station. W/ 
881007 Itr. 

SCHEUERMAN,J.T.. HOHN.G R Nebraska Public Power District 88/09/30. 6pp 
47150:176*47160:170. 


8. Reportable occurrencee, LERa & related correspondence 

8810030090 Forwards LERs 88-021 & 88 022. 

HORNAR. Nebraska Publio Power DJsIfIct 88/09/26 Document Control Branch 
(Document Control Desk). Ip. 47026- 178*47026:1 86. 

-8810030098 LER 06 021 OO.on 8 00525, reactor scram & Group 1 & 7 isolations 
occurred Caused by signal spikes on all four main steam line radiation monitors due to 
electrical noIse.Plant stabilized & separate chassis ground added to each monitor. 
KRAUSE, nw. Nebraska Public Power District. 88/09/26. 4pp. 47026*179*47026:182. 

-8810030101 LER 68 022<00:on 680827, While surveillance testing of HPCI, sys ra* 
vested that rated flow conditions could not be achieved within design basis time limit 
of 25 seconds,Caused by malfunctioning EQM control box.Spare box Installed, 
REEVES,O.L. Nebraska Public Power District. B8/09/26 4pp. 47026.163-47026:186 

80 10200004 Port 21 rept re fuel nozzle tips in standby diesel generator KSV-20-T w/ 
cracks permitting diesel fuel to be sprayed Into cylinders, Heavy vapors observed emit- 
ting from breathers on some cylinder heads. 

ST0L6A,F.B. Cooper Bessemer Corp. 88/10/04. NRC - No Detailed Affiliation Given, 
2pp, 47226.262-47226.263. 


V, Operator EKamlnatlons 


Q. Inspection reporta, IE Bulletins & correspondence 

8809010337 NRC Info Notice 88*073, ’’Direction Dependant Leak Characleristlcs of 
Containment Purge Valves." Svc list enef 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 08/09/08. 
Consolidated Edison Co. ol New York, inc. Ilftpp 46958 058 46958:177. 

8810030147 Forwards final response to IE Buflelin 85*003, "Motor- Operated Valve 
Common Mode Failures During Plant Transients Due to improper Switch Settings." 
Switch setting program for select motor-operated vafves In HPCI A RCIC sys com- 
plete. ' 

KUNCL,LG, Nebraska Public Power DislrfcL 66/09/20. Document Control Branch 
(Documenl Control Desk) 18pp. 47004.326-47004:345. 


8806170150 Generic Ltr 88-13 to all power reactor licensees & applicants for OL re op- 
erator licensing exam8.Svc Nat end 

MIRAGLIA.F J Aseodato Director for Projects (Post 870411). 86/08/08. Consolidated 
Edison Ck). of New York, Inc. 56pp. 4695^001*46958:057. 

8810130302 Forwards grading & answer sheets for 860921 generic fundamentals pilot 
exatn.W/o ends 

PERKINS,K.E. Operator Licensing Branch. 88/10/07, FITZPATRICK,E. General Public 
Lftiiitles Corp * GPU Service Corp, DUTTON J, Nebraska Publio Power DlatHct 
SPINNEY,R.W, Vermont Yankee Nuclear Power Corp. 37pp. 47136.001-47136:037, 
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F, Security, medical, emergency A fire protection plans 

8010040422 Forwards emargoncy preparedness exercise scenario from exercise con 
dueled on 8Q0914 

FAY.C,W. Wisconsin Eicciric Power Co 86/09/22 Document Control Branch (Oocu 
ment Control Desk). Ip. 47016:330-4701 7-349 

<-081 0040432 "Point Soach Nuclear Plant Emergency Plan Exercise." 

• Wisconsin Electric Power Co. 80/09/14 373pp 4701 6-337-4701 7.349. 

8010170174 Forwards Safety Insp Repls 60-266/88-21 A 60-301/88-19 on 880912- 
16. No Violations noted Exercise weakness noted 

SHAFER, W.D Region 3, Ofc of the Director. 88/10/08. FAY.C.W. Wisconsin Electric 
Power Co 3pp. 47158-312-47168:361 

-8810170177 Insp Repls 60-266/88-21 & 50-301/88-19 on 68091 2-1 6, No violations 
noted Major areas Inspected emergency preparedness exercise Weakness noted re 
failure to declare general emergency when emergency action levels reached 
FOSTER.J. Region 3, Ofc of the Director 80/10/06 37pp 47168 315-47158-361. 


j. Insurance A Indemnity Information 

8810120188 Forwards environ asseaament A finding of no slgnigcant Impact re tempo- 
rary exemption from property Insurance rule (10CFR6O,54(w}(5)(l)) until rulemaking fi- 
nalized but no later than 890401, 

SWENSON.WH Project Directoralo III-3 88/00/26. FAY.C.W. Wisconsin Electric 
Power Co 3pp. 47119:206-47110,302 

-6810120195 Environ assessment & finding of no significant Impact re temporary ex- 
emption from 10CrR60 64(w)(6Jli) re onsite property damage Insurance until rulemak- 
ing finalized but no later than 800401. 

PERKINS, K E. Project Directorate III-3 08/00/26. 4pp. 471 10:290 47119-302 

8810130327 Forwards temporary oxemption from schedular requirements of property In- 
surance rule effective 601004. 

SWENSON.W.H Project Directorate 111-3. 88/10/03, FAY.CW Wisconsin Electric 
Power Co. 3pp 47121.027-471211033. 

-8810130329 Exemption from requirements of 10CFR60.64 until compfelion of pending 
rulemaking extending Implementation date no later than 890401. 

HOLAHAN.Q.M, Dmsiorfc of Reactor Projects - til, IV, V A Special Projects (Post 
870411). 86/10/03 Wisconsin Electric Power Co. 4pp, 47121:030-47121:033. 


P. Operating licenao stage documents A correspondence 

8609120086 Generic Ltr 86-16 to all power reactor licensees A applicants re elecirlo 
power sys • Inadequate conlrol over design pfocessoa, 

CRUTCHFIELD, D, Associate Director for Projects (Post 870411). 88/09/12. Consoli- 
dated Edison Co. of New York. Inc 60pp. 47001:239-47001:300 

6810030061 Requests that util review allegation re radiation protection training program 
A Initiate Invesllgatlon.Results of review A disposition requoated within 30 days of ltr 
date.EncI detail of ellegallon withheld (ref 10CFR2,700). 

NORELIUS,C.6. Region 3, Ofc of the Director, 68/00/22. FAY.C.W, Wisconsin Electric 
Power Co 2pp 47009 091-47009:092. 

8810100207 Discusses plans for Cycle 16 reload expected to begin In Nov 1980 follow- 
ing 6-wK refueling A malnt outago.Utli will use Westinghouse 14x14 opUmIzed fuel 
a98ennb1ie8.per NhC 3ER Issued on 841005, 

FAY.C.W. Wisconsin Eloctrlo Power Co 80/09/30, Document Control Branch (Docu- 
ment Control Desk) 2pp, 47103.298-47103:299, 

8B1005Q06S Generic Ltr 8B<16 to all power reactor licensees A appileanie re removal of 
cycle-speclflo parameter limits from Tech ^ocs.Svo list end. 

CRUT(5hfIELD,D. Associate Director for Projeota (Post 870411). 80/10/04. Consoli- 
dated Edison Co. of New York, Inc 40pp. 47116:145-47116:194. 

8810170466 Forwards response to NRC 880512 request for response to certain llama 
re offsite dose calculation manual, Responses Include commitments to modify certain 
aspects of manual to be submitted w/semlannual monitoring rept In early 1989. 
FAY,C.W. Wisconsin Electric Power Co. 88/10/06. Document Control Branch (Docu- 
ment Conlrol Desk). 21pp. 47163:104-47163-124. 


8810170174 Forwards Safely Insp Repls 60 266/68 21 A 50 301/08-19 on 880912- 
16,No violations noted Exercise weakness noted 

SHAFER, WD Region 3, Ofc of Ihe Director 88/10/06 FAY.CW Wisconsin Electric 
Power Co. 3pp 47156312 47158 351 

-6810170177 Insp Repts 50-266/86-21 A 50 301/88 19 on 860912-16 No violations 
noted Major areas inspected emergency preparedness exercise. Weakness noted ro 
failure to declare general emergency when emergency action levels reached 
FOSTER. J, PLOSKI.T,, SNELL.W. Region 3, Ofc of the Director. 80/10/06 37pp, 
47158315 47158 351 

8810030265 NRC Info Notice 80 080, "Unexpected Piping Movement Attributed to Ther- 
mal Stratification " 8vc list end 

ROSSI.CE. Division ol Oparational Events Assessment (Post 870411) 88/10/07. 
Consotidalod Edison Co of Now York, Inc 223pp 47115 282 47115 285 

6810040066 NRC Info Notice 88 081, "Failure of AMP Window Indent KYNAR Splices A 
Thomas A Batts Nylon Wire Caps During Environ Qualification Testing" Sve list end 
ROSSI.CE. Division of Operational Events Assessment (Post 870411) 00/10/07 
ConsoHdalod Edison Co of New York, Inc 1 19pp 47116 020 47116 144 

8810130161 NRC Info Notice 88 083. "Inadequate Testing of Relay Contacts in Safoty- 
flolaled Logic Sys " Sve list end 

ROSSI.CE. Division of Operational Events Assessmient (Post 870411) 06/10/19. 
Consolldaled Edison Co of Now York. Inc 119pp. 47196 239-47196357 


R. Perlodio operating repo lie A related correspondence 

8610170054 Monthly operating repts for Sept 1908 for Point Beach Nuclear Plani.Unil 1 
A2W/8S1010ltr. 

KRAUSE.CW, FAY.CW. Wisconsin Electric Power Co. 08/09/30 9pp. 47158352- 
47168360 


8. Reportable occurrencea, LERa A related correspondence 

8810030282 PNO 111-80 O82.on 8809 19, licensee suspended site accosa A A tested for 
drugs altar ollogalion from oulsldo source re drug use by five employees Three em 
ployees tested positive for drugs 

CREED.J , MALLETT.B Region 3, Ofc of the Director 88/09/23 Ip. 47016*280- 
47016-280 

B01O1OO1O8 Part 21 rept ra potential problem w/EMD 20 645E4.Type 909 oxdtation sys 
circuit breaker A wiring Potential for field circuit breaker to trip due to combined air 
temps A field current exists at all plants w/Model 999 sys 
KULCHAK.RD. Morrison Knudsen Co, Inc 88/10/12 MURLEY.T Office of Nuclear 
Reactor Regulation, Director (Post 070411). 8pp 47263 350-47263 357, 


V, Operator Examinations 

8806170160 Generic Ltr 88-13 to all power reactor liconseoa A applicants for OL re op 
orator licensing exams Sve list end. 

MIRAGLIA.F.J. Associate Director for Projects (Post 870411) 8Q/0B/O8. Consolldaled 
Edison Co. of New York, Inc. 66pp 46058-001-40959057. 

8810030410 Confirms visit to evaluate roqualification program during wk of 890227 Ref 
matt requlremenls A rolatod documontation end 

WR1QHT.Q.C Region 3, Ofo of tho Director. 88/09/28 FAY.C.W. Wisconsin Electric 
Power Co. 84pp. 47008-323 47009.046 
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F. Seouflly, madlcal, emergency A tire protection plans 

8810030062 Rev 8 to "Radiological Emergency Response Plan." W/OQ0920' Hr. 
COLLINS, M., STEPHENSON.J.O., WIDELL.R C norida Power Corp. (subs of Florida 
Progress Corp ) 8B/0B/31. 318pp. 47000.137-47010 094 


8810140096 Responds to NRC request for plant-sped Ho seismic verification plans con- 
sistent w/requlromonts of Generic Ur 07-02, "Verification of Sefsmio Adequacy of Me- 
chanical A Electrical Equipment In Operatlrm Reactors." 

FAY.C.W. Wisconsin Eloolric Power Co 68/10/07. Document Conlrol Branch (Docu- 
ment Conlrol Desk). 4pp. 47166:030-47160:041. 


Q. Inopectlon reports. IE Bulletins A correspondence 

8806010337 NRC Info Notice 88 073, "Direction-Dependent Leak Characteristics ol 
Containment Purge Valves." Svo list end. 

nosSLC.E. Division of Operational Events Assessment (Post 670411), 88/09/08. 
Consolidated Edison Co. oi New York, Ino. 119pp. 46e58;O6B.4e950.177 

8609150008 NRC Info Nollce 86-077. "Inadvertent Reactor Vessel Overfill.'' Svo list 

ROSSLC.E. Division of Operational Events Assessment (Post 670411). 88/00/21?. 
Consolidated Edison Co. or New York, Ino. 111pp. 47114:291-47116-042. 

8609160047 NRC Info Notice 80-078, 'Hmplemenlallon of Revised NRC-Admlnlslered 
Requalifioatlon Exams." Svo list end. ^ 

ROSSLC.E. Division' Of Operational Events Assessment (Post 870411). 88 / 00 / 22 . 
Consolldaled Edison Co. of New York, Inc. IIOpp, 47116:043*47116.048. 


8810050070 Revised omergoncy plan Implementing procedures, including Rev 4 to EP- 
220, "PTS" A Rev 7 to EP'200, "Inadequate Coro CooHng." 

MARSH ALL, W. Florida Power Corp. (subs of Florida Progress Corp.) 88/09/01. 
46pp. 47046:302 47046*346. 

8810040419 Rev 0 to Emergency Plan Implementing Procoduro AP-600, "Turbine Tnp " 
MARSH ALL,W. Florida Power Corp (subs, of Florida Progress Corp) OB/09/ie, 
12pp. 47042*051-47042.062 

8810070124 Rev 0 to Procedure AR-503, "ICS K Annuaclalor Response " 

MARSHALL, W, Florida Power Cerp (subs of Florida Progress Corp.). 80/09/16 
11pp. 47076-275 47076.285 

8810060199 Forwards Insp Rept 60-302/6B'24 on 880716 0812 A notice of violation 
HEYES.L.A. Region 2. Ofc of the Director. 88/09/19 WILGUS,W8 Florida Power 
Corp, (subs, of Florida Progress Corp.). 2pp 47071-226 47071 244 

-8810080116 Insp Rept 60 302/88-24 on 800716-0812 Violations noted Major areas 
Inspected'plant oporatlon,3ecurity, radiological controls,LERs A nonconforming oper- 
atlon repts. 

HOLMK-RAY,P,. TEDROW.J., PETROSINO,J Region 2, Ofo of the Director, 88/09/ 
13, 16pp, 47071-230.47071:244 


8610030381 P-i"rl'n 9*» 0^* ro Ihnrr*' 'n piping connected 

'.‘CS t.oi iK'* w' : I liPiU p' r ifi i> 5 ' I ' - ' from temp 

O'fDl'.n ,1 < 1; . V ‘'If 

' /. ruf'i I'0ii4‘- C" F-' 'J* w 1 11 (*'Mrol Branch (Docu- 

l-< \S ■ ?. ‘ 4' )- 1.1 1 ‘.OJ' 


8810030426 Rev 10 to Emergency Plan Impio mo riling Procedure EM.204(B), "Release 
A Offsite Dose Assessment During Radiological Emorgoncies at CR-2 (Computer 

STEPH^'NS0N,J.D Florida Power Corp (eubs. of Florida Progress Corp,). 86/09/20, 
37pp. 47006:301-47005.339 


GG092J0002 S’ ! I '0 N t ; 
• M'., cv. ' r>, 

: ■ < ■ J .!■ I- c* 0 

c ‘H* .‘itiM '. >< *> 


L rrv CF •. M' #< » .' ■ U 1 ' i.’ Finger Binding In 

’ll' evil “if Ol-' 170411). 88/09/29. 

ii« h. li 11 'If 1'" -I’r >:281. 


8910130347 Rev 14 to Emergency Plan Implementing Procedures EM-213, "Medical 
Emergency Procedures" A Rev 30 to EM-202. "Dulles Emergency Coordinator." 

• Florida Power Corp (subs, of Florida Progress Coip,), 08/09/30. 80pp 47136:166- 
47135:235. 
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881013035*1 Rbv 10 to Emeroency Plan Impfemenling PfocBcJure AP*770, ‘'Emergency 
Dies a! Generator Actuation ^ 

MARSHALL., W Florida Power Corp (suba o1 Fiorida Progress Corp) 00/09/30. 
lepp 47135 078-47135,095 

8810130366 Rev B to Emergency Plan Implementing Procedure AR'/OS, “SSFQ Annun- 
cifilor Response “ 

MARSHALL, W. Ffeiida Power Corp (eubs of Florfda Progress CorpJ, 80/10/06 
22pp 47131 326-47131 347 


J. rneurance & Indemnity Information 

8809290183 Forwards on\rfron assessment 6. finding of no s^gniftcanl fmpaci re tempo- 
rary exemption from schedular requirements of 10CFR5054(w)(5)(i) re frtcrease In 
amouni of onsite property insurance to be earned by NRC power reactor llcerisees. 
SIIVER.H. Project Dlreclorato 11-2 88/09/23 WJLGUS.W.S. Florida Power Corp 
(subs, of FJOfIda Progress Corp ) 2pp 47001 046-47001.051 

-8809290184 Erwifon assassmeinl & findirtg of no significant Impact re temporary ex- 
emption from tOCFHSO 64(w)(5){i) reoulromenls. requiring increase In amount of 
ortsile property damage insurance required to bo earned by power reactor licensees, 
BERKCiW.H N Project Directorate 11-2 88/09/29 4pp. 47001.048-47001.051 

88100S0019 Forwards temporary exemption from sebeduJar requirements of property In- 
surance rule 1OCFR5O54fw)(5J(0 until 090401 or until fulemaklng completed. 
SILVER,H Project Directorate 111, 88/09/29 WILGUS,WS Fforida Power Corp 
(subs of FJonda Progress Corp ) 3pp 4 7065 -23 6-47065 244. 

-8810060021 Temporary exemption from 10CFR50 54(w^{5)(f) re onsite properly 
damage insurance until 890401 or until rulemaking completed 
VARGA,SA Division of Reactor Projects - UMV.V A Special Projects (Post 870411) 
88/09/29. Florida Power Corp (subs, of Florfda Progress Corp.) 4pp, 470e5'241- 


6810050058 Generic Ltr 88-16 to all power reactor llconaaes & applicants ro removal of 
cycfe-^cific parameter limits from Tech ^ecs Sve list onci 
CRUTCHFIELD.D Assoclala Dfroctor for Projecis (Post 070411). 00/10/04. Consoli- 
dated Edison Co of New York, Inc 48pp 47116 145 471 1G 104 

8810130202 Forwards safety evaluation granting rolfof from listed Inservice testing 
r0qiJiremenl8,per 880713 request ^ 

B^KOW.H.N Project Dlroclorale 11-2 88/10/06 WILQUS,WS. Florida Power Corp 
(subs, of Florfda Progress Corp), 3pp. 47121.203-47121 210 

-8810130204 Safety evaluation si^porllng relief from Inservico testing program 
* Office of Nuclear Reactor Regulation, Director (Post 670411) 80/10/06 6pp 
47121.206-471 2 1?210 

8810170302 Responds to NRC 880729 request for licensee plant-spoclfic solamlo vorifi- 
cation plans for lacllity.per Generic Ltr B7-02 Util will file plant-specific response based 
upon generic resolution of USI A-46. 

WIDELL,R.C Florida Power Corp. (subs, of Florida Pfogress Corp.), 68/10/07. Docu 
menl Control Branch (Document Control Desk). Ppp. 47166‘333'47166 334, 


Q. Inspection reports, IE Dulletlns & correspondence 

8809010337 NRC Info Notice 86 073, "Direction -Depen dent Leak G haractorf sties ol 
Containment Purge Valves.” Sve fist end 

ROSSt.CE Division of Operational Events Assossmont (Post 870411). 88/09/08. 
Coi>solidatod Edison Co of Now York. Inc. IIOpp, 46050 053-40058 177 

8809270019 Responds to violations noted In Insp Ropt 60-302/08-10 Corroctfvo 
actlons'Nuclear Operations Dept Procedure NOD-17, ‘'Design Basis Issuo Resold 
tion,*' eslabllahed & valves will be repaired or replaced & reconfigured 
W1DELL,R,C, Florfda Power Corp (subs, of Florida Progress Corp ), 80/08/16 Docu- 
ment CJontrol Branch (Document Control Desk). 4pp 46972-135 46872.138 


P. Opeiating license stage documents ft correspondence 

8818170281 Application for amend jo License DPR-72.conalsiing of Tech Spec Chariga 
Request ISS.revfsJng Tech Specs to accurately refiec I design oasis lor max seawater 
(UHS) tenip.Fee paid 

SIMPSON,E,C. Florfda Power Corp, (subs of Florida Progress Corp,). 87/11/16 Doc- 
ument Control Branch (Document Control Desk) 8pp. 47166 112-47166 119 


8010060109 Forwards Insp Rept 60-302/88-24 on 800716-0812 ft notice of violation, 
REYES, L.A Region 2, Ofc ol the Director, 88/00/10, WILGUS.W.S, Florida Power 
Corp. (subs, of Florida Progress Corp.). 2pp 47071.228-47071:244. 

-0810068111 Nolice of violation from Insp on B8071 8 0012 Violation noted.falluro to 
perform adequate evalullon of two Llmltorque 10CFR21 ropta ft failure to adopt appro 
priate procedures to ensure vendor devlatlona fully evaluated. 

REYES, LA. Region 2, Ofc of the Director. 80/09/19 2pp 47071 ■220-47071:229, 


-6810170283 Proposed Tech Specs re limiting condition for operation ft surveillance re- 
qulrementa for UHS, 

• Florida Power Corp. (subs ol Florida Progress Corp,). 87/11/16. 2pp. 47166:116- 
47166:1 19, 

6809128865 Generic Ltr 66-15 to all power reactor licensees & applf cants re electric 
power sys - Inadequate control over design processes 

CRUTCHFIELD, 0, Associate Director (or Projects (Post 870411). 66/08/12, Consoli- 
dated Edison Co. of New York, Inc. 60pp 47001*239 47001:300, 

8809290268 Forwards Amend 108 to License OPR-72 ft safely evaluation. Amend ex- 
tends surveillance Inleival for reactor vessel Internals vent valves from once per 18 
months to once every 24 months. 

SILVER,H. project Dfrectorale 11-2. 08/09/26 WILGUS,WS. Florida Power Corp. 
(subs, of Florida Progress Corp ). 2pp. 46 9 63* 3 16-46983.327. 

-86092M272 Amei>d 108 to License DPR-72,extef>ding surveillance Interval for reactor 
valves from once every 18 monlhs to once per 24 months 
BERKOW,H.N Project Directorate II 2. 68/09/26 5pp, 46983 31 M69a3’322 

-8809290278 Safety evaluatJon supporting Amend 108 to License DPR-72. 

* Office ol Nuclear Reactor Regulation, Director (Post 870411). 88/09/26. 6dd. 
46963.323-46983,327. 

6610120384 Submits supplemenial Info ra reactor bldg purge.Oullet flowpalh controlled 
from main control room In same board location as relevant Indicators ft Inlet flowpalh 
from sys which rwjrmalfy operates at hJohor than accident pressure 

of Florida Progress Corp). 88/09/26, 
GRACE,J N. Region 2, Ofc of the Direclof. 4pp. 47113.106-47113:109. 

6610060103 Forwards results of nsk assessment associated w/high energy line break 
review reported on 8B0907.Util will seek NRC approval to Irw Jude relief granted In Ge- 
neric Ulr 07-1 1 re a11mlnalk)n of aibllrary Intermemate pipe breaks, 

WIDELL,R.C, Florida Power Corp. (sobs, of Florida Progress Coro.). 68/09/27. Docu- 
ment Control Branch (Document Control Desk) 13pp. 47071:213-47071 226. 

6810030322 Approves use of Code Cases N-416 ft N-424 as alternalfves to hydrostatic 
IM^ddend^f Sec3on through Summer 

BERKOWJH N. Prc^l Directorate H-2. 68/09/28. WILGUS.W.S. Florida Power Corp. 
(subs, of Florida Progress Corp ) 2pp. 47008 141 -47008 142. 

861003037B Fow^ds reviw summary re relationship between SER,BftW Owners 
Group qer>eric ATWS design ft util conceptual de8lgn,a8 requested In NRC 860630 
ConcepCial DesrgS-'aisoVnd. ^ 

WILGUS.W.S, RorWa P^r Coto (subs of Florida Progress Corp.). 88/09/28. Docu- 
menl Control Branch (Document Control Desk). 13pp. 47007:027-47007:131, 

-6810030382 “ATWS Gonoeplua) Design " 

M/li/iz'. a,®' e4-0M7-01, 

6610^114 Forwards responses to NRC 880830 questions re emergervey 
feedwa er.Preliminary assessments on theimal stratification ft water hammer In emer- 
discussed Final analyse on subject Issues to be pfovWed by 

WIDELI!,R.C. Florida Power Corp (subs, of Rorlda Progress Corp.L 88/09/26. Docu- 
ment Conlrol Branch (Document Control Desk). 13 pp. 47073.1 76-47073: m 

VARGA, S.^ NRC- No Dewied Agitation Qlvan 3 pM7,^28“7^’m 


-8610060116 Insp Rept 60-302/88-24 on 880716*0612 Violations notod.MaJor areas 
Inspected'plant operation, security, radiological contro)8,LER8 ft nonconforming oper- 
ation repis 

HOLMES-RAY.P., TEDROWJ , PETROSINO,J Region 2, Ofc of tho Director, 88/09/ 
13 16pp. 47071:230*47071 244. 


6610040207 Forwards Insp Rept 60*302/88-26 on 6B0822'26 No violations or devL 
atlons noted. 


JULIAN, C, A Region 2, Ofo of the Director 08/09/21. WILGUS.W.S. Florida Power 
Corp. (subs, of Florida Progress Corp.) 2pp. 47041:000 4704 1 .016, 


-6810040208 Insp Rapt 50.302/00-26 on 08O022-20.No violations or deviations 
noled.MaJor areas Inspected mods ft design control 

JURY.K, BELISLE.Q. Region 2, Ofc of the Director 86/09/20 6pp. 47041:011- 


8810060005 Ack receipt of 860902 ltr Informing NRC of stops taken to correct weak* 
60-302/80-16, Response ovaluatod & acceptable 
COLLINS,D.M Region 2, Ofo of the Director 80/00/21. WILGUS.W.S Rorida Power 
Corp. (subs, of Florida Progress Corp.) ip. 47070.099-47070.099 

8809150006 NRC Info Notice 88 077, "InadveilenI Reactor Vessel Ovorfill." Svo M 
end 

ROSSI.C E. Division of Operational Events Assoasmenl (Post 870411). 08/09/22. 
Consolidated Edison Co of New York, Ino. 11 1pp. 47114:291-471 16 042 

deo«90p47 NRC Info Notice 88 070, "Implemenlalion of Revised NRC- Ad ministered 
Reeualillcatlon Exams.” Svo list end. 

ROSSI.CE. elision of Operational Events Assessment (Post 870411). 88/09/22. 
Consolidated Edison Co. of Now York, Ino, IIOpp 471 16*043-471 16,046. 

corrections to two errors contained In 880018 Hr re response 10 
violations noted in Insp Rapt 60-302/88-18. 

Progress CorpJ. 88/09/22. Docu* 

ment Control Branch (Document Control Desk) 2pp 46084:042-46084:043. 

of mlnl-purge of reactor bldg to reduce worker ox- 
^ radioactive mat! ft to assure (hat every moasuro taken to Im- 
safety.lnsps necessary. ' 

K,ho 

**TOlWlnsp'Flepi 

Director. 80/00/29 WILGUS,W.S. Florida Power 
Corp. (subs, of Florida Progress Corp ), ip, 47134:272-47134:272. 

^tnsD^oot M Emergency Operating Procedure 

lfn?8 w/owners^group encouraged to develop vendor generic procedural guide* 

' m"str“w?n!" "Unexpseted PIpina Movement AMrtbulod to Thor. 

t^gratlonal Events Assessment (Post 8 / 0411 ). 60 / 10 / 07 . 
Consolidated Edison Co, of New York, Ino. 223pp. 471 16:26^47116:286.^ 
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8810040068 NRC Inlo Nolica 88-001, ‘'Failure cl AMP Window Indant KYMAH Splicas & 
Thomas & Betts Nylon Wlra Caps During Environ Qualification Tosttnn " Svc Ifsl end 
ROSSI, C.E. Division of Operational Events AGsasament (Post 870^11} 88/10/07 
Consolidated Edison Co. of Now York, Inc. 1 19pp 471 16 026 471 16 144. 

8610130161 NRC Info Notice 86 066, ''inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys." Svc list end 

ROSSI,CE Division of Operational Events Assessment (Post 670411). 68/10/19, 
Consolidated Edison Co. of New York, Inc 119pp. 47196 239-47196*357 


R. Periodic operating reports & related correspondence 

8810180516 Monthly operating rept for Sopt 1068 for Cryalat River Unit 1.W/a81012 Itr. 
LANE,J E , WIDELL.R.C. Florida Power Corp (subs of Florida Progresa Corp ) 88/ 
09/30. 5pp 471 74-351.471 74-365 


8. Reportable occurrences, tERs & related correspondence 

SB 10070359 Part 21 rept re condition Involving Inconel 600 mall used to fabricalo steam 
generator tube plugs 8 found to possess micro structuro susceptible to stress corro- 
sion cracking 

TAYLOR, J.H. Babcock & Wilcox Co 08/09/06. MURLEYJE Office of Nuclear Reac- 
tor Regulation, Director (Post 670411) 6pp 

6610170226 LER 80 016-00 on 600907,detef mined that unit cperDtlng outside design 
basis In that safely related mods made w/o effect of high energy line break being 
considered In design. Design control program rovlaed.W/&Oi006 Itr 
MOFFATT,L W , WIDELL.R C Florida Power Corp (sub^, of Florida Progress Corp > 
88/10/00. 7pp. 47 1 89.024-47 1 69.030. 

6810260043 Part 21 rept re potential deviation from Tech Spec concerning RY Indlco- 
tors due to operating temp effect on analog meter movement Initially reported on 
6B1006.Cuslomor8 verbally notified on 861006-07 

MAHONEY, E.E. Dailey Controla Co (subs, of Babcock & Wilcox Co.). 88/10/10. 
Office of Nuclear Reactor Rogulalion, Dfrootor (Post 870411). lOpp 473S4-040 
47364-049 

8810160473 LER 80 002-0 Von aaoiOAemorgoncy foedwalor actuation occurred on 
loss of both main feedwater pumps.Caused by technician error & Improper positioning 
of bypass valve. Technician counseled & procedure change made.W/6810t2 Ur. 
MOFFATT.LW, WIDELL.R C. Florida Power Corp (subs of Florida Progress Corp.). 
80/10/12. 4pp. 47174.313 47174.316. 

8610180484 LER 68-01 7-00’on 08O913,falluro to perform post main! test 
occurred Caused by lack of understanding of design function of valves Testing of 
FWV-43 & FWV-44 will ba conducted during Oct 1988 outage. W/88101 2 Ur. 
MOFFATT,L.W., WIDELL.R.C Florida Power Corp. (subs, of Florida Progress Corp.), 
86/10/12. 4pp. 47172:113 47172-110 

8810190005 LER 80O1O*OO'On 88071 2, discovered Toch Spec surveilfance tesla per- 
formed during previous 7 wka on rooctor containment bldg did not satisfy Tech Spec 
requiromonts Caused by Inadequate administrative procedures W/881013 Itr. 
MOFFATT.L W., WIDELL.R.C. Florida Power Corp. (subs, of Florida Progress Corp.). 
Bfl/10/13 6pp 47191:2B1.4719V265 

8810240474 LER 06-01 0-OO.on 88091 /.discovered that unit operating for approx 20 h 
w/o battery chargor supplying load of 1 25-volt do bus Caused by assignment of ra- 
aligning chargerslo Inappropriate personnel Design modIfied.W/oeiOie llr, 
MOFFAn.L.W., WIDELL.R.C. Florida Power Corp. (subs of Florida Progress Corp.). 
88/10/16, 4pp 47243 050 47243 002. 


V. Operator Examinations 

8808170150 Generic Llr QO-13 lo all power reactor llconsoos & appllcairla for OL re op 
eralor licensing exams 8vo list end. 

MIRAGLIA,F.J, Associate OIroctor for Projoots (Post 870411), 86 / 08 / 08 , Consolidated 
Edison Co. of Now York, Inc 66pp 46950:001.40958-057, 


DOCKET 50^304 ZION NUCLEAR POWER STATION. UNIT 2 


-8010200014 Environ assesameni & finding of no significant Impact re exemption from 
10CFR60 64(w)(6)(l) on property Insurance rule. 

MULLER, D.R, Pro|ect Directorate 111-2 8B/0D/26. epp 47233 252-47233 267. 

8810200402 Forwards tefoporary exemption from requirements of property Insurance 
rulo,10CFR50.64(w)(5](i),Exemption valid umil rulemaking comploted, 

MULLER, D R. Project Directorate III 2. 88/10/03. 0LISS.H Commonwealth Edison 
Co 3pp 47205-204-4720$, 322, 

-8610200353 Temporary exomplion from scheduler requirements of property insurance 
njlo.per 1OCFR5O.64(w)(5)(l),p0ndlng completion of rulemaking not later than 890401, 
HOLAHAN.Q.M Division of Reactor Proecls • lll,iv,V & Special Projects (Post 
870411). 60/10/03 Commonwealth Edison Co lipp 47205,312-47205 322. 


P. Operating license stage documents & correspondence 

6809120086 Ganoric Ltr 68-16 to all power reactor licensees & applicants re electric 
power aye * Inadequate control over design processes 

CRUTCHFIELD, D. Associate Director for Projocls (Post 070411). 88/09/12 Consoli 
dated Edison Co. of New York, Inc. 80pp. 47001:239 47001 300 

8610060076 Discusses 880609 proposed Tech Spec amend eliminating boron Injection 
tank from each unit Removal of boron injection tank (s first step lo address concerns 
re storage & handling of high boric acid concentrations 

TRZYNA,G. Commonwealtn Edison Co 88/09/23, Office of Nuclear Reactor Regula- 
tion. Director (Post 870411). Ip. 47070.146 47070-146 

8810060256 Discusses status of pressurized thermal shock Issue A disagreement w/ 
NRC ra treatment of nickel & copper content of Unit 1 reactor vessel Util identifying & 
evaluating steps toward Implementing flux reduction program for Unit 1. 

TnZYNA,G.E Commonwealth Edison Co. 88/09/28, Office of Nuclear Reactor Ragu 
latlon, Dfreclof (Post 87041 1). 1 p 47070 368-47070 358. 

88101 100B4 Application for amends to Licenses DPR-39 & D PR-40, modifying Tech 
Speo Section 4.2,1, F 1, "Qorfc Acid Sys" to clarify testing requirements for heal trace 
wnlch protects piping from boric acid tank to charging pump suction line Fee paid 
IRZYNAAE. Commonwealth Edison Co. 88/09/^9 Office of Nuclear Reader Regu- 
lallon, Director (Post 87041 1) 2pp. 47107:051-47107.067, 

-6810110100 Proposed Toch Spec 4.2.1 ,F.i re boric acid sya 
* Commonwealth Edison Co, 88/09/28 5pp. 47107-053-47107.057 

681OOS0OSS Generic Ltr 88-16 to all power reader licensees & applicants ro removal of 
cycle-specific parameter limits from Toch ^ecs Svc list end 
CRUTCHFIELO.D Associate Director for Projeda (Post 8704 11). 88/10/04. Consoli 
dated Edison Co. of New York, Inc 46pp. 47116 146 47116-194 

6810110359 Informs of NRC concern re PIS ref temp for facility reactor vessels .Recent 
publlcatlor> by B&W Identify possible values for iniliat PIS rer lemp WF-70 weld mail 
In bellllne region. Response requested in 60 days 

MULLER, D.R. Project Direcloralo IH*2. 80/10/06. BLISS, HE. Commonwealth Edison 
Co. 4pp. 47091-308 4709V311. 

8810120202 Advises that Seismic Ouatiflcation Util Group waikdown to ensure seismic 
vorlflcetlon of equipment will be comploled In 1990 through 1991 for Unit 2 & in 1991 
through 1902 for Unit 1. 

TRZWAjG E. Commonwealth Edison Co 88/10/07 MUflLEY.TE Office of Nuclear 
Reactor Regulalion, Diredor (Post 870411). Ip. 47114:290 47114.290, 

8810170347 Advises that 6B0912 Rev 52 to QA Topical Rept CE-1-A consistent w/ro- 
qufrements of 10CFR50,App 8 A acceptable. 

wRtQNT,GC. Region 3, Gfo of the Director 68/10/07 REED.C Commonwealth 
Edison Co 2pp. 47166 006-471 68 087. 

8810170110 Forwards Amends 113 & 102 to Licenses DPR-39 & DPR 48, respectively 
& eafely o valuation Amends modify Paragraph 2.C(6) of license to require compliance 
w/amanded physical security plan 

NORRIS, JA Project DIroolorate IH-2. 88/10/11. BLISS, H.E. Commonweatth Edison 
Co. 4pp. 47109:313 47169:323. 


F. Gecurlly, medical, emergency & (Ira protection plane 

8810070683 Rev It lo Emergency Flan implementing Procedure 110-1, "Station Direc- 
tor." 

* Commonwealth Edison Co. 00/07/29 24pp 47084-002-47004.025. 

8810070376 Station Proceduro Change Request A8G 293 to Rev 3 to Emergency Plan 
Implementing Proceduro EPIP 160-1, "Rad Chom Director" 

NYKIRL.A.W. Commonwealth Edison Co. 08/09/22. 6pp 47079.001-47079.006. 

8810170118 Forwards Amends 113 A 102 to Llcbnsoa DPR-30 A DPR-40, respectively 
A aafoty evaluation Amende modify Paragraph 2C(6) of license la require compliance 
w/ am ended physical security plan 

NORRIS, J.A. Projocl Dkeoloralo III-2. 80/10/11. BLISS, H.E Commonwoallh Edison 
Co. 4pp. 47169.313-47160:323. 

-8610170123 Amends 113 A 102 to Licenses DPR-39 A DPR-46,r6 spec lively, modifying 
Paragraph 2,C(6] of license to require compllanco w/amended physical security plan, 
MULLEfi.D R. Koject Directorate 111-2. 80/10/11. 4pp. 47189:31^7169.320. 

-8810170126 SER supporting Amends 113 A 102 to Licenses DPR-39 A DPR-4fl, re- 

®^RC^’isio Ootallod Affiliation Given, 06/10/11. 3pp. 47169-321-47109 323. 


J. Insurance A Indemnity Information 


-8610170123 Amends 113 A 102 lo Licenses DPR 30 A DPR 46.re8poctive!y, modifying 
Paragraph 2.C(6) of license lo require compliance w/amonded physical security plan. 
MULLER, D.R. Project Directorate 111-2. 68/10/1 1. 4pp. 47169.317-47169 320 

-8010170128 SER supporting Amends 113 A 102 lo Licenses DPR 39 A DPR 48, re- 
3 p octlv3 ly 

• NRC - Pio Delalted Alfillation Given. 80/10/11, 3pp 47169-321.47169-323. 

8810180424 Environ assessment A finding of no significant Impact re Issuance of 
amends to Licenses DPR-39 A DPR-4S.AmendB would authorize util to remove boron 
Injection tank A associated piping, valves A heat trace for recirculation. 

MULLER, D.R. Project Direclorala III 2. 88/10/13 5pp 47173-200 47173-213 


a Inspeollon reports, IE Bullet Ine A correspondence 

8800010337 NRC Info Notice 66-073, "Direction-Dependent Leak Cliaracteristlcs of 
Containment Purge Valves," Svc list end, 

ROSSI, CE. Division of Operational Events Assesameni (Post 870411), 88/09/0B. 
Consolidated Edison Co. oi Now York, Ino. 11 0pp. 46958,068-46958-177. 

8809160008 NRC Info Notice 88-077, "Inadvertent Reactor Vessel Overfill.'" Svc list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 88/09/22. 
Consolidalod Edison Co, of New York, Inc. 111pp. 47114*291-471 15042 


8810200006 Forwarda environ assessment A finding of no significant (mpaot re exemp- 
tion from 10GFR60.54(w)(6)(l) of property Insurance rule, 

MULLER,D.R. Project Direcloralo lfl-2 66/09/30. BUSS,H Commonwealth Edison 
Co. 3pp 47233-237-47233:276. 


8809160047 NRC Info Notice 68-076, "Implementation ol Revised NRC Administered 
RequallfIcallDn Exams." Svo list end 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 88/09/22 
Consolidated Edison Co. of New York, Ino 119pp. 471 15.043-471 16-046. 
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88^300020 Raspoi^s to NRC Bullebn 88 009. "Thimblfl Tube Thinning In Wostlno* 
^ ^ performed during flofuelmg Outage 11 scheduled 

for Apr 1990 to comply w/ bulletin 

^ 88/09/^3 Documonl Control Branch 
(Document Contro! Desk) 2pp 47003 153 47003 154 

881^0040223 Forw^ds Wes Ung house nonprop rielary WCAP-1 1949. "'Evaluation for Tuba 
yibraUon Induced Fatigue.*’ in response to NRC Bulletin 88 002 re steam oenerators 
having carbon steal support plates ** 

^ 86/09/26 MURLEV.TE Office of Nuclear 
Reactor Regulation. Director (Post 870411} 2pp 47020 278 47021.086, 

T I* ^ Evaluatfon for Tuba Vibration Induced Fatigue." 

47020 MO IzMim"® ” WCAP-11949 B«/0873f 167pp 

® 50-3M'M-2» on 880831. 

iS«^^ci^Z%"47®0H31S°%ll327 Commonwealth 

violauon from msp on 8B0831 0992 Vwlatio/i noted semiannual 
« Jan*Juno 1988 did not include data re solid radwasto 
shppetf offsite during reporting penod 'uunraaiu 

SHAFER, W D. Region 3. Ofc of the Director 88/09/27 1p. 47014 317-47014 317. 

50-295/88-20 & 50 304/88-20 on 880831-0902, Viofalions 
nvifSnnfiiSte '^“^waste program, Induding organization A 

S^iSSSlSif 15 5 feoof ds/repts of relsaMs ^ 

47^j4 3fB^’7014 327^^^^’^^ Director. 66/09/27 lOpp 

®®HFAT.teyiiRS^',i?E"Tvct 

8810070267 Responds to NRC Bulletin 88 008 Suppis 1 & 2 re raview ef Rr«i in 

sSl ^sinbutions which would resilt ?n ut 

Document Conlml Branch 

*Ta?S®Si^'" "UnexpKted ftping Moveroeni AtWbuled to Thor- 

G.nsoi;daled«.1SS<S;tewWn"'n9w^^^^^ 


DOCKET 50*305 KEWAUNEE NUCLEAR POWER PLANT 
F. Securityt medical, emergency A ffro protection plans 

8810030150 Forwards Safeguards Insp Rept 50-305/80-17 on 000725-20 & notico ol 
violation Notice of violation & portion of Insp repi withhold (rof 10CFR73 2i) 
MALLETT.B.S Region 3. Ofc of Itie Director 08/09/27 HINTZ.DC Wloconslri Public 
Service Corp 2pp 47000 075 47009 070 r uaiic 

50-305/00-17 on 089725-28 
(ref 10CFR73 21) Violations noted Major areas Inspoctod.mflt offocllvonoss.securlty 
prganizatjon.8ecunly program audit & testing & mnfnt 

ivrtno ’ CntED,J.R Region 3, Ofc of Iho Direclor 00/09/20 2pp 47000 077- 

4 # OUm Ur U 

6810170444 Reissued pages of radiological responao plan Impfemontinci 
n Q warning sys for Stale of Wf W/Ofl 1 006 Hr. ^ 

Sfift Wisconsin Public Sorvico Corp 00/10/06 9pp 47105 129. 

Hf I Dv 1 iSf « 

J. Inaurance A Indemnity information 

®Vton’“1mm ''lS»R 4 n ^iSHrafm slflnltlcanl Impact fo oxemp. 

'OCFn60 54(\M(6)(i),lncfoaslng omount of onsito proporty domacio 
finalized but no later than 090401 p / U 

Wp ^tWSntTe'"’® W'»“n9ln Public Service 

finding of no significant Impact ro oxomptlon from 
P^PO'tHaAe Ina?.- 

PERKINS.KE Project Directorate 1113, 88/09/26, 5pp 47110*163 47110*150 

0, property In- 

^apMhWoWfea HINTZ.D.C. Wisconsin Public Sorvico 

sHMlive 091004.“'''’''“'“' proporty Insurance 

control 


"ffll’o? "s,!s"l?s'iS W “5®®' Tssl'nfl of Relay Conlacis In Ssloly. *“• * '»"«*Pon««nco 

»'“• "S;&" * ■'*“ ™ 

^HUrCnr BLD,D. Assoftlain n)rar^r/^r W dL,i^ _x . 


a Periodic operating reports & relaletf eorreapondence 

(or Jan,luna 

™“^oiafD2aTlP 4703^^^^^^^ ConPol Branch (Docu- 

"•«rwirH'd'is'?„®M 

'®P' Jan-June 1988 covannfl aoW 
* Commonwealth Edlison Co 68/06/39, 6pp 47037251 47-037 268 

S. Reporlabl. oceurrsncaa, LEBs t rolaled correspond. nee 

®eracteMTOt?n|d?etei (ue'to'b‘?5ray'rt liVSffirfHMv^^ KSVZO-T w/ 
°n sylssier hJIds ''“P®'® obsorvnd emit- 

ipp 472^6 26 W??M® 2 m“'"“'^'’ NRC- No Onln, led Affil, niton Gwen. 

*®l5^®2 “^ 4 ” lIS ”®ora oTiffiwe in '“"r 

KSrffls'A M TlK ".T' '’™“®® 

l7M8 Mr ■ Commonwealth Ed,aon Co eB/toii? 4^. 47238 281- 

V, Operator ExsmrnatJons 

6falcrlH:erja^^arnsSwhsuSf^ reactor licensees & applfcants lor OL ro op 

ay„swewaa.a‘s''' •»*•• ConsQlidaled 

MORGAN 15^1“'*'® ®®°CenS?ic * requalificabon exam achodute 

HANNON, J NRC- No Detalfed 


-.-.-WWW* i« 1 l mi pQYfQl I 

SluTr2lrpm®nT'® ®?"lfoiovor design processes ^ 

oi!i?2w! «976l41.‘4'69^^^^^^^^^ ®®''°®''^*’ HINTZ.DC, Wisconsin Public Semico 

s®stencywi®htoT^|^cs!^'““"’® DPH.43.elorllylng oxisling specs 4 Incronslng con- 
PEnKINS.K,E. Project Directorate III.3. 88/09/20 tOpp, 4e970'243.48870 2S2. 

■-?sssaaa“B.-sffs«.fj,“^ 

^Ti?DFR5o!AM0Taclj|p^^^^ program description meots roqulromonls of 

Sewtee^j^p. 1p^46998‘O5?-46V9^0^O51^^^ 00/09/21, HINT2AC Wisconsin Puhllo 

® Irnpfomenlailon schodule for resolution of USI 

Branch^ocumentC^^^ Service Corp. 08/09/30- Document Control 

ffis°'sv“Ko® "PP"®®®" '■® '®"'°''»’ O' 

dated Edison Co of New Ywk?lhw ‘^ppi ^“^“l.'lVs’S^lte.^Vg'’’ Cohsol'- 

“ '® M-2P3 ®®nt 10 Region HI per JQ Keppto, 

Branch%TCt[mentC^nUdD^^^^^ Documonl Control 

j^^SUlHintendrioperform^v^^ program per NUREQ- 

sr^NHARDTCn'^w?*^'^,^^ previous ^^monlhs 

Branch (Document ConlfdDoskMpp Document Control 

admlnfslralwe cha^gert^ejarihf exisfnp Amend 60 to License DPR-43 ro 

Sp^8 specs & fneroaso consistency wiittin Tech 

Corp 2pp * 472(8 80/10/14 HINTZ,aC Wisconsin Public Service 

'TojTCtDtSiSwM/fo/lSfip^^ 
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Q. Inspection ropoHs, IE Bulfstina St correspondence 


8fl090t0337 NRC Inlo Notice 80 073, "Diroctton Dopondsnt Look ChoracterisWes of 
Contalnmonl Purge Valves.*’ Sve list end 

ROSSI, C.E. Divlslort Of Operational Events Assessment (Post 070411) 88/09706 
Consofidatod Edison Co, or New York, Inc 110pp 46950 050 46950*177 

8B09150008 NRC Info Notice 8B 077, “Inadvflflont Reactor Vessel Ovorfll).*' Svo list 
end . . . 

ROSSI.CE Division of Operational Evenia Assessment {Post 870411} B8/09/2S 
Consolidated Edison Co of Now York, Inc Ilipp, 471 14.a91‘471 15,042 

8809190047 NRC Info Notice 08-070, •'Implementation of Revised NRC-AdmInIstered 
Requaliflcatlon Exams," Sve list 'end 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). B8/09/22 
Consolidated Edison Co. of New York. Inc. 110pp. 471 16'043 471 16*04e 

8810030150 Forwards Safeguards Insp Rept 50-305/88-17 on 860725-28 & notlco of 
violation Notice of violation & portion of (nsp rept withheld (ref 10CFR73 21). 
MALLETT,B.S. Region 3, Ofc of the Director. 88/09/27. HINTZ.D.C. Wisconsin Public 
Service Corp 2pp 47009 076-47009.078 

>•8810030155 Partially withheld Physical Security Insp Rept 60-305/88-17 on 080725-28 
(ref 10CFR73 21), Violations notod.Major areas Inspected' mg t off ectIveneBs, security 
organization, security program audit & testing & maint 

MADEDA,T.J., CREED, j!r. Region 3, Ofo of the Director. 00/09/26. 2pp. 47009*077> 
47000.078 


8809230092 SuppI 1 to NRC Info Notice 88-069, "Movable Contacl Finger Binding In 
HFA Relays Mfg by QE." Sve list end. 

ROSSI, Cb Division of Operational Events Assessment (Post 870411), 88/09/29. 
Consolidated Edison Co or Now York, Ino. 117pp. 47116*163 47116:281. 

8810100200 Responds to NRC Bulletin 88 000. "Thermal Stresses In Piping Connoctod 
to flCS," Review of sya shows no unisolablo sections of piping connected to RCS 
subj to stresses from temp stratificallon that could be Induced by leaking valves. 
HINTZ,D.C. Wisconsin Public Service Corp 08/10/03. Document Oonlrol Branch 
(Document Control Desk). 4pp 47089.317-47080.320. 

8010100310 Responds to NRG 88071 3 Itr re open Items noted In Insp Rept 60-305/60- 
16,(Dorroctlvo aclIonsiEPRI water chemistry guideline action levels will bo Incorporated 
inlo relevant procedures & chemistry analyses will bo revised. 

STEfNHARDT.C R. Wisconsin Public Service Corp. 88/10/03. Document Control 
Branch (Document Control Desk). 4pp. 47081:176 47001:179. 


881(K)302S6 NRC Info Notico B8-080, "Unexpected Piping Movement Attributed to Ther- 
mal Stratification." Svo list end , , . ^ 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/10/07. 
Consol dated Edison Co. of Now York, Inc. 223pp 4711 6'2B2.471 16.205. 


8810040066 NRC Info Notlco 80 081 ."Failure of AMP Window Indent KYNAR Soil cos & 
Thomas 8i Betls Nylon WIro Ceps During Environ Qualification Testing." Svo list end. 
ROSSLC.E. Division of Operational Events Assessment (Post 870411). 80/10/07. 
Consolidated Edison Co. of Now York, Inc. 110pp. 47116020 47116‘144. 


8810130161 NRC Info Notice 88-003, "Inadequate Testing of Relay (Contacts In Safety- 
Related Logic Sys." Svo list end. 

ROSSLC.E Division of Operational Events Assessment (Post 670411). 80/10/10 
Consolidated Edison Co. of New York, Ino. 110pp. 47166'239 47196*357. 


R. Periodic operating reports 6 related correspondence 

8810140020 Monthly operating rept for Sept 1008 for Kewaunee Nuclear Plant.W/ 
881010 Itr. 

RUITER.Q.H,, 8TEINHAflOT,C.R, Wisconsin Public Service Corp. 80/09/30. 6pp. 
471 47.074-471 47:078. 

8810170307 Forwards "1980 Land Use Census," mistakenly not submitted w/ 1006 
annual operating & environ monitoring r^lB. ^ ^ 

STEINHAROTAR. Wisconsin Public Service Corp. 00/10/11. Document Control 
Branch (Document Control Desk), 6pp. 47166:307-47165:311, 


8. Reportable occurrences, LERs & related correspondence 


8810060366 LER 88 011-00:on 00OB31 ,w/hoatup In progress, reactor coolant ays heated 
above 360 F w/turbino driven auxiliary feedwater pump lnoporable.Cau$ed by opera- 
tor failure to recognize lnoperablfily.W/8 00930 Ilf. 

NALEPKA.D.S , STEINHARDT.C.R. Wisconsin Publlo Service Corp. 06/09/30, 7pp. 
47065:313-47006:319. 

8810110231 LER 80 012-00'on 680901 .feedwater Isolation on hi hi steam generalor 
level occurred, Feedwalor Isolation signal caused main feedwater pump to trip.Caused 
by Inadvertent actuation of ESF oquTpmont, Periodic training conlfnuIng.W/881003 Itr. 
NALEPKA,D.S., STEINHARDT.C.R. Wisconsin Public Service Corp. 08/10/03. 4pp. 
47107:326-47107:320. 


8810190168 Part 21 rept re potential problem w/EMD 20 846E4,Typ6 999 excitation sys 
circuit breaker & wlrfng.Potentlal for field circuit breaker to trip due to combined air 
temps & field current exists at all plants w/Model 099 sys. 

KULCHAK.R.D. Morrison- Knudsen Co., Ino. 88/10/12. MURLEY.T, Office of Nuclear 
Reactor Regulation, Director (Post 070411). 8pp. 47263:360-47263‘357. 

8610240057 Part 21 rept re potential failures of NP6314 serlos valves. Automatic Switch 
Co knowledge of Installation & operation conditions of valves to determine If malfunc- 
tion creates Itazard fnadequate.Encl svo bulletin notlflea purchasers. 

WEAVER, J.P, Automatic Switch Co. 88/10/18. MURLEY.T.E, Office of Nuclear Roac- 
tof Regulation, Director (Post 870411), 14pp. 47264:269-47264:272, 


V. Operator Examinations 

8808170150 Qenerlo Ltr 86-13 to all power reactor licensees & appileanta for OU re op- 
erator ifeenaing exams. Svo list end. ^ ^ j 

M)RAQLIA,F.J. Associate Director for Projects (Post 870411). 88/08/00, Consolidated 
Edison Co. of Now York, Inc, 66pp. 46968.001*46958:067. 


8010060013 Requests approved ref moll listed In end bo provided for operation 6 
senior operator licensing exam scheduled for wK of 690220 
WRIGHT, QC Region 3. Ofc of the Director 00/09/24 HINTZ.DC Wisconsin Public 
Service Corp lipp 47070.205 47070:305 


DOCKET 60-306 PRAIRIE ISLAND NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency A firs protection plans 

6810070067 Rov 9 to Emergency Plan Implementing Procedure 11,11, "Dose Assess 
ment & Pfotocthro Action Recommendations.** W/680927 Hr. 

FEY,F.L» EUASON,LR. Northern States Power Co. 00/09/27 27pp. 47001001- 
47081,020. 


J. Insurance & Indemnity Information 

8609290329 Forwards two environ assessments & linding of no sIgnKicanI Impact re 
temporary exemption from scheduler requirements of 10CFR50.54(w)(5)(i),requlnng in- 
crease in amount of onsite property damage Insurance requirod by licensees 
DIIANNLD.C Project Directorate 111-1 88/09/23 MUSOLF,D.M. Northern Slates 
Power Co 6pp. 47001:071-47001*084. 

-6809300008 Environ assessment & finding of no significant impact re temporary ex- 
emption from requlrementa of 10CFR50.54(w)(5)(i) concerning Increase of amount of 
onsite property damage Insurance required by power roactoi licensees, 

DIIANNl.D.a Meet Directorate 111 1, 08/00/23. 4pp 4700 1.08 1-47001 -084. 

8810050222 Forwards temporary exemption from 10CFR60S4(w)(5)(i] require monts that 
Kcenseos obtain Insurance policies Ihot priontizo insurance proceeds for stabilization 
& decontamination after accident. 

QUAYJR. Project Directorate Ifl-l. 08/09/30 MUSOLF,DM. Northern Stotea Power 
Co. 6pp. 47059*10047059,1 12. 

-8810050224 Temporary exemption from 10CFR50 54(w)(6)(f) requirements re Increase 
In amount of onsito property damage Insurance required to be carried by power reac- 
tor licensees 

HOLAHAN,Q.W. Division of Reactor Projects - lll,IV,V A Special Projects (Post 
870411). 00/09/30, Northern States Power Co 4pp. 47059' 10947059: 11 2. 


P. Operating license atago documents & correspondence 


8809270029 Forwards environ assossmont & finding of m significant Impact re 880728 
application for exemption from requirements of App K to 10CFR60. 

DiIanNLD.C. Project Dlrecterato III-3. 88/09/09 MUSOLF.DM Northern States 
Power Co. 3pp. 4^:147-46967:162. 


-8609270039 Environ assessmonl & finding of no significant Impact re Issuance of ex- 
emption from requirements of App K to 10CFR50, sections 1 0 3 & I D 6 
DIIANNLD.C. Project Dlroctorflto III 3. 08/09/09. 3pp 46967:150-40967.152. 


6809120085 Gonarlc Llr 80't5 to alt power reactor |[censea8 & applicants re electric 
powor sya * fnadequate control over design processes 

CRUTCHFIELD.O. Assoclale Director for Projects (Post 070411) 88/09/12. Consoli- 
dated Edison Co. of New York, Ino 60pp. 47001:239-47001.300. 

BB09280037 Forwards Amends 84 & 77 to Ucenso DPR-42 & DPR-60, 
respectively, safety evaluation & notlco of Issuance Amend changes Tech Specs by In- 
creasing hot channel onltvalpy factor & total peaking factor from FQ to 1.70 & 2.60, re- 

cS|ANn1,6c. Project Directorate 111-1. 88/09/16 MUSOLF.D.M. Noflharn Slates 
Power Co, 3pp. 48982.098-46962:116. 

-8609280049 Amends 04 & 77 to Licenses DPR-42 & DPR GO/espoctivety, chanoing 
Tech Specs by Increasing hot channel enthalpy factor & total peaking factor FQ to 
1,70 & 2.60. 

DIIANNLD.C. Project Dlracloralo 111-1. 88/09/16 9pp 469 D 21 01 46982:1 09. 

-0809280043 Safety ovaluatlon supporting Amends 84 & 77 to Licenses DPR-42 & 
DPR-80, respectively. ^ ^ 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/09/16, 6pp. 
46962:110-46902:114. 


-6809280045 Notice of Issuance of Amends 84 & 77 to Licenses DPR-42 & DPR-eO,re- 

SllANNt*fe',C. Projecl Dlraclorate 1 1 1- 1.88/09/16. 2pp. 46982 . 1 16-46982:1 16. 

6810040093 Forwards "Criteria for Determining Justification for Continued Operation 
When Encountering Major Discrepancies In As-Bultt Safety Related Piping " 
MUSOLF.D. Northern Slates Power Co. 88/00/26 Document Control Branch (Docu- 
ment Control Desk). Ip. 47030:239-47038.245, 


-8810040097 "Criteria for Determining Justification for Continued Operation whan En- 
countering Major Discrepancies In 'As-Bultf Safety-Related Equipment ** 

* Northern States Power Co. 60/00/21, 6pp. 47096:24047038:245. 

8810060091 Forwards exemption from 10CFR60,App J, Section III.A.3, permitting use of 
mass point method as acceptable allornative for calculating containment leakage 

WRQIUO,M,J. Project Directorate IIM. 88/09/27. MUSOLF.D.M, Northern Slates 
Power Co 3pp 47065*245-47065:263. 

-8610060039 Exemption from 1 0CFH60, Section IILA.3,App J permitting use of mass 
point method as acceptable alternative for calculating containment leak^e rates. 
HOLAHAN,GM. Division of Reactor Projecls - IH.tV.V & Special Projecte (Post 
870411). ea/09/27. epp. 47065,248-471)65:259. 

8610050058 Qenerlo Ltr 86-16 1o ell power reactor licensees & applicants re removal of 
cycle-^clflo jwrameter limllB from Tech ^cs.Svo list encL ^ ,, 

GRUTCHFIELD,D. Associate Director for Projects (Post 870411). 88/10/04. Consoli- 
dated Edison Co, of New York, lr>o, 40pp, 47116:146-47116.194. 
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6610130060 Responds to 680729 ganorlc 3ER on Seismic Qualification UIjI Group re so- 
lution of USI A'<16 & Genonc Ltr a? 02 re venncaton of seismic acf&quacy of mochanf 
cal & electrical equipmant 

MUSOLFtD Norlnarn Slates Power Co 68/^10/06 Offico of Nuclear Reactor Regula- 
tion, Diraclor {Post 07041 1} 3pp 47135 355 47135657 

6810170-140 Adwses lhat Tech Spec Pages 601 & 310-0 should be removed from 
Amends 60/73 & 64/77 lo Licenses DPR-42 & 60, respectively 
DIIANNLD Project Pircciorato III- 1 08/10/11. MUSOlF, DM Northern States Power 
Co 3pp 47160 151 47168 153 

8610170068 Advises that end revised ''Criteria for Determi/ilng dustificalron for Contin- 
ued Operation when Encountenng Major Discrepancies fn As Built Safoty-Refaled 
Piping'' aoceplabla from anomaly discovered lo next refueling outage 
VIRG7 uO,MJ Assistant Director for Region fit & Region V Reactors 68/10/13 
MfLLER.H J Region 3, Otc of the Director. 4pp 47169 324 47169 333 


V. Operator Examlnatfons 


880817O1S0 Generic Ur 86-13 to all power reactor licensees & applicants for OL re on- 
eratOT liconslng exams Svc Kst end, 

MIRAGUA,F J Assocfata Director for Projects (Post 870411) 8B/08/OB. Consolidated 
Edison Co of Now York, Inc 66pp 46958 001-46958 057. 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PUNT 

P. Security, medical, emergency A fire protection plane 

6609290033 ‘'Maine Yanl^oe Emeraency Response A Evaluation 1988 Exercise " 
* Maine Yankee Atomic Power Co 88/06/08 240pp 46960.05 1-466B0’3 14, 


-0B1O17O194 "'Crdena for Doformming Justification for Continued Operation when En- 
countering Major Discrepancies fn As Built Safety-Related Piping *’ 

’ Northern Slates Power Co 80/09/21 6pp 47169 328-47169 333 


8610060053 Forwards fnsp Rept 60-309/8B-14 on B80801-31.No violations noted 
WIGGINS.J.T Region 1, Ofc of the Director. 86/09/21. RANDAZZA.J B. Maine 
Yankee AtomFc Power Co 2pp 47071.166 47071:179 


Q, Inspection reporlSr IE Bulla Uns A correspondence 

6609010337 NRC fnfo Notice 86 079. "Directfon Dependent Leak Characteristics o1 
Containment Purge Valves Svc list end 

ROSSI.CE Division of Operatmnal Events Assessment (Post 870411) 88/09/08. 
Consolidated Edison Co of Now York, Inc 119pp 46959 066-46958 177 

6510120265 Responds lo NRC 800622 Itr re violatioivs noted jn Insp Repis 50 282/66- 
12 & 50 306/eB'12 Correolive achons mod lo Style C contrpTlers developed 
URSON.C E Northern Slates Power Co 86/09/21 AXELSON.W L Region 3. Ole of 
IheDredor 5pp 47116 196-47116 200 

6809150008 NRC Info Notice 86 077, "Inadvertent Reactor Vessel Overfill/^ Sve list 
end 

ROSSI.CE ENvjslon of Operational Events Assessment (Post 670411) 88/09/22 
Consolidated Edison Co of New York, Inc 111pp 47114:291-47115 042 

6609190047 NRC Info Notice 80 078, "Implementation of Revised NRC-AdminIsterod 
Reoualification Exams " Sve fist end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411), 68/09/22 
Consolidated Edison Co of New York, Inc 119pp. 471 16 043-471 T5 046 

8809230092 SuppI 1 to NRG Info Notice 88-069, "Movable Contact Finger Binding in 
HFA Relays Mfg by GE " Sve list end 

ROSSLCE Division of Operational Events Assessment (Posi 870411) 88/09/29 
Consolidated Edison Co. of New York, Inc 1 1 7pp 47115 163-47115281. 

8810030265 NRC Info Notice 88-060, "Unexpected Piping Movement AKnbutod lo Ther- 
mal Stratification " Sve list end 

ROSSLCE Divfsion of Operational Events Assessment (Post 670411). 66/10/07. 
Consolidated Edison Co of New York^ Inc 223pp, 471 1S'282-47 115:235. 

8810040066 NRC Jnfo Notice 88-081. "Failure of AMP Window Indent KYNAR Splices & 
Thomas A Betts Nylon Wire Caps During Environ Quafificaljon Testing." Svo list end 
ROSSLCE, Division of Operatjonal Evenla Assessment (Post 670411) 68/10/07. 
Consolidated Edison Co or New York, Inc. 11 fipp 47116 023 47116,144 

6610170420 Submils supplemental responea lo NRC Bulletin 68-004 re potential safety- 
related pump loss Auxiliary feedwater pump supplier found existing mfn flow rale ade- 
quate to prevent catastrophic pump failure. 

LARSON, CE. Northern Stales Power Co 86/10/10 Oifice of Nuefear Reactor flegu- 
lalIor>, Dtredor (Post 8704 1 1 ). 3pp. 47166 078-47166 080 

B81017C333 Forwards Safety Insp Repis 50 282/66-17 5 50-306/86 17 on 860921-22 
A notice of violation 

HARRISOHJJ. Region 3, Ofc of the Director 68/10/12. URSON,CE Northern 
States Power D). 2pp. 47153 138-47153:153. 

-66 10 170339 Notice of violation from insp on 880921-22 Violation noted, Inadequate 
basis for SER JustificatiOin for continued operation due lo increased valve weights of 
small boro Copes Vulcan control valves. 

HAflRISON,JJ Region 3, Ofc of the Director 88/10/12. Ip 47163 140-47163 140. 

-6810170351 Insp Repts 50-282/68 17 A 50 306/88-17 on 880921-22, Viofatlons 
noted Major a/eas inspected facility mods resullirig from ongoing review of IE Bulletin 
79 14 A licensee acUons on pre^^ous Insp Jir)dings 

GAVULA.J.A,, DA NIELSON, DH Region 3, Ofc of the Director, 66/10/11, 6pp. 
47153.141-47163153 

6610130161 NRC Into Notice 88-083, "Inadequala Testing of Relay Contacis fn Safely- 
H&laled Logic Sys." Sve Wsl end. 

ROSSLCE. Division of Operationaf Events Assessment (PosI 870411). 88/10/19. 
Consolidated Eriraon Co, of New York, ims 119pp 47 190:239 -47 196:357 


n. periodic operating reports A related correspondence 

6610210579 Monthly operating repta for Sept 1988 for P/arrfe Island Units 1 & 2.W/ 
661013 ftr 

DUQSTAD.D, MUSOLF,0 Northern States Power Cc 88/09/30. fipp. 47235:351- 

4723!5*a59_ ^ 


S. Reportable cccurrencea^ LERa A related correspondence 

6610060336 RD-on 0eoBO3,cifculaling water pump 12 sucUon bay Isolated A drained 
down, rendering diesel driven kre pump inoperable A on 880910, circulating water pump 
‘^'■alned down. rendering rnolor driven fire pump Inoperable. 

m O'*®® Wis- 

ton, Dbector (Post 67041 1), 2pp 47065’ 278-4706 5:280. 

88101^168 Pari 21 rept re potential problem w/£MD 20-64 &E4, Type 999 excita«on sva 
circuit ^eaker A wiring Potenhal for freld circuit breaker lo trip due to combined air 
temps A field currenl exists al all plants w/Model 999 sys 

KULWAK,R,0. Mwroon-Knudaen Co., tno BB/IO/SS. MURLEYJ. Office of Nuclear 
Reactor Regulation, Director (Post 8704 1 1). Bpp 47263 350 47263357, 


-6610060059 fnsp Repl 50 309/80-14 on C0O8O1-3l.No vtolallons noted. Major areas 
Inspected review of special repis, license a event followup,operationa( safety 
venflcalion,maint, surveillance, physical security, radiation protection A fire protection 
TRJPP,L E Region 1, Ofc of the Director 88/09/21 10pp. 47071. 170-47()7lJ 179 

8810170063 Forwards SALE Reel 60-309/87-99 for Feb 1987 - Jul IfiBB. 
flUSSELL,WT Region 1, Ofc of Iho Director BB/IO/OB RANDAZZAJ B. Maine 
Yankee Atomic Power Co 2pp. 47163 220-47163.260 

-0810170069 SALP RepI 50*309/87-99 for Feb 19B7 - Jul 1 966 Performance In tad:, 
alien proleclion area dedirted based on observation of activities during 1987 outage 
when significant radiological work in progress, 

* Region 1, Ofc of the Director, 0B/1O/O6 44pp. 471 63’222.47 163:260 

6610140206 Forwards addf fnfo re 870305 proposed revs to security plan to comply w/ 
mlscelienoous safeguards amends A search requirements, End withheld (ref 
I0CFR73 21) 

WHITTIERG D, Maine Yankee Atomic Power Co 68/10/11. Document Control 
Branch (Document Control Desk), 2pp. 47150-208 47150-209. 


J. Insurance A Indemnity Information 

6010030038 Forwards environ assessment A finding of no significant impact for temoo- 
raiy exemption of property insurance rule lOCFRSO 54 (w)(6)(i), effective on 081004, 
SEARS.P.M Project Directorate 1 3 88/09/27. RANDA2ZA,J.B. Maine Yankee Atomic 
PowerCo 3fp, 47010:117-47010-123 

-8010030042 Environ assessment A finding of no significant Impact re temporary ex* 
ec^Uon from t0CFR50,64(wl(6K(). 

WKSMAN.aH Project Directorate 1-3 88/09/27. 4pp. 47010:120-47010.123, 

8610100106 Forwards temporary exemption from requirements of property Insurance 
fute.tOCfa50-54Cw)(6KO. ^ ^ ^ ^ ^ 

FAIRTfLE,M B. Project Dfraclorate 1-3, 80/10/04 PAPANIC,C, Yankee Atomic Electric 
Co 3pp 47066.071-47086.077. 

-8610100110 Temporary exemption from 10CFfl50.54(w)(5){l) property insurance rule 

V^6A,SA Division of Reactor Projects - i/ll (Post 670411). 68/10/04. Yankee 
Atomic Elecirfc Co. 4pp. 47006 074-47006.077 

6010100120 Forwards temporary exemption from requirements of property Insurance 
fUfe,10CFR6O.54(w)l»(1). 

SEARS, PM. Proiecl Directorate 1-3. 00/10/04. RANDAZZA,J.B. Maine Yankee Atomic 
Power Co. 3pp. 47006:160 47086 156. 

-6010100123 Temporary exemption from requirements of 10CFR50.54(w}(5)(i) re prop- 
erty insurance rule. 

VARGA.S,A Division of Reactor Projects * I/ll (Post 870411) 88/10/04 Maine 
Yankee Atomic Power Co, 4pp 47086:163-47086:166, 


P. Operating llcanee atage documents A correspondence 

0810240050 Forwards "Semiannual Effluent Release Rept,Jan-June 1988" A Rev 1 to 
Procedure 26 1, "Ofislle Dose Calculation Manual," 

WHITTIBR.G.O, Maine Yankee Atomic Power Co. 08/06/31, RUSSELL, W,T. Region 1, 
Ofc of the Director, 1 p. 47255:060 47265:1 37. 

^8610240056 Rev 1 10 Procedure 26.1, "Offsite Dose Calculation Manual." 

* Maine Yankee Atomic Power Co 88/08/31 63pp. 47256:074-47265:137* 

6608120065 Qerterlc Ltr 08-16 to all power reactor licensees A applicants re electric 
power sys - inadequate control over design processes, 

CRUTCJHFlELOpD. Associate Director lor Projects (Post 870411). 86/09/12, (Jonsoll- 
dated Editwn Co. of New York, Ino. 60pp. 47001 '239-47001 :3Q0. 

8610060306 Forwards Amend 107 to License DPfl-se A safety evaluation. Amend modi- 
fies Tech Specs re operating limits for Cycle 12 reload core. 

SEARS.P.M Protect Directorata 1-3. 88/09/27 RANDA2ZA,J B. Maine Yankee Atomic 
Power Co. 4pp. 47005-1 91-47065:222 

-8610060308 Amend 107 to License DPR-3 6, modifying Tech Specs to reflect operatifw 
limile for Cycle 1 1 reload core “ 

WESSMAN,n.K Project Dlroctorate 1-3, 88/09/27. IBpp- 47066:195-47065:210., 

-8810060312 Safety evaluation supporting Amend 107 to License DPR-36. 

* Office of Nuclear Reaclor Regulation, Director (Post 870411), 88/09/27. 12pp. 

47065:211-47065:222 ' ^ 

6610050058 Generic Ltr 68-16 to all p^'we- ^ appiPnHs rn mirovs' r* 

cycle-sMcifiD parameter limits Irom Ir .-'i . , * . - * i 
CRUTCHFIELD, D. Associate Direcic ' 'C/ p O'lii ‘m Cow 

dated Edison Co, o1 New York, Inc, i 'i n » m 
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6810210352 Notification of Licensoo Significant Mooting 86-163 w/util on B01O14 In 
Region I ofc to discuss offsite power reliability & braaKer Interrupting capacity 
TRIPP, LE Region 1, Ofc of the Director 80/10/0/ Region 1* Ofc of tho Director 
2pp 47230.34e*47230.347 

6610170355 Forwards correction to Amend 106 to License DPR-36, replacing erroneous 
Tech Spec Pago 3 12-1 

SEARS, P.M Project Directorate 1*3 08/10/1 1 RANDAZZA,J B, Maine Yankee Atomic 
Power Co 2pp 47169 342-47109 344 

-8810170362 Correction to Amend 106 to License D PR-36, ropfaclng Tech Spec Page 
3,12-1 

• Project Directorate 1-3 88/10/11 1p 47169 344-47169 344 

8810210375 Notice of Rev 1 to Sigriificant Licensee Meeting 06-163 on 681010 w/util In 
King of Prussia, PA to discuss offsite power reliability & breaker Interrupting capacity 
TRIPP, LE Region 1, Ofc of the Director 80/10/12 Region 1, Ofc of the Director. 
2pp 47233.112-47233.113 


Q. Inspection reporte, IE Bulletins & correspondence 

8810070113 Forwards summary of actiona that will be taken to Improve procurement 
practices, per NRC Procurement Insp 68 200 Interim measures already (n place to re- 
flect EPRi guidance for procuring & accepting commercial grade items 
RANDA2ZA,J.B Maine Yankee Atomic Power Co. 88/00/10. BUSSELL.WT. Region 
1, Ofc of the Director. 3pp 47070 019-47070 022. 

6810170167 Discusses concerns re ALAR A program exprossod during 880722 InspEnci 
Figure 1 depicts exposure performance since coming omiine In 1072 & Figure 2 
shows annual exposure data below industry average for mosi yra aince 1073. 
RANDAZZAiJB. Maine Yankee Atomic Power Co 00/00/11 RUSSELL, WT. Region 
1, Ofc of the Director 5pp 471 74;21 6-47 174’220, 

8809010337 NRC Info Notice 08 073, ’’Direction Dopendenl Leak Characteristics of 
Conlainment Purge Valves Sve list end 

ROSSI, C.E, Division of Operational Events Assossmont (Post 870411). GQ/09/00 
Consolidated Edison Co of New York, Inc. 119pp. 46958-O50-469S0 177 

8809290404 Notification of Significant Lfeensee Meeting 80-145 on 800920 in King of 
Prussla,PA for SALP board mooting. 

LIMROTH,D F Region 1, Ofc of tho Director 88/09/12 Region 1» Ofc of the Director. 
2pp 46094.277-46904.270 

8610060053 Forwards Insp Ropt 60-309/08-14 on 880801*31 No violations noted 
WIGGINS, JT. Region 1, Ofc of tho Director 08/00/21. RAN0A22A,JB. Maine 
Yankee Atomic Power Co 2pp 47071-160.47071;179. 

-8610060059 Insp Rent 60 309/80-14 on 080801 -31. No violations noted Major areas 
fnspecled;revlew or special repisjiconsoe event fo)lowup«qperationai safety 
verification, maint, surveillance, physical aecunty, radiation protection & fire protection 
TflIPP.LE. Region 1,01c of IhQ Director 80/00/21 lOpp 47071.170 47071.179 

0610140139 Informs that NRC intends to perform team insp of maint program at facility 
site on 661031-1 11 1.Ref mall listed on end should be providedTomporary Inslructfon 
2516/07 re maint insp end to aid in preparation for Insp 

MARTIN, T.T, Region 1, Ofc of the Director 80/09/21. RANDAZZA.J.B Maine Yankee 
Atomic Power Co. 14pp. 47137.037 47137.050 

6609160006 NRC Info Notice 80 077, 'Vnadvertont Reactor Vessel Overfill " Sve list 
end 

ROSSI, C.E Division of Operational Events Assossmont (Post 070411), 08/09/22 
Consolidated Edison Co. of Now York, Inc 1 1 1pp 47114 291-471 15 042, 

6609190047 NRC Info Notice 06-076, "implementation of Revised NRC-Admlnislerod 
Rectal if leaf ion Exams " Sve list end 

ROSSI, GE Division of Operational Events Assossmeni (Post Q70411). 88/00/22 
Consolidated Edison Co. of Now York, ino. 1 19pp 471 16 043*471 16 046 

6610030429 Forwards Exam Rept 50 309/08*1 SOL of exam administered during wk of 

QAaO,R,M, Region 1, Ofc of the Olfoctor 88/09/23. flANDAZ2A,JB. Maine Yankee 
Atomic Power Co, 2pp. 4701 4*Q20-47O1 5*131. 

-6610030431 Exam Rept 60 309/60*1301 on DOO0OO.Exam results one senior reactor 
operator fallod slmulotor portion of operating exam All other candidates passed all 
portions of exams 

NORRIS, B.S , ESELQROTH.P.W. Region 1, Ofc of the Director. 88/09/23. 142pp. 
47014.330-47016:111 

6610040226 Ack receipt of 88001 1 Hr Informing NRC of steps taken lo correct violations 
noted In Insp Rept 60 309/88-10 Violation appropriately categorized at Seventy Level 

eBNETER,S.D. Region 1, Ofc of tho Director. 88/00/27. RANDA2ZA,J.B. Maine 
Yankee Atomic Power Co. 2pp, 47021.097*47021:100 

8609230002 SuppI 1 lo NRC Info Notice 68 069, "Movable Contact Finger Binding In 
HFA Relays Mfg by QE." 8vc list end. 

ROSSI, CE. Dlwslon of Operational Events Assossmont (Post 870411). 88/09/29. 
Consolidated Edison Co. of New York, Inc 117pp. 471 15:163-471 16*281. 

8810170083 Forwards SALP Rept 60-309/07.99 for Feb 1987 - Jul 1988. 

RUSSELL, W.T. Region 1. Ofc of tho Diredor. 80/10/06 RANDAZZA,JB Maine 
Yankee Atomic Power Co 2pp. 47163:220-47163 260. 

-8810170089 SALP Rept 60-309/07*99 for Feb 1987 • Ju! 1988 Porformanco In radi- 
ation protection area declined based on observation of aotivities during 1967 outage 
when significant radiofogical work in progress, 

* Region 1, Ofc of the DIroctor. 88/10/06, 44pp. 47163:222-47163.260 

8810170163 Ack receipt of 860811 Itr providing addi Insight into causes le above aver- 
age personnel exposure values documented in Insp Rept BO-3 09/80* 12 Areas for Im- 

f ’ovement include source term reduction, use of mock-ups 6 Improved ALARA goafs. 

BNETER.S.D. Region 1, Ofc of the Director. 00/10/06. RANDAZZA,J.B. Maine 
Yankee Atomic Power Co 2pp, 47160:208-47168 209. 

8810170322 Forwards Insp Rept 50-309/08-18 on 690912*16.No violations noted 
BELLAMY.RR, Region 1, Ofc of the Director, 88/10/06. nANDAZZA.J,0. Mama 
Yankee Atomic Power Co. 2pp. 47 166.037*4 7 160*043 


-6810170332 fnsp Rept 50-309/00-18 on 000912-16 No Violations noted Major areas 
inspected opoiraliona) radiological environ monitoring programjncfuding mgl controls & 
licensoe program for QC of analytical measuroments 

JANG,J.C, PASCIAK,W.J Region 1, Ofc of (he Director 80/10/05 Spp 47166.039- 
47166*043 

8810030255 NRC Info Nolice 88-080, “Unoxpecled Piping Movement Attributed to Ther- 
mal Stratification." Sve list end 

ROSSI.CE. Division of Operatfonai Events Assessment (Post 870411) 58/10/07 
Consolidated Edison Co of New York, fne 223pp 471 16 282-471 16’2e 5. 

8010040066 NRC Info Notice 88 081. "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Er>vlron Qualification Testing " Sve list end 
ROSSI.CE DMsfon of Operational Events Assessment (Post 870411) 88/10/07 
Consolidated Edison Co. of New York, Inc 119pp 47116 026-4711 6*1 44, 

8810130269 Forwards Insp Rept 60-309/66 16 on 800822-26 No violations noted Three 
unresolved Items re omission of monthly stoke test of vaive In alert range & inconsist- 
encies in dehnlng requirements for analysis of leakage Identified 
MARTIN,TT Region 1, Ofc of tho Director 88/10/10 nANDAZZA,JB. Maine Yankee 
Atomic Power Co 2pp 47133142-47133-149 

-**8810130271 Insp Rept 60-309/88-16 on 880622-20 No violations noted Major areas 
inspected inservice testing of pumps & valvos, including teal results & 
procedures, schedule adherence & (ranaing of results 

GREGQ.PK.. EAPEN.PK Region 1, Ofc of (he Director 68/09/29. 6pp. 47133 144- 
47133 149 

8B10130161 NRG Info Notice 06 063, "Inadequate Testing of Relay Oonlacts In Safety- 
Related Logic Sys " Sve list end. 

ROSSI, OE Division of Operallonal Events Assessment (Post 670411). 80/10/19 
Consolidated Edison Co. of New York, Inc ligpp 47106 239 47166.357 


R. Periodic operating reports & related correspondence 


8810240050 Forwards "Semiannual Effluent Release Rept, Jan June 1988" & Rev 1 to 
Procedure 26 1 , "Offsite Doso Calculallon Manual " 

WHITTIER, G.D Maine Yankee Atomic Power CJo, 00/06/31. RUSSELL, WT. Region 1, 
Ofc of the Director Ip. 47265 060 47255 137. 

-*8810240052 '‘Semiannual Effluent Release RopLJan-June 196B." 

• Maine Yankee Atomic Power Co. 00/06/30 13pp 47265-061-47255 073 

-8 81 0240056 Rev 1 to Procedure 26.1, ‘'Offsite Pose Calculation Manual/' 

• Maine Yankee Atomic Power Co 86/00/31 03pp, 47265-074 47255.137 

8810190022 Monlhiy pperalinQ rept for Sept 1068 for Maine Yankee W/8ai0O7 Hr. 
RIVARD, DA.. WHITTIER, G.D Maine Yankee Atomic Power Co. 88/09/30. 12pp. 
47191:001-47191-012, 


8. Reportable occurrences, LERe & related correspondence 

8010160306 LER 68 007-00.on 88091 3,1 eakoge path between otmosphero & control 
room Identified Caused by design discrepancy In ventilation Bys.DampGr dosed & pro- 
cedures revised to reflect conflguratlon.W/d61012 Hr 

NICHOLS, S.. WHITTIER,QD. Maine Yankee Atomic Power Co 0B/1O/12 4pp. 
47187:366 47187.359 

8610190168 Part 21 rept re polenllal problem w/EMD 20-645E4,Type 999 excitation sys 
circuit breaker & wiring. Polenllal for field drcuH breaker to trip due lo combined air 
temps 8 field current exists at all plants w/Model 999 sys. 

KULCHAK.R D. Morrison Knudsen Co. Inc. 88/10/12. MURLEY,T. Office of Nuclear 
Reactor Regulation. Direolor (Posl 87041 1) 8pp. 47263 350 47263 357. 


V. Operator Examinations 


0906170160 Generic Llr 88*13 to all power reaclor licenseea & applicants for OL re op- 
erator licensing exems.Svc list end 

MIRAQLIA.FJ AsBoclala Diredor for Projocis (Post 870411) 88/08/08, Consolidated 
Edison Co. o1 New York, Inc. 66pp. 46950 001-40958-057. 

881003Q429 Forwards Exam Rept 60-309/88 130L of exam administered during wk of 
880606. 

QALLO.R M. Region 1, Ofc of the Director 06/09/23 RANDAZZA.J,B Maine Yankee 
Atomic power Co 2pp 47014.328*4 7015:131 

--9810038431 Exam Rept 50-309/88-1 30 L on 8a0808.Exan(i rosuHs.one senior reactor 
operator failed simulator portion of opareling exam. All other candidates passed all 
portions of exams. 

NORRIS, BS.. ESELQROTH.PW Region 1, Ofc of the Director 08/09/23 142pp 
47014:330-47015.111. 

^8810040033 Forwards comments 8 supporting ref mails re reactor oerator & senior 
reactor operator written exams administered al facility on 080609, Wisdom of requiring 
operators to memorize normal & emergency operating procedures questioned. 
FRIZZLE.C.D. Maine Yankee Atomic Power Co. 88/00/11, GALLOJT M Region 1 , Ofc 
of the Diredor. 20pp, 47016:1 12-47016:131 

8810170083 Forwards SALP Rept 50 309/87-99 for Feb 1987 - Jul 1908, 

RUSSELL, W.T. Region 1, Ofc of the Director. 00/10/00. RANDAZZA,JB Maine 
Yankee Atomic Power Co 2pp. 47163:220-47163 260. 

-*8810170089 SALP Rept 50-309/07 99 lor Feb 1987 - Jul 1980 Perform ance in radi 
ation protection area de>clin@d based on observation ol activities during 1987 outage 
when aignrficant radiological work in progress 
• Region 1, Ole of the Director 80/10/06. 44pp. 47163.222-47163-260. 
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DOCKET 60-311 SALEM HUCLEAR GENERATING STATfONj UNIT 2 


F. Security, medical^ emerg^ency & ffra proCecifon plana 

660^300172 pLfbliC version of Rev 10 to Emergency Plan (mplemsnting Procedure SGS 
ECG-TOC. '^Event CiaBalllcation Quid® “ 

* Public Service Efeolnc & Gas Co o1 New Jersey 86/09/02 62pp 47002.003* 
47002:163 

8810170397 Public version of Rev 5 (o Emergency Plan Implomenllng Procedure EPIP 
2048, "er3iergei>cy Response Cal foul /Personnel Rocair' W/undated release memo, 
^ Public Service tfeclric & Gas Co of Nevr Jersey, 6S/09/13. 19pp 47163 236* 
47153'264 


J, Insurance & Indemnity Information 


6810240248 Requests access to computer data bases In order to monitor facility 
operations Accessed Info will not cortstltute agency records & will not bo rotrlevablc 
under FOIA 

WENZINGER,E,a Region 1. Ofc of the Director, 88/10/12, M)LTENBEHQER,S. 
Public Service Electric a Gaa Co of New Jersey. 2pp 47257'093-47267,094. 

8810190369 Requests relief from ASME Section 111 Code requirements for mechanical 
seal damp assembly mod Appropriate verification of proper preload during refueling 
ouiaoea & visual venficatlon of zero leakage will be performed Fee paid 
MILT^SERGER.S, Public Service Electric & Gas Co of Now Jersey, 88/10/13, Doc* 
ument Control Brandi (Document Control Desk) 33pp. 47190.274-47190 306. 

8610160389 Conli/ms 881014 telephone authorization to revise Tech Spec Page 3/4 
16a TO alternate 4nsp sampling plan for fourth refuelwig outage. 

BOGER^BA. Associate Director for Prelects (Post 870411) 88/10/14. 

MILTENBERGERtS Public Sendee Electric & Gas Co of New Jersey. 5pp 
47172.330*47172*334 


6810030281 Forwards environ assessment & finding of no significant Impact re exemo 
Won from 10CFR50 54(wX5)<i) requirements. Increasing amount of onsite property 
damage Insurance tor NRC licensees 

STONE, J C, RiVENBARK.G.W Project Directorate 1*2. 88/09/27 MILTENBERGER.S 
Public Service Electric & Gas Co. of New Jersey. 6pp 47004.026 47004*038 

-6610030284 Environ assessment & finding of no significant Impact re exemption from 
10CFR50.64(wj(5)pKlncreasInQ amount of onsite property damage insurance required 
by NRC licensees EIS wH not bo prepared 

BUTLEfl.VV R. Project Directorate 1 2 68/09/27. 4pp. 47004.031*47004*034 

8810110296 Forwards temporary exemptions from scheduler require ments of property 
Insurance rule 10CFR50 64(w)(5Ki)'. 

STONE. J C.. RIVENaARK.G.W, Project Directorate f 2. 88/10/04 MILTENBEflGER,S. 
Public SeiMce Electric & Gas Co of New Jersey. 6pp 47107.024*47107 036. 

-8810110308 Temporary exemption from 10CFRS0.54fwH5)(l) property insurance rule 
requirements 

V/JRQA.S A. Division of Reactor Projects * (/Jj (Post B70411). 88/10/04 Public Serv* 
Ice Etedric & Gas Co of New Jersey 4pp. 47107:029-47107.032. 


P. Operating license stage de cum ants A correspondence 

8609120065 Generic Ltr 86*15 to alt power reaclor licensees & applicants re etedric 
power sys * Inadequate control over design processes 

CRIITCHFIELD.D Associate Director for Prolecis (Post 870411) 88/09/12 Consolt* 
dated Edison Co of New Vork, Inc. 60pp 4700 1-239*47001 *300 

6810030009 Notification of 661005 meetlrtg w/utit in Rockville, ND to discuss use ol me- 
chanical seals as Inlerim repair method Tor 3 spare CRD nozzles w/pin hole leaks In 
canopy seal wetds 

STON6.JC. Project Directorate (*2 86/09/27. 8UTLER.WR. Project Dfreclorate J*2 
Spp 47015 196-47015:198 

8810170016 Noiificalfon of Significant Ucensee Meeting 68*149 on 881117 In Region I 
ofc to discuss design basis reconstitution. 

SWETLAND,PD Region 1, Ofc ol the Director. 88/00/27. Region I, OJoof the Direc- 
tor 2pp 47153 352-47153.353 

8810100072 Forwards add I Info re 10CFR2I> exemption for use of MSA*GMR*I 
canisters, p^ar 880825 request One*wk extensicr) provided 

MILTENBERGER.S Putiic Service Electric A Gas Co. of Ndw Jersey. 86/10/03. Doc- 
ument Control Branch (Document Conlrol Desk) 6pp 47086 028-47066 030 

6610050058 Gerteric ltr 88*10 to all power reactor flconsees & applicants re removal ol 
cycle spedfio parameter limits from Tech Sj>ees.Svc ksl and 
CRUTcHFfELD.O. Associate Director for Projects (Post 870411). 88/10/04. Consoli- 
dated Edison Co of New York, fno, 4epp. 471 16 14 5 47116:194, 

8810130308 Forwards "Special Rapt on Spare CRD Mechanism Weid Refurblshments/ 
per commitmanl (o submit rept summarizing frrKfmgs In resporise to Jan 1968 discov- 
ery ol several pin hole leaks on spare CRD mechanism canopy welds 
MiTENBERGER,S Public Servjce Efeclric & Gas Co of New Jersey. 85/10/04. Doc 
umeal ConlroJ Branch (Document Conlrol Desk) 2pp 47184.240 47164:284 


a inspection reports, IE Bulfetlna A correspondence 

6809010337 NRC Info Notice 66-073, ' "Direction Dependent leak Characteristics of 
Containment Purge Valves." Sve list end, 

RQSSliCE, Division of Operational Events Assessment (Post 870411) 66/00/06, 
Consolidated Edison Co. of New York, Inc. 119pp 46968:058-46958*177, 

8609150006 NRC Info Notice 88-077, "Inadvertent Reactor Vessel Overfill " Sve list 
end 

ROSsr.C.E Division of pperatlonal Events Assessment (Post 870411). 88/09/ 22. 
Consolidated Edison Co of New York, Inc, 111pp. 47114.291-471 15.042. 

8609190047 NRC Info Notice 88^078, "Impfementalion of Revised NRC-Adminlatered 
RequaJifIcation Exams " Sve fist end 

ROSSICE. Division of Operational Events Assessment (Post 670411). 68/09/22. 
Consolidated Edison Co. of New York, Ino, 119pp 47115:043-47115:046. 

8810050290 Forwards response to NRC Bolleiln 86-008 re thermal stresses In piping 
connected lo RGS.Ulil did not Identify any unlsolable sections of piping connecied to 
RCS that can be sub] to tamp strati ftcal Ion or osclllallons. 

MILTENBERGER^S. Publro Service Electric & Gas Co of New Jersey. 88/09/23. DoC' 
ument Control Branch (Document Control Desk) 6pp. 47067.103-47067.108. 

8609230092 Suppf 1 to NRC Info Notice 86-069, "Movable Contact Finger Binding In 
HFA Relaya Mfg by GE." Svo list end 

ROSSI.CE, Division of Operational Events Assessment (Post 870411). 88/09/29. 
Consolidated Edison Co. of New York, Ino. 1 17pp. 471 1 8:163-471 1 6:281. 

8610030255 NRC Info Notice 68 080, "Unexpected Piping Movement Attributed to TItei* 
mal Sfrallficalion." Sve list enci. 

ROSSI.CE, Division of Operellonal Events Assessment (Post 870411) 88/10/07. 
Consolidated Edison Co. of New York, Inc. 223pp 47116:282-471 15*286 

9810040066 NRC Info Notice 66-OS1, "Failure of AMP Window Indent KVNAR Splices A 
Thomas A Batts Nylon Wire Ceps During Environ Quail flea I Ion Testing," Sve list encI, 
ROSSI.C.E Division of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co of New York, Ino, t19pp, 47116:020-47116*144 

6810160273 Submits pfant-epeclflc seismic verification plans.per Generic Ltr 87*02, 
"Venlicatlon of Seismic Adequacy of Mechanical A Electrical Equipment In Operating 
Reactors, USI A 46." 

MILT6N0ERGER,S. Public Service Electric A Gas Co. of New Jersey, 80/10/07 Doc- 
ument Conlrol Branch (Document Control Desk). 3pp 471 72:359'47 172.361. 

0810170186 Application for amend to License DPR -76 .providing alternate steam gener- 
ator tube sampling method when number of degraded or defective tubes requires add! 
Insp sample Fee paid, 

MllTENBEROER,S Public Borvice Electric A Gas Co. of New Jersey. 86/10/10, Doc- 
ument Control Branch (Document Control Desk). t2pp. 47 166:063-4/ 166*077 

*-8810170171 Proposed Tech Specs re alternate Insp sampling plan for steam genera 
tor tubes 

* Public Service Electric & Gas Co. of New Jersey. 08/10/10. 3pp 47160,076- 
47166.077, 


-88101303 19 "Special Ropl on Spare CRD Mechanism Weld Refurblshments " 

' Public Service Eleclnc A Gaa Cfo. ol New Jersey. 88/09/30 43pp 47154*242- 
47154 284. 

8810100172 Advises that review briefing for listed plants scheduled for 861013 View- 
graphs enci. 

aUTLER.W.R Project OlfectDralo 1-2 68/10/05 BOGEB.SA. Assistant Director for 
Region i Reactors 100pp. 47081.264-47081:348 

8819120288 Forwards add) into re license Change Request 87-02 A Tech Spec Page 
6-22,clarify5ng changes, per Generic Hr 84-1 3, for removal of snubber tabtes from Tech 
Specs A correcting %o$ A other editorial errors, 

MILTENBERG£R,S. Public Service Efeclric A Gas Co. of New Jersey. 08/10/05 Doc- 
umenl Conlrol Branch (Oocument Conlrol Desk). 2pp. 47135019 47135.030. 

-8610120267 Pfoposad Tech Specs .removfrtg snubber laWes.per Generic Llr 84"13,cor* 
recUng typos A making other editorial changes 

• Public Service Elecfnc A Gas Co. of New Jersey. 88/10/05 10pp. 47135 021- 


6810170180 Application for amend lo License DPR*76,provrding alternate a I earn gener- 
ator lube samptir>g method when number of degraded or defectiva tubes requires addf 
Insp sample Fee paid, 

MrLTENBEBGER.S PuWic Service Efeclric A Gas Co. of New Jersey, 80/10/10. Doc- 
ument Cor^trof Branch (Oocumfint Conlrol Desk), 12pp 47166,063 47106 077 

-8010170171 Proposed Tech Specs re alternate Insp samptlng plan lor steam oenora- 
tor tubes. 

' P^ne Service Eleclrtc A Gas Co. of New Jerse>- ae/l0/10. 3pp. 47160076* 


8810210296 Forwards Safety Insp flepts 60-272/88-17 A 60-311/86-17 on 880823- 
0926.ClanfIcation of ulll 080902 response A corrective actions re scheduling of m- 
V6lllar)ce A perfodio tests A fssue re control room documents requested 
WENZINGER,EC Region 1. Ofc of the Director. 08/10/13. MILTENBERQER,S, 
Public Service Electric A Gas Co. of New Jersey. 2pp. 47236,196-47236 212. 

-0610219296 fnsp Repts 50-272/88-17 A 50 311/88-17 on 880823-0926, Major areas 
ln8pecled,oparatlonai safely venflcallon,malnt, survelttance, refueling acUvitles.ESF 
wa)f(down,OA/aview of LERs A followup on outslanding Insp items. 

SWETLAND.Pa Region 1, Ofc of the Director. 88/10/13 16pp. 47236:198- 
47236*212. 

8610160369 Confirms 661014 telephone authorization to revise Tech Spec Page 3/4 
16a re alternate Insp sampling plan for fourth refueling outage 
DOGERJ,A Assoclala Director for Projects (Post 870411), 88/10/14 

MILTENBERGER.S. Pubtlc Service Eteciric A Gas Co. Of New Jersey. 6pp. 
47172*330-47172:334, 

8810130161 NRC Info Notice 88-003, "Inadequate Testing of Relay Contacts in Safety- 
Related Logic Sya " Sve fist end. 

ROSSI, CE OMsIon o4 (^yeratlonal Events Assessment (Post 870411). 88/10/19. 
Consolidated Edison Co, of New York, Inc. 1 19pp. 47196 239-47106.357. 


R. Perlodte operating reports A related correspondence 

661004Q158 Montihly operating repi for Aug 1888 for Salem Unit 2. W/660910 ltr. 
WHITE, P, JACKSON, J., MILLER, LK. Public Service Electric A Gas Co of New 
Jersey, 88/00/3 1, 13pp 47016:337-47016.349. 
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Bfi 10050180 Forwards dischargo monitoring rept for uiil, containing info as raquirod In 
Permit NJ0005622 for Aug t968,Rept presents only observed results of measure 
meniB & analyses required to be performed by agencies Explanations & of exclusions 
encf 

TREJO, J Public Service Eiectrio & Gas Co of New Jersey, 88/09/19. CAPORALG.Q. 
New Jersey, Stale of. 3pp. 47060-34 9-4706 1.0 14 

^810050186 "Discharge Monitonng Rept for Salem Qenaralirig Station for Aug 1988." 
TREJO, J. New Jersey. State of 88/08/31 23pp 47060:352-470611014. 

8810180140 Monthly operating rept for Sept 1088 for Salem Salem Unit 2 W/80101 1 
fir, 

WHITE, P, MILLER, LK. Public Service Eiectrio & Gas Co. of New Jersey BB/OG/ao 
10pp. 47191:009-47101.098. 


8. Reportable occurrencea, LERs 8^ related correepon (fence 


J, Inaurance a Indemnity information 

8810060155 Forwards environ assessment & finding of no significant ImpacI re oxemp 
tion from 10CFR50,S4{wH5)(i] re onsite property damage insurance pendtng comple- 
tion of rulemaking but no iater than 890401 , 

KALMAN,G. Profit Directorate V 66/00/26 FIRLIT.J Sacramento Municipal Utility 
District. 4pp 47067-247 47067 255 

^809300121 Environ assessment & finding of no significant Impact re exemption from 
10CFR50,64<w)C5)(l) roqufremenls concerning increase in amount of onsilo property 
damage insurance required to be carried by llconsees 
ROOD.H. Profoct Directorate V 80/09/26 6pp 69492 174 69492 176 

B6101 10301 Forwards tomporafv exomplion irom schedular roqinromonts of property In- 
suranco rufoJOCFRSO 64(w)(5)()) until rulomaking finalized bul no later than Q90401, 
KALMAN, G Project Directorate V. 80/10/03 FIRLIT.J Sacramento Municipal Ulifily 
District 4pp, 47107.087-47107 094 


8809280052 LER 86-01 7-OO.on 8 B0831 .reactor trip occurred after turbine trip aa result 
of steam generator hl-hl levol.Caused by design /equipment problem associated w/ 
23BFie valve Mafnt requirements will be mod ified.W/ 880920 Itr. 

POLLACK,M.J., MILLEaL K. Public Service Electric & Gas Co. of New Jersey. 68/00/ 
20. 4pp. 46976! 194-46970:1 97, 

8810040312 Special Rept 88-7;on 80O9O2,fire barrier electrical penetrations found do- 
gradad by site protection dept personnel Cause unknown Hourly roving fire watch 
patrol will continue until all concerns resolved 

MILLERX.K. Public Service Electric & Gas Co. of New JerSey. 86/09/27, Document 
Control Branch Pocument Control Desk). 3pp. 47041:200-47041:202 

8810120315 Special ropt 6B-4;on 680926, automatic actuation feature for both fire 
pumps deactivated due to planned malnt.No corrective actions required since work 
associated w/lwonly- two station power transformers Is planned evolution, 

MILLER^.K. Public Service Electric & Gas Co. of New Jersey, 66/10/04. Document 
Control Branch (Document Control Desk). 3pp 47114:266-471 14.208. 

8810170602 RO:on 681 006, eddy current exam of steam generator 24 revealed 20 de- 
fectivG tubes of 204 tubes Inspected In row 1. Tubes showed Indications of single or 
multiple circumferential cracking in tangent area. 

MtLLER,L.K. Public Service Electric & Gas Co. of Now Jersey 66/10/05, 
RUSSELL, W.T. Region 1, Ofc of the Director. Ip. 47161 •040-47181:040. 


^8610110303 Exomplion from proper^ Insurance rule (l0CrR5O54(w)(5)(i)) until rule 
making finalized but no later than 890401. 

hiOLAHAN.GM, Division of Reactor Projects - lll,iV,V & Spoclal Projects (Post 
670411) 08/10/03 Sacramento Municipal Utility District 4pp 47107 091 47107 094 


P. Operating license stage documents & correspondonco 

8809120085 Generic Ltr 68-16 to afl power reactor licensees £ applicants re elociric 
power sys - Inadequslo control over doslen processes 

CJRUTCHFIELD.D Associate Director for Projects (Post 070411) 88/09/12 Consoli 
dated Edison Co. of New York, Inc 60pp. 47001-230 47001 300 

8810030312 Requests that Matls Engineering Branch evaluate margin for safety ro po- 
tential LOCA due to energized uncovered prassurlzer hoalors 
CINTULA,T.C. Reactor Operations Analysis Branch 88/09/19, ROSENTHAL, JE Re- 
actor OperaWons Analysis Branch 2pp. 47071.001 47071.015 

x&0 10030310 forwards AEOD engineering ovafuation ropt that discusses several 
events of Immersion heaters ins Ido primary sys being energized while not covered w/ 
liquid, 

ROSENTHAL, J E. Reactor Operations Analysis Branch 88/09/19 SERPAN,C.2. Ma- 
terials Engineering Branch. 4pp. 47071 -003 47071 015 


8810170501 Informs of 661005 eddy currenl exam of steam generator 22 revealing 46 
defective tubes of 64 tubes Inspected In Row 1. Tubes showed Indications of single or 
multiple circumferential cracking In tangent area 

MILLER, L.K. Publlo Service Electric & Gas Co, of New Jersey 86/10/06. 
RUSSELL, W.T. Region 1, Ofc of the Director. Ip 47173.001-47173-001. 


8810160178 PNO-1 8B-10S:on 88101 1, contractor employee fell from refuoting floor of re- 
actor containment Into partially drained reactor cavity Contamination found on employ- 
ee, Individual sent to hosp & decontaminated 

NIMITZ, SHANBAKY, SWETUND Region 1, Ofo of the Director. 88/10/11. Ip. 
47172:306-47172:306 


8810190003 LER 88'010-0D:on 8600 14, discovered that plant vent tritium grab samples 
not taken between 88091 3*1 S.Refueiing canal flooded on 600913 in support of refuel- 
ing efforts Caused by Inadequate admirilatrative controls. W/861 011 Itr, 
toLLAGK.M J„ miller, LK. Public Service Electric 8 Gas Co, of New Jersey, 88/10/ 
11, 4pp. 47200.030 47200:042. 

8810240446 PNO 1*88*1 06:on 88101 0.hot particle kfentifled on worker leg above 
ankle. Working wearing bubble suit. Particle was fuel fragment w/tota( activity between 
10 & 00 rems to akin, Steam generator tube plugging work completed. 

NIMITZ, SHANBAKY, SWETLAND Region 1, Ofo of the D\m\or, 88/10/20. Ip. 
47257:120-47267:120, 


V. Operator Examinations 


-6^10030347 AEOO engineering evaluation rept re potential lOCA duo to energized un> 
covered prassuiizor heaters. 

* Office for AnafysIs & Evaluation of Operational Data, Director QB/09/ia, 9pp 
47071:007-47071,616 

8609290402 Provides evaluation of B&W Document 47-1169091-00, "Design Require- 
ments for Diverse Scram Sye & ATWS Mlilgalion Sys Actuation Circuitry." 

KNIGHTON, Q.W. Profect Directorate V. 88/09/23. FinLIT,J. Sneramonto Munlc^p8l 
Utility Oisiricl 6pp. 46962:225-43962.249 

8610260468 Final response lo FOIA request for documents re plant. Forwards App D 
documents D documents also avalmble In PDA 

GRIMSLEYAH. NRG * No Detailed Affiliation Given. 08/09/23 WEISS MAN, S Cali- 
fornia, Stale of. 2pp. 47200,001*47209.002 

-6304220661 Board Notificalion 63 42 (forwards Info ra unanalyzed reactor vessel Iher- 
mal stress during cooldown.G&W Informed NRC of preliminary eafoty concern evolving 
from further consideration of 800610 St Lucie upper Head voiding event 
EISENHUT,OQ. Division of Licensing (600420.051124). 83/04/12 PALUDINO,NJ. 
Commissionors 20pp. 47209.006 47208.089 

8810080028 Advises that util will bo addressing Issue of reactor vessel wold metal (PTS 
ref temp) within saw Owners Group near-term v/ork scope Update will bo provided by 

eooioiV 

CROLEY.B.Q. Sacramento Municipal Ulllity District 88/09/28 Document Control 
Branch (Document Control Desk). Ip 47071:246 47071:248 


8808170150 Qenerto Ltr 66-13 to all power reactor licensees & applloanta for OL re op- 
erator licensing exams.Svo list encl. 

MIRAGLIA,F.J. Associate Director for Projects (Post 67041 1). 88/08/08 Consolidated 
Edison Co. of New York, Ino. 66pp. 46666:001-46958:057. 

8810210600 Submits response lo 860601 ltr re R equal If lea tion Program Evaluation 
Repls 60-272/80 07(OL) & 60-31 1/86-07(OL). Licensed oporalor requallflcallon pro- 
gram task list dovelopeq & In use for scope & objecllvos of program. 
MILTENBERQER,S, Public Service Electric 8 Gas Co. of New Jersey. 68/10/13. Doc- 
ument Control Branch (Document Control Desk). 4pp 47233:118-47533:121, 


DOCKET 50-312 RANCHO 8ECO NUCLEAR GENERATING STATION 


F. Seeurtty, medical, emergency & fire protection plane 


8810110212 Forwards Amend 100 lo License DPR-54 & safety evaluallon. Amend de- 
letes organizational charts from Tech Specs admlnlstratiVQ section. 

KALMAN,Q. Project Directorate V. e8^^/28 FIRLIT.J. Sacramenlo Municipal Utility 
District, 4pp. 47t10.001-47110.Oia. 

-8610110214 Amend 100 to License DPR- 64, deleting organizational charts from Toch 
^eo adminlatrativo section 

KN1GHT0N,Q.W. Project Directorate V. 60/09/28 11pp 47110.005 47110.015. 

-8810110216 Safety evaluation s^porllng Amend 100 to License DPR.54 
* Office of Nuclear Reactor Rogulatlon, Director (Post 070411). 88/09/29. 3pp 
47110:016-47110.018. 

0810060302 Application for amend to License DPR 54, making editorial corrections & 
adminlatrativo changea.Fee paid, 

KeUTER,D,n Sacranoonto Municipal Utllliy District 80/09/30. KNIGHTON,G. Docu- 
ment Control Branch (Document Control Desk). Gpp 47074.102-47074.228 


8810170204 Procedure Interim Change Notice PICN-01 to Rev 0 lo Emargency Plan (m- 
plemenllng Procedure EPfP-5610, ■’^Employee Communication Coordinalor." 

HAUCK,F, Sacramenlo Municipal Utility District. 88/09/21. 6pp. 47169:255.47169:263. 


-8810060310 Proposed Toch Spec Sections 1, 3,4,6 & 6,fefloctlng numerous editorial 
corrections A ecfminfatrafive changes. 

• Sacramento Municipal Ulllity Districl 00/09/30. 121pp 47074.108 47074 220. 


6810170219 Forwards Insp Repl 60*312/66-23 on 860709-0906 & notice of 
vfoiaUon.Malnl performed on auxiliary feedwater pump packing was not carefully 
planned & conducted. 

ZIMMERMAN, R. Region 6, Ofo of the Director. 66/09/26, FIRL)T,J.F. Sacramento 
Municipal Utility District 2pp. 47163:110-47153:134. 


6610070086 Application for Rev t to Amond 166 (o LIcsnso OPR-54, rovislnq Tech 
Specs re reactor protection sys trfp setting limits by making editorial corrections & 
technical changes. 

KEUTERJ3.R. Sacramenlo Municipal Utility District 88/06/30. Document Control 
Branch (Documeni Control Desk). 3pp 47076 046 47079080 


-8810170224 Insp Repl 60-312/88-23 on 800709*0900. Violations noted. Major areas 
)n8peoled:operat|ona1 safety verfficatlon. health physics & security observationfiiESFs 
sys waikdown, maint.8urveiflance 8 testing & followup Items. 

0'ANQELO,A J , MYERS, C.J., QUALLS,p!m, Region 6, Ofo of the Director, 88/09/27, 
21pp. 47163:114-47163:134, 

8810170188 Rev 2 to Emergency Plan Implementing Procedure ePIP-6400, "Activation 
& Operation of Emergency Operations Facility." 

‘ Sacramenlo Municipal Utility OlstrlcL 80/10/01. 39pp. 47169:189 47169.226. 


-^10070102 Proposed Tech Specs re reactor protection sys trip seltino liinit8,RCS 
high point veritsjeakago 8 leak detect Ion, reactor coolant Inventory 8 auxiliary eiectrio 

ays. 

• Sacramento Municipal Utility District. 60/09/30. 40pp. 47079 049-47070.069. 

8010060058 Generlo Ltr 86-16 to all power foaclor licenaoos & opplicanla re removal of 
cycle-specific parameter limits from Tech ^ecs Sve list encl 
CRUTCHFIELD, D. Associate Director for Projects (Post 070411) 88/10/04 Consoli- 
dated Edison Co, of New York, InC. 4Gpp. 47116:146-47116,104, 



100 DOCKETED ITEMS 


0810140128 riesponda to NRC 8B0729 oenorlc SER on Seismic QuafificaUon U1II Group 
resolulioni of USI A'-ie If final SSER,w/no open Ifema, Issued by Second Quarter 
■\9e9,plftri1 wftlKdO'wn expectad to be cowwlateo by 910630. 

FIRUT.J F Sacramenlo Municipal Ulihly Dlslncl. 86/10/07. Document Control Brancfl 
(Documonl Comrol Desk) 2pp 47138.O05-47138 096 


8810140133 ApplicaUon for amend to License DPR &4, clarifying operational mode appll- 
cabl lily of Toch Spec 3 4 & darmition of auxiliary feedwater ays train fee paid 
KEUTEft.DR Sacramento Municipal Ulifity District 88/10/07. Documenl Control 
Branch {Document Control Desk) 3pp 47147 090'471 47-1 06 


-8810140134 Proposed Tech Specs clarifying operational mode applicability of Teeh 

Spec 34 & deftniUon of auxiliary leedwaler sya train 

* Sacramento Municipal Uliltty Uistrlcl 68/10/07. 14pp 47147093-47147:106 


8810180132 Forwards design repl for reactor coolant inventoiy tracking sys to bo fn- 
slallod dunng Cycle 8 refueling outage Related info onci ^ ^ 

CROLEY.B G Sacramento Municipal Utility District 08/10/07 KNIGHTON ,G Docu 
menl Control Branch (Document Control Desk), lipp 47170, 278‘4717d 293 


8810180115 Informs that util will submit required response to Genenc itr 88-1 1 ra reac* 
lor vessel mail embrittlement <Reg Guide 1 99) on or before 890109, 

CROLEY.B.Q Sacramento WunlcipaS Utility District 88/10/1 U Document Control 
Branch (Document Control Desk) Ip 47179,333 47179 333. 


Q. fnapecllon ropohB^ IE Bulletins & correspondence 


8809010337 NRC Info Notice 88-073. *'Dif 0 cllon*Dependenl Leak Charactorislics of 
Containment Purge V8fve8"Svc list end 

ROSSLCB Division o1 Operational Events Assessment CPosl 870411) 88/09/08 
Consolidated Edison Co, of New York, Inc 119pp. 48958'0SB*4696e*177. 


8009300021 Forwards Enhanced Operational Insp Rapt 60 312/flB-a6on 860801*09 No 
vfolallons noted Continuation of cautious approach toward completion of ramaJnIng 
phases of power ascension program & return to ope/alion encouraged. 

MARTINiJ B Region 5, Ofc of tha Director. 88/09/12 FIRUT.J F Sacramento Munici- 
pal Utility District 2pp 47003 042-47003.067, 


-8809300023 Enhanced Operational Insp Rapt 
tions noted Major areas Inspected plant qperalf 
CREWS.JL. JOHNSON, AD. BOSTEO.dJ Hi 
14pp. 47003 044 47003 057. 

8809290289 Ack receipt of 880906 Hr Inrannlng NRC of steps taken to correct vfofatlons 
noted In Inap Repl 50 3 1 2/68 24 . ^ , 

YUHAS.G.P Region 5. Ofc of the Difoctof 88/09/20. FIRLIT,J.F- Sacramento Municl 
pal Utility Oislricl Ip 46994.284-46994:267 


60*312/86 26 on 880801 -09.Na viola 
m & operational support activltiea 
gion 5, Ofc of the uirector 86/09/09 


8800150008 NRC Info NoHca 88*077, "Inadvertent Reactor Vessel Ovarflir Svc list 
end 

ROSSI, C,E Division of Operallonaf Events Assessment (Post 870411). 80/00/22. 
Consolidated Edison Co of New York, Ino. lllpp 47114.291*47115.042 


8009100047 NRC Info Notice 68 076, "Implemenlation of Revised NRC* Administered 
Requeliflcetlon Exams " Svc list end. 

flOSSI.CE Division of Operalional Events Assessment (Post 870411) 88/09/22. 
Consolidated Edison Co of New York, Inc. 110pp. 47116 043 471 15046. 


8810060137 Advises trial 660328 response (o NRC Bulletin 88*001 fo Wastinghouse cir- 
cuit bredkara ea^sfacloiy. 

KALMAN ,G Project Directorate V 88/09/27. FIRLIT,J. Sawamenlo Municipal Utility 
Disirict 2pp 47071 334-47071 '335 


8818170210 PoAvards Insp Rept 50 312/68 23 on 680709*0906 6 notice of 
violation Maint performed on auxiliary feedwater pump packing waa not carefully 
planned & conducted 

ZfMMERMAN.R. Regren 6, Ofo of trio Director. 68/09/28 FIRUT,J F, Sacramento 
Municipal Utility District. 2pp. 47163 110-47183.134. 


-0010170222 Notice of violation from Insp on 880709-0906 Violation notedlemporary 
of outboard seal of auxiliary feedwater Pump P-31 6 not controlled & documented 
per AP*2aA Seal modified lo install only five specified packing rfnga. 

&MMEnMAN.R Region 6, Ofc of the Director. 88/09/28. 2pp 47163' 11 2*471 83.1 13 


>8010170224 insp Rent 60-31 2/66-23 on 860706-0906.Vlolatlana noted. Ma)or areas 
Ir^spacted opsralionaF fiafely verfficatlon, health physics & security observations, ESFs 
sys walkdown, main 1 ,aurveiliarvc 0 6 lesling & followup items. 

D'ANQEL0,A J , MYERS,C J., QUALLS, PT4 Region 6, Ofc of the Director 68/09/27, 
21pp. 47163.1 14 47163.134 


6609230092 SuppI 1 to NRC Info Notice 88 089, "Movable Contact Finger Binding in 
HFA Relays Mta by GE,’* Svc list end, 

ROSSI, CE. Di^slon of Operalional Events Assessment (PosI 870411). 68/09/20. 
Consolidated Edison Co. of New York, Inc 1 1 7pp 471 15- 183-471 1 6:261 . 


6610070205 Responds to NRC Hr re violations noted In Insp Rept 50*3 12/88*25 Correc- 
tive actions dose rale survey instruments removed from offsite assembly pofni kits & 
replaced w/callbr instalments 

FIRLIT,J F. Sacramenio Municipal Ulllity Dislrfct, 88/09/29, Document Control Branch 
(Document Control Desk). 3pp. 47076 o03-47076' 305 


6810170210 Forwards Insp Repl 50-312/80 27 on 0aO912.16.No vJoratiana noted. 
PATEcR J. floglon 5, Ofc of the Dfreclor. 80/09/30. FIRUT.J, Sacramonlo Municipal 
Utility Dlalrfct.Vp 47173 280-47173-296. 

.^5510170213 Insp Rapt 60-312/88-27 on 80091 2-1 0.No violations noled. Major areas 
rfvsp&cted.ircen8ee conformance w/Rav 3 to Reg Guide l.97.Repi addresses & closes 
SIMS Issue Number 87.3 3. 

MELFI,J.F.r niCHARDS.SA Region 6. Ofc of trie Director, 88/00/30, 16pp, 
47173.202*47 i73'26e, 


8610030255 NRC Info Notice 00-080, "Unexpected Piping Movement Attributed to Ther- 
mal Stralificatfon " Svc list end 

ROSSI.CE Division of Operatlonial Events Assessment (Post 870411). 88/10/07 
Consolidated Edison Co of New York. Inc 223pp 47115 202*471 16 285 

8810040068 NRC fnfo Notice 00-081 , "Failure of AMP Window Indent KYNAR Splices 6 
Thomas & Bolts Nylon Wire Caps During Environ Qualification Testing" Svc list end 
ROSSI, C.E> Division of Operotional Events Assessment (Post 670411), 88/10/07 
Consolidated Edison Co of New York, Inc 1 19pp. 471 18.026*471 16’ 144 

8510140120 Responds to NRC Bulletin 60 008, "Thermal Stresses In Piping Connected 
(0 RCS." Leakage through Valve HV-23802 causing thermal cycling reviewed & 
Judged not feasible. 

FIRLIT,JF. Sacramento Municipal Utility District 88/10/07. KNIGHTON, G Documend 
Control Branch (Document Control Desk) 7pp. 47132,001-47132.009. 

8810180318 Discusses 680926 response to 660729 notice of violation re treatment of 
overexposed individual Reiterates that radiation dose In such case should be catego* 
rized as dose to akin of whole body pursuant to 10CFR20 101(a) 

SCARANO.R A. Region 6, Ole of the Director 88/10/13 FIRLIT.J F Sacramento Mu- 
nicipal Utility District 2pp 47186 227*471 86*235 

8810130161 NRC Info Notice 88-083. "Inadequate Testing of Relay Contacts In Safety- 
Related logic Sys." Svc list end 

ROSSI, C.E, DIvfalon of Operational Events Assessment (Post 870411) 00/10/10. 
Consolidated Edison Co. of New York, inc 1 1 9pp. 471 96 239-471 &6:367. 


R. Periodic operating repoiia & related correspondence 

6810130040 Revised monthly operating rept for Aug 1988 for Rancho Seco. W/881005 

KEUTER.DR Sacramento Mur>lclpal Utility District OB/08/31. 41 pp 47131:238* 
47191'278. 

8510210448 Monthly operating plant status rapt for Sept 1988 for Rancho Seco,W/ 
881017 Hr. 

MUELLER ,M, CRUNK ,8.L. Sacramanlo Municipal Ulllity District 88/09/30. 7pp. 
47264:060-47264 056. 


8. Reportable occurrences, LERe & related correspondence 


5810140177 Special Repl 88-13 on 880908.f4re barrier penetration seals (or floor slots 
HaFSes & H8FS67 not returned to operable status within 7 days, per Tech Spec 
3,14.6 ^Hourly flrevvatch posted & penetration seals ^11 be restoreef by 881021. 
KEUTER.D.R. Sacramento Municipal Utility Disirict. 88/09/27 MARTIN, J.0. Region 5, 
Ofc of the Director 2pp, 471 66 260*47186 261. 


6810250043 Part 21 rept re potential deviation from Tech Spec concerning RY Indica- 
tors due to operating temp effect on analog meter movement Initially reported on 
881006 Cuslomors verbally notiffed on OBI 006 07. 

MAHONEY, E.E. Bailey Controls Co (subs, of Babcock & Wilcox Co,). 88/10/10, 
Office of Nuclear Reactor Regulallon, Director (Post 070411) 10pp. 47364:040- 
47364 049. 


5810180121 Special Rept 86-1 4.on 06O915,flre barrier penetrations between Fire Areas 
76/1 & 77/2 not returned to operable status within 7 days Caused by Insufficient data 
In design drawlng8,Fir© watch posted Penetrations restored by 881021. 

KEUTER.D.fl. Sacramento Municipal Ulilily District. 88/10/11 MARTIN. J B. Region 6, 
Ofc of the Director. 2pp. 47172:246*47172 249. 

8510180399 LER 65-014-04 on B5D708.during routine surveillance tost, breaker failed lo 
close on command Nuclear svo cooling water pump A breaker lacked necessary coiri' 
pleted documentation to be utilized In class 1 Qpp1fclallon.W/8B1012 Hr. 

RUTTER, S.Wu FJRUT,J.F. Sacramento Municipal Ulllity District. 88/10/12. 6pp. 
47172;13l-47172.l3e 


8610100860 Special Rept 88*1 6’on 8800 16, fire barrier doors AU 216 & AU 217 not ra- 
stored to operable status within 7 days Caused by doors being kept open to provide 
ventilation In support of work on auxiliary bldg HVAC sya.Doors restored. 

KEUTER.D.R Sacramento Municipal Ulllity District 88/10/12, MARTIN, J.B. Region 6. 
Ofc of Ihe Director 2pp 47202:0 52-4 7202'053. 

88 1024001 9 PNO-V-8e-05aon 861 01 4. reactor tripped from phase Imbalance on 8.9 kV 
power lo four operating reactor coolant pumps Grid dlsiurbance, which affected startup 
& auxillaiy Iranslorniar power sources on one offsite power line, possible Initiator. 
MILLER, L., D'ANGELOA Region 5, Ofc of Iho Director. 88/10/14 Ip, 47260 349' 
47259.349 


V. Operator Examinations 

85Cei70t50 Generic Ltr 88*13 lo all power reactor licensees & applicants for OL re op- 
erator licensing exams Svo list end 

MJRAGLIA,F.J. Asaoolate Director for Projects (Post 870411). 88/08/08. Consolidated 
EdfsooCo of New York, Ino, 66pp. 4 6960 '00 1*4 6 958:0 57. 


DOCKET 60-313 ARKANSAS NUCLEAR ONE, UNIT 1 


F Security, medical, emergency & fire protection plane 


8800290017 Rev 7 to emergency plan W/800921 Hr. 

BOYD.D., HOWARD.D.R, Arkansas Power & Light Co. 88/08/30. 147pp 46001:186- 
46981;32d. 


8610120411 Advises that ulil will Implement second lO-year Inservlce Insp plan during 
Cycle 8 refueling outage scheduled to begin on 690701.Ual of remaining Hems for firal 
In 86 (Vice Insp end, 

FIRLITJ F. Sacramer>la Municipal UUilty Dfslricl. 86/10/06, KNIGHTON, G. Document 
Conlrol Brar^ch (Docomenl Control Desk). 3pp. 47110.100-47110:102, 


6500290305 Forwards "Final Radiological Emergency Preparedness Exercise Rept" for 
exercise on 680323 No deflclendestdenlifled. ^ 

KRtMM.R.W, Federal Emergency Management Agency, 80/09/14 CONQEL,FJ. DM* 
alon 01 Radial) on Protection & Emergency Preparedness (Post 870411). Ip. 
46983.337*46984:041. 
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>-B6092d040l "Ffnal RsctlologlCQl EmefQoncy Preparedness Exercise Rspt*' 

• Federal Emergancy Management Agency 88/08/09, 06pp. 46683 336 46904*041 

8010070366 Rev 10 to Emergency Plan Implementing Procedure 1904 03^ "Auxiliary 
Bldg Ventilation Exhaust Emergency Radiation Monitor " 

* Arkansas Power & Light Co 88/09/22, Opp 47676.1 04*47076.1 09. 

M102 10313 Forwards Inap Rents 50-313/88*31 & 50*368/88 31 on 8009 13*1 6. Viola- 
tions noted Notice & details or rept withheld (rof 10CFR73 21). 

CALLAN.LJ Region 4. Otc of the Director 88/10/14. CAMPBELI.Q Arkansas Power 
8 Ught Co. 2pp 47231.320 47231*331 

>^610210323 Partially withheld Insp Repts 60*313/88 31 & 50 366/88 31 on 880913 16 
(ref 10CFR73 21). Violation noted. Inadequate vital area physical barrier Major areas 
lnspected;LER8 & physical barriers 

KELLY, J, A F Region 4. Ofcof the Director. 88/10/12. Ip. 47231:331*47231.331. 

6810240056 Forwards summary of 880908 meeting w/util fn Arllnglon.TX re previous 
violation in area of contingency response Meeting beneficial 8^ provided for belter un- 
derstanding of subj Issues, 

CALLAN.L J, Region 4, Ofc of the Director 88/10/14 CAMPBELL, G. Arkansas Power 
& Light Co. 2pp. 47254'255 47254.268 

-8810240123 Summary of 680908 meeting w/util In Arlington, TX re previous violation irt 
area of contingency response Util oxpressod basis lor denial In tnsp Rept 50 319/86* 
34.No new requirements Imposed but requirement already In place. 

EARNEST, A.B. Region 4, Ofc of the Director. 88/10/12. Region 4, Ofc of Ihe Direc* 
lor 2pp. 47264*267-47264.260 


J. Insurance 4 indemnity Information 

8800300119 Forwards environ assessment & finding of no significant Impact re tempo- 
rary exemption from schedular requirements of property Insurance rule effective on 
881004, per 10CFR60 64(w)(6)(i). 

HARBUCKiC.C. Pfoleol Directorate IV 88/00/26. CAMPBELL, T.Q. Arkansas Power & 
Ught Co. 4pp, 47002-330 47002.337. 

-8809300120 Environ assessment & finding of no significant Impact re Issuance of ex- 
emption from requirements of 1 0CFR 60.54 (w)(6J(l) concerning Increase of amount of 
onsite property damage insurance required by reactor llcenseos, 

WIGQINTON.D L Project Directorate IV. 80/09/28 4pp. 47002:334 47002.337. 

8810130216 Forwards temporary exemption from schedular requirements of 
10CFR60.64(wK6)(i) re onsite property damage Insurance until rulemaking finalized but 
no tator than 6^01 . 

HAR0UCK,C.C. Pfo/ect Directorate IV. 88/09/30. CAMPBELL, T.Q. Arkansas Power & 
Light Co. 4pp. 47136-116 47136.122 

-8810130223 Temporary exemption from 10CFR60.64(wO(6)(IJ,lncrea8lng amount of 
onsite property damage Insurance until rulemaking ffnafized but no later man 090401. 
HOLAHAN.G.M, Divl^on of Reactor Projects - 1II,IV,V & Special Projects (Post 
870411). 88/09/30. Arkansas Power & Ught Co. 4pp. 47136:119-47135:122. 

8810170264 Forwards Endoraements 26 & 26 to NELIA Policy NS-301. 

HOWARD, D.R. Arkansas Power & Light Co 88/10/07. Document Control Branch 
(Document Control Desk). 3pp 471 56;302*47 166-304 


K, Utility Final Safety Analysis Report (FSAR) A amends 


-8810210462 Amend 2 to License NPF-6 
BOYD,R,S. NRC - No Detailed Affiliation Given 70/09/01 lOpp 47236 225 
47235.294. 


Q. Inspeotfon reports, IE Dulletrna & correspondence 

8009010337 NRC Info Notice 88-073, "Direction Dependent Leak Characteristics of 
Containment Purge Valves,'* Svc list end, 

ROSSf.CE. Division of Operotlonal Events Assessment (Post 870411). 88/09/08 
Consolidated Edison Co, of New York, fnc. 1 19pp 46958 050 46950*1 77 

8809160008 NRC Info Notice 80 077, "Inadvertent Reactor Vessel Overfill" Svc list 
end 

ROSSLCE Division of Operational Events Assessment (Post 870411). 88/09/22 
Consolidated Edison Co, of New York, fnc. Ilipp 47114,291-47115042 

8809190047 NRC Info Notice 88*078, "Implemonlation of Revised NRC-Adm Intel ere d 
Requalificatlon Exams "Svc Hal end. 

ROSSLCE. Division of Operational Events Assessment (Post 870411) 08/09/22 
Consolidated Edison Co. of New York, Inc. llQpp. 47115 043 471 15046 

8610040426 Forwards Insp Roptfi 50-313/88*26 & 50*368/88 28 on 680022*26 & rvDtfce 
of violation, 

CALIAN,L J, Region 4. Ofo of the Director 88/09/26 CAMPBELL, G. Arkansas Power 
A Light Co. 2pp 47040.160 47040,191. 

-8810040431 Notice Of Violation from insp on 8 80822*26. Violation noted, licensee failed 
to implement corrective actions to Identify, quantify A isolate RCS unidentified leakage 
event In ifmely manner. 

' Region 4, Ofc of the Director. 80/08/26 Ip. 47040-182*47040.182, 

-8010040434 Insp Repts 60-313/88*28 & 50*368/88*28 on 680022*26 Violation 
noted, Major areas Inspected .ficensee monthly eun/eillanco testing program .followup to 
previous insp findings & operational safety verification 

MCKERNON.T.O., SeiDLE,W.C Region 4, Ofc of the Director 88/09/28. 9pp 
47040:1 83*47040- 191. 

8610040454 Forwards Insp Repts 60*313/88*26 & 50*368/88 26 on 68001 5-0902 & 
notice of viofation, 

CALLAN.L J. Region 4, Ofo of the Director. 88/09/27. CAMPBELL, Q Arkansas Power 
& Light Co, 2pp, 47040.301-47040.322. 

-6810040486 Notice of violation from Insp on 080816 0902 Violations noted licensee 
abolished organization entitled Nuclear Svcs involved fn design change program w/o 
revising Procedures prescribing that organizations functions 
CALLAN.t.J. Region 4, Ofo of the Director 88/09/27, 3pp 47040-303*47040 305 

-8810040457 Inap Repts 60*313/86*28 & 50*366/80 26 on 080815 0902 No violations 
notodMaJor areas fnspeoted program for design changes A mods.reactor coolant 
pump pressure sensing line failure & inservIce Insp activliIeB. 

ELLERSHAW.LE., QlCeERT.LO., TAYLOR.RQ. Region 4, Ofc of the Director. 86/ 
09/27. 17pp. 47040.306 47040.-322. 

8810050078 Nolfflcatlon of 80 1021 meeting w/util In Russellville, AK to discuss SALP 
assessment for Jan 1087 -June 1906. 

CHAMBERUIN.D. Region 4, Ofc of the Director 88/09/27. Region 4, Ofc of the Di- 
rector. 2pp, 47057:107*47067:188. 


8810280212 Amend 6 to updated SAR for Arkansas Nuclear One Unit 1.W/ 881020 Hr. 
JAMES.D.E. Arkansas power 8 Ught Co, 80/10/20. 1.600pp. 47328-133*47334:352, 


P. Operating llcenaa ataga documents A corraspondanca 

0609300141 Forwards Rev 10 to "QA Manual Operations '* Rev pertains primarily lo or- 
ganizational changes A changes to reflect current practices In [mplementlng manual 
requirements 

HOWARD, D.R. Arkansas Power & Light Co. 88/09/08. MARTIN, R.O. Region 4, Ole of 
the Director. 2pp, 

8809120095 Generic Ur 88-15 lo all power reactor licensees A oppileants re elootrlc 
power sya * inadequate control over design processes . 

CRUTCHFIELD, D. Associate Director for Projects (Pest 67Q411). 86/09/12. Consoli- 
dated Edison Co. of New York, inc. 60pp. 47001:239*47001*900, 

8809290249 Advises that upon receipt of NRC approval of conceptual ATWS 
design, required ATWS equipment should be Inslalied 

HARBUCK,C.C. Prefect Directorate IV. 80/09/21 CAMPBELL, TG. Arkansas Power A 
Ught Co, 4pp. 46070:1 84*46970; 190 

8810120013 Advises that Rev 10 to OA program for plant meets requirements of 
10CFR50,App B A acceptable. 

CALLAN.L J. Region 4, Ofo of the Director. 68/10/03. CAMPBELL, Q. Arkansas Power 
A Light Co. 2pp. 47136:035-47196.036 

8810050068 Generic Ltr 66*16 to all power reactor licensees A appifoanis re removal of 
cycle-specific parameter limits from Tech Spec8,Svc list end. 

OTUTCHFIELDiD. Associate Director for Projects (Post 870411). 80/10/04. CJonsoll- 
dated Edison Co. of New York, Inc. 48pp, 471 16.146*471 10:194. 

8810190420 Documents utils commitment lo Keep public A appropriate ^enoies in- 
formed re transfer of mgt A operating responsibifity for Arkansas Nuclear One units A 
Waterford 3 unit to Sys Energy Resources, I no. 

CESAREJ.G. System Energy Resources, Inc. 88/10/13 Document Conlro) Branch 
(Document Control Desk). 6pp. 47208,355*47208:360. 

8910210466 Forwards Securities A Exchange Commission application lo assume re- 
aponalbility for licensed operations at plantsj>er 880615 meeting. 

HOWARD, O.R. Arkansas Power A Light Co. 88/10/17. Document Control Branch 
(Document Control Desk). 103pp. 47234:320*47236:2&4. 

->6609040264 License DPR.61 for facility. 

GIAMBUS80,A. Atomlo Energy Commission. 74/05/21. 6pp. 47235.220*47235-224. 


991 904041 S Forwards Insp Repts S0>313/88*27 A 50 358/66*27 on 880822-26 A nollco 
of deviation. 

OALLAN.LJ, Region 4, Ofo of the Director, 88/09/28 CAMPBELL, 6. Arkansas Power 
A Ught Co, 2pp. 47036.062-47038:070 

-8810040421 Notice of deviation from Insp on 860822*26. Deviation noted- hodllh phys- 
ics superfnlendenl not responsible for radwasle operations 
• Region 4, Ofo of Ihe Director. 68/09/28. Ip 47038 064-47030.064 

-9818040425 Insp Repts 60-313/68*27 A 60 368/88*27 on 600822 26 Deviations 
nolod Major areas Inspoctad, radiation protection program, Including organization A mgt 
controls, training A qualifications A maintaining occupational exposures ALARA 
R1 CKETSON,lY, BAER,R.E„ MURRAY,B. Region 4, Ofc of the Director. 88/09/20 
6pp. 47030:066*47038:070. 

9809280092 Suppi 1 to NRC Info Notice 88 069, "Movable Contact Finger Binding In 
HFA Relays Mlg by QE." Sva list encL 

ROSSI, C.t. Division of Operations! Events Assossment (Post 870411). 88/09/20, 
Consolidated Edison Co. of New York, Inc. 117pp. 471 16. 163-471 16-201 

9910130310 Advises of maint team Insp scheduled during wks of 881 1 14 A 2a.Oesfre to 
hold mealing during wk of 881017 to present scope of Tnsp requested 
CALLANiUX Region 4, Ofc of the Director. 68/10/05. CAMPBELL, G, Arkansas Power 
A Light Co, 2pp. 47154.285*47154:206. 

981013032$ Revised notification of 681021 meeting w/utll fn Russel Mile, AH to discuss 
SALP assessment of facility for Jan 1967 through June 1988, 

CHAMBER LAIN, D. RMlon 4, Ofc of the Director. 88/10/05. Region 4, Ofc of the Di 
rector. 2pp. 471 33.003>471 33.004. 

9910030266 NRC fnfo Notice 80-080, "Unexpected Piping Movement Atinbuted lo Ther- 
mal SUaWlcatlon." Sw list end 

ROSSLCE. Division of Operational Events Assessment (Post 870411) 80/10/07, 
Conaolldaled Edison Co. of New York, lr>c. 223pp. 47116:282*47116.285 

9910040066 NRC If^fo Notice 00*081 ''Failure ol AMP Window Indent KYNAR Splices A 
Thomas A Betts Nylon Wire Caps During Environ Qualification Testing.*' Svc list end 
ROSSLCE. Olvlelon of Operational Events Assessment (Post 870411) 88/10/07. 
CorisolWated Edison Co. ofNew York, inc IIOpp 47116-028 47118.144 


9810190013 Ack receipt of 800906 ltr Informing NRC of steps taken to correct violations 
noted In Insp Repts 60 313/e0>22 A 60-360/08*22 

CALLAN.L X Region 4, Ofc of Ihe Director. 88/10/07 CAMPBELL, G Arkansas Power 
A Ught Co. 2pp. 47179:271-47179:277, 
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xBSIOI 60016 FlD£.pofid5 to violations noted in tnsp Ropts 50-313/d-O 22 & 50-368/88' 
22 Corrective actions power ascension testing cfocumenlalion review comproted by rS' 
actor enginoenng per Procedure 2302034 raqulromonts. 

LEVINE J M ArJtajisas Power & Light Co flB/OD/06 CALLAN.L J Region 4, Ofc o! 
the Director 5pp 47179 273 47170 277 

8810170106 NotificaUon of 8&1018 fJieetfng w/util In Rockvilie.MD to discuss relief re^ 
quest from ASME Code mservico insp renuirennenta for reactor coolant pump casings 
HARBUCK.CC Praiect Directorate IV 86/10/12 CALVOJA Project Directorate TV. 
6pp 47168 163'4716B 18B 

8810180021 Responds to NRC Quliotin 86 008. “Thermal Stress In Piping Connected to 
RCS " Due to sys design operating pressure, leakage paal HPSi check valves toward 
RCS cold leg not possimo- 

HOWARD.DR Arkansas Power & Light Co 8 C/ 10 / 12 . Oocumonl Control Branch 
(Document ControJ Desk) 6pp 47191 099-47191.104 

8810210313 Forwards Insp Repls 50-313/88-31 & 50-368/66-31 on 860913.16 Viola- 
tions no led Notice & details of repi withhold (ref 10CFfl73 21), 

CALLAN.L J Region 4, 0 (g of the Director 88/10/14 CAWPBELL.G Arkansas Power 
&UghlCo 2pp 47231,329 47231331. 

-B810210323 Partaliv withheld Insp Repls 50-313/88-31 & 50-368/88-31 00 880913-16 
^ef 10CFR73 21) Violation noted inadequate vital area physical barrier Major areas 
inspected LERs & physical barriers 

KELlY,JAF Reswn 4. Ofc of Ihe Director 88/10/12 1p 47231331-47231.331. 

8810240058 Forwards summary of 880906 meeting w/uW In Arllnglon.TX re previous 
violation In area of contingency response Meeting beneficial & provided for better un- 
deraianding of sulsj issues 

CALLAN.IJ Region 4, Ofc of tho Director 68/10/14 CAMPBELL, G Arkansas Power 
A Light Co 2pp 47254 255-47264 258 

-8Q1Q24D123 Summary of 860903 meeting w/uUI in Arlinglon.TX re previous violation in 
area of contingency /esponse Uhl expressed basis for oanial In (nsp Repl 60-313/66- 
34 No new renuiremcnls irnposed but requirement already in place 
EARNEST, A B Region 4, Ofc of the Oireclor. 88/10/12. Region 4, Ofo of lha Direc- 
tor 2pp 47254 257-47254 258 

8810210236 Forwards Insp Rspts 50-313/66-30 & 60 368/33 30 on 880912-16 No vio- 
lations or deviations noted 

CALLAN,L J. Region 4. Ofc of the Director 68/10/17 CAMPBELL, G. Arkansas Power 
& Light Co 2pp 47235:295-47235 302 

“8810210244 Insp Repts 50 313/86-30 A 50-368/88-30 on 830912-16 No violations Or 
davlalons noted Major sreas Inspected testing of pipe supports & restraint sys 
JOHNSON.ee. STETKA,TF Region 4. Ofc ef the Director 88/10/12 6pp 
47235 297-47235 302 


"8810050323 Insp Repls 50-315/66-20 & 50 316/68-23 on 660726-0907 No violations 
fiotedMajor areas inspected radiological contrcls.malnt.su/velllance.flre protection & 
emergent^ preparedness Some safety related weaknesses disclosed 
BURGESS, B,l Region 3, Ofc of the Director 08/09/19 16pp 47057'1 41 -47057*1 66 


8910110334 Change 2 to Rev 0 to PlanI Manager Plan Procedure PMP 2060 EPP.106 
"Initial Offsite Notification," 


BURRIS, LD, Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
6S/09/30 lipp 47113 165-47113*175, 

8610120364 Change Sheei 3 of Rev 2 to Emergency Plan fmplemenllng Procedure 
PMP 2060 EPP.107. "Notification of Plant Personnel “ 


BURRIS.LD Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 
OS/09/30 33pp 471 1 2'1 1 2-471 12144. ^ 


8810148104 Change Sheet 3 to Rev 0 to Procedure PMP 2080 EPP,106, "Initial Offsite 
Notification." 

KRUGER, R , OIBSON.F , BURRIS, LD Indiana Michigan Power Co (formerly Indiana 
& Michigan Electric Co ). 88/10/04 1 1pp 47164,312-47154 322 


8810170285 Change Sheaf 2 to Rov 0 to Procedure PMP 2060 EPP 106, "Initial Offsite 
Nollflcation/’ 

• Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co) BQ/IO/OQ 
3pp. 47173:060-47173.062 

8810200176 Forwards Rev 10 to security plan Rev withheld (ref 10CFR73 21) 
ALEXICH.M P. Indiana Michigan Power Co (formerly Indiana A Michigan Efectrio Co) 
88/10/18. Document Control Branch (Document Control Desk). 3pp 47228 208 


J. Insurance A indemnity information 

6809290086 Forwards environ assessment & finding of no slflnificanl impact re tempo 
rary exemption from achedufar requirements of 1 0CFR 50. 6 4(w) (6) (I), requiring Increase 
In amount of onsite property damage insurance carried by licensees. 

STANQ.J Project Directorate Ilf-1 88/09/23 ALEXtCH.M Indiana Michigan Power 
Co. (formerly Indiana & Michigan Efeclrlc Co.). ALEXICH.M, American Electric Power 
Service Corp 4pp. 47001 054 47001 061 

“6809290093 Environ assessmonl A finding of no significant Impact re temporary ex 
eruption from l0CFR60.54(w)(6),roQulfomont8, requiring Increase In amount of onsite 
property Insurance to bo carried by NRC power reactor licensees 
DIIANNI.DC Project Directorate lll-l, 88/09/23 4pp. 47001:058-47001:061 


8010130101 NRC Info Notice 88 083, "fnadequafa Taahng of Relay Conlaots In Safety- 
Rolaled Logic Sys " SvC list end 

ROSSI, CE, Drvjsion of Operational Events Asse-ssment (Post 870411) 68/10/19. 
Consolidated Edi&or.i Co of New York, Inc 1 f9pp, 47198 239-47196 357- 


8810060180 Forwards temporary exemption from scheduler roeulromenls of property In- 
surance rule, effectIvG 881004 Exemption valid until 800401. 

STANQ.JF Project Directorate ItM. 08/09/30, ALEXtCH.M Indiana Michigan Power 
Co. formerly Indiana A Michigan Electric Co.). ALEXICH.M. American Electric Power 
Bofvice Corp. 4pp 47061:108-47061.1 13 


R. Periodic operating reports A related correspondence 

8810210548 Monthly op orating repl for Sopl 1088 for Arkansas Nuclear One Unit 1 W/ 
881014 Itr 

SCHAUBROECK.D , HOWARD.D R Arkansas Powor A light Co. 8e/-09/30 6pp. 
47236 213-47236 21 Q 


“6810050181^ ^Te^mgorary exemption from requirements of property Insurance 

HOLAHAN.Q.M. Division of Reactor Projects • IIJ,tV,V A Special Projects (Post 
y0411). 06/09/30. Indiana Michigan Power Co (formerly Indiana A Michigan Electric 
Co) 4pp. 47001 -110-47001:1 13. 


S. Roporlable oficurrencea, LERs A related correspondence 


P. Operating license stage documents A correspondence 


6809260183 LER OB-OOB-OOon 980406, pole all a I degradation of environ boundary sea! 
on Rosemount inslriimenlatlon Iransmitlors discovered Cause not conclusivoty deter- 
mined but rotation of sensor modules suspec led Tests performed W/fl80920 Itr. 
TAYLOR.L A, LEVINE, J M Arkansas Power A Ligtit Co. 88/09/20 9pp 46992 232- 
46992 240 

6610SD0Q27 Pari 21 repl re potenlial builerfly valvo faifuroB Drive train ropfacemerjl kits 
being supplied to purchasers lr>struction8 end. 

SANDLING,M Xomox Corp (subs of Emorsor? Electric Co). 86/09/30. MURLEV.T.E 
OnicQ of Nuclear Reactor Regulation, Director (Posl 870411) 35pp. 47226 322- 


08-16 to eli power reactor ficenseea A applicants re electric 
control over dosign processes. 

KJiate Director for Projecis (Post 070411). 86/09/12. Consotl 
w York, Inc. eopp 47001.230 47001.300. 

8610100028 Forwards ref for computer codes used In criticality analyses per NRC 
requesLUIII has restricted max onrlchmenl to 4 23 weight percent U 235 for Tech 
Spec chanaes. 

fh/ilana Michigan Power Co (formerly Indiana A Michigan Electric Co). 
88/09/30. MURLEY.TE. Document Control Branch (Document Control Desk) 3pp 
47081:215 47nRl. {>17 ’ 


8809120065 Generic LIr 
power sys - Inadequate 
CflUTCHFIELD.O Assr 
dated Edison Co. of No 


6610130005 LER 88-007-00 on 660906, radio active liquid effluent release concentration 
on 880905 in excess of Tech spec limits kJenllfied Caused by Rorfionna) 

errorProcoduresrGreleaseswiUbeclarifiedW/88io05irr 

TAYLOR.L A, LEVINE, JM Arkansas Power A Light Co. 88/10/05. 5pp 47163.262- 
47163 286 

6610280043 Part 21 ropt re potential duviakon from Tech Spec concerning RY lndica- 
operating fomp effect on analog moler movemeni Initially reported on 
eaiOOeCuslomers verbally notified on 881006 07. ^ 

MAHONEY, EE Bailey Controls Co (subs of Babcock A Wilcox Co) 88/10/10 
of Nuclear Reactor Regulation, Director (Post 870411), 10pp. 47364.040- 


88 lot 10222 Responds lod4RC request for plant-specific seismic verification plans per 
Generic LIr 87-02 re seismic adequacy of mechanical A electrical equipment A USI A- 
46 

Michigan Powor Co (formerly Indiana A Michigan Electric Co) 
8B/ 10/03 MURLEY.TE Document Control Branch (Document Control Desk). 3pp. 
471 07:337-471 07*33®. 

0810050058 Generic LIr 86-16 to all power reactor licensees A applicants re removal of 
cycle-specific parameter limits from Tech ^ecs Sve list end 
CflUTCHFIELD.D Associate Director for Projecis (Post 070411). 08/10/04. Consoli- 
dated Edison Co of New York, Inc 48pp 47116 145-47116.194. 


V, Operalor Examination a 


8608170150 Genenc Ltr 88 13 to all power roactor licensees A applicants for OL re op- 
erator licensing exams Sve list eacl ^ 

'“'PTOlscIa (Post 6704 II). 68 / 08 / 08 , ConsolJdalsd 
Edison Co of New York, Inc. 56pp 4695B 001-46958057. 


DOCKET 50-315 OONALO C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency A «re protection plans 


« 50.316/88-23 on 860726- 

?iif °* if'® Di'ec'or. «®^03/ie AIEXICH.M.P. Indiana MIcW- 

gan Power Co (formerly Indiana A Michigan Elec Inc Co ). 2pp, 47057:139.47067:156, 


8610130179 Provides updated status root re Implementation of Rev 3 to Reg Guide 
1.97 lor plant, per 980620 commitment A requests final licensing decision be based on 
onci info Rept updates, olarifioa A consolidates all previous submitlals. 

AIE)<ICKMp Indiana Michigan Power Co (formerly Indiana A Michigan Eloctric Co). 
88/10/05, MURPHY.T.E, Document C?ontrof Branch (Document ConTrol Desk). 65pp 
47136:102-47136.246 

8610190189 Responds to 660609 Itr renewing ullt 880331 request to Mhhold Iran 
scripts sent to Region III on 080331 which were part of review of several allegations 
DAVIS A B, Region 3, Ofo of the Director 88/10/07. ALEXICH.M P Indiana Michigan 
Power Co (formerly Indiana A Michigan Eloctric Co), Ip. 47190.265-47190,289. 

08 10170343 Forwards results of reanalysls of control room habitability per util 871002 
submitlaLIncluding radiation doses to operator In control roorn following LOCA A anal 
ysls of offsite toxic gas releases, 

ALEXICH,M.P. mdiana Michigan Power Co, (formerly Indiana & Michigan Electric Co.) 
80/10/1 1 MURLEY.T.E, Document Control Branch fHocument ConTrol Desk). 25pp. 
47168:235-47168 259, 
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8910170396 /Advises lhat Jul 1986 updated FSAR consistent w7provislons of 
10CPR50,App B & accoptabfe Changes ro new data base sys Included In OA program 
description (QAPD) acceptable More detailed description of QAPO requested In future 
WRIQHT.GC Region 3. Ofc of the Diroctoi 68/10/1*1. AiEXlCH.MP tndiena Michi- 
gan Power Co (formerly Indiana & Michigan Elociric Co) Ip 47156360 47156 360. 

8810100403 Application for amend to License DPR-56, supporting Cycle 11 fuel 
cycle.whlch will Incorporate operation of unit at reduced tempos & pressures w/(ntenl 
of reducing steam generator U-tube stress corrosion cracking Fee paid 
ALEXICRM P Indiana Michigan Power Co, (formerly Indiana 6 Michigan Efactrjc Co F 
83/10/14. Document Control Branch (Document Control Desk). 47pp 47163150- 
4718(y052. 

-8810190407 Proposed Tech Specs supporting Cycle 11 fuel cycle.whfch will Incorpo- 
rate operation of unit at reduced temps & pressures w/Intent of reducing steam gon 
erator U tube stress corrosion cracking 

* Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co) 86/10/14. 
27pp 47 188.197-471 08.224 

-8810190409 "Reduced Temp & Pressure Operation For Donald C. Cook Nuclear Plant 
Unit 1 Licensing Root," Including FSAR mark-ups 

CECCHETT.DL, A UQ USTI NE. D B Wosbnghouse Electric Corp WCAP-11902, 08/ 
10/31 800pp. 47108.226 4710O'O52 


Q. Inspection reports, IE Bulletins & correspondence 

8809010337 NRC Info Notice 88 073, ‘'Direction Dependent Leak Characteristics of 
Containment Purge Valves " Svc list end 

ROSSI, CE Division of Operational Events Assosament (Post 870411). 88/09/08. 
Consolidated Edison Co of New York, Inc 119pp 48960 OS8-46950 177 

8810050322 Forwards Safety Insp Repta 60 315/88-20 & 60 316/88-23 on 680726- 
0907 No violations noted 

AXELSON.WL Region 3, Ole of the Director. 80/09/19. ALEXICH.M.P Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electric Co ). 2pp 47057:130 47057:166, 

-8010050323 Insp Repts 60-315/68 20 & 50-316/88-23 on 060726 0 907 No vlolallorts 
noted. Major areas In spec ted radiological controls, maint,6urvelllance.flro prolecfion &. 
emergency preparedness Some safety related weaknesses disclosed. 

BURGESS, a L. Region 3. Ofc of the Director 88/09/19 16pp 47057-14 1*47057. 156. 

8809290232 Advises that 660516,1010 & 870528 & 1110 responses to IE Bulletin 65- 
003 re motor-operated valve common mode failures during plant transients due to im- 
proper switch settings acceptable 

GREEMAN.EQ. Region 3, Ofc of the Director, 8B/OD/20. ALEXICH.M.P. Indiana 
Michigan Power Co (formerly Indiana & Michigan Electrlo Co) Ip 46992:162- 
46992.152 

8809290056 Responds to NRG 680823 Itr re violations noted In Insp Repta 60-315/60- 
16 8 50-916/80-16 Corrective ocflons procedures revised to require each shift to log 
ground voltage Indications when ground exists. 

ALEXICH.M P, Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
88/09/21, DA VIS, A B, Document Control Branch (Document Conlrol Desk). 3pp, 
46963,192 46983:104 

86091 S00Q6 NRC Info Notico 88 077, "Inadvertont Reactor Vessel Overfill." Svc list 
end 

ROSSI, C.E Division of Operational Events Assessment (Post 670411). 60/09/22. 
Consolidated Edison Co of New York, Inc 1 1 ipp 471 14'2B 1-471 15:042 

8809190047 NRC Info Notice 88 070, ‘'Implementation of Revised NRO-AdmInlalered 
RequalKIcalion Exams " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 88/09/22 
Consolidated Edison Co of New York, Inc 110pp 47116 043-471 16*046 

6609230092 SuppI 1 to NRC Info Notico 88 069, "Movable Contact Finger Binding in 
HFA Relaya Mfg by QE." Svc list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/09/29, 
Consolidated Edison Co of Now York, Inc 117pp 47116*163-471 16'28t 

8810070047 Provides response to NRC Bulletin 86 008 fo thermal atressoa in piping 
connected to RCS Analysis Indicates piping section Identified less susceptible to ther- 
mal fatigue than discuBsodiduo to piping geometry dlfferoncea. 

ALEXICHM.P. Indiana Michigan Power Co (formerly Indiana & Mfchlgan EJeolrIc Co.) 
08/00/29, MURLEY,T,E. Document Control Branch (Document Control Desk) 6pp. 

8810070329 Responds to NRC 080830 Itr re violations noted in Insp Repts 60-316/66- 
15 & 60-31 6/88-1 /.Corrective actions control room extensively relabeled, per DCROR 
& discrepancies outlined In App 0 of repl will be corrected during rev of hrocedures, 
ALEXICH,M.P Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.). 
88/10/04 DAVIS,A.B. NRC - No Detailed Affiliation Given epp. 4707B.264- 
47078*269, 

8810030265 NRC Info Notico 88-000, "Unexpected Piping Movement Attributed to Ther- 
mal Stratification ’* Svo list end 

ROSSI.CE Division of Operational Events Assoasment (Post 870411), 80/10/07, 
Consolidated Edison Co. of New York, Inc. 223pp. 471 16.282-47116:285. 

8610040068 NRC Info Notice 08 081, "Failure of AMP Window Indent KVNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Quollficatlon Testing " Svo flat end. 
ROSSI.C.E, Division of Operational Evenla Assessment (Post 870411), 88/10/07. 
Consolidated Edison Co. of New York, Inc. 119pp. 471 16:026-47116.144. 

8610130161 NRC Info Notice 86 003, "Inadequate Testing of Relay Contacts In Safely- 
Related Loglo Sys Svo list end. 

ROSSI.C.E, DMsIon of Operational Events Assessment (Post 870411). 06/10/19, 
Consolidated Edison Co. of Now York. Inc. Ilflpp. 47196.239-47190.367. 


R. Periodic operatino reporta & related correspondence 

6610139300 Monthly operating rent lor Aug 1606 for DC Cook Unit 1. W/080909 Itr. 
GILES, HB,, SMITH, W.G Indiana Michigan Power Co (formerly Indiana & Michigan 
Beclrio Co.). 88/08/31, 4pp 47122:261-47122:254. 


S. Reportable occurrences, LERa & related correspondence 

6809290340 NPDES non comp If a ncG noiificalion on 880910, Unit 1 dischargod taken 
during circulating water chlorfnallon showed chlorine concontratlon of 0136 mg/ 
I.Caused by tomporary roduced walor IJow through sys Pump chlorine food reduced 
MENGE.RC. Indiena Michigan Power Co, (formerly Indiana & Michigan Eleciric Co). 
OB/09/13 ZUGGER.PD. Michigan, State of, 3pp, 46900.329 46980 331. 

8610130116 LER 68 007 00 on 880906, flow passage inap of Ice condenser revealed 
frost &. Ice bulldup.Caused by sublimation ol Ice or high humidity In containment 
air, Flow passages manually cleanud to remove accessible frosl.W/860930 Itr 
POSTLEWAIT.T K . SMITH,W G Indiana Michigan Power Co (formerly Indiana & 
Michigan Electric Co) 8B/09/30, 16pp. 47137 001-47137:016, 

8QI0130100 LER 88-008 00 on flfl0907,fouf containment air recirculation fan H skim 
ming dampers (EflS/0B dmp) found misposl Honed & created potenlial for 
InoPerabllHv Causa not determined Dampora repositioned & verified W/CD 1007 Itr 
BAKER, K R,, SMITH, WQ> Indiana Michigan Power Co. (formerly Indiana & Michigan 
Electric Co.) 88/10/06. 5pp 47122 261-47122 265 


V. Operator Examinations 

8608170150 Gonenc Ltr 88-13 1o ell power reactor llconsees & applicants ifor OL re op- 
erator licensing exams Syc fist end 

MIRAGLIA.F.J. Associate Piraclor for Projects (Post 870411). 88/08/06 Consolidated 
Edison Co of New York, Inc 69pp. 46958*001 46958 057. 


DOCKET 50-310 DONALD C. COOK NUCLEAR POWER PUNT, UNIT 2 


P. Security, medical, emergency ^ fire protection plans 

8010650322 Forwards Safety Insp Repts 60 316/88 20 & 50 316/68 23 on 880726- 
0907.No violations noted, 

AXELSON,WL. Region 3, Olo of the Director. 88/09/19 ALEXfCaMP Indiana Michi- 
gan Power Co (formerly Indiana & Michigan Electric Co) 2pp. 47057:139-47057' 156 

-8810060323 Insp Repls 60-315/80 20 & 60 318/60-23 on 060726 0907 No violations 
noted Major areas (nspaclod'radiologlcal controls, malnksurvelllanco, lire protection & 
emergency prepared noss.Some aafety-relatod weaknesses disclosed 
BURGESS, B.L, Region 3, Ofc of the Director. 88/09/19 lepp 47057:141-47057:168 

8010110334 Change 2 to Rev 0 to Plant Manager Plan Procedure PMP 2080 EPP. 106, 
"Initial Offsite Noiilicallon.'" 

BURRIS.L D. Indiana Michigan Power Co, (formerly Indiana & Michigan Electric Co.) 
88/09/30, 11pp. 471 13-166-471 13:1 76. 

8B 101 20384 Change Sheet 3 of Rev 2 to Emergency Ran Implementing Procedure 
PMP 2000 EPP.107, ’■Nolllicallon of Plant Personnel 

BURRIS, L.D. Indiana MlchJgar^ Power Co. (formerly Indiana & Mlchlgar^ Electric Co). 
80/00/30. 33pp. 47 1 1 2. 11 2-471 12 1 44. 

8810140104 Change Sheet 3 to Rev 0 to Procedure PMP 2080 EPP.106, "Initial Offsite 
Notification." 

KRUQER.R., GIBSON, F., BURRIS.L D. Indiana Michigan Power CO. (formerly Indiana 
& Michigan Electric Co) 80/10/04. 11pp. 47164:312 47164.322 

8810170285 Change Shoot 2 to Rev 0 to Procedure PMP 2080 EPP.IOO, "Initial Offsite 
NotiHcatlon." 

* Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co). 88/10/06, 
3pp. 47173.060-47170.082. 

8810200178 Forwards Rev 18 to security plan Rev withheld (ref tOCFn73 21). 
ALEXICH.M.P. Indiana Michigan Power Co. (formerly Indiana & Michigan Electric Co.]. 
80/10/10 Document Conlrol Branch (Document Conlrol Desk). 3pp. 47226:208- 
47226-210, 


J, Insurance & Indemnity Information 

8800200086 Forwards environ assoasment & finding of no significant Impact ro tempo- 
rary exemption from echedular requirements of idCFRSO 64 (w){ 6) (i), requiring increase 
In amount of onsite proportv damage Insurance carried by licensees. 

STANG,J. Project Dlrectoralo lll-l. 68/09/23 ALEXICH.M. Indiana Michigan Power 
Co. (formerly Indiana & Michigan Elecirlo Co ). AL£XICH,M. American Electric Power 
Service Corp. 4pp. 47001.054-47001:061. 

'-8809290003 Environ assossinont & finding of no significant Impact re temporary ex- 
emption from 1OCFR5O.64(w)[6>.raqulrem0nl8, requiring Increase In amour^t of onsite 
property Insurance to be carried by NRC power reactor llcensaog, 

DIJANNI.D.G. Project Directorate III-1, 80/09/23. 4pp 47001:066 47001:061, 

8810050180 Forwards temporary exempt Ion from scheduler roqulremonts of property In- 
surance rule, effective 881004 Exemption valid until 890401 
STANQ,dF. Project pirectorale lll.f 08/09/30. ALEXICH.M. Indiana Michigan Power 
Co (formerly Indiana & Michigan Efeolrlo Co,), ALEXICH,M. American Elecirlo Power 
Service Corp. 4pp 47061:106 47061 ,113. 

-BS 10060181 Temporary exemption from requirements of property Insurance 
rufe.effectlve 881 OD4. 

HOLAHAN,Q.M. Division of Reactor Projacla • 111, IV, V & Special Projects (Post 
870411). 08/09/30. Indiana Michigan Power Co (formerly Indiana & Michigan Electric 
Co.). 4pp. 47081:110-47061:113. 


p. Operating Mcenae stage doc unfieitte & correspondence 

8809120085 Qenarfo Ltr 88-16 to all power reactor licensees & applicants re elaclrlc 
power sys - Inadequate control over design processes. 

CRUTCHF1ELO,0 Associate Director lor Projects (Post 870411). 88/09/12 Consoli- 
dated Edison Co, of New York, Ir^o. 00pp. 47001:239-47001*300 
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fiat0t00028 Forwards ret for computer codes used in cnlicatity per NRG 

request Uti! has restricted max ennchment 10 A 23 percent U-235 iQr Tech 

A^fCH*3 Indiana Michigan Power Co (formerly fndiana & Michigan EtecWc Co ) 
BB/09/30 MURLEY.TE Oocumenl Control Branch (Document Control Desk) 3pp 
47001 215 47081 217 

8810110222 Responds to NRC request for plant specific seismic yenficalion plans per 
Genenc ttr 87-02 re seismic adequacy of mechanical 8 electrical equipment & USI A 

ALEXiCH.M P Indiana Michigan Power Co (formerly Indiana & Michigan Etec Wo ^ ) 
88/10/03 MURLEY.TE Document Control Branch (Oocumenl Control Desk) 3pp 
47107 337-47107 339 

8810050058 Generic Ltr 68-16 to a!! power reactor licensees S applicants re rer?ioval of 

cycle specific parameter limits from Tech ^ecs Svc list encf ^ 

Crutchfield, D Associate Director for Projects (Post 870411) 88/10/04. Consoll- 
dated Edison Co of New York. fnc. Afipp 471 16 145 47116 194 


8010100192 Advises that startup program proceduresjisted m end, Identify all neces- 
sary tests to ensure safe & reliable restart of facility following steam generator 
repar.in response to 080907 Itf ^ 

STANGpJF Project Directorate HM 88/10/04 ALEXICH.M P Indiana Michigan 
Power Co 6pp 47086008-47086 013 

8810130179 Provides updated status reel re implemenlation of Rev 3 to Reg Guide 
1,97 for pJaniper 800620 commitment & requests final licensing decision be based on 

end inlo Rept updates, clanfies & cotvsotvdates 6'1 previous subrnfttats , 

ALEXICH.M P fndiana Wichtgart Power Co (formerly Indiana & Michigan Electric Co) 
88/10/05 MURPHY.TE Document Control Branch (Document Control Desk) e5pp 
47136 162-47136 246 


8810190189 Responds to S80609 Itf renewing util 880331 request to withhold Iran- 
scnpls sent to Region 111 on 880331 which were part of review of several allegations 
DAVIS, A B Region 3. Ofc of the Director 88/10/07 ALEXICH.M P. fndiana Michigan 
Power Co (formerly Indiana & Michigan Electnc Co ) Ip 471 90 265 47190,268 

0810170343 Forwards results of reanatysis of conUol room habltabili^ per ulil 871002 
submiita! includirw radiation doses to operator In control room following LCXJA & anal- 
ysis of onsite loxic gas releases 

ALEXICH,M P Indiana Michigan Power Co (formerly Indiana & Mtchioan Electric Co ) 
88/10/11 MURLEY.TE Document Control Branch (Document Controf Desk) 26pp. 
47168 235-47166 259 


8010170398 Advises that Jul 1988 updated PSAR consistent w/provialon$ of 
IQCFRSOAPP B & acceptable Changes re new data base sys Included In QA progrem 
descnption (QAPO) acceptable More detailed description of QAPD requested In future 
WRIGHT.GC Region 3. ore of the Director 88/10/11 ALEXICH.M P Indiana Michi- 
gan Power Co {formerly Indiana & Michigan Electnc Co) Ip 47156 360 47156 360, 

0810190296 Applicatwn for amend to License DPR-74, increasing Modes 4 & 5 shut- 
down margin requirements m Tech Spec 3 11 2 Fee paid 

ALEXICH,M P Indiana Michigan Power Co (formerly Indiana & Michigan Electric Co ). 
88/10/14 MURLEY.TE NRC - No Detailed Affiliation Given ipp 47203 936- 
47203 351. 


'^SIOIOOOOS Proposed Tech Specs, Increasing Modes 4 & 5 shutdown margin require- 
ments 

* Indiana WwWgan Power Co (formerly Indiana & Michigan Electric Co) 68/10/14 
lOpp 47203 342.47203 351 


8610070329 Responds to NRC 880830 ltr re violalions noted In Insp Repts 50-315/83 
15 & 50 31 6/88-1 7,Correctiva actions control room extensively retabeled.per DCRDR 
& discrepancies outlined In App B of repl will be corrected during rev of procedures 
ALEXICH.M P Indiana Michigan Power Co (formerly Indiana & Michigan tleclnc Co ) 
68/10/04 DAViS.AP NRC - No Dotallad Affiliation Given 6pp 47070 264. 
47078 269 

661003026S NRC Info Notice 08 000, "Unexpocied Piping Movement Attributed to Thar 
mal Stratification " Sve list end 

ROSSl,(5 E Owislon of Operalionel Events Assessment (Post 070411) 00/1O/O7 
Consolidated Edison Co of New York, Inc 223pp 471 15^282 471 16 285. 

8810040066 NRC Info Notice 08 081, "Failure of AMP Window Indent KVNAR Splices 0 
Thomas & Balts Nylon Wire Caps During Environ Ouadficaiion Testing " Sve list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411), 68/10/07, 
Consolidated Edison Co 01 New York, Inc, 119pp 47116 026 471 16.144. 

8810130161 NRC Info Nolle© 88-083, "Inadequate Testing of Relay Contacts In Safety 
Related Logic Sys." Sve list end, 

ROSSI CE. Division of Operalionel Events Assessment (Post 070411), B8/IO/I9. 
Consolidalod Edison Co of Now York, Inc 1 19pp 47196’239'47t96‘357, 


R. Periodic operating reports & related correspondence 


8810130296 Monthly operatinp rept for Aug 1088 for DC Cook Unit 2 W/0aO9O9 (tr 
CILES.KB , SMITH, W.G Indiana Michigan Power Co (formerly Indiana & Michigan 
Electric Co.) 88/08/31 4pp 47128 299-47128.302 


S. Reportable occurrences, LERe & related correspondence 

8810070042 LER 80 009 00 on 8eO829,wbil0 technician changing out parlide filters a 
fodino cartrldges.opon pathway from containment atmosphere to auxiliary bldg 
eatabllahed Caused by inadequate procedure.Proceduro revised W/880g28 ltr. 
WOJC1K.JJ.. SMITH.W.G Indiana Michigan Power Co (formerly Indiana & Michigan 
Electric Co) 88/09/28 4pp. 47080:222-47080.226 


V. Operator Examfnailoiis 

8808170160 Generic Ltr 88-13 to all power reactor licensees & applicanis for OL re op 
eralof licensing exams Sve list end. 

MIRAGLIA.FJ. Associate Director for Projects (Post 870411) 88/08/08. Consolidated 
Edison Co. of New York, Inc. 66pp. 46958 001. 46950.057 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medlcalr emergency & fire protection plane 

8809270063 Revised emergency plan implemonllng proceduf09.including Rev 3 to 
ERPIP 4.1.3 4, "Core Damage Assessment Using Hyorogon,*' Rev 1 1 to Chapter 6 to 
ERPIP 4 1 6, "Chemistry " & Rev 1 lo Chapier 4 to ERPIP 4 1 32, "Chemistry OJrec 
tor.” 

* Baltimore Gas & Electric Co, 88/09/12. 51 pp 46970.032-46970 082. 


D. Inepeciion reporte, IE Bulletins & corresponds nee 


8809010337 NRC Info Notice 88 073. "Direction Dependent Leak Charactenslics of 
Containment Purge Valves " Sve list end 

flOSSI.CE Division of Operational Events Assessment (Post 870411) 86/09/08 
Consdtoated Edison Co of New York, Inc 1 t9pp 46958,058 46956 177. 


$810050322 Forwards Safety fnsp flepls 50.315/88-20 8 50-316/80-23 on 860726- 
0907, No viofations noted 

AXELSON.W L Region 3. Ofc of the Director 80/09/19 ALEXICH.M P Indiana Michf 
gan Power Co (formerly Indiana $ Michigan Electric Co), 2pp 47057*139 47057 166 


-«ai00»323 Insp Repls 60-315/88-20 & 50 310/88 23 on 880726 0907 No violations 
noted Major areas inspected radwiogical controls, maint, surveillance, fire protection & 
safety related weaknesses disclosed. 

BURGESS,BLRegion3. Ofc of the Director 86/09/19 16pp 47057.141 47057-166 


$80^232 Advises that 860516,1010 & 870528 $ 1110 responses to JE Bulletin 86- 
003 re motor-operated valve common mode failures during plant transients due to fm- 
pro^ switch settings acceptable 

QBEE^N ^ R^Kjn 3. CTc of the Director, 88/09/20 ALEXICH,MP. indiana 
489gl.l52^^^ ^ (formerty Indiana & Michigan Elednc Co) Ip. 46992*162- 


® violations noted In Insp Repts 60 315/81 

16 & 50-3 16/68-1 8 Corrective actions procedures revised lo requPe each shift to Ic 
orouod voltaae indicabons when oround exists ^ 

SBAM/ii' HAviqTft & Michigan Electric Co 

(Document Control Desk) 3pi 

88^50008 NRC Info Notice 68-077, "Inadvertent Reactor Vessel Overfill." Sve lii 

O' NRC.Admlnbter= 




6809200280 Advises lhal security program wilt be modified & updated from Oct 1988 
through Feb 1989 Util will proceed w/a)ternate Interior door changeover & associated 
compensatory measures described in end End withheld (rof 10CFR73.21). 

COSS.H.O Baltimore Gas & Electric Co. 80/09/20 RUSSELL, WT. Region 1, Ofc of 
lha Director 3pp. 46977* 165-46977. 167 

$810040064 Advises (hat changes in line organization & ofes at plant require emergency 
response plan operational support dr to be relocatecI.Relocatlon expected on or 
about 890403 

FORGettEJ.E. Baltlmofe Gas & Electric Co. 88/09/21 Document Control Branch 
(Document Conirol Desk). 3pp. 47033 1 13 47030.116 

0810050265 Forwards Amends 132 & 113 to Licenses DPR-63 & DPR-60. respeotiyely 
& ovaluallon Ariiends incorporate revs to physical security requirements of 
IOCFR73 55 

MCNEIUS A Project DI(ecloratQ 1-1. 80/09/23. TIERNAN.J A. Baltimore Gas & Elec 
tneCO. 3pp 47050:219 47059.228. 

-8810050259 Amends 132 & 113 to Licenses DPR‘53 & DPR 69, respectively, revising 
Tech Specs & phystcat securtly plan 

CAPRA, R. A Project Directorate 1-1. 08/09/23. 4pp 47050 222-47059:226. 

-6610050260 Safeguards evaluation rept supporting Amende 132 & 113 to Licenses 
OPR-W & DPR-el.respectivajy 

* NRC - No Oelalfed Affiliation Given. 88/09/23 3pp. 47059:226-47059.228. 

061OO4O39Q Forwards Insp Repts 60-917/80-19 & 50-310/80-19 on 600009-0912 & 
notice of violation 

WIGGINS, J.T Region 1, Ofo of the Director. 80/09/28, TIEHNAN,J A. Baltimore Gas 
& Electrfo Co. 2pp 47040*320-47040.347 

-8810040399 Insp Repls 50-317/08-19 & 60-318/80-19 on 880809 0912 Vtolallon 
noted, Major areas Inspected facility activitjes. operational events, summer 

temps, maint, surveillance, physical s6cunty,fadloloDlcai controls & LERs 
TRIPP, LE Region 1. Ofc of Ihe Director. 88/09/28 16pp. 47040 332-47040*347, 

8810170022 Rev 12 lo Emergency Plan Implementing Procedure ERPjP 3.0, "Person- 
nel Injury, Rre.Radlofoglcal Even I, Radioactivity Refease - Dose Estimate & LNQ Inci- 

* Baitimore Gas & Electric Co 68/09/20. 25pp 47153 295 47153*317. 

6810060003 Forwards Rev 21A (o security plan .consisting of corrected Page II, "TaWa 
of Contents’' & Page IV, "List of Effective Pages." Pages withheld (ref 10CFR73 21), 
ROSSJ W, Baltimore Gas & Eleclrlo Co, 08/10/03, Document Control Branch (Docu 
inenl Conlro-l Desk), Ip 47065 348-47O65-340. 
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8810060006 Forwards corrected Page hi, ‘Table of Contente" & Page vi, "List of Effec- 
tive Pages," to Rev 8 to safeguards contingency plan Pages withheld (ref 
10CFR73 21) 

ROSS.J W Baltimore Gas & Electric Co 08/10/04 Document Control Branch (Docu- 
ment Control Desk) ip 47086 010-47066 016 


J, Insurance A indemnity Information 

8609290348 Forwards environ assessment & finding of no significant Impact re tempo- 
rary exemption from 10CFRSO 54(w)(5)(l), increasing amount of onsite property 
damage insurance required by NRG power reactor licensees. 

MCNEIL, 6 A Project Directorate 1*1 68/09/26 TIERNAN.JA Ballimoro Gas & Elec- 
tric Co. 3pp 46992 083 46992 069. 

^8809290351 Environ assessment & finding of no significant Impact re exemption from 
10CFR60 54(w)(5)((), Increasing amount of onsite property damage Insurance required 
by NRG power reactor licensees EIS will not be prepared 
CAPRA,R A. Project Directorate 1-1 60/09/26 4pp 46992 086 46992 089 

8610120016 Forwards exemption from scheduler requirements o1 property Insurance 
rufe,effeclive 861004 

MCNEIL.SA Project Directorate 1*1 88/10/04 TfERNAN,J.A Baltimore Gas & Elec- 
tric Co 3pp 47110:212-47118.210. 

•-8B1 0120010 Temporary exemption from scheduler requlromonts of property Insurance 
rule 10CFR50 54[w)(5)(i),offec live 061004 

VARQA,SA Division of Roaclor Projects - l/fl (Post 070411) 00/10/04 Baltimore 
Gas & Electric Co. 4pp 47118 215-47110 210 


P. Operating Kcenee stage documents & correspondence 

6809120066 Generic Ltr 00-15 to all power reactor licensees & applicants re oloctrio 
power sy$ - Inadequate control over design procosses 

CRUTCHFIELD, D Associate Director lor Projects (Post 870411). 68/00/12. Consoli* 
dated Edison Co of New York, Inc 60pp 47001.239-47001.300 

86100400S7 Discusses results of performance testing of porformanco testing of relief & 
safely valves for Unit 1,por TMI Action Item II D 1 Results for Unit 2 will bo forwardod 
following testing during scheduled Spring 1969 refueling outage 
TIERNAN.J.A Baltimore Gas & Eloctflc Co 08/09/23 Document Control Branch 
(Document Control Desk) 2pp 47042.063-47042.064. 

88100S0266 Forwards Amends 132 & 113 to Licenses DPR-53 & DPR 69, respectively 
& safety evaluation Amends Incorporate revs to physical security roquiremonts of 
10CFR73 65 

MCNEIL, S. A Project Directorate 1-1 80/09/23 TIERNAN,J A. Batlfmoro Gas & Eloc- 
tflc Co 3pp 47059 2 19*47069 220. 

-8610050269 Amends 132 & 113 to Licenses DPR 53 & PPR'60,rospoctlvoly, revising 
Tech Specs & physical security plan. 

CAPnA,R.A Project Directorate l-l. 08/09/23. 4pp 47059'222 47059*225. 

-8810050260 Safeguards evaluation rept supporting Amends 132 & 113 to Licenses 
DPR 53 & DPR 69, respectively 

• NRC * No Dotaited Affiliation Given 06/09/23 3pp 47060 226 47050 228 

6809280229 Notification of 081011 meeting w/util In Lu&by,M0 to discuss status of Im- 
plementing corrective actions for prevlou^y idenlifiod weakness In nuclear onglnooring 
8VC3 dept 

MCNEIL, S A Division of Reactor Projects • I/ll (Post Q70411). 00/09/28 CAPRA.R.A. 
Division of Reactor Projects - f/l( (Post 670411) 6pp 469/6 268-46976 262 

6810100074 Requests relief from ASME Code Section Xf requiroiiients ro 30*day exten- 
sion for submitting Form NIS-2 until 081101 Oct deadline would result In hardship or 
unusual dddcuUles 

CnuSE,C H Baltimofo Gas 6 Electric Co 88/00/29 DocumonI Cenlrol Branch (Doc 
ument Control Desk). Ip 47005,230 47005.238 

6810110304 Forwards "SPDS Rept for Calvert Cliffs Nuclear Power Planl" & "Remote 
I/O Equipment Hardware Acceptance Teat Procedure (or NUS Corp/BGE Calvert 
Cliffs Data Acquisllion Sya," per 850204 commitment SPDS displayed dala deemed 
adequate 

TIERNAN,JA Baltimore Gas & Electric Co, 00/09/30. Documont Control Branch 
(Document Control Desk) 2pp 47110 061-47110:284. 

-8610110305 "SPDS Rept for Calvert Cliffs Nuclear Power Planl " 

• Baltimore Gas & Electric Co 80/09/30. 30pp. 47110 063 47110 002 

-8610180523 "Remote I/O Equipment Hardware Acceptance Tost Procoduro for NUS 
Corp/BG&E Calvert Cliffs Dota Acquisition Sys " 

• Computer Products, Inc 64/02/20 200pp 47110 093 47110 204 

8810050058 Generic Ltr 00-16 to all power reactor llconsoea & applicants ro removal of 
cycle specific parameter limits from Tech %}ec8 Svc list end 
CRUTCHFIELD, D. Associate Director for Projects (Post 870411) 00/10/04. Consoll 
dated Edison Co of Now York, Inc 40pp. 47116,145 47116.194 

8810140156 Requests 30 day extension for aubmilting Form NIS 2Ulil proposing after- 
native to ASME Code Section XI roquiremoinls Review process for comploling Form 
NIS-2 to ensure equipment & component operability mior to return to svc described 
CRUSE, C.H Baltimore Gas & Electric Co. 88/10/04 DocumenI Control Branch (Doc- 
ument Control Desk) 2pp. 47130.009-47138.090 

8810160126 Responds to NRC 600729 request for plant-apocific seismic verification 
plans consistent w/Generic Ltr 67-02 (USI A-46) Completion of Rov 2 to genenc Im- 
lemenlation procedure expected In Spring 1 069 

lERNAN.JA. Baltimore Gas & Electric Co 08/10/07 Document Control Branch 
(Document Control Desk) 4pp 471 77. 24 1-471 77-244 

6810240146 Forwards corrected page to rept of startup testing for facility Cycle lO.Pre- 
dlcted values for full power shoultfhave been reported as 1302,not 1303, 
MIHALCIKJA Baltimore Gas 8 Electric Co 08/10/13. Document Control Branch 
(Document Control Desk) 2pp 47264,293 47254*294 


88102 1i(>437 Requasis relief from ASME Code Section XI Inservlce testing requlrernents 
for Reactor Coolant Charging Pumps 11,12»13, 21.22 & 23.Punips already pari of ro 
tatrrm machinery vibration monitoring program 

TIERNAN.J A Baltimore Gas & Electric Co 88/10/14 Document Control Branch 
(Document Control Desk) 3pp. 47230 234-47230 236 

8 810240 156 Forwards Rov I to "ASME Section XI Pump & Valve Tesl Programs-Unils 
1 & 2 Second 10 Yr Intarvaf," per NRC 800009 request Response to valve program 
Item 1 & pump program Item 1 also end 

TIERNAN,JA Baltimore Gas & Eloctflc Co 80/10/18 Document Control Branch 
(Document Control Desk) 5pp 47253,325 47254145 

-88 1024 01 B7 Rev 1 to "ASME Section XI Pump & Valve Test Pro grams- Units 1 & 2 
Second 10-Yr Interval " 

* Baltimore Gas & Electric Co 8B/09/26 178pp 47253 330 4 7264 1 45 


Q. Inspection reports, IE Bulletins correspondence 

8609010337 NRC Info Nolica 88-073. "Direction Dependent Leak Characlarislics of 
Containment Purge Valves " Svc list end. 

ROSSJ.CE Division of Operational Events Assessment (Post 870411) Q8/09/0B 
Consolidated Edison Co oi New York, Inc, 119pp 46958 058-46950,177, 

SB 10040043 Ack receipt of 600721 Ur Informing NRC of steps taken to correct violations 
noted in Insp Repls 50-317/08-10 & 60 318/88-11 

BELLAMY.R R. Region 1, Ofc of Ihs Director 08/09/16. TIERNAN.J A Dalllmore Gas 
& Electric Co 2pp 47025 340-47026 344 

SB 10050031 Discusses Insp on 880627-0713 & forwards notice of violation & proposed 
ImpoBitlon of civil penalty In amount $150,000 

RUSSELL.W.T Region 1 , Ofc of the Director. 00/09/20 TIERNAN.J A. Baltimore Gas 
& Electric Co 4pp 47057*189-47057 195 

-8810050033 Notice of violation & proposed imposition of civil penalty in amount of 
$150,000 Noncempllanco noted emergency diesel generator would not successfully 
power essential loads as required during (oss of coolant accident concurrent 
RUSSBLL.WT Region 1. Ofc of the Director 08/09/20 3pp 47057103 47057 195 

8809160008 NRC Info Notice 80 077, "(nadvortont Reactor Vessel Overfill." Svc list 
end, 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 88/00/22. 
Consolidated Edison Co of New York, Inc Ilipp 47114 291*47115 042 

88 091 900 47 NRC Info Notice 08 078. ’"Implemenlallon of Revised NRC-Admlnlslerod 
Roqualincatlon Exams ’* Svc list end 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411) 88/09/22 
ConsofidalGd Edrson Co. of Now York, Inc 110pp 471 16 043 47115 046 

6610040390 Forwards Insp Repts 50 317/06 19 & 50-310/80-19 on 880809-0912 & 
notice of violation 

WIGGINS.JT Region 1, Ofc of the Director 96/09/20 TIERNAN.J A, Balllmore Gas 
& Electric Co 2pp. 47040.329 47040,347 

-6610040393 Notice of violation from insp on 660809 0912 Violation noted personnel 
performing HE 21 defeated two door fnlorlocka for purpose of disabling containment 
air lock intorlocK 

• Region 1, Ofc of tho Dlroclor 68/09/20 Ip 47040 331-47040 331 

-6810040399 Insp Repts 50-317/86-19 & 50310/80-19 on 000809 0912. Violation 
noted Major areas inspactod fsciMy activities, operailonal events, summer 
temps,malnt,suivelllanco.plry8ical security, radiologic at controls & LERs 
TRIPP, L E Roglon 1. Ofc of the Director 00/09/28. 16pp 47040.332-47040 347 

0009230092 SuppI I to NRC Info Notice 88 069. "Movable Conioct Finger Binding In 
HFA Relays Mfg by GE " Svc list onci 

ROSSI.C.E, Dmsion of Oporallonal Events Assessment (Post 870411) OQ/09/S9. 
Consolidated Edison Co ofNowYorkJnc 117pp 47I1B'163 47115 201 

SB 10040030 Forwards response to NRC Bullelin 80 008. "Thermal Stresses In Piping 
Connected to RCS " 

TIERNAN.JA Bpilimore Gas Si Electric CO 00/00/29. Document Control Branch 
(Documont Control Dosk) 4pp 47026,006 4 7026 009 

8810060142 Forwards Inservlce insp documonts.incfuding "1908 Inservlce Exam of Be 
looted Class 1, Cl ass 2 & Class 3 Cornpononts & Sys of Calvert Cliffs Nircloar Power 
Plant Unit 1" & "Steam Qenoralors II & 12 Eddy Current TestlngApr-Jun 1906." 
TIERNAN.JA. Baltimore Gas & Electrlo Co 68/09/29. Document Control Branch 
(Document Control Dosk) 11pp. 47026.240 47036069. 

-6B 10050150 "1988 Inservlce Exam of Selected Class 1, Class 2 & Gloss 3 Compo 
nenls & Sys of Calvert Cliffs Nuclear Power Plant Unit 1," Vo) l-IJI apps 
YORK.D.W,, ROSOW.DF Southwest Research InsIHulo 68/08/31. 1,621pp. 
47020.261*47034 071. 

-8810050153 Vols IV & V to. "1966 Inservlce Exam of Selected Class 1, Class 2 & 
Class 3 Components & Sya of Calvert CliKs Nuclear Power Plant, Unit 1 consisting of 
field data 

YORK.D.W., ROSOW,OF Southwest Research Inslilute 80/08/31 5B7pp 
4 7034.072 47036.278. 

-8810058144 "Calvert Cliffs Unll 1 Steam Generators 11 & 12 Eddy Current 
To8llng,Apr-Jun 1980." final rept 

^ Baltimore Gas & Efeclric Co 88/00/20 60pp 47035 279 47030069 

6818050321 Requests add) Info re uill 660908 response to NRC Bulletin 68 001, "De- 
fects fn Westlnghouse Circuit Breakers" Response requested within 70 days of Hr 
date. 

MCNEIL, S, A Project Directo-rate 1-1, 68/00/29 TIERNAN,JA. Baltimora Gas & Efec- 
tflc Co. 2pp. 47059 190*47059 1 91 

6610030265 NRC Info Notice 06-080, "Unexpected Piping Movement Atlribuled to Ther 
mal Stratiflcalion " Svc Hat end 

ROSS),CE Division of Operational Events Assessment (Post 870411), 08/10/07 
ConsolldalQd Edison Co. of New York, Inc, 223pp 471 15 202*471 15,265 
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6010040093 MRC Info Nolico QQ 081 ^ allure of AMP Window Indent KYNAR SpUces & 

Thomas & Bella Nylon Wire Capj Durffig Environ Qualification Toaling Svc Jial onct 
ROSSI, CE* Division of Operations! Events Assasamenl {Post 370411) 83/10/07. 
ConsofUated Edison Co of New Yorh, Ina 1l9pp 47118 026-47116*144 

6610160262 Forwards Safely Insp Repts 50-317/80-21 & 50-318/88 21 on B80B31 & 
0901 No violations or deviations noted 

GAlLO.flM Region 1, Olc ol 1h© Director* 88/10/07. TIEHNAN*JA Baltimoro Qaa & 
EI<Hitnc Co 2pp. 471 7? 351-47172 358. 

-6810160204 Insp Repts 60 317/68 21 & 50'316/d8-2t on 880031 & 0901 No viola- 
tions or deviations noted Major areas inspected content implementation & crfective- 
ness of licensed operator training program 

yACHlMIAK,E, ESBLGROTH.P. Region 1. Ofc of the Director. 60/10/07. 6pp. 
4717236347172 35B. 

6310130161 NRC Info Nolce 88 083. ‘Irtarfequata Tasting of Relay Contacla in Safely- 
Related Logic Sya " Svc list end. 

ROSSI, CE CWsIon of Operational Events Assesstnonl (Post 070411), 80/10/19 
ConscIEdated Edison Co of Naw York. Inc 1 15pp, 47196 239 47 196 357, 


R, Periodic operatrng reports & rofated correa ponds nca 

6819049339 Forwards monthly operating rcpts for Aug 1960 for Catvert CIIffB.Correctod 
page to JuM9a8 monthly operating repl also end. 

RUSSELLXB aaltimoro Gaa ^ Erectile Co Bd/99/16. Document Control Branch 
{Document Control Desk) Ip, 46652 26046982 301 

-8809280190 Monthly operating re pts for Aug 19B6 for Catvert Cliffs Ui^lts 1 a 2, 
aEHNKE.C. aaltimore Gas & Elecinc Co 68/06/31 gpp, 46962 29146982 300 

-3310040392 Corrected page to monthly operating rept for Jul 1988 for Calvert Cliffs 

BEHNKE.C Baltimore Cas & Efectric Co 08/07/31 Ip 46982*3014696 2 301. 

6D1Q1902I8 Monthly operating repts for Sept 1086 for Calvart Cliffs Units 1 & 2.W/ 
801013 Hr 

0EHNKE.C . RUSSELL, L B Baltimoro Cas & Electric Co 88/09/30. 11pp. 47191.179- 
47191:189, 


S. Reportable occurrences. LERs A related correspondence 

6B10070091 Summary of Operating Reactors Events Mooting 08-37 on 630920.lnfo end 
Incfudes rept to-date of long term followup assignments & summary of reactor scrams. 
JAUDON.jp Events Assessment Branch 88/09/20 ROSSI, Ct. Division of Oper- 
ational Events Assessment (Post 570411) 12pp 47079034 47079045 

0310100014 Part 21 rept re deviallon fn Waallnghouso Type DS 206 & 416 circuit 
breakers Cdmp connections repaired 

T1ERNAN,J A Baltimore Gas k Electnc Co. 55/09/20. RUSSEUl.W.T Region 1, Olc 
of the Director 6pp. 47005 11047086 114 

3309200056 LEF 88-009-00 on 66DB24,LlnJt 1 tapped on loss of foad when main turbine 
tnpped on high steam genoralw Jevel Caused by vibration 5 stroasWaikdown per- 
formed on saluted componenis & pressure switch relocated W/e30923 Hr. 
MILBRADT.MD, RUSSELL, LB. BaHimoro Gas 5 ElecWc Co 88/09/24. 6pp, 
4697a 083-46970 037. 

6616170020 Part 21 rept re defect fn Amphenol SAMS Model 205-0034 eleclitcal pane- 
Iraiion assembly Melallurgice} analysis revealed that sluds made of copper alloy & 
alloy has degraded Equipment replaced on Unit 1 

TIERNAN,JA Baltimore Gas & Electnc Co B8/0G/29. RUSSELL, WT< Region 1. Ofc 
of the Director 4pp 47173 195 47173 t99 


V. Operator Examinations 

6306170150 Generic Ltr 06-13 to all power reactor licensees & applicants for OL re op- 
erflfor licensing exams Svc list end 

MIRAGLIA,F J Associaie Director for Projects (Post 570411). 86/08/08. Consolidated 
Edison Co. of New York, Inc. 66pp 46958 001-46958057 

6610180232 Forwards Safety Insp Repts 60-317/03-21 5 50-310/88-21 on 880831 & 
0901. No Eolations or deviations noted 

GALLO, R M. Region 1, Ofc of the Oireclor. 58/10/07. TIERNARJ A Baltimore Gas a 
Efocinc Co. 2pp 47 1 72 35 1-471 72 358. 

>-0810160264 Insp Repts 50-317/88-21 5 50-318/88-21 on 880831 a 0901 No Viola- 
tions or deviations noted Major areas inspected.conlent Implementation IL effective- 
ness of licensed operator training program 

YACHIMtAK.E, ESELGROTH.P Region t, Ofc of the Director. 88/10/07. 6pp 
47172 353-47172.358 


DOCKET 60-318 CALVERT CUFFS NUCLEAR POWER PUNT, UNIT 2 


F. Security, medfcal, emergency & ffro prolecifon plans 

8606 270063 Revised emerger^cy plart implementing procedures, Including Rev 3 to 
ERPIP 4,1.3 4. “Core Damage Assessment Using Hydrogen. *' Rev 11 to Chapter 6 to 
ERPIP 4.1 6, "Chemistry “ & Rev 1 to Chapter 4 to EBP/P 4.1.32, "Chemistry DIreo 
tor." 

* Baltimore Caa & EfectnU Co, 06/09/12. 51pp 45970,032 48970062 

6009260260 Advises that security program will be modified & updated from Oct 1988 
through Feb l089.U1il wiN proceed w/allernale In tenor door cha trover A associated 
conip er>sa lory measures desenbad fn end End withhefd (ref 10CF^73 21) 

COSS.HD aaltimore Gas 8 Efecinc Co 80/09/20, RUSSELi.W.T, Region 1. Ofc oJ 
the Dir Bctor 3pp 46977* 155-46977. 1 57. 

6610040064 Advises itiat changes in line organization 5 ofes at plant require emergency 
response plan operalfonal support ctr to be relocated Relocation expected on or 
about 890403 

FORGETTE.T-E Baltimoro Gas & Electric Co 06/09/21, Document Control Branch 
tDocumenl Cof^lro! Desk) 3pp 47030 1 1 3 47035 115. 


68100S026S Forwards Amends 132 & 113 to Licenses DPR-53 & DPR 69, respectively 
& safety evaluation Amends Incorporate revs to physical security requirements of 
tOCFR73 55. 

MCNEIL, S A ProlBCt Directorate 1-1 88/09/23 TlERNAN,JA, Baltimore Gas & Elec- 
tric Co 3pp. 47050.219-47059 228 

-6010058259 Amends 132 5 113 to Licenses DPR 53 & DPR-69,fGSpeciiVofy. revising 
Tech Specs 5 physical secunty plan 

CAPRA, R.A Project Directorate 1-1 09/09/23, 4pp 47059 222-47059 225. 

-6610050269 Safoguards evaluation rept supporting Amends 132 113 to Licenses 

DPR-S3 & DPR-69,feapecbvely 

• NRG - No Dotallad Affiliation Given. 88/09/23. 3pp 47059:226 47059*228. 

8610040390 Forwards Inap Repts 60-317/08 19 & 60-310/00-19 on 880809 0812 & 
notice ol vioration. 

WIGGINS, J.T. Region 1, Ofc ol Ihe Director. 88/09/26 TiERNAN.J.A Baltimore Gas 
& Electric Co 2pp 47040*329-47040*347. 

-8610040399 (nsp Repts 50-317/80-19 & 50-318/80-19 on 060809-0912 VIolQUon 
noted Major areas Inspected facility activities, operational ev 0 nta.&ummer 
teinps,mainl.surveillance,physlcaJ securlty.radlological controls & LERa 
TRIPP, LE Region 1, Ofc of the Director 88/09/28 16pp. 47040.332-47040.347. 

6010170022 Rev 12 to Emergency Plan Implementing Procedure ERPIP 3 0, "Person- 
nel Injury, Firo.Radiologlcal Evenl.RedioactlvilY Release - Dose Estimate & LNQ incl- 

* Bailimoro Gas & Electric Co. 88/09/28 25pp. 47163*296-47163*317 

6610060003 Forwards Rev 21 A to security plan, consisting of corrected Page if, "Table 
of Contents'’ & Pago IV, "List of Effective Pages," Pages withhold (ref 10CFR73 21) 
ROSS.J.W Balimoro Gas & Electric Co 88/10/03, Document Control Branch (Docu- 
ment Control Desk) Ip. 47065 348 47065 348. 

6810080006 Fonvards corrected Pago ill. "Table of Contonta” A Page vf, "List of Effec- 
10CFB7i2V* ^ safeguards contingency pfan.Pages withheld (rel 

ROSS.J W. Beltimore Gas & Efectric Co 88/10/04. Document Control Branch (Docu- 
ment Control Desk]. Ip. 47066 016 47066:01 6, 


J, rnsurance & Indemnity Information 

061)9290346 Forwards environ assessment & finding of no significant fmpaci re tempo* 
rary exemption from 10CFR60,54(w)(5)(i), Increasing amount of onsite property 
damage Insurance required by NRC power reactor flcensees 
MCNEIL,5A Froject Directorate 1-1. 88/09/26 TIERNAN.J.A. Baltimore Gas & Efoc- 
toe Co 3pp. 46992 053 46992 059 

-»80O929O351 Environ assessment & finding of no significant Impact re exemption from 
10CFR50.54{w)(6)Ci), Increasing amount of onsite property damage Insurance required 
by NRC power reactor licensees EIS will not be prepared 
CAPRA.R A. Project Directorate 1*1. 68/09/26 4pp. 46992:066*46992 069, 

8610120015 Forwards exemption from scheduler requirements of property Insurance 
rule, effective 061004. 

MCNE(L,S A. Project Directorate 1-1, 68/10/04. TIERNAN.JA Baltimore Gad & Elec- 
IrfcOo 3pp 417110.212-47110.218. 

->6810120016 Temporary exemption from sctiedular requirements of property Insurance 
rule 10CFR50,64rw)(6)(f).offec|jve 881004 

VARQA.&.A. QMsion of Reactor Projects - I/ll (Post 670411). 88/10/04. Baltimore 
Gas & Electric Co. 4pp 47118.215 47116*218 


P. Operating license stage documents & correspondence 

0899120065 Generic Ltr 68-15 to all power reactor licensees & applicants re elecirlo 
power sya * Inadequate control over design processes 

CRUTCHFIELD.D. Associate Director for Projects (Post 670411) 80/09/12. Consdl 
dated Edison Co of New York, Inc. 60pp 47001*239 47001.300 

c 

6610040057 Discusses results of performance testing of performance testing of relief & 
safely valves for Unit l.por TMi Action Item II D 1.H6sui(8 for Unit 2 will be forwarded 
following testing dunng scheduled Spring 1869 refueling outage. 

TIERNANJA BafCImoro Gas & Electric Co 86/09/23 Document Control Branch 
(Document Control Desk). 2pp 47042.063-47042*064. 

6810060256 Forwards Amends 132 & 113 to Licenses DPR-53 & DPR-69, respectively 
& safety eva1uatlor> Amends Incorporate revs to physical security requirements of 
1 OCFR/3 55 

MCNEIL, S A. Projeci Directorate 1-1. 86/09/23. TIERNAN.JA. Baltimore Gas & Efec- 
trie Co. 3pp 47059*219-47059:226. 

-6610050259 Amends 132 S 113 to Licenses DPR-53 & DPR-68, respectively, revising 
Tech Specs & physical secunty plan 

CAPRA.R A. Project Directorate 1*1. 88/09/23 4pp. 47059:222-47059.225. 

-8010050260 Safeguards evaluation rept supporting Amends 132 A 113 to Licenses 
OPR 53 & DPR-eSTOSPBClivefy. 

* NRC > No Detailed Affiliation Given 86/09/23. 3pp. 47059.226-47059,228. 

6609280229 Notification of 861011 meeting w/util In Lusby.MD to discuss slalus of im* 
pfementing corrective actions for prevlou^y Identified weakness In nuclear engineering 
sves dept 

MCNEll.S A. Dlvfston of Reactor Projects - l/li (Post 87041 1). BB/09/26. CAPRA.R. A 
Division of Reactor Prelects - J/ll (Post 870411) 5pp 46976.268-46976*262 

8610100074 Requests relief from ASME Code Section X[ requirements re SO-day exten- 
sion for submitting Form NfS-2 until 861101.Oct deadline would result In hardship or 
unusual difflcuHies. 

CRUSE.C H. Baltimore Gas & Electric Co 86/09/29 Document Control Branch (Doc- 
ument Conl/ol Desk), ip. 47085 238 47085.238. 
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0(310110304 Forwarils “SPDS Ropt for Calvert Cfiffa Nuclear Power Plant" & "Remolo 
I/O Equipment Hardv/ara Acceptance Tost Procedure for NUS Corp/BCE Calvert 
Cliffs Data Acquisition Sys," per 050204 commitment SPDS dfsplayad data deomecl 
adequate 

TIERNAN.JA Bnftimoro Gas & Gloclrfc Co 00/09/30 Document Control Branch 
(Document Control Desk) 2pp 47110'061-47110 204 

-8010110305 *’SPDS Ropl for Calvert Cliffs Nuclear Power Plant" 

* Baltimore Gas & Electric Co 08/00/30 30pp 47110<063-47110092 

-8010180523 "Remote I/O Equipment Hardware Acceptance Test Procedure for NUS 
Corp/BG&E Calvert Cliffs Data Acquisition Sys " 

* Computer Products, Inc 64/02/20 200pp 47110 093*47110 284 

8810050068 Generic Ltr 88-16 to all power reactor licenseos & applicants re removal of 
cyclO'^eclfic parameter limits from Tech Specs Sve list end 
CRUTCHFIELD, D Associate Director for Projects (Post 070411) 88/10/04 Consolt- 
dated Edison Co of New York, Inc. 48pp 47116 145 47116 104 

0810140166 Requests 30 day extension for submitting Form NIS-2Ulil proposing alter- 
native to ASME Code Section Xi requirements Re^ew process for completing Form 
NIS 2 to ensure equipment & component operability mior to return to sve described 
CRUSE, CH Baltimore Gas & Electric Co 88/10/04 Document Control Branch (Doc- 
umeni Control Desk). 2pp 47138 080 47138 090 

8810180125 Responds to NRC 080729 request for plant-specific seismic voriticatfon 
plans consistent w/Generlc Ltr 07-02 (USI A 46) Completion of Rev 2 to generic Im- 
plemontatlon procedure expected In Spring 1 960 

TIERNAN.JA, Balllmoro Gas & Electric Co 08/10/07 Document Control Branch 
(Document Control Desk). 4pp. 47177:241-47177 244 

8010210437 Requests relief from ASME Codo Section XI Inservice lasting roqulremenls 
for Reactor Coolant Charging Pumps 11.12,13, 21,22 & 23 Pumps already part of ro- 
tating machinery vibration monitoring program 

TIEF^AN.JA Baltimore Gas & Electric Go 68/10/14. Document Control Branch 
(Document Conlrol Desk) 3pp 4723ty234-47230 236 

6810210453 Application for amend to LIcenso DPR-69, changing Tech Spec Pages 3/4 
7-26 to permit completion of current 24-month rofuellng cycle w/o having to shut 
down to satisfy 18 month snubber functional tesllnn requlromanl Fee paid, 
TIERNAN.JA Baltimore Gas & Efoctrlc Co. 68/10/14 Document Control Branch 
(Document Control Desk). 6pp 47231 ’054-47231, 063 

-8810210458 Proposed Toch Specs ro surveillance requirements for snubbers & visual 
Insp criteria 

* Baltimore Gas & Electric Co. 08/10/14 4pp 4723T060-4723I.063 

8810240156 Forwards Rev 1 to "ASME Section XI Pump & Volvo Tost Programs- Units 
1 & 2 Second 10- Yr Interval," per NRC 680009 request Response to valve program 
item 1 & pump program item 1 also end 

TIERNAN,JA. BailTmoro Gaa & Elociric Co. 88/10/16 Document Conirol Branch 
(Document Control Desk). 6pp 47263'325 47254 145 

-8810240167 Rov 1 to "ASME Section XI Pump & Valve Test Programs Units 1 & 2 
Second 10 Yr Interval " 

* Balllmore Gas & Efoctrlc Co. 08/09/26 178pp. 47253.330 47254 145 


0. Inspoptlon reports, IE Bulletins & correspondence 


8809010337 NRC Info Nolico 08 073, "DIrectlon-Dopondont Loak Characteristics o1 
Conlalnmont Purge Valves." Sve fist end 

ROSSI, CE Division of Oporatlonal Events Assessment (Post 870411). 08/09/00, 
Consolidated Edison Co. of Now York, Ino 1 10pp. 46958 050-46956:177 


0810040043 Ack receipt of 880721 Hr informing NRC of stops takon to correct violaKons 
noted In Insp Repts 60-317/00-10 & 50*318/00-11 

DELUMY,R R. Region 1, Ofc of the Director. 80/09/16 TIERNAN.J A Baltimore Gaa 
& Electric Co 2pp. 47025.340 47025 344. 

8810050031 Discusses Insp on 800627-0713 & forwards notice of violation & proposed 
imposition of civil penalty In amount $150,000, 

RUSSELL, WT. Region 1, Ofc of the Director 00/00/20, TIERNAN.J A Balltmoro Gas 
& Electric Co 4pp. 47057.100-47057:195, 


-8010050033 Notice of violation & proposed tmpositlon of civil penolty tn amount of 
SISO.OOO.Noncomplianco noted, emergoncy diesel generator would not successfully 
power essential loads as required during loss of coolant abddont concurrent. 
RU8SELL.WT. Region 1, Ofc of the Director. 08/09/20, '3pp. 47057-193 47057.105 

0809 160008 NRC Info Notice 08-077. "Inadvortent Reactor Vessel Ovorlill." Sve list 
end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 00/00/22. 
Consolidated Edison Co of Now York, Inc Ilipp 471 14-201 -471 16:042. 


8609190047 NRC Info Nolico 08-078, "Implementation of Rovfsed NRC-AdmInIsterotl 
Requalificallon Exams " Svo list end, 

ROSSI.CE Division of Oporatlonal Events Assessment (Post 870411) 60/09/22 
Consolidated Edison Co. of Now York, Inc. IIOpp 471 16 043 47116.046 

0810040390 Forwards fnsp Repts 60-317/68-10 & 60-316/00-19 on 880009-0912 & 
notice of violation 

WIQGINS.J.T. Region 1, Ofc of the Director. 08/09/20 TIERNAN.JA. Ballimoro Gas 
& Electric Co 2pp 47040’329-47040:347, 

-6810040393 Notice ol violation from Insp on 680809-0912 Violation notod’porsonnol 
performing ME 21 defeated two door Interlocks for purpose of disabling containment 
air lock InTerlock. 

• Region 1. Ofc of the Director, 88/09/20. Ip. 47040.331-47040:331 

-6610040399 Insp Repts 50-317/08-19 & 50-316/86-19 on 0QD80OO912. Violation 
noted.Ma]or areas fnspec tod; facility activities, operational events, summer 

temp8.mainl, surveillance, physical 8ecurlty»radiologlcel controfa & LERs 
TRIPP,L E. Region 1, Ofc of the Director. 68/09/28. iepp, 47040:332-47040 347 

6609230092 Suppi 1 to NRC Info Notice 88 069. "Movable Contact Finger Binding In 
HFA Relays Mfg by QE." Sve list end 

ROSSI, G.E. Division of Operational Events Assessment (Post 070411) 60/09/29 
Consolidated Edison Co of New York, Inc. 117pp. 47 11 6:103-471 16’261 


8610040038 Forwards raaponso lo NRC Bullolln 68 006, "Thermal Stresses In Piping 
Connocted to PCS " 

TIEnNAN,JA Ballimoro Gas & Electric Co 66/09/29 Documonl Conirol Branch 
(Document Control Desk) 4pp 47029 006 47026 009 

0610050321 Raquesb addi Info ro ulit Q00900 response to NRC Bullelfn 66 001, "De- 
fects in Wosftnghouse Circuit Qroakors" Response requested wilhin 70 days of ltr 
dote 

MCNEIL.SA ProjGcl Dlfoctorato 1-1. 88/09/29 TIERNAN.JA BallimordGas & Elec- 
tric Co 2pp 47059 190-47050.191 

061003025S NRC Info Notice CB 060, "Unexpected Piping Movament Altributed lo Ther- 
mal Stratification " Sve list end 

ROSSI.CE Division of Oreratonal Events Assessment (PosI 670411), 60/10/07 
Consolidated Edison Co of Now York. Inc. 223pp, 471 1 5 202-471 15 285 

0BTO0400B6 NRC Info Notice 66 081, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Bolts Nylon Wire Cops During Environ Qualification Testing." Sve fist end 
ROSSr.CE Division of Operational Events Assessment (Post 870411) 88/10/07. 
Consolidated Edison Co of New York, fnc. 1 19pp 47116026 471 16 144. 

8810100282 Forwards Safety Insp Repis 50-317/08 21 & 50 318/06-21 on 060031 & 
0001 No viotatfons or devfalbns noted 

GALLO.RM Region 1, Ofc of the Director 08/10/07 TIERNAN.JA Balllmore Gas & 
EleclricCo 2pp 47172 351-47172 350 

-6010180284 Insp Ropts 50-317/66 21 & 50-31B/8Q-21 an 600631 & 0901 No viola- 
tions or deviations notod.Major areas Inspected content Implemontatlon & effective 
ness of licensed oporotor I reining program 

YACMfMIAK.E, ESELGROTH.P. Region 1. Ofc of the Director 80/10/07 Opp. 
47172*353-47172 350 

8S1 02 10453 Appllfialion for amend 10 License DPR'BO.changlng Tech Spec Pages 3/4 
7-26 to perm 11 comiplotion of curreni 24-monlh refueling cycle w/o tiavmg lo shut 
down to aalfsfy IB-month snubber functional tasting requirement Fee paid 
TrERNAN,JA Baltimore Gas & Efaclric Co 68/10/14 Document Control Branch 
tOocumont Control Desk) 6pp 47201.054 47231,063. 

-8810210458 Proposed Tocti Specs ffl suivoilfanco roqulremonls for snubbers & visual 
Insp criteria 

• Baflimoro Gfls & Efoctrlc Co 88/10/14 4pp 47231-060 47231-063 

8810130161 NRC Info Notice 88 083, "Inadequate Testing of Relay Contacts In Ssfoty- 
Rolated Logic Sys." Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 80/10/19, 
Consolidated Edison Co ofNow York, Inc 119pp 47106 239 47108.357. 


n. Periodic operating reports St related correepondenoe 

8810040389 Forwards monthly operating repts for Aug 1966 for Cah/ert Cliffs Corrected 
page to Jul 1960 monthly qperaiing ropl also oncL 

RLTSSELL.LB Baltimore Gas &. Efoctrlc Co. 68/09/16 Document Conirol Branch 
(Document Control Desk). Ip 46982 290 46962,301 

-8009260100 Monthly operating roots for Aug 1906 for Calvert Cliffs Units 1 & 2 
BEHNKE.C Dallimore Gas &BoclrlO Co. 00/00/31 9pp 46962 291 48962300. 

8810100216 Montfily operating repts for Sept 1080 for Calvert Cliffs Units 1 & 2.W/ 
601013 ltr. 

BEHNKE.C, RUSS ELL, LB Baltimore Gas A Electric Co 60/09/30. 11pp. 47101,179 
47101’189. 


S. Reportable oecurrenceo^ LERb & reteled correspondence 


8010100014 Perl 21 rept re deviation in Westing house Type OS 203 & 416 circuit 
br0akor3.Crlmp connections repaired 

TIERNAN.JA Baltimore Gas & Electric Co 86/00/20. RUSSELL, WT. Region 1, Ofc 
of the Director. 6pp. 4706B-1 10-47006.1 14 


6B101 70020 Part 21 rept ro defect In Amphenol SAMS Model 205-0034 electrical pano- 
tration iiBaembly.MetallurgIcal analysis revealed that studs made of copper alloy & 
olloy has degraaod Equipment replaced on Unll 1. 

TIEnNAN,JA Ballimoro Gas & Electric Co 6B/O9/20. RUSSELL.WT. Region 1, Ofc 
of Iho Director. 4pp. 47173:105-47173:198 


V. Oporaior Examlnallons 

8808170160 Qenerlo Ltr 86 13 to all power reactor licenseos & applicants lor OL re op- 
erator licensing oxams Sve list oncl. 

MIRAGLIA.FJ. Aasociate Director for Projects (Post 670411). 88/08/08. Consolidated 
Edison Co. of Now York, Inc. S6pp. 46958.001-46956057. 

8810180202 Forwards Safety Insp Repts 60 317/08 21 & 60'318/G8 21 on 060831 & 
0001 .No violations or deviation a noted 

GALLO, B.M Rogten 1, Ofc of Iho Director 68/10/07 TIERNAN,J,A. Baltimore Gaa & 
eieclric Co. 2pp. 47172.351-471 72 368 

-8610180284 Insp Repts 60-317/06-21 & 60-316/&6-21 on 680B31 & 0901. No viola- 
tions or deviations notedMajor areas Inspected content Implementation & effective- 
ness of licensed operator training program. 

YACHIMIAK,E. Region 1, Ofc of the Director. 66/10/07. 6pp 47172-353-47172 358. 


DOCKET 59*320 TMRiEE MILE ISLAND NUCLEAR STATION, UNIT 2 


F. :Securlty, medfctilj omeraency A fire protactlon plans 
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9S10f7023fi Revised emergency plan Implementing proceduresjncluding Change 
aaoosa to ftev f to 947 vIMP' 1300. I&i '’Contamlnaled Inlunes” & Change 2-88’0578 
to Rev 1 to 9471 IMP'130020, ''Persoftnal/Vahlclo MonflORng. 

• General Public Utilities Corp • GPU Service Cofp 98/10/11* 64pp 47166.270- 
47166332 

6610260204 Forwards revised testi/nony of GG Baker & WJ Cooper on dose assess- 
merits & microorganisms, revising dose cafculalions lo reflect that Intium deernod as 
cnlical Isotope for util plan to evaporate water.W/Svc list Related ccrraspondence 
BAXTER.T.A General Public Uilities Corp. • GPU Service Corp B/OCTERJA Shaw, 
Prttman, Ports & Trowbrfdga j?468 7370 89/13/2S. BLOCHPB., PARIS.O.K.* 
BRIGHT,Q 0. Atomic Salety and Ucensing Board Panel 5pp, 47225*065-47225-104* 

~ 6 a 10280206 Licensee testimony of QG Baker 8 Wd Cooper on dose assessments A 
microorganism 8 (Contantions 2,3 & Sd) ‘ Supporting documentation end Related cor- 
respondence, 

BAKER,© G., COOPEfl.WJ General Pebnc Ublitles Corp - GPU Service Corp 88/10/ 
25 35pp 47225070 47225.104* 


0* Adjudicatory correspondence 

8810030073 FR notice (schedule of hearings).^ Public hearings scheduled for listed 
dalea.par 660625 order Limited appearance atatemenfs may be filed w/ASLB pnor to 
6S102S Served on 880928. 

BLOCKPG Q Atomic Safety and Licensing Board Panel /if488 7158. 88/00/27 Ip, 
4 6955.1 17-469551 17. 

6610100202 Susquehanna Valley Afllanca/TMI Alert motion to submit witness testimony 
as evidence w/o cross-evam at hearing In Lancaster.* Requests that CW Hover tasti- 
mony be accepted as evidence 

SKOllNCK,F* Susquehanna Valley Alliance, Larrcasler, PA SKOLI^CK,F Three Mile 
Island Alert. #466 7233. 88/10/04. Atomic Safety aw Licensing Board Panel. Ip 
47105.264 4 7105-266. 

>-061016020$ Susquehanna Valley Alllance/TMf Alert motion for reconalderalion of pari 

01 judge order <880927} re limited appea/ance slate rnents by public.* Certificate of 
Svc end 

SKOLNICK,F, Susquehanna Vallay Alliance, Lancaster, PA SKOLNICK/. Three Mila 
Island Alert 68/10/04. Atomic Safety and Licensing Board Panel. 4pp. 47I05.265> 
47105266 

6810180207 NobHcation of parties as 4o sub] matter of R FIccionI testimony.* Joint Inler- 
venors suppis Interrogatory responses ra witness, R PicclonI testimony on Contentions 

2 & 3, Cemficate of Svc end Related oorraspandenca. 

SKOLNICK.F. Susquehanna Valley Alliance, Lancaster, PA SKOLNICK,F. Three Mile 
fsfand Alert. 6<468 7234, 88/10/04 3pp. 47105 261-47105.263. 

6610180136 FR police (schedule of hearings] * ASL 8 will hold limited appearance ses- 
sion on 681103 In Lflnc 88 ter,PA Wnrten statementa of Intention to appear may be Tied 
w/Boatd prior 10 saiOaa.Served on 881007 

BLOCH, P.B Atomic Safety end Licensing Board Panel #468 7226. 68/10/06 Ip. 
47104-130 4 7104.130. 

0610200173 Susquehanna Valfay Alliance/TMI Alert submittal of expert tesfimony * For- 
wards testimony of KZ Morgan, R Plccionl & CW Huver.Related correspondence. 
SKOLNICK,F. Susquehanna Vallay Alliance, Uncasler, PA. SKOLWICK,F. Three Mile 
fsIaiKi Alert. #488 7273 B8/10/11. Ip 47130 345-47131:021, 

-8810200228 Affidavit of GW Huver (Conlention 5] .further considerations of biological 
effects & haailh hazards of (rftlum ' Copynghted mail end .Related conrospondence. 
HUVER, C*W. Susquehanna Valley Alliance, Lancaster, PA. HUVER,C.W* Three Mile 
Island Alert. 86/10/10. Eflpp, 47f30.34&-4713t,0l2 

-8610200232 Testimony* Discusses eaviren Impact of force evaporation of 2.3 million 
gallons of accident generated water by licensee W/CertltK:ate of 3vc.Relal6d corre- 
spondence. 

P)CClONl,R Busquahanna Valley Alliance, Lancaster, PA. PICCIDHLR. Three Mile 
Island Alert. 65/10/10 9pp, 47131:013-47131.021. 

0610240122 Lists testimony & exhibits to be presented at hearing scheduled to begin 
on 681031 .Ralaled conespomlBrice 

VVOODHEAD,C,P.. LEWiS,S H. Assistant General Counsef for Hearings #488 7314. 
Ban 0/11, BLOCH.P.B, BBIGHT.QO, PARIS, O.H* Alomlc Safety and Lteenslng 
Board Panel. 2pp. 47 1 64: 1 50-47164 160. 

0810240018 Forwards NBC 680020 Itr to F Skoinlck providing response to Joint interve- 
nors Interrogalory 31 gi] Related correspondence 

LEWISES H Assistant General Counsel for Hearings. #468 7296, 66/10/17 
6 LC}CH,P B,, &RIGHT«G.O , PARIS, O.H, Atomic ^faty and Lfconslng Board Panel. 
3pp. 47 164- 11 0-47 164.112, 

8810279178 Susquehanna Valley Atliance/TMf Alert notification to parties that KZ 
Morgart apps to testimony should be accepted as exhibits.* Apps ll$ted.Svc list 
end Related corespondence. 

SKOLNICK.F* Susquehanna Valley Alliance, Lancaster. PA SKOLNjCK,F Three Mile 
Island Alert. #468 7336 86/10/20. Commlaslonere 4pp. 47205.052'47206.056. 

6610260132 Requests time to apeak at 681103 hearing In Lancas1er,PA re util plan to 
evaporate 2 3 million gallons of radioactive water generated by 1979 a cement at 
TMLServfld on 8B1027. 

EPSTEIN, E. Affiliation Not Assigned. #488 7376, 68 / 10 / 22 . Office of the Secrela/y of 
Ihe Commission, ip 4 7225* 2 28 47225.226. 

S810270221 licensee motion to sinks portions of proposed testimony of KZ Morgan.* 
Proposed testimony should be ruled to be not admissible as evidence h upcoming 
hearing Supporting info & Certificate of Svc enci W/copyifghted mail. 

H05S]M A* General Public Utlfltfes Corp, • GPU ^rvdee &»rp. RQSS,M.A. Shaw, Pitt- 
man, Potts & Trowbridge. #488 7355 68/10/24. Atonolo Safety and Licensing Board 
Panel. 30pp. 47207.05^47207 066. 

5010270396 Forwards rebuttaf testimony of Jl Fabdkant on health effects of 
lnlfum,Conlenlion 6 d for evidentiary heanrw to begin on 88103 1,W Weaver resume & 
licensee motlonW/o motion. Certl 5c ate of Svc encI Related correspondence. 
ROSS 4 M.A General Public Utilities Corp - GPU Service Com RO^,M A. Shaw. Pitt- 
man, Potts & Trowbridge. #488 7356. 88/10/24. BLOCH,PB., BRIGHT.Q.O, 
PARIS, O.H. Atomic Safety and Licensing Board Panel. 4pp* 47207.163-47207:178. 


-0610270400 Licensee rebultsl tosllmony of Jf Fabnkent on health effects of tntium 
(Contention 6 dl.* Related correspondence, 

FABR(KANT,J 1, General Public Utilities Corp. - GPU Service Corp 58/10/24 12op. 
47207 167-47207.178 

8610260127 Requests to make oral statement at hearing re disposal of accident gener- 
ated water at TMI-I.Served on 881024 

SNELL.S Affiliation Not Assigned #488 7375 88/10/24 NRC - No Detailed Ati(l- 
atlon Given Ip 47225 234-47225.234 

6B10260204 Forwards revised testimony of GG Baker & WJ Cooper on dose assess* 
menta 6 microorganf3m8,revl&lng dose cafculalions to reflect that tritium deemed as 
entical isotope for util plan lo evaporate water. W/Svc lisi Related correspondence 
BAXTER,! A General Public Utilities Corp - GPU Service Corp. BAXTERJA Shaw, 
Pittman, Potts & Trowbridge #488 7370 88/10/26, BLOCH, PB., PARIS, O H.. 
BRIGHT.GO Atomic Safety and Licensing Board Panel. Spp. 47225 065 47226r1D4, 

-8510280206 Licensee testimony of QG Baker & WJ Cooper on dose assessments 8 
microorganisms (Contentions 2,3 & 5d).* Supporting documentation encI.Related cor- 
respondence 

BAKER, Q G„ COOPER.W.J General Public Utilities Corp - GPU Service Corp 88/10/ 
25 35pp. 47226*070-47226.104. 


H. Genera) correspondence 

8010060045 Comment on NUREQ-1217 & NUREQ-1218 re proposed resolution of USf 
1-47, “Satew Implications of Control Sys," 

OBRIEN.H.G Affiliation Not Assigned. 88/09/02. BAER,R Division of Engineering 
(Post 8704 1 3). 6 pp 47059. 1 76 47069' 1 6 1 

6610140070 Notifies of resignation of FR Standerfer as vice president & director of 
facility MB Roche named to succeed FR Standerfer. 

KINTnER.E.E. General Public Utilities Corp, * GPU Service Corjp. 88/09/16. Docu- 
ment Control Branch (Document Control Desk). Spp 47154'289-47164,291 

$009300006 Requests deletion of AW Miller A WE Potts & addition of GA Kuehn & WJ 
Marshall lo std distribution list 

STANDERFERJ=^.R General Public Ulillliea Corp. - GPU Service Corp 88/09/23. Doc- 
ument Control Branch (Document Conirol Desk). Ip 47003,041-47003 041. 

8010100246 Requests FR Standerfer be deleted from A M0 Roche be added to std 
dlstibutlon list, effective 861001. 

ROCHE, M.B. General Public Utilities Corp. - GPU Service Corp. 88/10/10. Document 
Conirof Branch (Document Control Desk) Ip. 471 74-324*47 174:324 


J. Inaurance & Indemnity Information 

$810130243 Forwards Endorsements 106 A 109 to NELIA Policy NF-220 & Endorse- 
ments 06 & 96 to MAELU Policy MF-73 

HOFFMAN.J Marsh & McLennan. Ino 88/10/05 DINITZJ. NRC - No Detailed Affili- 
ation Given. 5pp. 47136,16e-47t96*160. 


P. Operating license alago doeumer^ta & correspondence 

$809120065 Generic Lir 88-16 to all power reactor licensees & appllcanls re electric 
power sys - inadequate conirol over design processes. 

CRUTCHFIELD, D, Associate Director lor Projects (Post 870411). 88/09/12. Consoli- 
dated Edison Co of New York, fnc. 60pp. 47001:239 47001.300. 

$$09280039 Forwards Amend 1 to post-defuellng monitored storage (PDMS) 
8 AR Amend provides basis for flcansee calculated person-rem savings for decommis- 
sioning following 20 vra of PDMS, 

STANDERFER.F.R Qensral Public Utilities Corp. - GPU Service Corp. 88/09/19 Doc- 
ument Conirol Branch (Document Control Desk). 12 pp 46976 204*46976-2f 5. 

6809270023 Notification of contract execution, Mod 3,10 "Tost Specimens From Dam- 
aged TMI 2 Reactor Bottom Head." Conlractor.MPR A 8 soc,lno. 

PAGE,M. Contract Administration Branch. FIN D 2072 88/09/20, SHERON,B.W DM- 
sion of Systems Research (Post 880717). VANHOUTEN,R. NRC - No Detailed Affili- 
ation Given. Ip. 46967:117-46967:1 18. 

i 

-$809270026 Mod 3, providing Incremental funding, to 'Test Specimans From Damaged 
TMl-2 Reactor Bottom Head " 

* MPfl Associates, fnc BDGEWORTH.P J DMsIon of Contracts A Property Manage- 
menl (Post 880516} FIN D-2072. 88/09/20. Ip, 46967:118-46967-1 18, 

6810060194 Advises that annual review of processed water storage & recycle sys de 
scrfption performed, per NRC 020204 request Rev not required at present, 
STANDERFER, F R. General Public Utilities Corp • GPU Service Corp, 88/09/27. Doc- 
ument Cornrol Branch (Document Control Desk), Ip. 47071:247-47071-247. 

6810060277 Advises that no update required re solid waste staging facility sys 
deecriptlonjjer NRC 620204 request 

STANbEflF£RjF.R General Public Utliities Corp. - GPU Service Corp. 88/09/27. Doc- 
ument Control Branch (Document Control Desk), Ip. 47070:363-47070:353 

0810060278 Requests exemption from seismic design requirements of GDC 2 for plant 
reactor bldg floors, D-rfngs & all sys within reactor bldg excluding reactor vessel.per 
10CFR50 12(a) Fee pal<f 

STANDERFER.F.R, ueneral Public Utilities Corp. - GPU Service Corp. 88/09/27, Doc- 
ument Control Branch (Document Control Desk). 4pp 47070.364-47070:367. 

6610170482 Advises that update of defuellng canister technical evaluation rept not 
required Annual review performed per NRC 020204 Ur. 

SfANDERFER.F.R. General Public Utilities Corp. - GPU Service Corp. 68/09/29. Doc- 
ument Control Branch (Document Control Desk), Ip 47161:103-47161:103 

8610180167 Forwards post-dafueling survey results for plenum & letdown coolers & pro- 
grammailc Info re SNM accountability program W/o end. 

STANDERFERJ=.R, General Public Utilities Corp - GPU Service Corp. 88/00/30. Doc- 
ument Control Branch (Document Control Desk). 2 pp, 471 76 * 364 - 4 7 175' 366, 
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6610060058 Generic Ltr 08 1 6 to all power reactor licensees & applicants re removal of 
cycle spociflc parameter limits from Tech %iocs Svc list end 
CRUTCHFIELD, D Associate Director for Projects (Post 87041 1) 88/10/04. Consoll 
dated Edison Co of Now York. Inc 48pp 47116 145 47116 104 

6610170191 Forwards, "Procossed Water Disposal Sye Technical Evalualion Rept" 
Rapt provides dascripllon of processed water disposal ays & evaluates sys conform- 
ance w/applfcobfe codes, stds & regulatory requirements Fee paid 
ROCHE, MB General Pubfic Utilities Corp - GPU Service Corp 68/10/07 Document 
Control Branch (Document Control Desk) 2pp 47157 001-47157 046 

-0810170192 Rev 0 to ‘Technical Evaluation Rapt for Processed Water Di^osaf Sya," 
CREWEANS.G . WEIMER.D H , BUCHANAN, D R Genera! Public Utilities Corp - GPU 
SeivicoCorp TER 3232 010 ROO 88/10/10 42pp 471 S7 003-47157.046 


T. Hearing transcripta on non-antltruat matters 

6810160270 Forwards direct testimony 8 exhibit which util will offer at evidentiary hear- 
ing to begin on 061031 Counsel & parties agreed to hold telcon on 881014 to discuss 
scnoduling of witnesses W/Certificato of Svc, Related correspondence, 

BAXTER J A General Public UMlItes Corj>, - GPU Service Corp, BAXTER J A Shaw, 
Pittman, Potts & Trowbridge 7250 00/10/11 BLOCiH.PB, BRIQHT.QO, 

PARIS, O H Atomic Safety and Licensing Board Panel Spp 47104 264 47105‘217 

-6810180275 Licensee testimony of DR Buchanan on evaporation proposal & Joint In- 
tarvenora aMornatIvo (Conte nitons 2 a 3).* Related correspondence 
BUCHANAN, DR General Pubfic Utilities Corp - GPU Service Corp 88/10/11 lOpp 
47104’289-47104 306 


Q, Inspection reports, IE Bulletins & correspondence 

8609010337 NRC Info Notice 88 073, ‘'Dlrectian Dependent Leak Characterlsllcs of 
Conloinmont Purge Valves ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411} 86/09/08 
Consolidated Edison Co of New York, Inc IIOpp 46950 058 46058*177 

6809160006 NRC Info Notice 80 077, "Inadvertent Reactor Vessel Overfill" Svc list 
end 

ROSSLCE Division of Operational Events Assessment (Post 070411}, 88/09/22 
Consolidated Edison Co of Now York, Inc 111pp, 47114.261 47116 042 

6609190047 NRC Info Notice 88 078, "Implementation of Revised NRC-Admlnlstered 
Requalification Exams " Svc list end 

ROSSLCE. Division of Operallonal Events Assessment (Post 070411) 08/09/22 
Qonsolidsted Edison Co. ofNew York, Inc 1 19pp 471 16 043-47115046. 

6809230092 SuppI 1 to NRC Info Notice 68 069, "Movable Contact Finger Binding in 
HFA Relays Mfg by QE " Svc list end 

ROSSl,Cfc Division of Operational Events Assessment (Post 870411). 08/09/29 
Consolidated Edison Co of New York, Inc 117pp. 47115.163 47115*281. 

6610120326 Forwards Safety Insp R^t 50 320/06 13 an 080806 0009.No violations 
noted .Con corns raised re airborne & loose surfaco contamination levels In reactor 
bldg 

aeTTENHAUSEN,L Region 1, Ofc of the Director 88/10/05. ROCHE, M.e General 
Public Utilities Corp. - GPU Servlco Corp 2pp 47119 318-471 10.330 

-6610120326 Safety Insp Rept 50-320/66 13 on 6OO0Q6-OOOO.No violations 
noted Major areas Inspocted.defuelirtg & decontamination activltlos & Implomontat/on 
of radiological controls & housekeeping 

COWGILUC Region 1, Ofc of the Dfrector 68/10/05 lipp 47119 320 47119 330 

6810160198 AcK receipt of 060805 Itr Informing NRC of stops taken to correct violallons 
noted In Iny) Rept 60*920/88 09 

BELLAMYfTr. Region 1, Ofc of Iho Director. 68/10/08 STANDERFER.F. Qonaral 
Public Utilllies Corp • GPU Service Corp. 2pp 47170 334-47178.346 

8810030255 NRC Info Notice 80 060, "Unexpected Piping Movement Atiribuled to Ther- 
mal Stratification Svc list end. 

ROSSI, C.E. Division of Oporallanal Events Assessment (Post 670411} 06/10/07. 
Consolidated Edison Co of Now York, fnc 223pp 47115'262-47115 206 

8610040066 NRC Info Notice 66 081, ''Fallufo of AMP Window Indent KYNAR Splices & 
Thomas & Belts Nylon Wire Capa During Environ Qualification Testing," Svc list end. 
ROSSLCE Division of Operational Events Assoaamont (Post 070411), 88/10/07 
Consolidated Edison Co. ofNew York, Inc. ItOpp 47116,026 47116 144 

6810130161 NRC Info Notice 86-063, "Inadequate Testing of Roley Contacts in Safoty- 
Rolatad Logic Sys " Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411} 88/10/19. 
Consolidated Edison Co of Now York, Inc 110pp, 47196 239-47190,357 


R. Periodic operating reports A related correspondence 

6609290395 Forwards TMf resident ofc monthly status ropt to provldo NRC mgt & public 
w/hlghtights of significant events at TMI-1 & TMI-2 for NRC regulatory pofspeciive 
OOWGILL.C J Region 1. Ofc of the Director 88/09/14. 0ETTENHAUSEN,L Region 
1, Ofc of tha Director. 7pp. 46981 '329 46981 335 

6610170459 Forwards, "TMI Aquatic Study, Monthly Progress Rept for Aug 1086." 
RESSLER,W.C General Public Utillljea Corp - GPU Service Core 68/00/22 
MASNICK.M. NRC ■ No Detailed Affillalion Given, Ip 471S0 176-47160 180 

-6810170466 "TMI Aquatic Study, Monthly Progross Rept for Sept 1908 " 

* RMC Environmental Services 88/09/30 l3pp 47160.176 47169-188. 

881020004S Provides status of auxiliary & fuel handling bldgs decontamination for Third 
Quarter 1988,por NRC 840507 Itr Tech Spec survelTlancos being performed In all re- 
quired oreas ALARA exemptions necessary 

ROCHE, M.0. General Public Utilities Corp. - GPU Service Corp 8B/10/12 Document 
Control Branch (Document Control Desk). Ip. 47198 144 47106'144 


8. Reportable occurrences, LERe & related correspondence 

6610200027 Part 21 rept re polonllat butterfly valve failures Drive train replacement kits 
being supplied to purchasers Instructions end, 

SANDUNG.M Xomox Corp (suba of Emerson Electric Co }. 00/09/30 MURLEY,T.E, 
Office of Nuefear Reactor Regulation, Director (Post 070411), 3Spp. 47226.322- 
47226356 

S610280043 Part 21 rept re potential deviation from Tech Spec concerning RY Indica- 
tors due to operating temp effect on analog moier movemont.lnitialty reported on 
881000 Customers verbally notified on 881006 07, 

MAHONEY, EE. Bailey Controls Co (subs of Babcock A Wilcox Co). 68/10/10. 
Olfica of Nuclear Reactor Regulation, Director (Post 870411) 10pp. 47364*040- 
47364,049. 


-881Q160277 Llcer>see testimony of JE Tarpinlan on occupational dose assessments 
(Contention 2 ) * Related correspondence 

TARPINIAN,J.E General Public Ullittias Corp - GPU Service Corp TARPINIAN.J E 
Bechtel Group, Inc 68/10/1 1 6pp. 47104 307-47104*31 2 

-0810160279 Licensee tesllinony at WW Weaver on accident risks (Contention 2}.* Re- 
lated correspondence 

WEAVER, WW General Public Utilities Corp - GPU Service Corp 88/10/11, 8pp. 
47104:313-47104 320 

-6610180291 Licensee testimony of KL Harnor A NJ Hofsletter on sampling A analysis 
of accldent-ganeralacf water (Contontlons 3 A 4b},* Related correspondence 
HARNER.KL, MOFSTETTER.K J. General Public UlllItieB Corp. - GPU Service Corp 
HOFSTETTER,K J. E I du Pont do Nemours A Co., Inc 88/10/11. 31pp. 47104.321- 
47104 351 

-681 0180309 Licensee testimony of GG Baker A WJ Cooper on dose assessments A 
microorganisms (Contentions 2,3 & 5d},* Related correspondence, 

BAKEP,Q.G , COOPER.W J. General Pubfic UliiiUes Corp. - GPU Service Corp. 88/10/ 
It 29pp 47104.352-4710$*OZO. 

-0810160351 Licensee testimony of JA Auxler A Jl Fabrlkant on effects of tritium (Con- 
tenHons 3 & 6d} “ Supporting info one) Related correpondence 
AUXIER.JA, FABRIKANr/r General Public Utilities Corp - GPU Service Corn. 
AUXIER,J.A rnle rn a lional technology Corp. 86/10/11 197pp 47105.021-47105 217. 

0010200173 Susquehanna Vflifey Alflance/TMI Alert submittal of expert tesllmony.* For- 
wards testimony of KZ Morgan, R Plcclonl & CW Hover Related corrospon dance 
SKOLNfCK,F Susquehanna Valley Alliance, Lancaster, PA. SKOLN!CK,F. Three Mile 
Island Aforl i^40B 7273 88/10/11, Ip 47130345 47131-021. 

-8610200226 Affidavit of CW Huvor pontenllon 6) further considerations of biological 
offects A health hazards of Intlum * Copyrighted mall oncI.Relaled corre^ondenco 
HUVER.CW. Susquehanna Valley Alliance, Lancaster. PA HUVER,CW Three Mile 
(Bland Alert 86/16/10, 69pp. 47130 346-47131-012. 

-0010200232 Testimony * Diacussos environ Impact of force evaporation of 2 3 million 
gallons of accidont-goneratod wafer by licansoo W/Cerllficale of SvcRefafed corro 
apondonco 

PICCiONLR. Susquehanna Vallay Alliance, Lancaster, PA PICCIONf.R Three Mile 
lafand Alert 86/10/10. 9pp 47131:013 47131.021. 

0010270396 Forwards rebuttal testimony of Jf Fabrlkant on health effects of 
lfiliuni,Conlontlon Bd for evidentiary hearmn to begin on 881031,W Weaver resume & 
liconsoo mollon.W/o motion Certificate of Svc encfRefated correspondence. 

ROSS, M A, General Public litHltiog Corp. - GPU Service Corp ROSS,M.A Shaw, Pitt- 
man, Polls A Trowbridge jV40D 7366 88/10/24 BLOCH, P.B., BRIGHT,Q.O., 
PARIS, 0 H. Atomic Safoly and Licensing Board Panel 4pp 47207 ■163-47207 178 

-8610270400 Licensee rebuttal testimony of Jl Fabrlkant on health effects of triilum 
(Contention Bd}.* Rolalcd correspondenco 

FABRIKANT,J I. General Public Utilities Corp • GPU Service Corp 80/10/24. 12pp 
47207:107 47207-176. 

8810280204 Forwards revised testimony of GG Baker A WJ Cooper on dose assoss- 
menta A microorganisms, revising dose calculations to refloct that tritium deemed as 
critical Isotope for utit pfan to evaporate water.W/Svc list Related correspondence 
BAXTER, T A Gonoral Public Utimias Corp - GPU Service Corp. BAXTER, T. A Shaw, 
Pittman. Polls & Trowbridge. 7370. 08/10/25. BLOCH.PB, PARIS.O.H . 

BRIGHT, GO. Atomic Safety and Licensing Board Panel 6pp. 47225,065-47225 f 04 

-8810280206 Licensee testimony of GG Baker A WJ Cooper on dose assessments & 
microorganisms (Contontlons 2,3 A 6d) * Supporting documentation end Related cor- 
fcspondonco. 

BAKER,G,Q . COOPER, WJ. General Public Utllitlea Corp • GPU Service Corp 88/10/ 
26. 35pp 47226070 47226'104. 


V, Operator Examinations 


6808170160 Gonoric Hr 60-13 to all power reactor ficensees A applicants for OL re op- 
erator ticonslng exams Svc list end 

MtnAGUA,F.J. Associato Director for Projects (Post 87041 1) 80/08/08. Consolidated 
Edison Co. of New York, (nc SSpp, 46959:001-46956 0S7 


6810130346 Forwards exempUon from requirements of 10CFRS5.45(b}[t), 
65 46(b)(2}.65 45(b){4}, 55 46(b) (6), 55 69(a){2). 65.63(a) A BB 53(0 r» operators licenses 
about roquiretnents tor plant slmuialion laciiity. 

MASNIKAIT. Project DJrectomte I 4. 88/10/06, STANDERFER.F R. Gonoral Public 
Olitnies (iorp - GPU Service Corp. 4pp 47121:310-47121.320 


-8610130340 Exompllon from roquiremonls of 10CFR5546(b)t1}, 
10CFR65 46(b}(2L10CFR55 46<b)(4J,1 0CFR65.45(b)(5), 

10CFR55 4B(aH2),10CFR55 63(e> A 10GFR55.53(l) re operators licenses about re> 
qurremonts for plant simulation facility. 

VARGA, S.A Olvlsion of Reactor Projects • 3/11 (Post 870411} 88/10/09. General 
Public Utilitiea Corp - GPU Service Corp 7pp 47121:314-47121 320 
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DOCKET 50-321 EDWIN 1. HATCH NUCLEAR f>UNT, UNIT 1 


F« Security, medlaal, emergency & fire protection plans 

8806280119 Forwards exercise repl for 871208 exercise of offsite radiological emergen 
cy preparedness plans for plant No deficrancles Identified 

KRTMM,R W. Federal Emergency Management Agency, 68/09/14 CON<3ei..FJ Divi- 
sion of Radiation Protection & Emerflency Preparedness (Post 670'lll) tp, 
4697e'2fi1 -46970 320 

-0809280122 "’El Hatch Nuclear Power Plant Exercise/' conducted on 871208 
* Federal Emergency Management Agency 83/03/25. 67pp 46978 262-469 7B 328 

8809280069 Responds to viofatlons noted In Insp FI opts 50 321/86-21 & 50 366/68-21 
on 880620 24 Corrective actions personnel reviewed all 1087 & 1086 fire protection 
surveillance records & Tech Specs surveillance scheduling data base 
HAIRSTON, W.G Georgia Power Co 88/09/20 Document Control Branch (Document 
Control Desk) 5pp 46082 333 46932 337 

6669290113 Cancelled Rev 2 to Emergency Plan implemenUng Procedure BQEPEfP- 
053 OS. ’’Prompt Offsito Dose Assessment’' A Hev 0 to 73EP-EfP0ie OS. "Prompt 
Offsite Dose Assessmejit W/680920 Itr 

HAfRSTON.W.Q Georgia Power Co, 68/09/20, 17pp 46996319 46998335 

8610040257 Forwards Insp Repts 50-321/83 25 & 50-366/88 25 on 860815 19 No vfo- 
rations or devla lions noted Weakness noted re licensee current admlnislratrve control 
praclices to assure that emergency kite contents are current 
ODLUNS.DM Region 2 , Ofc of tho Director, 66/09/ 22 HAIRSTON.WG Goorafa 
Power Co- 2pp 47036 246-47038 258 

-86 101)40263 insp Repls 50-321/88 25 & 50 366/68-25 on 680815 19 No violations or 
deviations noted Ma^or areas Inspected, operational readiness of spte emergency pre- 
parednass program Weakness noted re current adminlsiralive control 
GOODEN, A. DECKeaTH Region 2 , Ofc of the Dl/ectpr 88/09/22 9pp 47D36-250 
4?Q36'258 

6610050243 Forwards Insp Repts 50-321/86-24 & 50 356/66 24 on 860723'DB19 & 
0322-24 A notice of vlolatfon Four violations from (nsp not being cited due to critoda 
for categorization of licensee Identified violations. 

BROWNLEE.V.L. Reolon 2, Ofc ol the Director, 68/09/22 HAIRSTON.W-G Georgia 
Power Co 2 pp 47059.196-47059 216 

-8610050248 Insp Repts 50-321/88 24 4 S0<J66/88 24 on 880723-0819 A 0822- 
24,Viola1Ion8 noted Major areas inspected cpe/ational safety venfication.malnt 
eb 3 ejvatiDns,pian 1 i mods.ESF sys waikdowns A reivievr of licensee operational upgrade 
efforts 

MENNING.JE.. MUSS 6 R,R A. SINKULE.M V Region 2, Ofc oJ the Director. 88/09/ 
22,15pp 47059 202 47059216 

6810070160 Forwards Insp Hepls 60-321/88-27 & 50-366/86-27 on 880822-26 No vio 
latlons or deviations noted Rept details withheld (raf 10CFR2 790 & 73,21) 

CLINE 4 W B Region 2, Ofc of the Director 88/09/28, HAIRSTON»W G Georgia Power 
Co 2 pp 470ai- 165 47081:167. 

-8810070162 Partially withheld Insp Repis 50 321/88-27 & 50 366/36-27 on 680622-26 
(ref 10CFR2,790 & 73,21>No violations or devfatfons noted Major areas 
Inspected security program audiLfocks^keys & combinations A access controls 
THOMPSON.O,, MCGUIRE, DR Region 2 , Ofc of tha Director 88/09/28 Ip. 
47031:167 47081 167 

8810100051 Ack receipt Of 860812 ftr transmitling Jul 1983 revs to physical security & 
guard training & qualification plans Most changes consistent w/ 
!OCFR50,54to),tonirTienls vnthheld (ref 10CFR73 21). 

CLINE, W.E, R^agton 2, Ofo of the Chractor 88/09/28. HAIRSTON,WQ Georgia Power 
Co 2 pp 4708 1:180-4706 Viai 

8810170294 Revised emergency fmplamenllrig procedures .reffecting cancellation of 
procedures, including Rev 0 to Procedures e3EP-EIP-006-OS & 63fcP-EIP-007 OS & 
replacemenl of subf procedures w/Rav 1 to 63EP EIP-004 OS W/6ai011 fir 
HAIRSTON, W.G Georgia Power Co. 88 / 10 / 11 . Igpp 47166-276-47156 290 

8810170371 Revised emergency pldi>impremenfint instructions, including Rev 2 to EPfl- 
14, "Emergency Preparedness Dulls A Exercises El Hatch Nuclear Planl/Vogtle Elec- 
Idc GeneratiJW Plant & Rev 2 to EPJI-15, "Emergency Preparedness ** W/081011 Hr 
HAIRSTON, W.G Georgia Power Co 88 / 10/11 108pp 47153 001-47163103 


J. Insurance & Indeminfly Information 

8610110138 Forwards environ assessment & finding of no significant Impact ra exemp- 
tion from 10CFB5064(w)t5)(i) requirementa for onsite property damage insurance until 
rulemaking finalized but no later than 690401. 

MATTHEWS.D0 Protect Directorate If 3 88/10/03 HAinSTON,WG Georgia Power 
Co 4pp. 4754 5 001-47545 014 

-8810110141 Environ assessment & finding of no significant Impact re exemption from 
10CFR50 64(vii)(6)(t) re onsite property damage insurance until rulemaking finalized but 
no later than 890401, 

MATTHEWS.DB Project Directorate ff 3 88/10/03 4pp 47545 005 47545 008 

-8810110144 Environ assessment & finding of no significant impact re exemption from 
1(K/FR50.54(w)(6Jfi) increasing amount of onsite property insurance uaM rulemakina 
finalized but no later than 890401. 

MATTHEWS, D B. Project Directorate 11-3. 88/10/03, 6 pp 47545 009-47545 014, 

8810190388 FOiTwarda temporary exemplton from schadular requirements of property In- 
surance rule.lOCFflSO 54 fw}( 5 l(i},effective 681004 Exemption valid until 090401 or 
completion of action on rulemakiofl 

MATTHEWS.oa Protect Directorate II 3, 88/10/07 HAIRSTON, WG Georgia Power 
Co.4pp 47202028-4^039 

-88110180441 Temporary exemption from schedular requiramenls of property insurance 
ru1e.1OCFR50 54 rw)( 5 )( 0 .ef 1 ec 1 Na 881004 

VARGA, S A Pro/ecl Direct 0 rale 1-2 80/10/07 Georgia Power Co 4pp 47202 032- 


-8810190442 Temporary exemption from achedufar requirements of property Insurance 
ivfe.lOCFRSO 54(wj(5meffectlve 86 1004 

VARGA,SA Pfo/eci Directorate 1-2 68/10/07 Georgia Power Co 4pp 47202036- 
47202 039 


P. Operating llcenae stage documents & correspondence 

6809120065 Generic Ltr 6B-15 to all power reactor licensees & applicants re etectnc 
power sys - inadequate control over design processes 

CRUTCHFIELD.D Associate Director for Projects (Post B70411) 88/09/12 Consoli 
dated Edison Co of New York, Inc 60pp 47001:239-47001 300 

8609270028 Summary of 880615 meeting w/INPO In Atfanla.GA re listed 
topics, including World Assoc of Nuclear Operations JNPO evaluation of voluntary shut 
down of faciIityJhJrd party audits & NRC emergency operating procedures Insps, 
TAYLOR, J M Deputy Executive Director for Regional Operations, EDO (Post B70413) 
08/09/12 Deputy Executive Director for Regional Operations^ EDO (Post 870413) 
3pp 46965,100 46965 102 

8809280032 Responds to NRC concerns re util 680711 request to revise Tech Specs la 
secondary containment boundary requiremenis, per 660624-0913 telcons 
HAIRSTON, W G Georgia Power Co, 08/09/20 Document Control Branch (Documenl 
Control Desk] 6 pp 4 6972, 23 1-4 6972 ‘23 6 

8909260082 Forwards updated listing of outstanding licensing requests for plant List 
identifies certain priority Items which util respectfully requests early NRC approval 
HAIRSTON.W G Georgia Power Co 88/09/20 Document Control Branch (Oocumeni 
Control Desk) 4pp 46976 216 46975'219 

8609290261 Forwards NRR 8B0B26 Itr ack receipt of petition filed by Ohio Citizens for 
Responsible Energy per 10CFR2 206 re health safety risks posed by ihermal-hy 
draullc instability In BWRs.FR notice of receipt of pelition also end 
CROCKER.L P Proiect Directorate 11-3 88/09/26 HAIRSTON.W Q Georgia Power 
Co 3pp, 46984:047-46984.062 

8819060014 Requests schedular relief from Initial Implamentatlon of portion of Generic 
Hr 68-01 re reactor water cleanup sys piping until next scheduled outage for Unit 2. 
HAIRSTON,W G Georgia Power Co 68/09/27 Document Control Brancn (Documorl 
Control Desk). 2 pp. 47065.360 47065’361. 

8610050283 Responds to 880729 generic SER on Seismic Qualification Util Group reso 
)ut)on of US) A-46 Uti) wil) )niagrate resolution of )JSI A-46 w/resolution of other reiat 
ed seismic Issues 

HAIRSTON, WG, Georgia Power Co. 88/00/28, Document Control Branch (Document 
Coolfol Desk). 3pp 47060 124-47060,126, 

8610050303 Forwards Amend 156 to License DPR-57 & safety evaluation Amend 
changes Tech Spec to provide for meddled secondary containment boundrlry during 
periods of plant shutdown, provided certain conditions met 
CROCKER.L P. PfOlect Otrectorato 11-3 58/00/29. HAIRSTON.WG Georgia Power 
Co 3pp. 47089072 47009 066 

-8819050306 Amend 166 to License DPR-57, changing Tech Specs to provide for modi- 
fied secondary containment boundary during periods of plant shutdown, provided cer- 
tain condtiona met 

MATTHeWS,D B. Project Directorate 11*3, 80/09/29 Opp 47089 075-47089 063, 

-B610050309 Safely evaluation simporting Amend 153 to License DPR-57. 

* Office of Nuefoar Reactor Regulation, Director (Post 870411) 68/09/29, 3pp 
47009 004-47080 088. 

6810050056 Generic ltr 88-16 to all power reactor licensees & applicants re removal of 
cycle specific parameter limits from Tech Specs Sve list end 
CRUTCHFIELO,D Associate Director for Projects (Post 870411) 08/10/04. Consoli- 
dated Edison Co of New York, Inc 48pp, 47118‘145-47116.194. 

06 10180076 Forwards safety evaluation denying 800711 request for relief from ASME 
Code Section XI pressure lest requirement re Class 2 portions of main steam hnes 
between outboard MSIVs & turbine stop valves 

CROCKER.L P, Project Directorate 11-3 80/10/13 HAIRSTON.WG, Georgia Power 
Co.3pp 47175 318-47175.323. 

-8610180076 Safety evaluation denying util 880711 request for relief from hydrostatic 
test requirements of Section XI of ASME Code for Class 2 portion of main steam lines 
between outboard MSiVs & turbine stop valves 

• Office of Nuclear Reactor Regulation, Director (Post 070411). 08/10/13 Opp. 
47175,321-47176.323. 


O, Inspection reports, IE Bulletins A correspondence 

8609010337 NRC Info Notice 88 073, "Direction Dependent Leak Characlerisllcs of 
Containment Purge Valves " Sve list end 

ROSSLCE. Division of Operational Events Assessment (Post 870411). 68/09/08. 
Consolidated Edison Co of New York, Inc 119pp 46958 05 0-4696 8*1 77 

6609160286 Fonwards response to 080707 request for addi Info re plant inservice Insp 
program for second interval "Second 10 -Yr Exam Plan," end 
HAIRSTON.W.G Georgia Power Co 06/09/00. Document Control Branch (Documant 
Control Desk). 17pp, 46057072-46869.311. 

-6809160292 "Second 1 0-Yr Exam Plan," 

SWANN.DM, WILSON, W.L. Georgia Power Co 07/12/30 980pp. 48667 009- 
46859 311. 

-8610070344 Rav 1 lo "Second 10-Yr Exam Plan " 

• Georgia Power Co 86/04/01, 900pp 46857,073-46859.91 1, 

6609270026 Summary of 060015 meeting w/INPO in Atlanta, G A re listed 
topics, including World Assoc of Nuclear Opera lions JNPO evaluation of voluntary shut 
down of facility, third party audits & NRC emergency operating procedures insps 
TAYLOR.J.M, Deputy Executive Director tor Regional Operations, EDO (Post 870413), 
80/09/12 Deputy Executive Director tor Regional Operations, EDO (Post 670413) 
3pp 46965 ICO 46965*102 
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U092S0069 Responds to viofallons noted In Inep Repta 50-32 1/GB 2f & 50-366/6S-21 
on 880620-24 Corrective actions peraonnol reviewed all 1987 * 1988 fire protection 
flurvel/lanca records & Tech Specs surveillance scheduling data base 
HAIRSTON, W.G. Georgia Power Co. 08/09/20 Document Control Branch ^Document 
Control Desk) 5pp 46082 333 46982 337, 

M09280078 Responds to NRC Bulletin 68 007, “Power Oscillations In BWRs " Licensed 
reactor operatora & shift technical advisors thoroughly briefed re 860309 LaSalle Unit 
2 event wfthln 15 daya of receipt of bulletin 

HAIRSTON, W Q. Georgia Power Co 88/09/20 Document Conlrof Branch (Document 
Control Desk). 2pp 46978 001-46978 002 

1510040108 Forwards SALP Board Repts 50-321/88 18 & 50-366/80-18 for dan 1967 - 
June 1086. 

QRACE.J.N Region 2, Ofc of the Director. 88/09/20. HAtRSTON.W.G. Georgia 
Power Co 3pp, 470 IB- 267-470 18 336 

^10040115 SALP Repis 50-321/88-18 & 50-366/08-18 for Jan 1967 - June 1086. 

* Region 2, Ofc of the Director. 88/06/30. 67pp. 47018 270 47018 336. 

1509150008 NRC Info Notice 88 077, "Inadvertent Reactor Vessel Overfill" Svc list 
end. 

ROSSf.C.E. Division ol Operational Events Assessment (Post 070411). 88/09/22 
Consolidated Edison Co. of New York. Inc. 1 1 1pp, 47114*291-471 15 042. 

5509190047 NRC Info Notice 66 076, "Implementation of Revised NRC Administered 
Requaliltcation Exarns." Svc list end 

R0S81.G.E. Division of Operational Events Assessment (Post 870411), 66/09/22. 
Consolidated Edison Co of New York, Inc. 119pp. 47116-043.47116 046. 

5510040257 Forwards Insp Repts 60 321/68-25 & 60-366/88 25 on 660815-19 No vio- 
lations or deviations noted. Weakness noted re licensee current admfnlstratfvo control 
practices to assure that emergency kits contents are current 

COLLINS, D.M. Region 2, Ofo of the Director. 88/09/22. HAIRSTON. W.Q. Georgia 
Power Co 2pp. 47036.248-47036:268. 

>5510040263 Insp Repts 60-321/66 25 & 50-366/68-25 on 880015-1 D.No violations or 
delations noled.Major areas Inspected, operational readiness of site emergency pro* 
parednass program weakness noted re current administrative control, 

GOODEN,/., DECKER, T.n. Region 2, Ofo of the Director. 88/09/22, Opp 47036*250- 
47036'.25e. 

5510050243 Forwards Insp Rents 60*321/68-24 & 60-366/66-24 on 880723-0010 
0822-24 & notice of violation.rour violations from Insp not being cited due to criteria 
for categorization of licensee Identified violations 

BROWNLEE, V.L Region 2, Ofc of the Director. 88/09/22. HAIRSTON.W.O, Georgia 
Power Co. 2pp. 47059:190-47059:216 

•4910050244 Notice of violation from Insp on 800723 0819 Violations nol©d*Procedure 
34SO‘N34-008tN Inadequate & did not provide fnatrucllons for swapping of lube oil 
coolers. 

BROWNLEE, V.L. Region 2, Ofc of Ihe Director. 88/09/22 2pp, 47059-200-47050.201 

^10060246 Insp Repts 50-321/68-24 & 60-366/66-24 on 060723 0810 & 0622- 
24.Vbratlon8 noted Major areas Inspectedioperational safety veiiflcallon.maint 
observations, plan I mod8.EBF ays waikdowns & review of licensee operational upgrade 
efforts 

MENNING,J.E., MUSSER,R,A., SINKULE.M.V. Region 2, Ofo of the Director. SQ/00/ 
22. 16pp. 47059:202*47059 216. 

5510070150 Forwards Insp Repts 50*321/06-27 & 60-366/80-27 on 080622-26 No vio* 
lations or deviations noted, Rept details withheld (ref 10CFR2.700 8 73.21). 

CLINE, W.E. Region 2. Ofo of the Director. 86/09/28. HAIRSTON, W.Q. Georgia Power 
Co. 2pp, 47081,165-47081:187. 

-5510070162 Parlially withheld Insp Repts 60 321/06-27 & 50 366/60-27 on 080622-26 
(ref 10GFR2 790 & 73,21).No violallons or deviations noted Major areas 
Inspected* security program audit, locks, keys 8 combinations & access controls, 
THOMPSON, D., MCGUIRE, D.R. Region 2, Ofo of the Director, 00/09/20. Ip. 
47WV,ie7-4706V.ie7, 

5509330092 SuppI 1 to NRC Info Notice 88-069, "Movable Contact Finger Binding In 
HFA Relays Mlg by GE." Svo list end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 88/09/20. 
Consdldaled Edison Co. of Now York, Inc 117pp 47116:163-471 i6'281. 

5510050210 Summary of 680621 meeling w/util In Redon II olce re status of llcensoo 
actions In response to IE Bulletin 86-003, List of attendees & vlewgraphe end. 
CROCKER, L.P. Project Directorate 11-3. 08/10/03. MATTHEWS, D.B Prolect Director- 
ate 114. 42pp. 47059: 120-47O59' 170. 

5510030256 NRC Info Notice 68 080, "Unexpected Piping Movement Attributed to Ther- 
mal Stratification." Svo list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 06/10/07. 
Consolidated Edison Co. of New York, Ino. 223pp. 47116:202-47116:286. 

5510040056 NRC Info Notice 88-081 "Failure of AMP Window Indent KYNAR Splices & 
Thomas A Belts Nylon Wire Caps During Environ Qualification Teellog " Svc fist end. 
ROSSI,C.E. Division of Operallonal Evonta Assessment (Post 070411). 88/10/07. 
Consolidsled Edison Co. of New York, Ino. 116pp. 47116:026-471 16:144. 

5610210555 Responds to NRC 680922 Itr re violations noted in Insp Repts 60-321/68- 
24 & 6O-$08/8a-24.Cofrecllve ectlons'plant drawing revised to accuratefy reflect phys- 
ical arrangement of electrohydraullo control unit piping 

HAIRSTON, W,Q. Georgia Power Co. 88/10/11, Owument Control Brar>ch (Document 
Control Desk). 8pp. 47230:216 47230:223. 

5510130151 NRC Info Notice 88-083, "Inadequate Testing of Relay Contacts In Ssfoty- 
Related Logkj Sys " Svo list end. 

ROSSf.C.E. Division of Operational Events Assessment (Post 870411). 88/10/19 
Consolidated Edison Co, of New York, Ino. t10pp. 471 96:239-471 96:3&7. 


$. Noportablfi occurrences^ LERa A related correspondence 


5009290142 LER 00 012-00 on 08Oe28.HPCI sys doclarod inoporaWo duo to mallunc- 
tlonlng sys flow controller.Causod by fooso fastener on intermediate gear in gearing 
mechanism of controlier. Gear placed in gear train W/Cfl092O Hr. ntu 

TIPPS.SB, HAIRSTON, WQ Georgia Power Co. 68/09/20 7pp 48008 354- 
46996*360. 


8810050331 LER 06-013-00 en QB09O4 .reactor feed pump A controller malfunctioned 
resulting In decrease in reactor water level Caused by poorly soldered connoclion on 
converter board, ^nnecllon rosoldered & amplifier replaced W/00 1003 Itr 
TIPPS.S.B., MCDONALD.RR Georgia Power Co. 88/10/03 Cpp. 47005.184- 
47085 172 


V, Operator Examine done 

6808170150 Generic Ltr 00-13 to all power roaclor licensees & applicants for OU re op 
orator licensing exams Svc hat oncL 

MIR AQUA, FJ. Associate Dlroclor for Projects (Post 870411). 86/00/00 Censolidnlecl 
Edison Co of New York, Inc 6epp 40058.001-4695 B O 57. 

8810130302 Forwards grading & answer Bhaots for 800921 gonorlc fundamentals pilot 
oxQm,W/o ends 

PERKINS, K.E Operator Licensing Branch, M/ 10/07. FITZPATRICK, E- Gonorar PuWlc 
Ulllities Ck>rp, * GPU Service Cora HA IRSTON.W.G. Goornla Power Co. 
ROTHERT.WC. lowa Elactrio Light A Power Co. a7pp 47136001-47130 037 
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F. Security, medical, emergency 5 fire protection plans 

5610190001 Final response to appeal of denial of FOIA requoat for documonta re facility 
ogerallon at 25% poworForwords App A document a Documents also avallrtblo In 

QRIMSLEY.DH NRC • No Detailed Affilfalfon Qfvon 80/09/18. BEtAIR,Rn KIrkpfll 
ricK & Lockhart, 2pp. 47164.133-47164:178. 

-*8705190143 AcK focoipt A review of changes to Oct 1080 Rev 7 to onsite omorgancy 
proparodnoas plan, Droll Hr to Ifconaoo intormlng of rosulls ol rovlow & roquoallng add) 
Info oncl. 

MATTHEWS.DB Emoffloncy Prqparodnoas Branch 07/00/15. DUTLER,wn. Project 
Dlrectoralo 1-2 4pp 47164:100-47164:102 

$810030089 Notice of appeal.* Not Ices eppoal from ASLD Initial Ooclslon LBP-80- 
24.Nollces of appeal from Slato of NY & town ol Southampton, go vis mol Ion for blfuf- 
callon of appeal & expedited Iroatmoni of Isauo A brief on appoal oncl. 

LANPHER.LC, SuffolK County, NV. LANPHEn,L.a Kirkpatrick & Lockhart. #480 
7160. 68/09/27. 3pp 4695 5:140 46055.180 

-6610030099 Govts motion for bifurcallon of eppoal & for oxpoditod trootmonl of jurla- 
dicllonal Issue,* Question of whether OL-3 Board has jurisdiction to dismiss govis oncl 
briof should bo bifurcated from ronoalnder of opponl of LBP-08-24 
LETSCHE.KJ. Suffolk CounV NY. LETSCHE,KJ, Kirkpalrick & l-ocMmrI. 
2AHNLELIT6H.RJ. Now York, Slalo of. 68/00/27. Alomlo Safoly and Llconsing 
Appeal Panel lOpp, 48O5S;148-40O55:166. 

8510070189 Advises that 080513 Rov 4 to conllngoncy pfan conslslonl w/ provisions ol 
10CFRG0,64(p) A accoptablo. 

BBLUMY.R.R. Region 1. Ofc of Itio DIroclor. 08/00/30, lEONAnD,J.a Long Island 
llghtinfl Co. 4pp. 47O76 2O0 47070.200. 

5810130322 Forwards safety evaluation supporting util 070414 request for sulhorlzallon 
to Increase power up to 2S% of full rated power at facility 

VARQA,S.A. Division of Roaclor Projects - I /II (Post 870411). 88/10/06, 
LEONARD, J.O. Long Island Lighting Co. 23pp. 47 128.303-4 7 120:060. 

5810270295 LILCO rept lo Appeal Board on progress A effoot of town of Mompsload 
caee,* Ar1ic)o2-B ro atalo & focal natural A man-mado disaster preparedness A Cortif* 
lea to of Svo end. 

CH’RISTMAN,J,N Long Island Llghllng Co. CIIRISTMAN.J N. Hunton A Williams. 
#460 7361. 88/10/21. Atomic Safety and Licensing Appeal Panel. 24pp 47207:001- 
47207:024. 


Q. Adjudicatory correspondence 

$510060174 Responds to 8D0623 appoat ol NRC 08OB28 denial of FOIA roqiiOBt for 
documents ro LILCO.Portlons Of oncl Document Q 1 withhold (rot FOIA Exompllon 6). 
CHILK,8 j. Office of Iho Socrelary of the Commission 88/08/30. DELAlR.Rn, Klrk« 
Patrick A Lookharl, Ip. 47072:287-47072 302. 

-5510060184 Discusses AS LB 080107 memorandum A order ruling ttiai LILCO 870714 
motion for authorlrallon lo Incroaso powor to 25%. Rolovancy of paneling emorgoncy 
planning contonllons must bo decided. 

OLMSTEAD.W.J. Assistant Gonoral Counsel for Hearings. 68/08/30, W UR LEY, T. 6 
Office of Nuclear Raactoi Regulalion, Director (Post 870411). 2pp. 47072:260- 
47072:302, 

8810030014 Memorandum A order.* Lists schadulo for filing conlontlons A responsos A 
date for conference of counsoLpor NRC 860009 motion A LILCO 080010 A Intorvq* 
nora 800019 responses, Served 660923. 

FRYEjJ.H. Atomic Safety and Llcenslnn Board Pano), #480 7132. 86/09/22. Offico of 
(bo General Counsel. 2pp. 40054:227-46964:220. 


R. Porlodfe operating reports A related correspondence 

5519170074 Monthly operating repts for Sept 1966 for Hatch Units 1 A 2. W/88f01t Itr. 
TUCKER.J.E., HAIRST0N,W.G. Georgia Power Co. 00/09/30. 13pp. 47173:214- 
47173:226. 


8510030123 Forwards judgomoni ontorod In case of town ol Kempslond vs LILCO by 
Supreme Court of Nassau County, NY. LI LCD will ropt on whether judnomant flffocla 
use of BEfImoro facility In real emorgoncy. W/o oncl. 

IRWfN*D.P. LonglBfond Llohling Co. IRWfNAP. Hunton A Williams. ^488 7143. 00/ 
09/22. MOORETT.S, RO^NTHALAS, WILBER.H.A. Alomlo Safety and tlconslnfl 
Board Panel Ip. 46055.094-40956.694, ^ 
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1)110030055 C<?Dc)L»dw )9 On envef^EOcy elaOAfna * frutia) Decision LBP Sfl- 

ULCO re atJ^uacy of reception cus & disposing of remaining coniesied 
maftofS Served on ^ ^ . 

. KUMEJB SHON,PJ Atofn,<; Safety and UCenSing Board Panel 
#453 7137 ea/09/23 I6€pp 46954 255-46955 ti60 

Notines of ASLAB reconstitution CN Kohl .chairman A AS Rosenthal A HA 
Wto.memfjefs Peofed corrBspondencB 

KOHL.C N Alomrc Safety end licensing Appeal Pan^ #46^ 7455 58/09/46 AtowHc 
Safety and Licensing Appeal Panel ip 46955 106-46955 106 

884O03O\lt Mottca ol ASUB reconstiigtion CN Kohl, chairman 6 AS Rosenthal & HA 
Wilber, rnembers Served on 680927 

SHOEMAKER CJ Atomic Safety and bcansin© Appeal Panel #486 7150 88/09/26 
46955 465-46955 455 

8310050199 Forwards deasfon jasocd on 880843 fcy Board^teguesbng larirtey# of Com 
rruasion discovery processes, per 680711.12,14 & 19 hearings, as noted on Page 
/30 W/o encf Server on 8^S? 

GLEASQNJP Atomic Safety and bcensmg Board Panel #486 7151. 88/09/26 
HAyES.8B Office of IrtvestigaiiOns Ip 16955 256-46956 258 

8810030069 Notice of appeal * NoLCes appeal from A6LQ truUal Oei^slon l.BP'88- 
24 ci appeal from State of NY & town of Soolhampton.govla mo8on for bifur* 
caUon of appeal A expediled treatment oi jssoe & bnel on eppew oTicA 
lANPHER.LC. Suffolk Coumy. NV LANPHEfl,LO, KirkpaUicK t Lockhart #488 
7160 88/09/27 Ppp 46955 US^6955 t66 

*^•10080099 GlovU motion for brfUfcation ol appeal 8 for ex/iedifed trealment of 
tSctjonal laswa * Queshon of vyhether OL 3 Board has lunsdwtion to dismiss govts end 
tone! should bebrtvicaled ffoltvtamwwiar of appeal of L6P*8S*24 
LtrSCHE^KJ Suffolk County, NY LETSCHE.KJ Kirkpafifck & Lockhart 
ZAH«L€iiT€«.«-i New York, Stale of 88/99/27 Atomic Safety and UcensIng 
Ap^l Panel lOpp 46955'! 48*46956 ISS 

-4#toa^l99 Qdvts boef on bifurcated appeal from 880923 Concluding Tmtiat C>ecision 
in L8P-6824 * ASLAP apouW reverse aspect of lBP-88-24 that purports to dismiss 
gorts as partes from (ifiaatiQn fn OL*5 docket W/Ceriificate of Svc 
WamMB Suffolk County. NY MILLER.MS kifkpalrick & Lockhart 
ZAHNLEUTER.R J New York. Stale of 88/95/27, Aion»D SalpW and UcensIng 
Appeal Panel 46955 156-46955 166 

631603023$ Order * Suffolk Gour\ty .State of NY A town of Southampton 880927 motion 
kK of appeal front Concluding fnitiaf Decision iap-88*24 & expedited Ireal- 

menf of iss^ granied A shouW 60 subrrytfed by 880930 served on 8809^. 

KAQIHS.E 6. Atomic Safety eTKt Ucen&(>Q A^al Panel #488 7153 88/09/27 Suf- 
folk Counfy, NY 2pp 46955358-46955259 

W100363M Advises thai listed indhoduafs representing Suffolk County. Stale of NV & 
town of $ou(?iampfDo shook/ /emM on aW svc tots A contmue fo fecewe cottespond- 
erxe re pfaniS/c tof encf 

^ 88/88/27. KOHL.CN. 

^ licensing Appeal Panel Opp 

#31^030427 NflC SUff resportea to LfLCO nwtw tor en/argsnftenf of bneftng fime/ if 
^ applicant, airmlar extension should be granJed fo NBC W/ 

VOL^,M^ Assrtfam General Oxirtsel for Heanngs #488 7182 88/09/28 Alomlc 
Safety and Uoensrng Appeal panel 4pp 46966 01446966 017 

tiLCC mPon en/aigemeni of bnafing time • Extension of addi wk unb) 

9’, C«fl(SIMAN.JM Hunton 4 Wiliams 
B8/09/28 AlOrmJ S^ety and Licensing Board panel. 7pp 46985 337* 

381^330 Memorandum A order * Grants LILCQ motion for ejifAroemenl fnoortai} 
briefs tf\ rOMonse lo oovls hnof on 


frwiiwi«iwnr a ofuer larams ULUU moU>n fOf antaroem®/il in uisrfa 
AAtn.v. j AfOrrMC Safety arxj Ucensina Anr>eAl P^n«.l Haar 7 i 7 n flci/nn/nn 


LQP-^24 4iiiawj w ^wmineo oy (H)iuu4 servec 

soulhamptoa comments Immod,- 

«a,s ™ A-siATiss 





88101 B0D37 Sullo'ftt CouNty,B^ft\o c4 MV 8. town of Southnmpton motion for postporo- 
niwilt ot da^fine (or filing contenilone ro duno 1006 uxorciso or in nliornDtivn lot ox- 
iensJon of time * Certiflcale of Svc encl ^ , 

MCMUFIRAY,tilA SdhtAli Cwr\tv, WY MgMURRAV.C.M Kirkpatrick & lockhoM 
ZAHNLBUTER.R J. New York, State of ^Aq0 7221, 00/10/04 Atomic Bnloly nhO Vi- 
conslnp Board Panel ^tipp 47^1 aAT'AT’lOA'SfiO 


88101800SO LfLCC answer to Intervenora briof on bifurcaiod appeal * Board had nu* 
ihonty to dismiss Iniervonots horri Ia 0L*8 procoealng A acifon ahoidd ho 

affirmed CertlficalG of Svc ©r!t1 ^ 

CHRISTMAN, JN Long Island Lighling Co CHRISTMANJ-N Hunton & Williams 
#466 7222 68/10/04. Atomic S&fely and Llcanslng Appeal Panol 24pp 47104*323 
47104.246. 


8610240004 NflC Stall responao to Imorvonora motion for bifurcation of appeal & oxpo* 
dillon.* Board should grasp nettla on mortis of whothor Inlorvonora conduct wairnnla 
saneffon of dismissal from proceeiSlng'NfCbrtAftiftto of s«c 

REIS, E 4. Assistant QGnural Counsel tor HoarioM #4Bo 7802 00/10/04 AlOmic 
Safety and Licensing Appeal Panol 19pp. 47164.073 47ie4'091 

8810160012 Govts mphon lor leave to lllo reply * LOavo to addroas two aspoola 0l 
ULCO 601004 answer to Iniervenors briet on bifurcated appool roquosiad NRO ro* 
sponsG tailed to atSdross l^svia & ’Mil svst ho. rospondod to. W/Co/ljflcato of Sve 
lANPHEH.LC Suffolk County, HV LANPHER,LC Kirkpatrick A lockhwf 
ZAHNLEUTER.R J. New York, State of. #400 72 f 6 80/10/05 Alomlo Snloly and Li- 
censing Appeal Panel iDpp 47it>4 


8610180056 Motion for leave lo exceed page limit * Permission to oxcood 10 pago Hm'l 
Ol! petlttonB^aT 40CFR2,76€ib)f2\ tor review Of ALA0.9O1 roquostod 
IRWiN.D P Long Island Lighlinfl Co. IRWIN, O.P. Hunton & Williams #400 >223 Bfff 
10/05 Commissioners, 2pp 471 04- 190^47104-2)0 


--66101 60064 ULCO palition for review of ALA0-OO1 A followon orders ’ CotnmlsBion 
ahouHS promistW 1kke?^v(aw oi ACAJ3-001 & 600927 A 20 orders & rovorso or mcHjify 
as staled Certificate of Svc enot 

tRWlN.OPv Long Island Lighting Co IRWIN, D.P Huhlon & WUllams 06/ 10/05 Com- 
misslonars. 19pp. 47104 192-47)04.2)0, 


8610160074 ULCO petUion (or review of AlAB 000.* Commission urged lo rovlow 8b ro* 
verse ALAB*900 nue (o decision mfsiniorprofing NRC rooulatlons by imposfnp hlgtiior 
previous epplicanlB for Ol w/CerblicAlo ot Svp 
IRWIN, O.P, Long (siand Ughtina Co IRWIN, DP. Hunton & Wlllioma, #46D >224 09/ 
10/06. Commissar?. IfJpp 47104 081 -4? 104 0S9. 


3; owier* ULCQ 061003 motion lo reconstlluto Udonfrlng 
Board deaignaiea on remand fo conduct proceodlnfls fn connoctlon w/1980 onnorflon 
cy exercise denled.Se/ved on 081 006 “ 

Licensing Board Panel. #486 7226 06/10/00 Long 
Island Lighting Co 3pp. 47 104.126-4?104ri2r, 

€8t0180i27 Memorandum & order.* Intervonors 081 004 rnollon for posipohomenl of 
deadline for flRng confentfons re June 1900 oxerciso wilt not bo conaldorod auico In 
terrors net pan ol procoedlng, Served on 001007. 

7227. Ofl/10/Oa Sullolk 

County, NY. 2pp. 47104.120-47104:129 

niolion to file reply, • Infarvonore OOlOOS 
^tion ^uid be danled ik ASCAft ahouW heat otal In aitor native W/Cortifl 

cate Of svo, 

Co. CHRISTMAN.J.N. Hunton & Wllllnina 
Anoo^?!^' Ueonafn^ Board Panel rpp 47100 0de^ 


rendZ A ^^9 <n'®rpTeialion of ASLB 001006 rtorffo 

Kry«us respond to Iniervenors motion dooa not ir^dudo 

correct. Sorvod on 86^611 . 

47104 124-47104-1 Lfcansfng Board Panef. #488 7237 80/10/07. Ip 

AUa 902 /eyeral/w LBp-a0.24 based on dismissal Of 
?BP^0^^. Se^ed^n authorliation of lull ptwor Vconso Included In 

iopf Lfeens/rrg Appoaf Panel, #400 7231 e6/l0/0?. 

^adfioailon ol memorandum & order of $01006 ' 
^ Lleensfnfl Board order re wheiher 24.fir time boriotf exoiudOB 

A foderaf holidays Vv/Certlficate of Svc ^ 

®l?CN^wlLBeRHA^*B?5lEMTljAf*i ^307, 80/10/0>. 

s«'«*7 “nt* Ulconsine Appeal 

ZAKNLEUren.fi J ifaw Vo?k Kirkpatrick & Lockhart. 

*'*'* Uoenainq Appeal Panel. #.188 72B8. 86/1071 1. 

74.Tl08 033.T7?t*^^^^^ it'‘*88 7868. 88/10711 
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Qe 10200026 LILCO responso to intervenors tolling motion * Motion to toil deadlfna for 
filing stay request of l6P-BB‘24 should be denied on basis of untimeliness Certificate 
of Svo end 

IRWIN, OP Long Island Lighting Co IRWIN.D P Hunton & Williams #488 7272 88/ 
10/11 Atomic Safety and Licensing Appeal Panel. 7pp 47131,068 47131 074 

6010200062 Requests confirmation of cancellation of meeting v//utll scheduled for 
081017 as result of ALAB 002 Related correspondence 

BROWN.HH Suffolk County. NY BROWN.HH. Kirkpatrick & Lockhart, #488 7267 
88/10/11 QLOUGH.AR Region 1, Ofc of the Director, 2pp 47131 108*47131.109 

0810200105 LILCO answer to Intervener motion for extension of lima,* Board should 
deny 881004 Intervenor motion for addi time Certificate of Svc end 
CHRISTMAN.DP Long laland Lighting Co CHRISTMAN.D.P, Hunton & Williams 
#468 7271, 88/10/11. Atomic Safety and Licensing Board Panel Ope 471 31 '193 
47131-198 

0S1O24OO91 NRC Staff response to Intervenors motion for postponement of contention 
filing deadline or for extension of time, NRC Staff request to hold proceeding In abey- 
ance * Intervenors request for postponement opposed, W/Certificato of Svc. 

YOUNG, M A Assistant General Counsel for Hearings #408 7305 88/10/11, Atomic 
Safety and Licensing Board Panel. 9pp 47164-138-47164-146. 

6810240132 NRC Slaff response to Intervenors motion to toll time period for filing stay 
request * ASLAB should deny motion as untimely Certificate of Svc end, 

YOUNG.M A Assistant General Counsel for Hearings, #468 7315 66/10/11 Atomic 
Safety and Licensing Appeal Panel. 5pp. 47164 170-47164.174 

08 10200029 Memorandum 4 order * Govts motion for tolling granted & time for filing 
motion for Slav of LBP-08 24 extended until COB. on second business day after 
govts receive decision re license authorization In IBP-Q8-24 Served on 881013, 
SHOEMAKER, CJ Atomic Safety end Licensing Appeal Panel #460 7263. 88/10/12 
Suffolk County, NY Bpp 47131 075 47131.002 

001 0200043 Requests romitlence of payment for documents duplicated for Suffolk 
County.Certificeto of Svc end Related correspondence 

LEUGbRS.MJ Long Island Lighting Co. LEUGERS.M.J Huntor^ & Williams. #488 
7275. 08/10/12. MILLER.M.S. Suffolk County, NY. MILLGR.MS, Kirkpatrick 4 Lock- 
hart 6pp 47131:093 47131 090, 

8010200044 Memorandum & order.* Extends deadlines set in Board 680922 momoran- 
dum 4 order by 1 wk Schedule listed Served on 881013, 

FRYE.J H Atomic Safety and Licensing Board Panel #486 7266, 68/10/12, Office of 
the General Counsel 8pp. 47131-100 47131.107 

S6102Q0060 Confirms 881012 lolcon re Ofc of General Counset termination of immedi- 
ate effectiveness review for plant, per ALAB 902, Related correspondence 
LANPHER.LC. Suffolk County, NY LANPHER.LC Kirkpatrick & Lockhart. #488 
7268 88/10/12 CRANE.P Office of the General Counsot. Ip 47131:216 47131,216 

0010200032 Provides list of addI mall being sent under separate cover re 800607 OD 
exercise of LILCO offsite emergency response plan for facility Related corrospond- 
©rveo 

INGEBRETSORC. Long Island Lighting Co INGEBRETSORC. Hunlon & Williams 
#488 7290 80/10/13 LETSCHE.KJ Kirkpatrick & Lockhart. 2pp. 47131.091- 
47131 092 

0010 200073 Forwards LILCO request for slay of ALAB-002 AM Madsen affidavit not ox 
ocuted or notarized prior to filing also end 

MATCHETT.S D. Long Island Lighting Co. MATCHETT.S D. Hunton & Williams #408 
7279, 00/10/14. KOHL.CN. ROSENTHAL, A S., WILBER, H.A. Atomic Safely and Li- 
censing Appeal Panel Ip 47131 163 47131. 1B1 

-8010200078 LILCO request for stay of ALAB 902.* ASLAB should stay AUB-902 
pending review by Commission.SupportIng documentation end. 

IRWiN.O.P Long Island Lighting Co IRWIRD P Hunton 6 Williams. 88/10/14 Atomic 
Safety and Licensing Appeal Panel 11pp. 47131-164 47131.174 

-8610200262 Advises that 661017 meeting between NRC 6 LILCO nol cancelled as 
result of ALAB 9 02, Supporting documentation, Including unexecuted affidavit of AM 
Madsen & Certificate of Svc end 

GUTIERHEZJ.M Region 1. Ofc of the Director 06/10/14. BROWN.HH, Suffolk 
County, NY. BROWN.H H. Kirkpatrick & Lockhart. 7pp 47131:175 47131 181. 

0810200066 Govts opposition to LILCO petition lor review of ALAB-G01 & folfowon 
orders * LILCO petition should bo denied 

MCMURRAY.CM, Suffolk County, NY. MCMURRAY.C.M Kirkpatrick & Lockhart 
ZAHNLEUTER,R.J. Now York, State of #488 7283. 88/10/17 Commissioners 13pp 
47131,110-47131.122. 

0010200082 Govts opposition to LILCO petition for review of ALAB-OOO^ Petition 
should be denied due to LILCO showing no basis why petition should be granted.W/ 
Certificate of Svc 

UNPHER,LC Suffolk County, NY LANPHER.LC. Kirkpatrick & Lockhart. 
ZAHNLEUTER.R.J Now York, State of #488 7285,06/10/17 Commissioners 13pp. 
47131 224-47131.236 

8010200103 Briefly dlscussea why LILCO 661014 request for slay of ALAB 902 w/o 

LANPHER.LC. Suffolk County, NY. UNPHER.LC. Kirkpatrick & Lockhart, #480 
7262 88/10/17. KOHL.C.N , ROSENTHALA S., WfLBER.H A Atomic Safely and IL 
censing Board Panel. 3pp 47131,190-47131:192 

0010240026 Forwards SER on oporatlon at 25% of full power for plant, NRC will submll 
pleading re LILCO application for 26% power license lor plant within next wk.W/o 
end 

RGIS.E.J. Assistant General Counsel for Hearings. #488 7297, 86/10/17. 
GLEASON,J P. SHON.F.J.. KLINE, J R. Atomic Safety and Licensing Board Panel, ip 
47164.113-47164.113 

6810200092 Memorandum 6 order/ LILCO 681014 motion seeking stay of ALAB-902 
die missed Served on 881018. 

SHOEMAKER.C si Atomic Safely and Licensing Appeal Panel. #460 7286. 88/10/16. 
Long Island Lighting Co 7pp. 47131.182-47131:100. 


8010270163 Forwards RW Yourezek 881017 Itr to MJ Lougers transmitting payment for 
certain costa Incurrred by util for production of 1900 exercise & other discovery docu- 
ments to Suffolk County, Certificate of Svc end Related correspondence 
L£UGERS,MJ Long Island Lighting Co LeUGERS.MJ Hunton & Williams #488 
7333. 80/10/19 QLEASOHJ.P. KLINE.3R . SHON.FJ. Atomic Safety and Licensing 
Board Panel 4pp 47206,093-47206-102 

8810270165 LILCO request to resume Immediate effectiveness review or, In 
ellernallve.lor stay of ALA8 902 * Commission requested (o Immediately resume im- 
mediate effectiveness review of LOP 8 0-24, per review of ASLAB decision in ALAB- 
902 

IRWIN.O.P. Long Island Ughllng Co IRWIN, D P Hunton & Williams #408 7327. 68/ 
10/21 Commissioners 21 pp 4 7206M 03-47206,128 

-0010270164 Affidavit of AM Madsen In support of LILCO request for stay of ALAB- 
002/ Certificate of Svc end 

MADSEN,AM Long Island Lighting Co 80/10/14. Spp 47206.124-47206-1 28. 

8610270172 LILCO pelilion for review of ALAB 902 ‘ Commission requested lo revievr & 
reverse Decision ALAB 902 on ground that dBcIslon deemed Incorrect, W/Certl0ca<6 of 

IRWfN,O.P. Long laland UghUno Co fRWIN.DP Hunton & Williams #408 7328 08/ 
10/21 Commissioners. 14pp 47206056-47206,069 

8810270250 LILCO request for Immediate authorization to operate at 25% power,* Cer- 
tificate of Svc end. 

IRWIN, D,P. Lortg laland Lighting Co IRWIN.O.P. Hunton & Williams #486 7337, 68/ 
10/21. Atomic safety and Licensing Board Panel. 19pp 47207.031-47207049. 

8810270295 LILCO rapt lo Appeal Board on progress & effect of town of Hempstead 
case * Article 2-B ra state & local natural & man-made disaster preparedness & Certif- 
Jeate of Svc end. 

CHRISTMAN.JM Long Island Ughllng Co CHRISTMANJN Hunton & Williams. 
#488 7351 88/10/21, Atomic Safety and Ucenaing Appear Panel. 24pp 47207:001- 
47207.024 

8810270180 Notice of appearance * Author enters appearance In procesding on behalf 
of Suffolk County W/Certificate of Svc 

NORTON.Ci Suffolk County. NY. NORTON, C L Kirkpatrick & Lockhart #468 7354, 
80/10/24. 4pp 47207.067 47207 070 

8810270302 Emergency planning contentions relating to 980607-09 Shoreham exer- 
clae.* Contentions demons Irate, exercise results again reveal fundamental flaws In 
LILCO plan S eKorcIse Certificate of Svc end 

TAYLOR, J.L Suffolk County. NY TAYLOR, JL Kirkpatrick 6 Lockhart. 
ZAHNLEUTER.R J, New York, Stale of #480 7360 8B/10/24. Atomic Safety and Li- 
censing Board Panel IIOpp 47206.263*47206 362 

8810200137 Advises that Suffolk County Intends to respond to LILCO request for Imme- 
diate authorization to operate at 26% power received on 681021 .Certificate of Svc 
end 

LANPHER.LC. Suffolk County, NY. LANPHER.L.C New York, Stale of 
LANPHER.LC. Southampton. NY #480 7365 88/10/24 GLEASON.J.P., KLINE.J R, 
SHON.FJ. Atomic Safety ana Licensing Board Panel 4pp. 47225-224 47225.227 

0810270291 Order.* Govts & NRC may respond to LILCO 831021 rept to ASLAB on 
progress & effect of towri of Hompstoad case by no later than 681108 Served on 
801025. 

SHOEMAKER.C J. Atomic Safety and Licensing Appeal Panel #480 7346 88/10/25. 
Office of the General Counsol. Ip 47207'200 472^7 200 

801 02601 63 Govts motion for summary rejecllorr of unauthorized pleading or.ln 
aliefnative,for procedural guidance * LfLCO 801021 rept on progress of town of 
Hompstoad case unauthorized & untimely & should bo refected. w/Certificate of Svo 
MCMURRAY.C.M. Suffolk County. NY. MCMURRAY.CM Kirkpatrick & Lockhart. 
ZAHNLEUTER.RJ. Now York, Slate oL #488 7378. 60/10/25 Atomic Safety and Li- 
censing Appeal Panel. 9pp 47225:193-47226,201. 


H. General correspondence 

6610190001 Final response to appeal of denial of FOIA request for documents re facility 
operation at 26% powor.Forwarda App A documents Documents also available In 
PDR, 

ORIMSLEY.DH NRC - No Detailed Affiliation Given. 88/09/18. BELAtR,R.R. Kirkpat- 
rick & Lockhart. 2pp 4 71 64' 133-47164:170 

-8010190010 Forwards county executive of Suffolk County, NY form Itr to county resi- 
dents re util request to operate facility at 26% power which Initiated 12,000 resldertt 
lUs 

CKILK.S J Olfics of the Secrelary of Ihe Commission, 87/10/19. ZECH, ROBERTS. 
BERNTHALCommlSslonora. 2pp. 47164:103 47164.207. 


J, Insurance & Indemnity Infer ma iron 

8010030065 Forwards environ assessment S finding of no significant Impact re tempo 
rary exemption from property Insurance rule 1 0CFT^ 60.64 (wr(5)(i),6ff active on 881004 
DROWN, SW. Protect Directorate 1-2 06/09/27 LEONARD, J.D. Long Island Lighting 
Co, Spp, 4701 0.006-4701 0:164. 

-8810030067 Environ assessment & finding of no significant Impact re exemption from 
10CFR6064{w)(B)M requirements on property Insurance. 

BUTLER, W.R, Prefect Direclorale 1-2 06/09/27 4pp. 47010:101*47010.104 

0610130077 forwards exemption from 1OCFRS0.B4(w)(5){l) requirements re property in- 
surance rule effecltve 681 o04 Rule requires licensees to obtain Insurance policies that 
priarilize Insurance proceeds for slabilizatlon A dacontaminalion, 

BROWN, S.W. Pfoiect Directorate 1-2. 88/10/07. LEONARD.J D Long Island Lighting 
Co 5pp. 47122,327-47122;335, 

-8610130004 Exemption from 10CFR50,54(w)(6}{l} requirements re licensees obtaining 
insurance policies that prioritize insurance proceeds for stabilization & decontamina- 
tion after accident, 

VARGA.SA, Division of Reaclor Projects - I/ll (Post 870411), 08/10/07. Long Island 
lighting Co. 4pp. 47122332-47122 335. 
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P, 0p« rating license stage documents & correspondence 


S. Reportable occurrenceSj LERs A related correspondence 


8fi0912(H>35 Genenc Ur 88*15 lo all power reactor licensees & applicants ra electric 
power sys • inadequate control over design processes. 

CRUTCHFIELD.D. Associate Director for Projects (Post 870411) 88/09/12 Conaoll 
dated Edison Co. of New York, Inc. 60 pp 47001 239-47001 300. 

8610190001 Final respor^se to appeal of denial of FOfA request for documents re fBClIity 
operation at 25% powar.Forwards App A documents Documents also available in 
PDR 

GRIMSLEY.D H. NRC * No Detailed AfWon Given 88/09/16 BEUIR.RR Kirkpat- 
rick a Locktiait 2pp 47154 133 47154 207 

-8706260234 Requests support called for in end Action Flan for util request to operale 
facility at 25% power level 

MUHLEY.TE, Office o1 Nuclear Reactor Regulalfon, Director (Post 870411) 87/05/ 
18 WIRAGLfA,F Associate Director for Projects (Post 870411). -STAROSTECKI.R As- 
sociate Director for Inspection & Technical Assessment (Post 870411) RUSSELt.W 
Region 1^ Ofc of the Durector, lOpp 47154 17M7164.T86 

8809290406 Informs that CA Daveno authonzed to Siibrnit fingerprints & to receive re- 
sults under Cnmlnal History Program 

LEONARD, JD Long Island Lighting Co 86/09/20 Document Control Branch (Docu- 
ment Control Desk) Ip. 46983 335 46683 336 

6806260270 Forwards 880826 Ur ack receipt o1 petition filed by OGRE under 
1QCFR2 20 S.re spending nogatcvely to petitioner request for Immediate action re B\VR$ 
& stating Itiat petiuon being treated under 10CFR2 206.for Info. 

BBOWN.S Project Directorate 1-2 88/09/23 LEONARD, J D Long Island Lighting Co 
5pp 47001.093-47001:100 

6810050056 Generic Ltr 88 16 to all power reactor licensees & applicants re removal of 
cycle specific parameter limits from Tech ^ecs Sve list end 

CRUTCHFIELO.D Associate Director for Projects (Post 670411) 88/10/04 Consoli- 
(faled Edison Co of New York, Inc 48pp 47116 145-471 16 194 

6810100172 Advises that review bneffng for listed plants scheduled for 8B1013View 
graphs end 

iUTLER,W.R. Project Directorate J2 08710/05 BOQER.BA Assistant Director for 
Region I Reactors lOOpp 47081 254 47081 348 

8810130222 Forwards safety evaiuation supporting util 870414 request for authorizalicn 
to increase power up to 25% of full rated power at facility 

VARGAiSA Division ot Reactor Projects • l/(i (Post 870411). 88/10/06. 
LEONARD.J D. Long Island Ughting Co 23pp, 47128303 47129 060 


8610050297 LER aSOIO-OI'on 88061 4, discovered that radlochemistry technicians 
taking svo water samples at Inlet Instead of oullel side of RHR HX A Caused by lack 
of label on Inlet svo water valve.Draln line Isolation valves tagged W/660929 Itr, 
GRUNSEfCaaw. STEiGER,W.E Long Island Lighting Co 88/09/28 6pp 

47060'240-47060 245. 

8810140053 LER 08 014 00 on 880907, reactor tnp & ESF actuation occurred during 
drywell bypass leakage last Caused by test & callbr modules not property 
bypassed Procedure change notice re hold off tags submitted W/881007 Itr, 
GRUNSEICH.RW, STEIGER, WE. Long Island Lighting Co. 80/10/07. 6pp 

47138:084-47198 088. 


V. Operator ExamlnatJo ns 

6608170150 Oeneno Ltr 88-13 to all power reactor licensees A applicants for OL re op- 
erator licensing exams.Svc list end. 

MIRAGLIA.F.J Associate Director for Projects (Post 870411) 88/08/00 Consolidated 
Edison Co, of New York, Inc 56pp. 46958 001-48958,057. 

6810040206 Responds to 600831 request for license candrdaia 
reaxaminalion Reexamination scheduled for wk of 881212, coincident w/previously 
scheduled operator license exams 

GALLO,R M Reglor^ 1, Ofc of the Director 88/09/20 LEONARD, J.D Long Island 
Ughling Co 2pp, 47048 267-47048 288 
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F« Security, medical, emergency & fire protection plane 

8610040286 Forwards public version of emergency response plan Implemenijng proce- 
dures for plants, including IP 4 5, ''Englneenng & Technical Support " 

SHIFFEH,J.D Pacific Gas A Electric Co 88/00/02 Document Control Branch (Docu- 
menit Control Desk) Ip 47037*301-47037 D59 

-881004028B Public version of emergency plan Implementing procedures. Including Rev 
6 to IP 4 5, "Engineering A Technical Support" A Rev 5 to IP 4,8, "Computer A Teie 
communications Sves 

* Pacific Gas A EJeetde Ck) 88/09/02. 58pp. 47037.303-47037,350 


-6610130225 Safety evaluation supporting ubi request for authorization to operate faclll 
ty at 25% power re sys A procedures for accident mitigation. 

* NRC • No Detailed AtMiallon Given 88/10/06. Bpp 47128 325 47128 332 

-6610130226 Safety evaluation supporting util request (o operate facility at 25% power 
re accident evaluation 

* NRC - No Detailed Affiliation Given 86/10/06 93pp 47126.333 47129065 

-8010130229 Safety evaluation suptK>rting util 870414 request for authorization to In- 
crease power to 25% of full rated power w/iisted conditions Licensee evaluation of 
operation A proposal for inspecting components must be augmented 

* NRC - No Detailed Affiliation Given 60/10/06 4pp 47129 066-47129 069 

6810210340 Notification of Significant Licensee Meeting 86-161 w/util on 061017 In 
Region 1 otc to discuss startup activities at plant pending issuance of full power OL. 
BLOUGH,AR Region 1, Ole of the Director 86/10/06 Region 1. Ofc of the Director 
2pp 47290 3A2.47230-343. 


O. Inepeetlon report a> IE Bulletins A correspondence 

8609010337 NRC Info Notice 88-073, "Dlrection-Dependenit leak Characterjstlcs of 
Containment Purge Velves " Sve list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 80/09/08. 
Consolidated Edison Co of New York, Inc 119pp 46956 058 46956.177. 

6609150006 NRC Info Notice 88-077, ’"fnadvertent Reactor Vessel Dverlilf" Sve fist 
end 

ROSSI, CE Division of OperabonaJ Events Assessment (Post 870411) 86/09/22 
Consolidated Edison Co of New York, fnc 1 1 1pp 47114*291-47115 042 


8810030209 Forwards fnsp Repis 50-276/88-24 A 50-323/88-22 on 880022-25 No defi 
dencles or violations noted. 

YUHAS.G P Region 5. Ofc of Iho Director. 80/09/14, SNIFFER, J D. Pacific Gas A 
Efeclric Co. 2pp 47004 3 1 9 47004*325 

-8810030219 Insp Repts 50-276/88-24 A 60-323/80-22 on 880822-26 No deficiencies 
or violations noted.MaJor areas Inspected emergency preparedness exercise A asso- 
ciated critique. 

PRENDERGAST.K . FfSH,R.F Region 5. Old of the Direclor 86/09/18. 6pp. 
47004 321-47004 325 


86 Forwards public version of revised emergency plan Implementing 
ire, including Rev 15 lo EP G-3, "Notification of Offsite Organizations" A Rev 6 
B-15 E W/DH Grimaley 850930 release memo 


8610100166 Forwards public version of revised emerg 

procedure.ii ‘ ” “ ' ' 

b EP RB-15 B W/DH Grimaley 880931 
SHIFFEn,J.O. Pacific Gas A EJecIrlo Co. 88/09/15. Document Control Branch (Docu- 
ment Control Desk). 6pp 47005*278-47085 339 


-6810100195 Revised emergency plan Implementing procedur0a,fncludlng Rev 15 lo EP 
Q-3, "Notification of Offsite Organizations" A Rev 6 to EP RB-16.E, Vosl-AccldanI 
SampfingSys Liquid A Gas Sample Handling " 

TOWNSEND, J Pacific Gas A Electric Co 88/08/19 65pp. 47085 284-47085 339 

8610040256 Forwards "19BS Emergency Preparedness Field Exercise Scenario 
Manual," for exercise held on 800824 

SH)FF£R,J D Pacific Gas & Efectrio Co 88/09/27 Document Control Branch (Docu- 
ment Conlrof Desk) Ip. 4701 1 324-47013:200. 


-8610040259 "1986 Field Exercise Scenario Manual" 

NEALe.J e., W)LOE,S M , SHELLEY, D W. Pacific Gas A Electric Co. 88/07/08 596pp 
47011.325 47013 200 


6609190047 NRC Inio Nolfce 88-076, "ImplemenfaUon of Revised NRC-Adminfstered 
Reqyalification Exams " Sve fist end 

ROSSI, OE. Drvjslon of Operational EvenlS ABsessmenl (Post B70411) 88/09/22. 
Consofidaled Edison Co of New York. Irw I16f^ 47115043-47115 046 

6809260308 Responds to NRC Bullelirt 88 00B A Suppis 1 A 2, "Thermaf Stresses in 
Piping Connected lo RCS " Based on review A analyeis,util determined that plant 
does not contain any unisolahle sections of piping Concerns inapplicabto. 

LEONARD, J.D, Long island Lighting Co 66/09/26 Document conUol Branch (Docu- 
ment Control Desk). 5pp 46978 058-46978 062 


8809230092 Suppl 1 to NRC lr»fo Notice 80 989, "Movable Contact Finger Binding in 
HFA Relays Mfg by GE." Sve list eivcf 

ROSSI, CE. Division of Operaionaf Events Assessmenl (Post 070411) 88/09/29 
Consolidated Edison Co of New York, (rw, lirpp 47115 163 47115.261 

6610030255 NRC fnfo Notice 6B-OBO. "Unexpecled Piping Movement Attributed to Ther- 
mal StratilKsalion " Sve list end 

ROSSLCE Divisfon of Operational Events Assessment (Post 870411). 88/10/07, 
CoasolKfaled Edison Co of New York. Inc 223pp. 47115 282 471 15 285. 

6810040086 NRC Info Noffce 68-031. "Failure ot AMP Window mdent KYNAR Splices A 
*^ring Environ Qualification Testing " Sve list end 
ROSSLCE Division of Operational Events Assessment (Post 87041 1> 88/10/07. 
Consofidated Edison Co of New York. Inc 119pp 47116026-47116 144. 


6610130161 NRC Info Noiice 68 033, "Inadequate Tesbng of Relay Coniacis In Safety 
Related Logic Sys " Sve list end 

ROSSlCE OftriSfon ol Operational Events Assessment (Post 870411) 88/10/19 
Consolkfaied Edison Co. of New York, Inc 1 19pp 47196 239 47196 357 


8610170242 Forwards SALP Board Repts 60-276/00-10 A 60-323/80-17 for Aug 1987 - 
Jut 1986 Performance acceptable A directed towards safe opera lion. Devotion of addi 
attention lo thorough A timely resolution of key issues In rept urged. 

MARTIN.J.B Region 5, Ofc of the Director. 88/09/29. SNIFFER, J.D. Pacific Gas A 
EfeclnoCo. 3pp. 47171,101-47171:229. 

-8810170246 SALP Repts 50-275/88-18 A 60 323/88-17 for Aug 1987 ■ Jul 1908 Im- 
provemanis required In area of successful Implementation of mgt policy A objocllves 

* Region 5, Oic ot the DlreclOr. 88/09/20. 46pp 47171:184-47171:229 

6810200291 Forwards pubfic version of Rev 14 lo Emergency Plan Implementing Proce- 
dure EP M-2, "Nonemploye© Injury or Illness (Third Party)'^ A Rev 6 lo EP M 5, "Tsu- 
nami Wamlfw " W/urioated release memo. 

SHIFFER,J D Pacific Gas A Electric Co 88/10/05. Document Control Branch (Docu 
menl ConIroJ Desk). 2pp 47220.113-47220:129. 

-8810200295 Sanitized public version of Rev 14 lo Emergency Plan Implementing Pro- 
codiira EP M-2, "Nonemployoe Injuiy or Illness (Third Party)" A Rev 6 to EP M-5, 
"T8ur)amf Warning " 

• Pacific Gas A EJectOC Co, 86/10/05. 16pp 47228*116 47228,129. 


J. Inaurance A indemnity Information 

8B1003DOB2 Forwards environ assessment A finding of no significant Impact ra lampo- 
rary exemption from schedular requirements of property Insurance rule 
10CFR50 54fwK5)m,effect<ve on 881004. 

ROOO,H. Project Directorate V. 88/09/26. SHIFFBR.J D Pacific Gas A Electric Co. 
6pp, 47014.007-47014.016. 
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-8fl00300180 Environ assossmant 6 . finding of no sipnifilcan* fmpact ro oxemplion from 
10CFR50 64{w)(5)(i) ^ ^ . 

ROOD.H Pfojact Di reef orate V 00/09/26 4pp 47014013 47014016 

08101 1020B Forv^ards temporary exemption from schodiifor roqulromonts of property In 
surance rule (10CFRS0 54tw)lS)(l)) unlit rulemaking imalizod bul no later than 890401 
ROOO.H Project Directorate v 00/10/03 SHtFFER.JD Pacific Gas A Electric Co 
5pp 47107 270 47107 278 

-8610050226 Exemption from reouirements of 10CFR&0 54(w)(&](i} re increasing 
amount of onsite property damage insurance required by power reactor licensees, 
HOLAHAN.GM Division of Roactor Prolecls H1,IV,V & Special Projocls (Post 
070411), 80/10/03 Pacific Gas & Electric Co 5pp 47107 275 47107 276 


K. Utility Final Safety Analysis Report (FSAR) & amends 

6810050136 Rev 4 to updated FSAR for Diablo Canyon Units 1 & 2 W/8a0922 Hr 
SNIFFER, JD. Pacific Gas & Eloclnc Co 80/09/30 1,059pp 47054 001*47066.339 


P, Operating license stage documents & correspondence 


0. Inspection reportSj IE Bullellne & correspondence 

6809010337 NRC Info Notice 03 0'73, '*Directfon Dependent Leak Characteristics of 
(^nlainmonl Purge Valves," Sve list end 

ROSSLCE Diviaion of Operational Events Assessment (Post 87041 1) 00/00/08 
Consolidated Edison Co of New York, Inc, 119pp 46950 056*46958 177. 

6310030209 Forwards fnsp Repts 50 275/8B 24 & 50 326/88*22 on e80922*25,No defi- 
ciencies or violations noted 

YUHAS.G P Region 5, Ofc of Uia Director 88/09/14 SHIFFER.J.D Pacific Gas & 
ElecIricCo 2pp 47004 319*47004.325 

-8810030219 fnsp Repts 50 276/86*24 & 50 323/88 22 on 880fi22*25.No deficiencies 
or violations noted Major areas Inspected' emergency preparedness exercise & asso* 
elated critique 

PRENDERGAST.K . POOOLAK.E, JOHNSTON.K. Region 5, Ofc of the Director 83/ 
09/13 5pp 47004 32 1*47004 325, 

6810040283 Forwards Insp Rapt$ 50 275/68 23 8 50*323/88 21 on 680815 19 No vio 
latlons noted, 

YUHAS.G P Region 5. Ofc of the Director 88/09/14 SNIFFER, J.O Pacific Gas A 
ElecIricCo 2pp 47021 140*47021.157 


8810130403 FOIA request for '‘Diablo Canyon Long-Torm Seismic Pfogram Final Repl" 
REYNOLDS, J.R Center for Law In the Public Interest 88/00/12 NRC - No Detailed 
Aflilialion Given, 2pp 47087,006-47087 007 

6810110200 Forwards SAfC 67/3109, "Technical Evaluation Rept of DCRDR, Pacific 
Gas 8 Eloclrfc Co Diablo Canyon Power Plant, Units 1 & 2 " 

RCX)D,H. Project Directorate V 88/08/10 SNIFFER, J D Pacific Gas & Electric Co. 
9pp 47107 058*47107 086. 

-0602010146 "Technical Evaluation Rept of DCRDR Pacific Gas & Electric Co.Dfabto 
Canyon Power Plant Units 1 & 2 " 

• Science Applications Inlernolional Coro (formerly Sclorice Appllcallons, fnc ). NRC- 
03*82 090 SAIC-87/3109 08/01/27. NRC - No Detailed Affillallon Given 28pp 
47107 064-47107'006 


6610130400 Final response to FOIA request for documentB App A documonls available 

GflIMSLEY.DH NRC * No Detailed Affiliation Given 86/09/08. REYNOLDS. JR 
Cantor for Law In the Public Interest. 2pp 47087 008*47087 009. 

8609120080 Genoric LIr 88*15 to all power reactor licer>soes & applicants re electric 
power sys • Inadaqualo control over design processes 

CRUTCHFIELD.D, Associate Director for Projects (Post 870411) 83/09/12 Consoli 
dated Ediaott Co of New York, Inc eopp 47001 239 47001 '300 


8810260486 Final response to FOIA reduest for documenis ro plant Forwards App D 
documents App D documents also available In PDR 

QRIMSLEY.D H NRC • No Dolallod Affiliation Given 88/09/23. WEISSMAN.S, Call 
fornia, State of 2pp 47209 001*47209 002 


-6111300107 Forwarding draft Board Nolificatlon 01*30, "Seismic Rovorlficallon Pro- 
gram" presented during 011103 moollng w/ PQ&E ro current status of review & eval- 
uation of seismic discrepancies In facility containment annulus area 
EISENHUT.D.Q Division of Lfconslng (000428 051124} 01/11/06 PALLADINO.N. 
QILINSKY, BRADFORD Commissioners Ip 47200 003 47200 029. 


-6111300110 Draft "Seismic Verification Program " 

* Robert L Cloud Associates, Inc 01/11/26 28pp 47209004 47209029 


-8310040236 Insp Repts 50 275/03-23 A 50 323/88*21 on 880315 19 No violations 
nolod Major areas inspoctodchemlslry & radiation protecllon reorganization, liquid & 
gaseous waste audits, liquid waste s^gaseous wastes & facility tours 
NORTH.H S Region 6, Ofc of the Director. 88/09/13 8pp 47021.150 47021 167 

6609280062 Approves request to delay Implementation & development of insp program 
to monitor (nimble tube performance prior to restart from 1008 Cycle 2 refueling 
outage, par NflC Bulfotin 08 009, "Thimble Tuba Thinning In Weslinghouse Reactors" 
KNIGHTON.G.W Project Directorate V 08/09/15 SHIf^ER.J D Pacific Gas & Elec- 
tric Co 5pp 46076' Ida 46976 202 

08091600D8 NflC Info Nolica 80*077, "Inadvertent Reactor Vessel Overfill " Sve list 
end 

ROSSI, CE Division of Operational Events Assessment (Post 87041 1J 88/09/22 
(^nsolldatod Edison Co ofNow York, Inc 111pp. 47114.291*47115:042 

8609190047 NRC Info Nollce 33 070, "Implomentalion of Revised NRC-Admlnisterod 
Requallficatlon Exams" Sve list end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 88/09/22. 
Consolidated Edison Co ofNow York, fnc. 119pp, 47116 043*47115 048 

8610170230 Forwards Insp Repts 69 275/88*21 & 60 323/86 19 on 8807 17*0993. No 
violations noted Unresolved Horn noted ro LER 1*88 024 concerning failure (o meet 
Tech Spec limiting condition for oporallon lor heporable Instrument cnannets 
ZIMMER MAN, R.f^ Region 5, Ofc of the Director 88/09/28. SNIFFER, JD Pacific Gas 
& Eloclric Co 3pp 47156 318 47160340. 

-6810170232 Insp Repts 50.276/08-21 & 50*323/08*19 on 880717*0903 No violations 
or deviations notod.Ma|or areas Inspected plant operalion9.malnt & surveillance 
actlvlllos,followup of onsite evonts.open itoms.LERs & selected Insp aclMties 
JOHNSTON.K E , NARBUT.P.P., MENDONCA.M M Region 6. Ofc of the DJreclor 80/ 
00/20. 20pp. 47166-321 47166 340 

8609230092 SuPpF 1 to NRC Info Notice aB-009, "Movable Coniaci Finger Binding in 
HFA Relays Mfg by GE " Sve list encF 

ROSSI, ce. OMsfon of Operational Events Assessment (Post 87041 1 ) 88/09/20 
Consolidated Edison Co. of New York, Inc. 1 17pp 47116:163 471 16'2fll. 


-8211040Q53 Board Notification 82*93 forwards addi Info ro semiscalo tost results con- 
cerning feed & blood mode of coro cooling 

EISENHUT.DG Division of Licensing (000420 851124) 82/09/24, PALLADINO.N. 
QILINSKY, AHEARNE Commissioners Ip 47209 040 4720D 040. 

-8303160760 Board Notification 03-2 7. forwards 830221 mortio & final EQ6Q rept ro 
addI RELAP-5 calculation for Somiscale S Sfl-2 test 

EISENHUT.DQ Division of Licensing (800420 051124) 83/03/04. PALLAOINO*N J . 
QILINSKY. AHEARNE Commissioners 11pp. 47209 071*472(59.007 


8819170242 Forwards SALP Board Repis 50 276/88-18 & 60 323/33*17 for Aug 1987 • 
Jul IQOO.Porformance accoplobfe & dlroctod towards safe op oration Devotion of add! 
attention to thorough & timely resolution of key Issues In rept urgod 
MARTIN.J B Region 5. Ofc of the Director. 08/00/29. SHIFFER.J D Pacific Gas a 
Electric Co 3pp 47171.181.4717t-220. 


-8610170245 SALP Repts 5O'276/O0*1O a 60*323/00 17 for Aug 1087 * Jul 1903 Im- 
provomonta required In area of successful Implementation of mgt policy & objectives 
^ Region 6, Ofc of tho Director 00/09/20 46pp. 47171:184*47171.220 


-8304220661 Board Nollficallon 83*42 forwards info re unonalyzod reactor vessel ther- 
mal stress during coDldown.B&W Informed NRC of preliminary safety concern evolving 
from further consideration of 000610 St Lucio upper head voiding event 
E(SENHUT,D.Q Division of Ucenslng (000428 ^51 124) 03/04/12 PALUOINO,NJ 
Commissioners. 20pp 47209 Ofl0-472O9'O89. 


8810050191 Submits supplemental response to NRC Bulletin 88 004, "Potential Safoty* 
Belated Pump Loss.'* Util concluded that although pump inleraclfon observed, HKR 
pumps retafn functionality & porform In compliance w/QDC 36. 

SHIFFER,J 0 PacKto Gas A. Eloclric Co. 30/09/30 Document Control Branch (Docu- 
ment Control Doak). 7pp 47058.1 13 47050 124 


8810040176 Submits updated response to Issues raised In JEBCO Soismic. Inc l(r re 
1900 geophysical survey data _ _ . _ 

SNIFFER, J.D Pacific Gas & Eloclric Co. 88/09/27. Document Control Branch (Docu* 
men! Control Desk) 3pp 47026:012*47026.014 

6610050056 Generic LIr 86-16 to all power reactor licensees & applicants ro removal of 
cycle specific parameter llmita from Tech ^gcs.Svc list end 
CRUTcfHFIELO,0. Associate Director for Projects (Post 870411) 00/10/04 Consoli 
dated Edison Co. of New York. Inc. 48pp 471 10-145 471 16- 194. 

6610120096 Submits radial peaking factor limit rent & info on core roload design (or 
^clo 3, Cycle 3 reload contatns several VANTAGE 5 design features doscribea & li- 
censed In WCAP-i 0444-P-A. 

SNIFFER, J.D Paolflo Qaa A Eloclrlo Co 88/10/04. Document Control Branch (Docu 
mont Control Desk). 3pp 471 18 341 *471 1 fl'343. 


8810120248 Responds to NRC 880900 Itr re violations noted (n Insp Repts 50.275/88* 
15 A 60 323/88*1 4.Corrective actlons'survolllanco procedure will be developed to test 
10% of steam dump valve actuating sya to demonstrate operational readiness 
SNIFFER. J.O Pacific Gas & Eloctfrc Co. 38/10/05 Document Control Branch (Docu 
mont Control Desk) 67pp. 47113 21 0*471 ie'27D. 


8810030266 NRC Into Notice 88-060, ''Unoxpected Piping Movement Atlnbutod to Ther- 
mal Stratification." Sve list one) _ , 

ROSSLCE. Division of Operational Events Assessment (Post 370411) 80/10/07 
Consol dated Edison Co of New York, Inc. 223pp 471 16'282*471 16.285. 


8610040063 NRC Info Nollco 08 081, "Failure of AMP Window Indent KYNAR Splices A 
Thomas A Betts Nylon Wire Caps During Environ Quallficatfon ToslJng " Sve list end 
ROSSLCE, Olvfsjon of Operational Events Assessment (Post 070411). 08/10/07. 
Consolidated Edison Co of New York, Inc 110pp. 471 16026*471 16:144, 


B610 170028 Forwards list of documents being provided to NRC A auditors for long-term 
seismic program (LTSP) PRA.DrQwlng8 do not reflect hardware mods Idenllfiod In 
Chapter 8 of LTSP final repl. 

SHIFFER.J.D. Pacific Gas A Electric Co. 00/10/10 Document Control Branch (Docu 
ment Control Desk) 7pp 47163:147*47163.163. 

6810210310 Provides Informational rept on black abalono mortalUy In Santa Barbara 
Channel Islands, Available data tend to support hypothesis that pathogeaaKoctIng 
kidney tlssue.results In rapid shrinkage .causing mortality 

SNIFFER. J D. Pacific Gas A Eloctrio Co 88/10/17. Documanl Control Branch (Docu- 
ment Control Desk). 2pp 47230'2fi3*47230‘294. 


8810160210 Confirms 801026 mooting in Region V ofc re SALP, per 881004 
lelcon. Proposed agenda A Internal meeting notice w/ anticipated attendees Hated 

KIHSCKD.F, Region 6. Ofc of tho Director. 88/10/11. SNIFFER, J.D, Pacific Gas A 
Electric Co. 6pp 47 1 70 363 471 70 357. 


88f0130161 NRC Info Nollce 80*083. "Inadequate Testing of Relay Contacts fn Safety- 
Related Logic Sys " Svo list end, 

ROSSLCE. Division of Operational Events Assessment (Post 370411). 88/10/19. 
Consotidatod Edison Co. of New York, Ino 119pp. 471G6‘239 47ie6'367. 
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R. Periodic opofellng reports A refatsd coitesRondence 

881004 wsa "Repl on Discharge Monilonjig et CHablo Canyon Power Plant During 
Month oi Aufl 1088 '■ W^8a0920 Hr 

TOWN8eND.J D Pacinc Gas & EfecWc Co 83^08/31. LEONARD.W Caiifornia, State 
of 2Sp(>, 47020 253 47020277 


V. Operator ExamI nations 

8088170150 Generic ttr 88-13 to all power reactor fKierisoes & applicants for OL re op- 
erator licensing exams.Svc list end 

MIRAGLIA.FJ Associate Director for Piolecls (Post 870411) 88/0-0/08 Consolidated 
Edison Co of New York, lr>c 66pp. 4e95a.(X) 1-46856 057 

8810170242 Forwards SALP Board flepCs 50-275/88-18 8 50-323/88-17 lor Aug 1987- 
Jul 1086 Perform anco acceptable & directed towards safe operatioaOevotion of addi 
attention to thorough A timely resolution of key Issues in rapt urged 
MARTIN.J B. Region 5. Ofc o1 the Director, 88/00/20 SHIFFER.J D Pacific Gas A 
Electric Co 3pp. 47171 181 47171,220 

-8810170245 5ALP Rapts 50-275/66-18 & 60-323/68-17 for Aug 1SB7 - Jul 1988 Im 
provements required in area of successful Implamentation of mat policy A objectives 
* Region S. Ofc of the Director. ee/09/2&. 4Bpp 47171; 184-4717 1:229. 


8810050D26 Nolificallon of 6B1004 meeting w/util fn Rockville, MD to discuss plana for 
dry storage of spent fuel at plant 

BUCKIEY.B C, Project Directorate 11-1 08/09/27 ADENBAM.E Q Project Dlrocloralo 
fl-1, 3pp 47046 356 47045 360, 

8010080210 Application for amends to Licenses PPR-71 A DPR- 62, re vising Tech Specs 
re main slack radletfon isolation signal circuitry A establishing setpoints on stack rrionf 
tor for purge A vent lino Isolation signal Fee paid 

MCDUFFIt,M,A, Carolina Power A Light Co 86/09/27 Document Control Branch 
(Document Control Desk) 6pp 4707M 15-47071 141 

•>8810060213 Proposed Tech Specs re main stack radiation monitor. 

* Carolina Power A Light Co 88/00/27 21pp. 47071.121-47071,141 

801OO5OOS0 Generic Ltr 66-16 to all power reactor licensees A appficania ra removal of 
cycle-specific parameter limits from Tech Specs Sve list end 
CflUTCHFJELO.D Associate Director for Projects (Post 870411), 08/10/04 Consdl 
dated Edison Co of New York, Inc. 48pp 47116 145-47116 194 

8010110364 Forwards Amends 119 A 154 lo Licenses DPR-71 A DPR-62, rospecifvefy 
A safety ovaluatfon Amends change Tech Specs to revise Section 4.4.1 2 re [et pump 
surveillance requlremonts for demonstrating Jet pump operability 
BUCKLEV.B.C Project Directorate IM. 88/lO/()6 UTLEY.E E Carolina Power A Light 
Co. 3pp 47100*166 47100-187 


DOCKET 60-324 BRUNSWICK STEAM EtECTflIC PLANT, UKIT 2 


F. Security, medical, emergency A fire protection plans 

8810100227 Rev 12 to Plant Emergency Procedure PEP-01 0, "Plant Emergency Proce- 
dures fnlroducfion." 

• Carolina Power A Light Co 86/ 08/04. lipp 47086 032-47086 042 

860930016$ Forwards Inap Repls SO 325/68-31 A 50-324/88-31 on 880822-26 No vio- 
lations or deviations noted 

COLllNS,D M. Reopon 2, Ofc of the Director 88/09/20 UTLEY.E.E Carolina Power A 
Light Co. 2pp 47052-270-47002.276. 

-9809300167 hsp Repls 60-324/88 31 A 50-325/88-31 on 880822-2aNo vioiations or 
deviations noted Major areas inspected emergency preparedness, Incfudmg review of 
fisted programmatic elements 

SARTORJv.M^ decker JR Region 2, Ofc of (he Director 68/09/19. 5pp 
47002 272-47002-276 

8810190011 Responds lo violations noted in fnsp Repfs 50-324/68*24 A 50-325/86- 
24 Corrective actions, weekly tire fnsp of diesel generator rool performed per FPP-0t3 
A lire protection engineer no longer erripfoyed by util, 

HARNESS^/ L Carolina Power A UflhI Co 88/10/13 Document Control Oranch (Doc- 
ument Control Desk) 3pp 47161:356-47191*358 

8810200263 Forwards changes to Industrial security plan Enel withheld (ref 
10CFn73 21) 

LOFLfN,LI. Carolina Power A Ught Co 86/10/17- Document Ckintrol Branch (Docu- 
ment Control Desk) Ip 47227,108 47227:106, 

60tO2(M>286 Forwards Rev 5 Eo secunty training A qualification plan for planLcIting 
changes In retention padod of security related documents A deleting scheduling re- 
quirement re medical exam Rev withheld (ref 10CFR2,7&0) 

LOFLIN.L I Carolina Power A Light Co. 88/10/17, Document Control Branch (Docu- 
ment Control Desk) tp. 47226 211-47226 2f 1. 

8010200266 Forwards Rev 4 lo safeguards contingency plan .Rev withheld (ref 
tOCFR73.21). 

LOFLHLi Carolina Power A Light Co 68/10/17 Document Control Branch (Docu- 
menl Control Desk) Ip 4 7227:0654722 7-06 5 


Insurance A frvdemnlty information 

6809290069 Forwards environ assessment A finding of no significant impact re exemp- 
tion from 10CFR5054(w)(6)(D increasing amount ol onsite properly damage insurance 
required by NRG licensees. 

KINTNER.Ll Project Drectorate ll-l 88/09/23 UTLEY, EE. Carolina Power A Light 
Co 3pp 46992 176-46992:162. 

^6092M072 Environ assessrrient A finding of no significant Impaci re exemption from 
10CFR50.54(wO(6J{g,fncreaaing amounl of oosHe property damage Insurance required 
by NRC ticensees. E(8 wilt not be prepared 

K1NTNER,LL. Project Directorate fl-l, 88/09/23. 4pp 46992' 179 4 6092. 182. 

8610040233 Forwards tempofary exemiilion granling relief request from requiromanls of 
□ropefty Insurance rule effective 081004. 

BUCKLEY, B.C. Profeol Directorate fM. 86/00/29. UTLEY^E E. Carotlna Power A Light 
Co 3pp. 47040.273 47040 279 ^ 

•^610040236 Temporary exemption from requirements of property insurance rule 
10CFR50 54 fw)(6)(i) Exempifon valid until 890401 or until such time as action on rule- 
makind compfeted. 

VAflQA,SA. Division of Reactor Projects - J/lf (Post 870411) 88/09/29. Carolina 
Power A Light Co. 4pp 47040- 2 78-4704 O' 279. 


P. Operating Itoensa stage documents A cerreapondenca 


^0810110367 Amends 119 A 164 lo Licenses DPR-71 A DP R -6 2je8p actively, changing 
Tech Spec Section 4,4.1 2 re Jet pump surveillance requirements for domonslrollng Jo I 
pump operability. 

ADENSAM.EG Profect Directorate 11-1 08/10/06 15pp 47100169 47100.183. 

-8010110369 Safety evaluation supporting Amends 119 A 154 to Licenses DPR-71 A 
OPR-S^ re^toecttvely 

* Oliice d Nuclear Reader Regufatlon, Director (Post 870411), 88/10/06 App. 
47100.184 47100,167. 

8810130309 Notification of 861007 meeting w/u(il In Rockville, MD to discuss licensini) 
actions lor Unit 1 retueling outage. 

BUCKLEY.0.C Project Directorate 11-1 88/10/06 MURLEYJ. SNIEZEK.O, 

MIBAQLIA,F. NRC - No Detailed AffHlalion Given 3pp. 47121 307-47121 -300 

6010140106 Responds lo NRC 880729 generic SER on resolution of US) A-46 re gener- 
ic Implementation procedure (QIP) Util will review final GIP after approval by NRC A 
resolution of all outstanding Issues 

WCDUFFI6,MA Carolina Power A Light Co, 88/10/06 Document Control Branch 
(Document Confrol Desk),2pp 47166,161-47166.162. 


Qt lnaj>eet(on reportSi IE Bulletins A correspondence 

8809010337 NRC fnfo Notice 88-073, "Direction Dependent Leak Characterlsllcs of 
Containment Purge Vafves *' Sve list end. 

ROSSLC.E, Dividon of Operational Events Assessment (Post 870411). 66/09/08 
Consolidated Edison Co, of New York, Inc 110pp 46958 056-46968 177. 

8609300165 Forwards Insp Repta 60 325/88-31 A 50 324/80-31 on 880022*26, No vio- 
lations or deviations noted. 

CXDLLINS.D M. Region 2. Ofc of the Director. 08/09/20 UTLEY.E.E. Carolina Power A 
Light Co. 2pp 47002*270-47002'276 

-6809300167 Insp Repta 60-324/88 $1 A 60*325/86*31 on 800022*26 No vlolallons Or 
deviations noted Major areas Inspected, emergency preparedness, including review of 
fisted pfoofammatia efemer^a. 

SARTOR.W.M,* DECKERXR, Region 2, Ofo of the Oireclor 80/00/19 6pp 
47002*272-47002.278. 

0809160000 NRC Info Notice 88-077, "Inadvertent Reactor Vessel Overfilf" Sve list 
enc). 

ROSSIpE. Division of Operational Evenls Assessment (Post 670411), 00/09/22. 
Consolidated Edison Co, of New York, Inc. 111pp. 471 14,291*471 16'042 

8609190047 NRC tnfo Notice 88-078, "Implementation of Revised NRC- Administered 
Requftkncatton Exams." Sve ttal encl 

flOSSLC.E. Division of Operational Events Assessment (Post 870411). 88/09/22 
Consolidated Edison C^. of f4ew York, Inc. 1 16pp. 47116.043-47115:046 

0610120400 Commenls on NRC concerns raised during 880908 enforcement confer- 
ence re status of evaluafjon of HPCI/RCIC event Requirement for clear A concise 
commui^lcations between uUI A NRC recognteed. 

HOWe>P.W, Carolina Power A Uahl Co. 80/09/23. GRACES N, Region 2, Ofc of tba 
Director. 3pp. 471 12:368-47112*360 

0810130007 Forwards Insp Repls 50 324/88-28 A 60.326/88-28 on 680801 -OS.No vio- 
lations or deviations noted Concern expressed ra lack of mgt attention to gaseous ef- 
fluent rTKinitoring Inoperability. 

GRACE, J.N Region 2, Ofc of the Director. 88/09/23. UTLEY, E.E Carolina Power A 
Light Co 2pp. 47166:016-471 5 6'024 

-8810130000 fnsp Roots 60-324/08-20 A 50-326/08*20 on 880801-06 No violations or 
deviations noted. Major areas Inspected. liquid A gaseous radwaste mgLradlologIcal el- 
lluent monitoring Instrumentallon A environ monitoring .Concern expressed 
HUGHEY, CA., KAHLE,J.B. Region 2, Ofo of the Director 60/09/01. 7pp. 47156.018- 
47156024, 


6809120085 Generw Ltr 83-16 to all power reactor licensees A applfcania re electric 
power sys - inadequate control over design processes. 

Associate Director for Pro^seta iPost 07041 1), 08/09/12, Consoli- 
dated Edison Co of New York, Ino, 60pp 47001:239 47001.300. 

802SSO14O Forw^s NRR 880026 ltr to OCRE which ack receipt of petition filed by 
OCRE ui^er 10CFR2 206 A responds h negalfva lo peiitioner request for Immediale 
aetton re BWRs stability 

8UCKLEY,B.C Prdect Direclofate li-1. 88/09/20. UTLEY, EE, Carolfna Power A Light 
Co. 2pp. 48996 336-46998 341 


0010060060 Forwards aupplomonlal response to util 860624 response to notice of vio- 
lafion A proposed Imposition of civil penally, corrective actions; real-time training pack- 
age on reactor mode switch change event developed A training conducted 
MCDUFFIE, M.A. Carolina Power A Ught Co. 08/09/26 Ofc of Enforcement (Post 
070413) lipp, 47061 .089-47061.099. 

8810070194 Forwards Insp Repts 50*326/06-25 A 50-324/08-25 on 860801-05 No vlo- 
(aUons or deviations noted. 

HERDTAR. Region 2, Ofo of the Director. 68/09/28. UTLEY.E.E. Carolina Power A 
Ught Co. 2pp. 47076 259-47078:274 



DOCKETED ITEMS 117 


-6810070200 Insp Ropts 50 324/80-25 & 50 325/88-25 on 880801-05 No violations 
noted Major aroaa Inspected m a Sol procedures, Irafnlng.mafnt history of ASCO sole- 
noid valves ASCO valve procurerrient,foot cause delormlnatlon & roportability 
TINQBN.S SZCZEPANIEC^A , JAPE.F Region 2, Ofc or the Director B8/09/21 
14pp 47076 261 47076 274 

8B1010004B Advisos that responao to vlolelions noted in Jnsp Repts 50 824/00-16,50- 
325/88 15 & 50-324/88 18 incomplete NRC considers lack of attenllon to detail by 
licensed operators to have aignlficanl safety impttcatlona 

grace JN Region 2, Ofc of the Director, Q8/09/26 UTLEV',£E Carolina Power & 
Light Co 2pp 47085 212-47066 213 

8810130281 Ack receipt of 660826 auppfomontat response to vrolationB noted in Insp 

Repts 50 324/87-31 & 50 325/67-32 ^ . „ „ 

JUUAN,AC Region 2. Ofc of the Director 88/09/27 UTLEY.E E CaroJina Power & 
Light Co, 1p 47154 211-47154 211 

8810040185 Responds to NRC Bulletin 66-008, "Thermal Slrossoa in Piping Connected 
to RCS " ^ 

MCDUFFIE, M A Carolina Power & Light Co 09/09/28 Documant Control Branch 
(Document Control Desk). 3pp 47018 359-47018 361, 

8809230082 SuppI 1 to NRC Info Notice 88 069, "Movable Contact Finger Binding in 
HFA Relays Mfg by QE " Svc list end. 

ROSSI,CE Division of Operallonal Events Assessment (Post 870411) 80/00/29. 
Consolidated Edison Co of New York. Inc 117pp 47116 183 47116 201. 


8010120140 Monthly opomtlng ropta for Sept 1009 for Brunswick UpIIb ! & 2W/601005 

HARRISON, F, HARNESS.J.L Carolinn Power & Llghl Co aO/00/30. 13pp> 
4711G3ZG 47118340 


S.^ Reportable occur re ncea, LERa 4 related correspondence 

9810170282 LfR 60 016 00 on GOQaOQ.DIv 2 svc water vilal header leak roauM In 
manual isofallon of associated header Ca used by o>fco39lvo corrosion of a/4-fncti 
blank flange on bypass lirvo Flango replaced & vilal hocidor roturned to avo W/OQ IOOj 

JONES.TW, HARNESS, JL Carolina Powor & Light Co. 89/10/05, 9pp. 47173.054- 
47173,059 


V. Operator Examlnatlona 


8800170160 Gonarlc Ltr 08 13 to nil power reactor ficonflooa & applicants for OL ro op- 
erator llconslrtfl exams Svc list end . , 

MIRAGHAJ" J Asaodalo DIroctor for Projocta (Post 670411) 08/00/00. Consolldatad 
Edison Co, of Now York, Inc. 50pp 46950001-48050,067, 


Y, Dry Cask Jndopondonl Spent Fuat storage Instollallona 


6810240193 Forwards Insp R^ts 60 324/B8-29 & 50-325/88 29 on 880000* 31 No via 
Jations or deviations noted Oral commitment made by licensee documented in Pora 
graph 6 b of rept 

VEflRELLI,DM Region 2, Ofc of the Director 6Q/10/03 UTLEY,Ee Carolina Power 
& Light Co 2pp. 47253 311 47253 324 

-8B10240188 Insp Repts 50 324/88-29 & 50 325/69 2D on 600808 31 No violations or 
devlallons noted Malor areas Inspected maint obsorvalion.euArollfanCQ 
observation, operational safety venficallon.rQviow of LERs & unresolved items. 
RULANO.W.H , LEVIS, W., FREDRICKSON, P Region 2, Ole of the DIroctor. 06/ 10/C 3 
12pp 47253 313 47253 324 


8810240477 Ack receipt of 880907 Hr informing NRC of steps taken to correct violations 
noted In Insp Repts 50 324/88 21 & 50 325/88-21 Supplemental response ro correc- 
tive eelfons requested by 081014. 

VEBRELLI.D M Region 2, Ofc of the Director 88/10/04. UTLEY.E E Carolina Power 
& Light Co Ip 47243 027-47243 027 


8810030265 NRC Info Notice 80 060, "Unexpected Piping Movement Allribulod to Ther- 
mal Stratification " Svc list end 

ROSSI, CE Division of Operalbnat Events Assosamont (Post 670411) 08/10/07 
Consolidated Edison Co of New York, Inc 223pp 47116 282-471 16 205 


8810040066 NRC Info Notice 88 001, ‘'Failure of AMP Window Indent KYNAR Soil cos & 
Thomas 0 Betts Nylon Wire Capa During Environ Qualification Testing " Svc list end. 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/10/07 
Consolidated Edison Co of New York, Inc IIOpp 47116026 47116 144. 


8810190011 Responds to violations noted In Insp Ropis 60 324/80-24 & 59 325/06- 
24 Corrective actions weekly fire insp of diosol genoralor roof porformod per FPP 013 
& fire protection engineer no (ongor employod by util. 

HARNESS, J L Carolina Powor & Light Co 86/ 10/ 13 Document Coritrol Branch (Doc- 
ument Control Desk) 3pp 4710V358 47t91'356 


0810100016 Forwards suppfomenial responao to violations noted in Insp Bopls SO 324/ 
68 21 & 50-325/80 21 Corrective actions second independent reviow of skid sya initi- 
ated w/emphasis on Issue of addressing qualification of passive components 
harness, JL Carolina Power & Llghl Co. 08/10/13, Document Control Branch (Doc- 
ument Control Desk). 8pp 47191 •901-471 01 -OQO 


8610190176 Forwards order imposing civil monetary penally, Is sued to utl! on 80101 7, for 
transmittal to Ofc of FR for publication W/o stated end 

LIE0ERMAN.J Olc of Enlorcemor^t (Post 070413) 68/10/17 LESAn,MT. Rogutatory 
Publications Branch ip 47191-190-47101.190 

6810190492 Forwards order Imposing civil monetary penalty in amount of $25,000 for 
balance of unpaid penalty based on violations involving operator error & Inaitontlon to 
detail Responses provided Insufficient basis for reduction of penalty. 

TA'i'LOR.J.M Ofc Of Ihe Exocutivo Director for Operations 08/10/17- UTLEY, E.E 
Carolina Power & Light Co 2pp 47191.034 47191:042 

-8810190494 Order imposing civil monetary jponally In amount of $25,000 for balance 
of unpaid penalty proposed In NRC 800725 nolico, based on viola tl one noted during 
660401-30 & 05()1 0603 insps 

TAYLOR, J M Deputy Executive DIroctor for Regional Operations, EDO (Post 670413) 
ee/10/14. Carolina Power & Light Co 7pp 47101 036-47101 942 

6610240341 EN 88 061A’on 880720, notice of proposed imposition of civil penally In 
amount of $25,000 issued to flcensee,Action based on violations Invoiving failuros to 
conirol operational activilies.Penaity reducod from $75,000 or^ G81017 
LUEHMAN,J, LIE0ERMAN.J Ofc of Enforcomont (Post B7<t413), 00/10/17. Ip 
47259-288 47259 286 


8910120195 Summary of 6810(54 moollng w/ulll & SAIC in Rockvilio.MD ro ulll plannoci 
aubmittQt of 10CFfl72 liconso nppficodon for <fiy spont fuel Bforngo, ^ . 

H0BERTS,J,P. Fuel Cycio Safoly Branch. G9/I0/00 ROUSE, LC. Fuor Cycle Safely 
eranch Opp 47110,130 47116 146 


DOCKET 69-326 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


P.. Gecurlty, tnodfeaf, omorgenoy & fire protection plane 

8B10100227 Rov 12 to Plant Emergency Pfocoduro PEP-01 9, "Plant Fmorgoncy Proco- 
duros fntroductlon “ 

• Carolinn Powor & Light Co BG/ 00/04 11pp. 47086 032-470 99 04 2. 

8809300168 FofWflrda Insp Ropla 60 326/08-31 & 50*324/06-31 on 080822*20 No vio- 
lations or clovialions noted. 

COLIINS.OM. Roalor>2. Ofc of Iho DIroctor 88/00/29, UTLEY.E E Carotino Powor A 
LlOhl Co. 2pp 47002 270 4/002 276 

-8&093001G7 Insp Repls 59 324/08*31 & 50*325/80 31 on B89Q22*20.No vlotatlons or 
deviations no toil Major aroaa inspoclod omorgoncy proparodnoBS, including rovlow of 
listed pronrAmmalic olemonla 

SARTOR WM Roglon 2, Ofc of thn Director. 90/00/10 6pp. 47002 2/2-47002 270 

SB1O190011 Rooponda to violeliona noted In Insp Ropta 50*324/08-24 & 50 025/00* 
24 Corroclivo actions weoMy lire Insp of diosot gonorotor roof performed per FPP 013 
& fire protection engineer no longer ompfoyad by util 

HARNESS.J.L Carolina Powor & Light Co 98/10/13 Docti mo nl Control Orancli (Ooc* 
umcnl Control Desk). 3pp 47101:356-47101:356. 

8810209203 Forwerda changea to Induatrial security plon.CncI withhold (ref 
tOCFn73 21 } 

LOFLfN.LI, Carolina Powor & UntU Co 00/10/17. Oocumonl Control Branch (Pocu- 
mont Conlrol OoBk) Ip 47227,100 47227*100. 

6810200206 Forwards Rov 5 to security training & quallllcation plan for plant, clling 
changos In rotontlon period of security -role tod cfocumonto & deleting scliedullng ro* 
qulroinonl ro modicat oxom Rev wllhhold (rof 1OCFR2.70OJ. 

LOFLIN.LI Carolina Power & Light Co 00/10/17. Documonl Conlrol Branch (Pocu- 
mont Control Doak) Ip. 47226 2 ft 47220 211. 

8D10209260 Forwards Rov 4 to safeguards contingoncy plan Rov wUhltoM (rof 
10CFn73,21) 

LOFLIN.Lt Carolina Power & Light Co 98/10/17. Documonl Control Drench (Docu- 
monl Conlrol OobH) Ip 472 27'0£;6 47227.005 


J. insurnnco & Indomnlly Information 

0309290069 Forwards environ aasossment & finding of no slgnlflconl Impact ro oxomp 
tion from 10CFn60.64(w)(5KO incroaelag amount of onsilo properly damago Insurance 
roquirod by NRC llconsoaa 

KINTNER.LL Prqjoct Dlroclorato III 05/00/23 UTLEY.E E Carolina Power & Light 
Co 3pp 46992* 1 76 40902-102 

-8009290072 Environ nssossmonl & finding of no Bignlllcent impact fo exemption from 
10CFR60 64(wO(6)(l).lncfoa8lng amount of onsite properly damage IftBuranco roquirod 
by NRC llcor* 3 Q 08 ElS will not bo prepared 

KtNTNER.LL Proioct Diroctorato II 1. OO/OD/23 4pp. 49902; 170> 46002: 18?. 


8810130181 NRC Info Notice 68 083. "Inadaqualo Testing of Rofay Contacts in Safety 
Related Logic Sys " Svc list er;cl 

R05SI.C.E. Division of Operational Events Assessment (Post 970411) 88/19/19. 
Consolidated Edison Co. of New Yo/k. Inc. 11 Opp 47106 233*47166 367 


R. Periodic operating reports & related correspondence 

8810070268 Forwards monthly operating repts for Aug 1968 for Brunswick Steam Elec- 
tric Plant Units 1 & 2 & corrected monthly operating rept for Jul 1988 for Unit 1 
HARNESS, J L Carolina Powor & Light Co 80/09/06 Documonl Control Branch (Ooc- 
umont Control Desk) ip, 47089 056 47089.071, 

-8809190384 Corrected monthly oporatlng rept for Ju! 1980 for Brunswick Unit 1 
HABRISON.F Carolina Power & light Co 86/07/31. Ip 47009 057-47069 067 

-8810070278 Monthly operating /epts for Aug 1988 for Brunswick Units 1 & 2 
HARRISON.F. Carolina Power & Light Co 86/08/31 13pp 47069 058-47009.071 


8810049233 Forwards tamnorery oxoinption granting roliaf requosl from roqulromonln of 
proporty insuroncfi rulo oVoclivo 081004. 

DUGKLEY.BC Pfojacl Diroctoralo IM 86/09/20 UTUEY.E.E, CaroNno Power & Light 
Co. 3pp 47040273-4/040270. 

-8610040236 Tonipornry oxomptlon from roquiromonts of pfoporly insurnneo rulo 
10CFR50 64 fwHv)(l)Exomptlon valid until 800401 or until such limo as action on tufa- 
moklnncomplDloct 

VARQXSA Division of Roflclor Projocta - l/fl (Post 870411), 88/00/20. Carolina 
Powor 8 Light Co 4pp 47040 276-47040 ‘279. 


P. Operating lloente stage documents Hi coriespondsnce 

8809120085 Qonoric Ltr 88 16 to all powor reactor llconsoes & applicants ro olactrlo 
powor sya - Inadaqualo control ovor dostgn procosaos 

ORUTCHriELO.O Assoclalo DIroctor for Projoots (Post 670411). 08/09/12 Consoli- 
dated Edison Go of Now York, Inc OOpp. 47001.239 47001:300 
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aeosauono Fowarcfs NRR Sflogae lo ogre Whrch ack fecafpt of polftion fifod by 
OCRE under 1DCFR2 206 & r&sponds In negative to potJtfoner requoal for immedjate 
acljon re BWRs stability 

0UCKLEV.QC Project Directorate ll-f. 08/09/20 UTLEY.EE Carolina Power & Light 
Co 2pp ^6&96;d36^4 6993,341 

^810050026 Notification of 801004 meetl/ig w/util In Rockville.MO to (fiscuss plans for 
dry storage ot spent fuel at plant 

BUCKLEY.B a Ffolect Directorate IM 88/09/27 ADENSAM.EG Prolect Directorate 
IM.3pp. 47045 363 47045 360 

0010060210 Applical/on for amends to Ucensea DPR'7I & DPR*62, revising Tech Specs 
re main stack radiation Isolation sfanal circuitry & establishing setpoints on slack moni- 
tor for purge & vent lino Isolation signal Fee paid 

MCDUFFIE^M A, Carolina Power 4 light Co, 06/09/27. Document Control Branch 
<Documen1 Conifol Desk) 6pp 47071 115 47071 141 

-0010060213 Proposed Tech Specs re main stack radiation monitor 

• Carolina Power & UghI Co, 60/09/27. 2tpp 47a71'121 47071,141 

&01CO5OO5S Generic LIr 80 -t6 to al) power reactor licensees & applicants re removal of 
cycle-specific parameter limits from Tech Spec 5 ,Svc list end, 

CRlilCHF/gLO.D Assoclale Director for Projocls (Post 870411) 88/ 10/04 Consoli- 
dated Edison Co. ot New York. Inc 48pp 47116 145-47116,194 

8610110364 Forwards Amends 119 A 154 to Licenses DPR-JI & DPR-62. respectrvoly 
& safety evaluation Amends change Tech Specs to revise Section 4.4,1 2 re jet pump 
surveillance requirements for demonslraling let pump operability 
auCKLEY.aC Project Oirectorala ll-t. 38/10/0^6 UTLEY.E G Carolina Power & Ughl 
Co app 47100466-47100 187. 

-6610110367 Amenda 119 164 to licenses DPR-71 & DPR 62/espectively, changing 

Tech Spec Section 4 4 1.2 re Jet pump surveillance requiroments for demonstrating jet 
pump operability 

AOENSAM.E G. Prolect DlrectoratQ (M 38/10/06 15pp 47100169-47100183 

-8010110369 Safaty ©vaicatJon supporting Amends 119 & 154 lo Licenses DPR-71 & 
OPR 82 ,respediv 8 yy, 

* Otiico 0 ! NifCtear Reactor RegulaUon, Director (Post 870411) 88/ 10/08 4pp 
47100’184 47m 187 

6310130309 Nctificaliort of 881007 meeting w/util in Rockville, MO to discuss licensing 
actiona for Unit 1 refuarog outage 

BUCKLEY,BC Prolacl Directorate ll-l 68/10/06 MUHLEYJ. SNIEZEK.J , 
MIRAGUA,P. NRC • No Detailed Affiliation Given 3pp 47121:307-47121 309 

0010140106 Responds to NRG 360729 generic SER on roaolutfon of US) A’46 re genar- 
fc tmpiementalion procedure (G)P) Ubl vnll review final GfP after approval by NRC & 
resolution of at) outstanding issues 

MCDUFFIE, M A. Carolina Power 3 Light Co 86/10/06 Document Control Branch 
(Documant Control Desk) 2pp 47166 151-47168'152 


Q« Inspection reports, IE Bullalfns & correspondence 

6009010337 NRC Into Notice 38 0i73, ‘'Oireclion-Dopendent Leak Characteristics of 
Containment Purge Valves Svc list end 

fiOSSlCE Division of Operational Events Assessment (Post 870411) 88/09/08 
Consoirdated Edison Co of New York, Inc I19pp 46058 058-46956 177. 

66C93(H)ta5 Forwards Insp Repta 50 325/88 31 & 5Q 324/88-31 on 880822-26 No vio- 
lations or deviations noted 

COLLINS, DM Reg^ion 2, Ofc of the Director. 08/09/20 UTLEY.E E Carof/na Power 3 
Light Co 2pp 47002 270-47002276 

-8606300167 Insp Reels 60-324/38 31 & 50 325/68-31 on 680822-28 No violations or 
devial/ons noted Mafor areas Inspected emergency preparednoss.lncluding rovlew of 
listed programmatic elements 

SARTCR.W.M. DECKER, TR Region 2, Ofc of the Director 88/09/19 Spp 
47002 272-47002 276 

0009150000 NRC Info Notice 80-077, "Inadvertent Reactor Vessel Overfill/' Svc list 
enci 

ROSSi,C.E Dmsioh oI Operational Events Assessment (Post B7041I) 88/09/22 
Consolidated Edison Co of New York. Inc 1 f Ipp 47114 291-471 15 042 

6606190047 NRC Info Nolwo 38 070. "/mplemenlalion of Revised NRC-Admlnistefed 
Requaiification Exems '' Svc fist end 

ROS5LC.E Division of Opcraitonal Events Assessmenf (Post 870411) 68/09/22 
Ctonsolldafad Edison Co. of New York, fnc 11 Spp 471 15043-471 15 046 

60 to 120400 Comtnenls on NRC conoacns ra'sed ducir^ 860908 eaforcemerq confer- 
ence re status of evaluation of HPCI/RCIC event Requirement for clear & concise 
communications between u til & NRC recognized 

HOWE.PW Carolina Power A Lig^ht Co 66/09/23 GRACE. JN Region 2. Ofc of the 
Director. Spp. 47112-360-47112 360 

0018139007 Forwards insp RepIS 50-324/88 26 A 50-325/86-26 on 060801-05 No vio- 
lations or devialtons noted, Concern expressed re tack of mg I attention to gaseous ef 
fluent monllonog Inoperability 

QRACEJN Region 2, Ofc oi the Director 88/09/23 UTLEY.EE Carorioa Power A 
Light Co 2pp. 471 56 016-47158-024 

-8810130080 insp Repls 50 324/88 28 A 50-325/60-28 on 0BOBO1-O5NO vtotations or 
deviations noted Major areas inspecled liquid & gaseous radwaste mgt.radjo/oglcat ef- 
fluent monitorina Insirumenlation A environ monitoring Concern expressed 
HUGHE V.C A , I^KLE,J 3 Region 2, Ofc of the Director 8B/00/01. 7pp 47158016- 
47168024. 

6819050060 Forwards supplemental response to util 830824 response to noiioe oi vio- 
lation A proposed imposition of cnnl penalty Corrective actions real-time training pack- 
age on reactor mode switch change event developed & training conducted 
MCDUFF/£,MA. Carolina Power A Light Co 68/0D/28, Ofc of Enforcement (Post 
8704 13) 1 1pp. 47061 .009-47061.099 

9010070194 Forwards Insp Flepis 50'325/aB 25 A 50-324/88-25 on 600001-05 No vio- 
lations or deviations noted. 

HERDT.AR Region 2, Ofc of the Director. 88/09/26, UTLEY.EE Carolina Power & 
Light Co. 2pp 47076 259 47076 274 


-8610070200 fosp Repts 60 324/08-25 A 60-326/08-25 on 000801-05 No vtolatloni 
noted Major areas Inspected maint procedures, tralnfng.malnt history of ASCO solo 
nold valves. ASCO valve procuromenLroot cause datorn^nation A reportabillty 
TINGEN.S. SZCZEPANIEC.A , JAPE.F. Region 2. Ofc of the Director. 08/00/2 (, 
14pp 47076 261-47076 274, 

8010130291 Ack receipt of Q8O026 supplemental response to violations noted In Ijisp 
Repts 50-324/87-31 A 50 326/07-32, 

JULiAN.A C Region 2. Ofc Of the Director. 88/09/27 UTLEY.E E Carolina Power & 
Light Co Ip 47154 at t-47164 21 i 

8B1 0040 185 Responds lo NRC Bulletin 08-000, "Thermal Stresses In P/ping Connected 
to RCS ’• 

MCDUFFfE.MA, Carolina Power A Light Co, 88/09/28 Document Control Branch 
(Document Control Desk) 3pp 4701 fl’359 47018 361 

6009230092 SuppI 1 to NRC Info Notice 80 069, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE " Svc list end 

ROSSl.CE Division of Operational Events Assessment (Post 870411) 80/09/29 
Consolidated Edison Co of New York. Inc 117pp 47115*163-47116 281 

6810240193 Fojwards Insp R^ls 60-324/08-29 A 50-325/80-29 on 000808- 31 No vio 
lalions or deviations noted, draf commitment made by licensee documented In Para- 
graph 8 b of rept 

VERRELLI.D.M Region 2. Ofc of the Director. 88/10/03 UTLEY.EE. Carolina Power 
& Light Co 2pp 47253 31 1 47253 324 

-0810240198 Insp Repts 60-324/08 29 A 50 326/88 29 on 880800-31. No violations 0( 
doviallons noted Major areas Inspected maint observalloncsurvelllance 
observation, operational safety verlflcatlon/eview of LERs A unresolved items 
RULAND.WH . LEVfS.W . FtoRICKSON.P Region 2. Ofc of the Director. 88/10/03 
I2pp 47253 313 47253 324 

0010240477 Ack receipt of 860907 Itr fnformlng NRC of steps taken to correct violations 
noted In Insp Repls 50 324/80-21 A 50-325/88'2t Supplemental response re corfoc- 
Idve actions requested by 881014, 

VERRELLI.DM Region 2, Ofc of the Drrector 88/10/04 UTLEY.E E Carolina Power 
A Ugbt Co, tp 47243 027-47243 027 

8S10030266 NRC info Notice 80-000, "Unexpected Piping Movement Atlrlbulod lo Thor 
me) Stratification " Svc fist end 

ROSSl.CE Division of Oporallonal Events Assessment (Post 870411) 80/10/07, 
Consolidated Edison Co of New York, Inc. 223pp 471 15*282.47116.205 

8010040066 NRC Info Notice 88 081, "Failure of AMP Window indent KYNAR Splices A 
Thomas A Botis Nylon Wire Caps During Environ Qualification Testing " Svc list onci 
ROSSl.CE Division of Operational Events Assessment (Post 070411) 08/10/07, 
Consolidated Edison Co of New York, Inc 119pp, 471 16,026-471 16*144 

0810190011 Responds to violations noted In Insp Repls 50-324/88-24 A 50 325/00- 
24.Corraclfve actions weekly fire Insp of diesel generator roof performed per FPPOfO 
A fire protection engineer no longer employed by util 

HARNESS, J L Carolina Power A Light Co 86/10/13 Document Control Branch (Doc- 
ument Control Desk) 3pp 47191:356-47191 350, 

8818190018 Forwards supplemental response to violations noted In insp Repta 50 324/ 
88-21 A 50-325/08 21 Corrective actions second Independent review of skid sys Initi- 
ated w/emphasis on issue of addressing quallhcatlon of passive components 
HARNESSiJ L Carolina Power A Light Co 80/10/13 Document Controi Branch (Doc- 
ument Control Desk) 8pp 47191*081-47191.088 

0 S 1 O 13 O 181 NRC Info Notice 88-083, "Inadequate Testing of Relay Contacts in Safely- 
Related Logic Sys " Svc list end 

ROSSl.CE, Division of Operational Events Assessment (Post 870411) eO/lO/ffl. 
CJonaolidated Edison Co of Now York, Inc li9pp 47196:239 47196.357 


R. Periodic operating reports A related correspondence 

881OD7O2S0 Forwards monthly operahng repta for Aug 1908 for Brunswick Steam Elec- 
tee Plant Units 1 A 2 A corrected monthly operating rept tor Jul 1988 for Unit 1 
HARNESSJ L Carolina Power A Light Co. 08^9/06. Document Control Branch (Doc- 
umentConirol Desk) Ip 47089 056 47009.071 

-8809190364 Corrected monthly operating rept for Jul 1908 tor Brunswick Unit 1 
HARRISON, F. Carolina Power A light Co 88/07/31 ip 47089 057-47089 057 

-8810070278 Monthly operating repls for Aug 1908 for Brunswick Units 1 A 2 
HARHISON.F Carolma Power A Light Co, 08/08/31 13pp. 47089 058-47069071 

6810120140 Monthly operating repts tor Sept 1988 for Brunswick Units 1 A 2 W/&81005 

HAHRISON.F., HARNESSJ L Carolina Power A Light Co 88/09/30 13pp 
47118 328-47118 340 


S. Reportable occurrences, LERs A related correspondence 

8010100391 LER 00 020 00 on $80915, RCIC sys ESI received logic Channel B supply 
line fsolation,cro$ing outboard steam supply Isolation valve Caused by damage to 
speed sensor A connector Warning signs posted W/801013 Hr, 

HARfllS.T, HARNESS. JL Carolina Power A Light Co 88/10/13 6pp 47172 237- 
47172.242 


V, Operator Examinations 

0608170150 Generic Hr 88-13 to all power reactor licensees A applicants for OL re op- 
erator licensmg exams Svo list onef 

MIRAGLIA,FJ Associate Director for Projecls (Post 070411) 80/08/08 Consolidated 
Edison Co of New York, Inc 56pp, 46958 001-46950 057 
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y. Dry Ca&k Indepentlent Spent Fuel Storage Inetallatlons 

8BtO120165 Summary of 081004 mooting w/util & SAIC In RockvIlto.MD ro util planned 
submittal of 10CFR72 (icenso application for dry spent fuol storage 
ROBERTS, JP Fuel Cycle Sefoty Branch 88/10/06 ROUSE.LC Fuel Cycle Safety 
Branch 8pp 47110 138 47118 145 


DOCKET 60-327 SEQUOYAH NUCLEAR PUNT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8810060261 Annex F (Ingestion pathway) to radiological emergency plan reuW/860d27 
Itr 

MARKS, B K , GRIDLEY.n Tennessee Valley Authority 60/08/30 20pp 47071:180. 
47071 100. 

6810040173 Ack receipt of 880902 Itr Informing NRC of steps taken lo correct violations 
noted In Insp Repts 50-327/88-31 & 60-326/80-31 Understands that event which lead 
to violation will be discussed w/heallh physics personnel by 680930, 

MCCOY, FR Ofc of Special Projects 88/09/16 WHITE, S A Tennessee Valley Au- 
thority, 2pp 47021-093-47021 094 

8610040272 Forwards Insp Repts 60-327/86 34 & 50-328/86-34 on 6B0606 0711 & 
notice of violation Violation C Involves failure to appropriately Implemenl porllons of 
radiological emergency plan associated w/declaring unusual event 
MCCOY, F.R. Region 2, Ofc of the Director 88/09/15 WHITE, S A Tenneaseo Valley 
Authonty 2pp 47018 230 47018.266 

-8810040276 Insp Repts 60-327/80 34 & 50-328/80-34 on B80808 0711. Violations 
noted Major areas Inspected.operallonal safeW verification, Including operations 

performance, sys lineups, radiation protection & saieguorda & housekeoping Insps 
JENISON,KM, HARMON,P.E. Region 2, Ofc of the Diroclor. 00/09/15. 32pp 
47010 234-47018 266 

8809290325 Forwards Insp Repts SO 327/80-36 & 60 320/88-36 on 880712- 080$ & 
notice of violation. 

MCCOY,FR Ofo of Special Projects. 00/09/ie. WHITE, S A Tennessee Valley Au* 
Ihoftty. 2pp 46900'228 46998’266. 

-8809290327 Insp Repts 50 327/08-36 & 60-326/68 36 on 080712-0805 Violation 
noted Major areas inspected operational safety verification, Inclucfing operations 

performance, sys lineups, radiation protection & safeguards & housekeeping Insps, 
HARMON,P.E., JENISON,KM Ofc of Special Projects 60/09/16 i9pp. 46998*232- 
46998 250 

8809290043 Forwards preliminary safety evaluation acc^tlng TVA resolution to con- 
cerns ro site specific issues at plant,per 10GrB50,54(f),8UDj to resolution to restart 
electrical calculations 

RICHARDSON,S D Ofc Of Special Projects 68/09/21 WHITE,S,A. Tennessee Valley 
Authority 2pp. 48904’053.469Q4‘116 

-8809290045 Safety evaluation supporting restart of unit, per resolution of restart eleclrl- 
cqI design calculations. 

• NRC - No Detailed Affiliation Given 86/00/21, 61pp 46004*055 46084*116 

6810050071 Provides notification that separate hr sent to NRC supplying util objectives 
for 1980 radiological emergency plan oxerclao.ExorcIse currently scheduled for wk of 
581212. 

QRI0LEY,R Tennessee Valloy Authority 68/09/27. Document Control Branch (Docu- 
ment Control Desk) 2pp 47060,316*47060*316, 

8810080247 Forwards Insp Ropts 50-327/88 41 & 50-328/68 41 on OB0022-26No vio 
latlons or deviations noted 

MCCOY, F.R Ofc of Special Prolecls, 08/09/27. WHITE, S, A Tennessee Valloy Au 
Ihority. 2pp. 47072.085-47072.087. 

-8810060248 Partialty withhold Insp Repts 50-327/08 41 & 5O-G20/BQ 41 on 880822-26 
(ref 10CFR2.700 & 73.21 ).No violations or deviations roted.Major areas 
Inspected security records, m a In t, locks, power supply,llghting & compensatory meas- 
ures 

TOBIN.W J., MCGUIRE, D.n Region 2, Ofc of the Diroclor, 08/09/22 Ip. 47072*087- 
47072.087. 

8610080260 Responds to NRC B80822 Hr re violations noted In Insp Ropts 50-327/88- 
33 & 50 328/68 S3.Correctlvo actions, IP-1 will be revised to clarify requirements for 
Initiation of radiological emergency plan Implementation, 

QRIDLEY,R. Tennessee Valley Authority. 08/09/20 Document Control Branch (Docu- 
ment Control Desk). 6pp. 47065*293-47065.298, 

6610190436 Forwards request for temporary deviation from lOCFRBO.App R. Section 
III.Q.2 requirements for 126-vall vital battery board rooms located In auxiliary bldg 
GRIDLEy,R. Tennessee Valley Authority 88/10/13. Documonl Control Branch docu- 
ment Control Desk) 14pp 47166.039-47106 043. 


H. General correspondence 

8610070271 Ack receipt of 880921 Itr notifying Commission of plans to appoint 00 
Kingsley to succeed SA White as senior vice president Notification eallsfied request 
contained in NRC SER on util revised corporate nuclear performance plan. 
PARTLOW,J.Q. Ofo of Special Projects 08/10/04, RUNYON, M, A Tennaasee Valley 
Authonty. 3pp 


J. Insurance ft Indemnity Information 

6810100038 Advises that 1988 financial Info, submitted In 880909 Itr, satisfies 10GFR140 
requirements ro deferred premiums. 

NASH,D.A Policy Development & Technical Support Branch (Poat 870411). 88/09/ 
22 GRIDLER,R.L Tennessee Valloy Authority 1p 47084.21 1-470&4'211. 

8810050245 Forwards temporary exemption from schodular requirements of 
10CFR50554(w)(6)(i), requiring Insurance policies that prlorttlze Insurance proceeds for 
stabilization & aecontamlnatlon after accident. 

BLACK, S Ofc of Special Projeots 88/09/30. WHITE, S A Tennessee Valley Authority. 
3pp. 47060.063-47060:073. 


-8619050291 Temporary exemption from 10CFR60 84 (w)(5)(i), in creasing amount of 
onsite property damage Insurance required ft insurance policies that prioritize Insur- 
ance proceeds for stabilizaiion & decontamination after accident 
PARTLOW,JG, OIc of Special Projects, 08/09/30 Tennessee Valley Authonty 4pp 
47060 070-47060 073 


P. Operating license atage documente & correspondence 

8609120085 Generic Ltr 88-15 to all power reactor licensees & applicants ro electric 
power sys - inadequate control over design processes 

CRUTCHFIELD, 0 Associate Director for Projects (Post 670411), 68/09/12. Consol! 
dated Edison Co. of New York, Inc eopp, 47001*239 47001,300 

8809270018 Forwards environ assessment & finding of no significant Impact re 880808 
request for exemption from 10CFR60,App J, Type C leak rate testing requirements for 
four conlainmeni spray sys & RHR spray sys check valves 
BLACK, S Ofc of Special Pfojecie 6B/09/t9 WHITE, S A Tennessee Valley Authority 
2pp 46972.128 46972,133 

-8809270020 Environ assessment & finding of no significant Impact re 880808 request 
for exemption from Type C testing requirements of l0CFR50,App J,allowin9 exclusion 
of (estinq of spray check valves in RHR & conlainmeni spray sys 
BLACK, S Ofc of Special Projects 88/09/19 4pp, 46972 130 46972 133, 

8809280071 Application for amend to License DPR-77,consi sting of Tech Spec Change 
8 B-28, revising Limiting Condition for Operation 32 2 & Surveillance Requlremant 
4 2 2,2 to rellecl reduction In heat flux hot channel factor limit Fee paid 
HAY.M.J, Tennessee Valley Authority. 88/09/21 Document Control Branch (Docu 
menl Control Desk). 2pp 46978 090'46976*119 

-8809260073 Proposed Tech Specs, re vising Llmiling Condition for Operation 3 22 & 
Surveillance Roquiremanl 4,2 2 2 to reflect reduction in heat flux hot channel factor 
limit from 2,237 to 2 16. 

* Tennessee Valley Authority. 88/09/21 2app 46970 092 46976 1 19 

8809290043 Forwards preliminary safety evaluation accepting TVA resolution lo con- 
cerns re site-specific Issues a! plant, per 10CfR60 54(f}.8UbJ to resolution to restart 
electrical caloufallons. 

RICHARDSON, S,0, Ofc of Special Projects. 88/09/21 WHITE,S A Tennessee Valley 
Authority. 2pp. 46984 053 46084:116 

-880929004S Safely evaluation supporting restart of unit, per resolution of restart electri- 
cal design calcutailons, 

* NRC • No Detailed Affiliation Given 80/00/21. 61pp. 46984 055-48984.1 1 6. 

8609290130 Provides addl info In support of util 860315 Tech Spoc Change Request 
66-2(}, revising upper head Injection sys isolation setpoint & tolerances,incruding end 
proprietary Westinghoueo safety evaluation Evaluation withheld 
RAY.MJ Tennessee Valley Auihorlly 00/00/21. Document Control Branch (Docu- 
monl Control Desk), epp. 46099*337 46999 342 

8809290366 Forwards Amends 83 & 74 to Licenses DPR-77 & FDR-79, respectively & 
safety evaluation Amends reviso Table 3.4-1 ro RCS pressure Isolation valves 
BLACK, S, Ofo of Special Projects OB/09/21. WHITE.$ A Tennessee Valley Authonty. 
dpp. 46981:345 46901:368. 

-8609290387 Amends 83 & 74 to Liconses DPR-77 & DPR-79,re3peciivoly, revising 
Table 3 4-1 re RCS pressure isolation valves 
BLACK, S. Ofc of Special Projects. 6B/09/21. 9pp. 46981*348 46031 *356 

-8809290370 Safety evaluation supporting Amends 83 & 74 lo Licenses DPR<77 & 
DPR'79,reepectlve1y. 

’ Ofc of Special Projects 88/09/21. 2pp 46901.357-46981.358 

8809290055 Forwards Amends 84 & 75 lo Licenses OPR-77 & DPI^ 79, respectively & 
SER.Amenda revise Tech Spec 0/4 4,1.2 to increase number of RCS loops required 
lo be in operation during Mode 3 lo two loops 

BLACK^S. Ofc of Special Pfolocle. 68/09/22 WHITE^S.A Tenrjesseo ValieyAu Ihority. 
Ip. 47013:309-47013.324. 

-9809290318 Amends B4 & 75 to Licenses DPR-77 & DPR- 79. respectively, revising 
Tech Spec 3/4.4.1.2 lo Increase number of RCS loops required to be in operation 
durino Mode 3 to two loops. 

BLACK,S, Ofc of Special Projects 86/09/20, 12pp 47013.310 47013:321. 

-8609290321 Safety evaluation supporting Amende 84 ft 76 to Licenses DPR-77 4 
OPR 79, respectively. 

* Ofo of Special PfOjeclS, 88/09/22. 3pp. 47013.322-47013 324 

8809290207 Forwards exemption from App J.Typo C testing for containment spray sys 
ft RHR spray sys check valves, per 06071 1 request. Util Hr documents acceptable jus- 
tification for continued operation (or Unit 2 until NRC completed evaluation of Ur 
PARTLOW,J.Q. Ofc of ^leclal Projects 88/09/22. WHITE.S A Tennessee Valley Au- 
thority. 4pp, 46994:324-46994.333. 

-8809290209 Exempllon from App J,Typo C testing for containment spray sys (CSS) & 
RHR spray ays, CSS & RHR spray sys can be acceptably Isolated using present con- 
figuration In event of DBA 

PARTL0W,J.G. Ofc of Special Projects 88/09/22. Tennessee Valley Authority. 6pp, 
48994.328-46994*333. 

8809290315 Forwards Amends 85 & 76 to Licenses DPR‘77 & DPR-79, respectively & 
SER.Amenda revise reactor trip limits for reactor coolant pump undervoltage In Tech 
Spec Table 2.2-1. *'Roactor Trip Sys InstrumenlalionTrip Setpoints " 

BLACK, S Ofc of Special Projects 80/09/22 WHITE,S, A. Tennessee Valley Authority, 
2pp. 47013:296-47613:308 

-8809290059 Amends 86 ft 76 lo Licensos DPR 77 ft DPR-79, re spa cl Ively, revising re- 
aotor trip limits for reactor coolant pump undervoltage 
BLACK, S. Ofo of Special Projects. 88/^9/22. 8pp 47013:298-47013*305 

-8800290062 Safety evaluation supporting Amends 05 ft 76 lo Licenses DPR-77 &. 
DPR-7e,rosp0Cllvely 

’ Ofo of Special Projecla. 88/09/22 3pp 47013,306 47013.308. 
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9810030440 Fofwa/ds pfopnela/V Addeffjgm 2 to WCAP* 10988, "COBRA NC, Analysis 
for Md^n Steamimo Break rn Catawba Unit 1 toe ConOensei Oonlammenl IRospon^e 
to NBC Ouestions),' per NRC 660715 re<^uesLFlept withheld (ref tCICFR2 790) 
GRiOlEY.R Tenivesaee Valley Authonty 88/09/22 DcJcument ConlroJ Branch (Docu 
ment Control Desk) 2pp 47013 262-47013 262 


6610240443 Foiwa/ds Amend GB lo License DPR-7? & saloly ovnluolton Amend lo 
surveillance reciuirements for UHl & UHl eucumulQlor lovol switch setpoint & tpl 
erences above vendor working Hoe. 

BLACK,8, Ofc of Special Pro|ects, 80/10/14. WHITE,S A Tonnosaeo Valloy Authority 
3pp 47243 046 47243 05B 


-6610030441 Requests that propnetary Addendum 2 to WCAP 10988, "COBRA- 
NCAnafysis for Mam Steamfme Break in Catawba Unit 1 fee Condenser Coniatrvmeni 
(Response to NRC Questions)'* be withheld from public disclosure (rel 10CFRa7&0) 
WIESEMANN^R a WestinghouSQ Electric Corp 80/09/06 MURLEY.T Office of Nu- 
clear Reactor Regulation. Director (Post 870411) 9pp 47013 254-47013 262 


»68 10240448 Amend 86 to License DPR'77, revising survoillanco roqulromonts on UJII 
atcumulalora & UHl accumulator levol awllch eel point & tolorencos abovo lonk 
vendor working line 

BLACK, S, ore of Special Projects 88/ 10/1 4. 5pp. 47243 040 47243 053 


8810060033 Forwards info requested dunng 880921 telcon re results of plant diesel 
generator load analysis End providas graphical companson of raax loading oS heaviest 
toaded diesel generalor 

GRIC>IJEY,R Tennessee Valley Authority 88/09/28 Document Control Branch (Docu- 
ment CkmtroJ Desk) 4pp 47065 333-47065 336 

8610060061 Summary of 880915 meeting w/glil In flockwIle^MD re mlcroblotoglcaJ Influ- 
enced corrosion program at planLUsI of attendees S viewpraphs end 
DONOHEWJ N Ofc of Sp^l Projects 88/09/29 Ole Of fecial Projects 22pp 
47067 222^7067244 ^ 

66t00SOt60 Forwa«ls environ assessment & finding of no sfgniricarH Impact re 88091 9 
request for exemption from lOCFflSO 46(e)(1) requirements for plant specific calculat- 
ed ECX^S poftormaftce w/approved upper heed injection calculation model 
BLACK.S Ofc of Special Projects 88/09/30 WHITE, S A Tennessee Valley Aulhonty 
2pp 47057 197-47057 202 ' ' 

-<6t0050f75 Environ assessment 6 finding of no significanl impact for temporary ex- 
emption from 10CFR5046 (a)(1) re requirements for ptanl specific calculated tCCS 
cooling parformarvee w/approved upper head mJecDon calculation model 
BlaCK.S Ofc of SpeaaJ Projects 88/09/30 4pp. 47057:199-47057 202 

6810050057 Requests that relief from ASME Boiler & Pressure Vessel Code.SeclIoo XI 
re bone ac»d transfer pump flow measurement be reconsidered Revised justificallon 
enci 

GRiDl^y.R '^nneswe Valloy Authonty. 88/10/03. Document Control Branch (Docu- 
ment Controf Desk) 7pp 47050344-47060350 

6610050072 Requests NRC concurrence to discontinue use of restart entena for Unil i 
since util has issued nuclear performaivce plan preliminary safety evaluation which 
doses maionN of restart Issues 

dRiDL^.R -^nriessee Valley Authonty 88/10/03 Document Control Branch (Docu- 
men! Control Desk) 2pp 47050 360-47050 361 ' 


-6610240452 Safety evaluation supporting Amend 66 to LIconso DPR-?? 

• Ofc of Special Projecls, 88/10/14. 6pp, 47243,054 47243 056 

6610240444 Forwards Amends 90 & 70 (o Uconaos DPR-77 8i DpR-?D 
respectively Amend revises Tech Spec Table 3 6-1 by adding four potonllal bypass 
tealfagepalhs 

BLACK.S. Ofc of Special Projects 88/10/14. WHITE, S A Tonnossoo Valloy Authority, 
2pp 47255,144 47265 157. 


-8610240463 Amends 90 & 79 to Licenses DPR-77 fii DPn-70,ro8poctlvofy, addin n four 
potential bypass leakage paths. 

BUCK, S, Dfc of Special Projects ao/tO/14 lOpp 47255 146.47255 155, 

-6810240463 Safety ovafuatlon supporting Amends 00 & 70 It) LIconsoa DPR-77 & 
DPR-79.re3peciively. 

• Ofc of Special Projects 89/10/14 2pp 47265*166 47266.157, 


8610240471 Forwards Amends 09 & 78 to Licenses DPR-77 & DPR-70, rospoclivofy A 
safety evaluation Amends delete Tech Spec action Blalemont which allows powor op- 
aralion for up to 30 days w/fee bed temp monitoring ays Inoperable 
JtACK 8 Ofc of Special Projects. 88/10/14 WHlTfe,S.A, Tonnossoo Valley Aullio/Jly, 
2pp 47 253* 253*47 253*265, 

-6810240479 Amends 89 & 78 to Licenses DPR-77 & DPR -70,ro9poc lively, dolotinn 
Tech Spec action statement which allows power oporalJon up (o 30 days whon lea 
temp mohitoflng ays InoperaWo 

BUCK.S. Ofc of Special Projects 88/10/14. 0pp. 47263-265-47263*202 

evaluation supporting Amends QB & 78 to Licenses DPR-77 & 
DPR-79,f08pectlv©fy. 

* Ofc of Special Projects. 08/10/14 3pp 47263*263.47263*285 


8610050056 Genenc Lir 88 16 lo ail power reactor licensees & applicants re removal of 
Tech Specs Sve list end 

Associate Director for Projects (Post 870411) 88/10/04. Consoli- 
dated Edison Co. of New York, InC 48pp 47118 145-47116.104, 

6610120152 Forwards list of commitments made resulting from discussion at 880913 
mat nieetiTO re posVtnp cooWown 

mtecll&nS DooumentCon^C Branch (Ooc«. 

Concurs w/discontinuatwn of restart catena for facility, ehective on 

Tennessee Valley 



Nolification of 881024 meelma w/uhl In Rocl<ville.MO to discuss sialus ni 

O'oo'SpndalPtofecIs, 
"Wulwo/imDleinenlalton re HCS, posl-uip ceoldowi & 

?P Tennessee VefeyAulhodty 

Iw Pfwufe^i^ lists' 

Pf«Kam Wilhdf awal Schedule " awe « 4 S, Reactor Vessel Mall SurvelUatVto 

0tACK.S OlcofSpeoelProiecis 88/10/14. 4pp 47285 348 47265.351 

'^^'siss&ssntz'stssisfsr’’’- 

^??m4toBhonM)aSrn»d#\ech^^ * DPH-79, respecltvely & 

^ iKmss HERA 81 .e« 

?p M/I0/(4 WHire.SA Tennessee Valley Aulholhy 

dj * «»'atK)Ing 

gastreatmenL fluxitlarybk&aS^?MLS£r?tTSi?F^^ * charcoal fiffers 
BIACK.1 ofc el special P-o^IsIX/Wa W» 

siwortmp Amends 88 & 77 to Ucensea t>PR.77 & 

■«eolSpeealPro)ecte, 88/10/14 3pp 47253 286-47253.288 


flu. moldod caae circuit broakof 

testing further, per 861229 commitmant Util cfacldod lo lost oil broaKore providocf w/ 
^ Inslantaneoua trip features to verify oporablllly. 

addi Info re Generic Llr 83-28, lloma 4 2 1 & 4.2 2,por 080624 6. 
frondmo d ^ periodic malnt program tor reactor trip broakere IRtDa) & 

0. Inapactlon reports, IE Bulletins A correspondence 

Choraolorlalica ol 

^0 correct violation a 
^ 60-328/80.31 Undpreianda that event which load 
fo v^0on wil^e dtecussed pkn\cs peraonnel by 080930 

Valley Av 

a"®’’'’ « BO 388/60.30 On 000786 28 No VIc 

S^!'WoM.346.?70&“ white, S.A. Tennesaee Valloy 

60.388/00.36 on e80786.20.No violatlona or 
tw!K Major areas Inspected. plant chemistry, corrosion control & pipe wall 

47026^47^^ Director. 80/09/16. 12pp„ 

* 50.320/80.34 on 800600 0711 S 
§p!’4?018'l30.470l?26a ^HlTE.S.A. Tonnesaoe Valley 



^ledMaJw ar8asX9j»cSDerai1o?ai®®’«^^^^ 000606.0711. Vlolallpna 

Oertorrnancfti^" vertlloallon,ineM(1lnB operations 

JENISON.K M , HAPnS^N P E R A ^ousokoepInQ Insps 

47010.234-47018*266 Region 2, Ofc of Iho Director. 86/09/ 16, 32pp. 


MCCOY 

Ihority. 4pp. 46992. 3d/&/i8 WHITB,8A, Tennessee Vaifey Au- 
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8809290325 Forv^ards Insp Repts SO 327/8B-36 & 50 320/88 36 on 680712- OB05 £ 
nolico of violation 

MCCOY.fr Ofc of Spacial Pfojects 86/09/16 WHITE, S A Tonnassoo Valley Au 
Ihorlty 2pp 46990 228 4699B 250 


OBI 004 0066 NRC Info Nolico 88 081, “Failure of AMP Window fndent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Quetificatlon Testing ** Svc list -oncl 
ROSSI, CE Division of Operotlonal Events Assessment (PosI 870411) 88/10/07 
Consolidated Edison Co of Now YorN. Inc IIOpp 471 16 026-471 16 144 


-8609260326 Notice of violation from insp on 880712-0805.V{otation notedcontalnmont 
spray & RHR spray Inboard containment isolation valves not Type C tested for life of 
pfant 

MCCOY,F R Ofc of Special Projects 88/00/16 2pp. 46998 230 46998 231 

-8809290327 Insp Repts 50 327/88 36 8, 50-328/80-36 on 080712-0805 Violation 
noted Major areas Inspected operational safety verification, Including operations 
perform a nee, sys lineups, radiation protOction & safeguards & housekeeping fnsps 
FiARMON,P E , JENISON,K M Ofc of Special Projects 88/09/15 10pp 46908 232- 
46999 250 

8809300148 Ack receipt of 880714 £ 0906 Itrs informing NRC of steps taken to correct 
violations noted In Insp Repts 50-327/08-26 & 60-328/68-26, 

MCCOY,F R Ofc of Special Projects 68/09/20 WHITE,SA Tonnesseo Valley Au 
thonty 2pp 47001 116-47001 117 

6809300174 Ack receipt of 880909 Itr Informing NRG of steps taken to correct viofatlons 
noted In In^ Repts 50-327/08-28 & 50-328/88 28. 

MCCOY.F R Ofc of Special Projocta 88/09/20 WHITE, S.A Tonnossea Valley Au- 
thority 2pp. 47003:169 47003 170 


8810190020 Responds to NRC 88D915 Itr re viofalions noted In Insp Repts 60-327/00- 
34 & 50-328/08 34 Corrective actions leaking Schrader vatva repaired & ioakege 
problem corrocted.romoval of UHI sys will ba investigated & training Itr issued 
GRIDLEY.R Tennessee Valley Aulhonty 88/10/13 Document Control Branch <Docu 
ment Conitrol Oosk) 8pp 47 1 86 026 4 7186 033 

6910130161 NRC Info Notice 88 083, “Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys ” Svc Hat and 

ROSSI, CE Division of Operational Events Assessment (Poat 870411) 00/10/19 
Consolidated Edison Co. ofNaw York, Inc, 119pp 47190 239-47196 357 


S. Raportable occurrences, LERs & related correspondence 

8810260514 Responds to appeal of denial of FOIA request for Commission notation 
vote fiheats Shoots still withhold (ref FOIA Exemption 6)Fonvards final vote sheets 
CHILK.SJ Office of the Secretary of the Commission 88/09/16 AIR02O,D Inside 
NRC (McGraw-Hill Publication) 2pp 47210 1 06-47210 127 


68 892901 38 Summary of 080913 meeting w/utll at site re Unit 2 shutdown margin & 
Unit 1 restart readiness, per Insp Repts 60-327/86 35 & 60-328/68-35. List of atten 
dees & related Info oncl 

BLACK,S, Ofc of Special Projects 68/09/21 Ofc of Speciat Projects, 16pp 
47001 002 4700 V01 7. 

6610140105 Advises that commltmont completion date for violations noted In Insp Rept 
50 327/88 52 exteridad to B00416,dLie to emergent v/ork related to restart. 

GRIOLEY,R Tennessee Valley Authority. 00/09/21 Document Control Branch (Oocu- 
rnent Control Desk). 2pp. 471 46.274-471 46'276 


-8810250516 Advises that Commission disapproved recommendation that invest/gation 
of TV A root of lhlmble< tube Incident be re-oponed (ref SECY -87-246) 

CHILK,SJ Office of the SBCrataiy o1 the Commission 88/04/07. CONNELLY, S.R 
Office of fr^spoctor & Auditor, Ip 47210.100 47210 108, 

8809270121 LER 88-031-00 on 880908, hourly flro watch through 6B9 ft elevation of aux- 
iliary bldg auspended due to unexpected Increase In airborne radioactivity. Personnel 
ovacuatod until olrborno levels decfoasod W/a80922 Itr. 

SMITH, J.D., SMITH, SJ Tonnossee Valley Aulhorlty 08/09/22. 5pp 46967:110- 
46067:123 


6899160008 NRC Info Notice 88 077, “Inadvortont Reactor Vessel Ovarfill" Svc list 
end. 

ROSSI.CE Division of Operational Events Assessment (Post 070411) 00/09/22 
Consolidated Edison Co of New York, Inc 111pp. 47114 291-47116*042. 

8609 190047 NRC Info Notice 06 070, "Implementation of Revised NRC-Adminlstorod 
Requallficalion Exams " Svc list end 

FtOsSI,CE Division of Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co of New York, Inc 110pp. 47116 043 47116 046. 

B609290207 Forwards exemption from App J,Typo C testirvg for containment spray eys 
& RHR spray sys check velves,per 860/11 request. Util Ur documents acceptable Jus- 
tification for continued operation for Unit 2 until NRC completod evaluation of Ur. 
PARTLOW,J G Ofc of Special Projocts 00/09/22. WHITE, S A Tonnesseo Vatloy Au 
thority 4pp 46094 *324-46904. 333. 

8810050302 Ack receipt of 080017 & 0002 Urs informing NRC of stops to correct viofa 
tions noted In Insp Repts 50 327/87*73 & 60-328/07-73. 

MCCOY, F.fl Ofc of Special Projects 00/00/23. WHITE, S A Tennessee Valley Au 
thorny 2pp 47060*313 47060.314 

8010648202 Responds to IE Bulletin 66 002, “Static 0-Rlng Differential Pressure 
Switches " Unit 1 RHR Static O ring switches installod by EngTneofing Change Notice 
(ECN) 6707 & calibf by ECN 7140 

GRtDLEY,R Tennessee Valley Authority 06/00/26. Document Control Branch (Docu- 
niont Control Desk) 2pp 47018 220-47016.220 

8010040397 Providos results of Insp re circuit breaker Models DS-206 & 416 used in 
Class IE appllcation8,por NRC Bulletin 80 001 Breakers Inspected required no correc- 
tive actions because mechanism alignmonta as provided In subj bulletin 
Q RIDLEY, R Tonnossee Valloy Aulhorlty. 0B/09/2G, Document Control Branch (Docu- 
ment Control Desk). Bpp. 47020 001 •47026.005 

6810050217 Forwards Gupplemontol response to NRC Bullotin 88-005 ro nonconforming 
malls supplied by Piping Supplle8,lnc & West Jersey MIg Co.FIvo vendors supplying 
mails affected by bulletin Identified 

GRIDLEY.R Tennessee Valloy Authority. 00/09/26 Document Control Branch (Docu- 
ment Control Desk) 7pp 47069 122-47060-120. 

881D060247 Forwards Insp Repts 60 327/60-41 & 50-328/60 41 on 080622-26 No vio- 
lations or deviations noted 

MCCOY, F.R, Ofc of Special Proieols 00/00/27 WHITE, S A. Tennoesoe Valloy Au- 
thority 2pp 47072.085 47072*007 

-6610060248 Partially withheld Insp Repts 60-327/08-41 & 60-328/00 41 on 860022-26 
(ref 10CFR2 790 & 73 21).No Violations or deviations notodMajor areas 
Inspected security records, main t, locks, power supply, lighting & compensatory meas- 
ures 

TO0IN,W J , MCGUIRE,D.R, Region 2. Ofc of the Director 08/09/22 Ip. 47072:087- 
47072 007. 

B81OO6OO04 Responds to NRC Bullotin 80 003, "Inadequate Latch Enganomonl In HFA 
Typo Latching Rolays Mfg by QE." Total 128 HFA rofaya inspected on 6,000 -vdU shut- 
down boards 1A-A & IB B performed & documented by special malot Instruction 
rAY,MJ. Tennessee Volley Authoriiy 60/09/20. Document Control Branch (Docu* 
ment Control Desk) 3pp. 47074:229-47074:231 

8010060250 Responds to NRC 000022 Ur re violations noted In fnsp Ropts 60 327/08- 
33 & 50-326/80-33 Corrective actions.lP-1 will be revised to clarify requirements lor 
Initiation of radiofog leal emergency plan implGmontation 

GRIDLEY,R Tennessee Valley Autliority 08/09/28. Document Control Branch (Docu- 
ment Control Oosk) 6pp 47065 293-47065.208 

8809230092 Suppl 1 to NRC Info Notice 08 060, “Movable Contact Finger Binding in 
HFA Relays Mfg by QE,“ Svc list oncl. 

nOSS1,CE. Division of Operational Events Assessment (Post 870411). 08/09/29 
Consolidated Edison Co oj Now York, Inc 117pp 47115.163.47115*201 

8010030255 NRC Info Notice 8B OOO, "Unexpected Piping Movement Attributed to Ther- 
mal Stratification “ Svc list oncl, 

ROSSI,CE, Division of Operational Events Assessment (Post 870411). 88/10/07, 
Con soiidated Edison Co of Now York, Inc 223pp 47115.282-47116 205 


BS10060316 LER 0D 032 00, on 68 0903, during calibr of auxiliary bldg vent radiation 
monitor,auxniary bldg Isolation occurred Caused by procedure Inadequacy &. design of 
control circuitry Handswitch placed In correct position W/B0O929 Itr. 

LONG,J.L, SMITH, SJ Tennessee Valloy Aolhorily 08/09/20 6pp 47070*323- 
47070.320. 


8610040181 Forwards safety ovafualfon supporting compensatory measures re core 
shutdown margins, per LER 50 320/00 030 LER applies to Unit 1 Core 4 & Unit 2 Core 
3 which are current cores for units 

BLACK, S. Ofc of Special Projocta 88/09/30 WHITE, S A Tennessee Valley Authority. 
3pp. 47030 055 47033 061 


-6810040189 Safely evaluation concluding that procedural changes Implemented by ubi 
vviil assure adequate shutdown margin 
* Ofc of Special Projocta 88/09/30 4pp 47038.058 47038 061. 


6610200027 Part 21 repi re polanUal butlerfly valve failures Drive train replacement Kits 
being supplied to purchasers Instructions ancL 

SANDLINQ.M Xomox Corp (subs of Emerson Eleclrlo Co.). 68/09/30 MURLEY.T.E 
Office of Nuclear Reactor Regulation. Director (Post 870411) 35pp. 47226*322- 
47226*350 


6810210412 LER 00-034 OO.on O0O929,Traln B auxiliary bldg isolation actuation 
occurred Caused by oloctriclan fnadvortenllv bumping lime delay refay for monitor O- 
RM-00 03 Monitors to bo blocked when work porformed.W/061O14 Itr. 

PHIFER, T.K, SWtTH.SJ Tennossoa Valley Authoriiy. 80/10/14 6pp 47237.131- 
47237.135 


V. Operator Examinations 

8806170150 Qonoric Llr 80-13 to all powor reactor llcerrsees & applicants for OL re op 
orator ficonsing exams Svc list end, 

MIRAGLtA,FJ Associate Director for Projects (Post 870411) QD /OB/ 08, Consolidated 
Edison Co. of Now York, Inc. 56pp. 40958.001-46958*057 
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F. Security, rmadloab emergency A tire protection plans 

6810060281 Annex F (Ingestion pathway) to radiological emergency pfan fOvW/830027 
Itr. 

MARKS.G.K, QRIDLEY.R. Tonnesseo Valley Authonty. 00/08/30. 20pp 47071*180- 
47071:190. 

081 0040173 Ack receipt of 060902 Ur informing NRC of stops taken to corrocl violations 
noted In Insp Ropis 00-327/58-31 & 60-328/68-31 Understands thal event which lead 
to violation w)ll bo discussed w/hoalth physics personnel by 080930 
MCCOY, F.R OfG of Special Prolocls 80/09/16 WHITE, S A Tertnessee Valley Au- 
thority. 2pp. 47021.003-47021 094 

8810040272 Forwards insp Repts 60-327/09 34 & 50 320/88 34 on 8B06O6 071 1 & 
notice of violation Viofalion C Involves failuro to appropriately implement portions of 
radiological omergoncy plan associated w/doctaring unusual event. 

MCCOY, F.R. Region 2, Ofc of the Oiroctor 08/09/15. WHITE.S.A Tennessee Valley 
Authority 2pp. 47010,230-47010 266 

-8910040276 tnsp Repts 50 327/50 34 & 60.320/88 34 on 68 0006 0711. Violations 
noled.Major areas inspected operational safety venfication.fnduding operations 
performance, sys llnoups, radiation protection A safeguards & house keeping fnsps 
JENISON.KM Region 2, Ofc of the Director, oa/09/16. 32pp. 47010*234-47010 266. 

8609290326 Forwards Insp Repts 60-327/06-36 A 60-320/68-36 on 0BO712- OBOB & 
nolico of violation 

MCCOY,F.Rh Ofc of Special Projects 88/09/18 WHITE, S A Tennessee Valley Au- 
thority 2pp. 46990*228-46908.25^. 
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-««l92»a327 Insp RepIS 50-327/8B-3« S £0-328/83-36 on 380712-0805. Vldalloii 
noted.Major areias fnspi^ctedopsralJondl safa^ venncatton.frHSludIng operations 
performanos^sys lineups, radiation proiecUon & sareguarcfs & housefceepInD fnsps. 
HARMON, PE Ofc of Special Projects 68/09/15 1 9pp. ^8996 ?32*< 8998^50. 

BB09290048 Foivarcfs preliminary safety evaluation accepting TVA resolution to con- 
cerns re site-specific Issues at plant.per lOCFR60 54(0,subj to resolution lo restart 
electrical calculations 

HICHARDSON.S D Ofc of Special Projects 88/00/21. WHITENS A Tennessee Valley 
Authority, 2pp 46984 053-46984 116 

>•8809290046 Safety evaluation supporting restart of unit, per resolution of restart electri- 
cal design calcufatlons 

* NRC' No Oelalled Affiliation Given 88/09/21. 61pp 46984 055-469B4’1 16. 

88100500/1 Provides notification that separate Hr sent to NRC supplying util objeclrvos 
for 1966 radiological emergency plan exerciae Exercise currenlly acheduled for wk of 
881212. 

GfllDLEY»R Tennessee Vallay Authonty. 88/00/27. Oocumant ConlfOf eranch (Docu 
menl Control Desk) 2pp, 47960 315 47060.316. 

6810060247 Forwards hsp Repts SO 327/88-41 & 90-328/68 41 on 880822-26 No vio 
latlons or deviations noted 

WCCOr,F.R Ofo of Special Projects. 88/09/27. WHITE, S A Tennessee Valfay Au- 
liicrily 2pp 47072085-47072 087 

-8810660248 Partially Withheld Insp Repts 60-327/86-41 A 50-328/88 41 on 880822-26 
(ref 10GFR2790' & 73 21} No eolations or deviations noted Major areas 
Inspected security records, malnt, locks, power supplyjighting & compensatory meas- 
ures. 

TOBIN.WJ Region 2. Ofc of the Director. 88/09/22. Ip. 47072.087-47072.087. 

8810060260 Responds to NRC 8B0622 ftr re violations noted In Insp Repts 50 327/88- 
33 & 50 328/88-33 Corrective actions IP-1 will be revised to clanfy requirements for 
fnillation of radiological emergency plan implementation 

GRIDLEY.R, Tennessee Valley Aulnonty. 88/00/28 Documant Control Branch (Docu- 
ment Control Desk). 6pp. 47065.293 47065 298. 

8810190438 Folwards request for temporary deviation from lOCFflSO.App R, Section 
II LG 2 rdQuIrements for 125-volt vital battery board rooms located In auxiliary bldg 
GRIDLEY.R. Tennessee Valley Authority 88/10/13. Document Control Branch (Docu- 
ment Co nlrol Desk} 1 4 pp 47166 039-4 7 1 86.04 3 


H, General corretpondenca 

88 10070 271 Ack receipt of 860921 Hr notifying Commission of plans to appoint OD 
Kingsley to succeed SA While as senfor vfce president Notification aatlafled requeal 
contained In NRC SER on util revised corporate nucfear parformance plan. 
PARTLOW.JC Ofc of Special Projects 88/10/04 RUNYON, M A Tennessee Vafley 
Authonty. 3pp 


J. Insurancfi & Indemnity Information 

8810100038 Advises that 1968 financial frvfo.submlMed in 680909 itr, satisfies 10CFR140 
requirements re defanred premiums 

NASH,D,A Policy Development A Technical Support Branch (Post 870411). 68/09/ 
22 QRJDLER»fl.L Tennessee Valley Authority, Ip 470a4’2lt-47084*211 

881O05D245 Forwards temporary exemption from schedular reqtiiremenls of 
10CFH50554(w)(S}(iJ, requiring Insurance policies that priontize insurance proceeds for 
stabilization 8 deconlaminallon after accident 

BLACK, S. Ofc of Special Projects 88/09/30. WHITENS A. Tennessee Valley Authority 
3pp. 47060063 47060.073- 


-6610050291 Temporary exemption from 1(X}FR50.54(w)(5)(l),lncrea8ing amount of 
onsite property damage Insurance required A Insurance policies that pnontlzo Insur- 
ance proceeds for stabilization & decontamination after accident 
PARTLOW.J Q Ofc of Special Projects. 88/09/30. Tennessee Valley Aulhonty. 4pp. 
47060 070 47060.073 


P. Operating flcense siege d^umsnts A correspondence 


880912008$ Genenc Ltr 66-15 10 all power reactor licensees & appllcante re electnc 
power sya - Inadequate control over design processes. 

CRUTCHFIELD, D. Associate Director for Frqjecis (Post B70411). 88/09/12 Consoli- 
dated Edison Co of Hew Yor)<, Inc. 60pp 47Cw 1:239-47001 ‘300 

8809270016 Forwards environ assessment & findirig of no significant impact re 860608 
requesi tor exemption from 10CFR50,App J, Typo C leak rate testing requirements for 
four con lain menl spray sys A RHR spray sys check vafves 
aLACK.S. Ofc of Special Projects 89/09/19 WHITE.S.A Tennessee Valfay Authority. 
2pp. 46972:1 28 46972 133 

-8809270020 Environ assessment A finding of no slgnilfcant impact re 880806 request 
for exemption from Type C testing remjiremaeila of lOCFRSO.App J,allowlng exclusion 
o1 testing of spray check valves In RHR A containment spray sva, 

BtACK.S. Ofc of Special ProjeclB 88/09/10, 4pp 46972:130-48972.133, 

WW290Q43 Forwards preliminary safety evaluation accepting TVA resolution to con- 
cerns r6 site sp^flc issues at plant.per 10CFR50 54(f),subj to resolution to restart 
electrical tidlculalions. 

RICHARDSON.S D. Ofc of Special Projects. 88/09/21 WHITE.S.A. Tennessee Valley 
Authonty 2pp 46984:053 46984.118 


-a80«29OT45 Safety avaluatton supporting restart of unit, per resolution of restart eleclrl- 
cal des^n calculahons 

* NRC - No Detailed Affiliation Given. 88/09/21. 61 pp 46984 055-46984:116, 


8809290130 Provides acfdl Info In support of util 880816 Tech Spec Change Requeat 
88 20.revismg upper head Injection sys Isofallor* setpoint A lolefanc&8.lncludlng end 
propnalary Westjnghouse safety evaluation Evalualfon withheld, 

RAY.Mv). Tennessee Valley Authority 86/09/21, Document Conirof Branch (Oocu- 
menl Control Desk}. 6pp. A 5999.337-46999 342. 


6809290366 Forwards Amends 83 & 74 to Licenses DPR-77 A POR-70, respectively A 
safety evaluation Amends revise Table 3 4-1 re RCS pressure Isolation valves. 
BLACKS Ofc of Special Projects 88/09/21 WHITE,S A, Tennessee Valley Autboilly. 
3pp 46981 '346 46981 358. ^ 


-.8009290387 Amends 83 A 74 to Licenses DPB-77 A DPR- 79, respectively, revising 
Table 3 4-1 re RCS pressure Isolation valves 

BLACKS, Ofc of Special Projects. 88/09/21. 0pp. 46981.346-46981:366. 

->8609290370 Safety evaluation supporting Amends 63 A 74 to Licenses OPR-77 A 
OPR 79,roapectlvaty. 

* Ofc of Special Projects 88/09/21. 2pp, 46961.357-46981,958 

6810030038 Application for amend to License DPR-79, consisting of Tech Spec Charwe 
8B-16.extenain9 performance of Surveillance Requirement 4.6,5 l.b 2 uniil upcomir>g 
refueling outage scheduled for 800122 Fee paid 

RAY,MJ Tennessee Vallay Authority. 88/09/21. Document Control Branch (Docu- 
ment Control Desk}, 2pp. 47005.003 47005*140 

-8610030043 Proposed Tech Spec changes extending performance of Surveillance Re- 
quirement 4.6 6.1 b2 until upcoming refueling outage scheduled for 800122, 

• Tennessee Valley Authority. 00 /OV 21 . tOpp. 47006:005-47006.014. 

-6610030057 Rev 1 to "Extension of Ice Condenser Weighing Period Based on Predlcl- 
ed Group • Row A Gay Sublimation Rates.** 

LEPAR0.8L, THOMAS. JF., KOONT2,FA. Tennessee Valley Authority. SONAPS2. 
110 R01, 68/08/17. 126pp. 47005:016 47006:140. 

6609290055 Forwards Amends 84 A 76 to Licenses DPR-77 A DPR.79, respeollvely A 
SER, Amends revise Tech Spec 3/4 4.1 2 to Increase number of RCS loops required 
to be In operation during Mode 3 to two loops. 

BLACKS Ofc of Special Projecia 88/09/22. WHITE.S.A. Tennessee Valley Authority. 
Ip. 47013 309-47013 924. 

-8609290316 Amends 84 A 75 to Licenses DPR-77 A DPR-79,reBpeollve}y, revising 
Tech Spec 3/4.4 1 2 to Increase number of RCS loops required to be In operellon 
during Mode 3 to two loops 

BLACKS OfoofSpodal Projects, 88/09/20. 1 2pp. 4701 3 31 0-4701 3:321. 

-6609290321 Safety evaluation supporting Amends 84 A 76 to Licenses DPR-77 A 
DPR-79,fe8pecllvely. 

• Ofo of Special Projects. 88/09/22. 3pp. 47013*322-47013 324. 

6809290207 Forwards exemption from App J.Type C testing for containment spray sye 
A RHR spray sys check valves, per 880/11 request. Util Itr documents acceptable jus- 
tification for continued operation for Unit 2 until NRC completed ovaluaUon of Itr. 
PARTLOW,Jl.Q Ofc of Special Projects. 88/09/22. WHITE, S A. Tennessee Valley Au- 
thority 4pp 46904.324-4e994'333. 

-6609290209 Exemption from App J.Type C testing for containment apray sys (CSS) A 
RHR apray 8y8.CSS A RHR spray sys can be acceptably isolated using present con- 
liQurallon in event ol DBA 

PARTLOWiJ.G Ofc of Special Projects. 08/09/22. Tennessee Valley Authority. 6pp, 
46^94*328-48994*333. 

6609290316 Forwards Amends 85 A 70 to Licenses DPR-77 A DPn-79, respectively A 
SER Amends revise reactor trip limits (or reactor coolant pump undervottage in Tech 
Spec Table 2.2*1, "Reactor Trip Sys Instrumentation Trip Setpoints." 

BLACKS Ofo of Special Projects. 88/09/22, WHITE, S, A. Tennessee Valley Authority, 
app, 47013:298 47013:308. 

-8609290059 Amends 85 A 76 to Llcerises DPR-77 A DPR -7 9, respectively, revi8lr>g re> 
actor trip limlls for reactor coolant pump undervollage. 

BLACKS. Ofc of Special Projects 88/69/22. 8pp, 4701 3-29B-4701 3-305 

-6609290082 Safety evaluation supporting Amends 85 A 76 to Licenses DPfl*77 A 
OPR-79,re8p0Ctively 

* Ofc of Special Projects. 80/09/22. 3pp. 47013.306-47013 308. 

9610030440 Forwards proprietary Addendum 2 to WCAP-1 0988, "COB RA-NC, Analysis 
for Main Steamifne Break in Catawba Unit 1 Ice Condenser Containment (Response 
to NRC Quesljons)/' per NRC 800716 request Rept wllhheld (ref 10CFn2.7W) 
GRIDLEY,R Tennessee Valley Authority 88/09/22. Document Control Branch (Docu- 
ment Control Desk). 2pp. 47013:262-47013:262. 

6810060033 Forwards Info requested during 8B0921 telcon re results of plant diesel 
generalor load analy8lB.Encl provides graphical comparison of max loading of heaviest 
loaded diesel generator. 

GRIDLEY.R. Tennessee Valley Authonty, 86/09/26 Document Control Branch (Docu- 
mam Control Desk}. 4pp. 47065:333-47065.336. 

0610060061 Summary of 880915 meeting w/util In Rockville, MD re mlcrobfologlcal influ- 
enced corrosion program al plant List or atterKfaes A viewgraphe end. 

DONOHEW,J N. Ofc of Special Projects. 88/09/29. Ofo ^ Special Projects. 22pp. 
47067-222-47067.244. 

6&100500$7 Requests that relief from ASME Boiler A Pressure Vessel Code, Section Kl 
re boric acid Iranafer pump flow measuremenl be reconsIdered.RevIsed justification 
end. 

GRIDLEY.R Tennessee Valley Authority. 88/10/03, Document Control Branch (Docu- 
ment Control Desk) 7pp 47050.344-47050:350. 

6610050072 Requests NRC concurrence to discontinue use of restart criteria for Unll 1 
since util has issued nuclear performance plan preliminary safety evaluation which 
doses malorlN o( restart Issues 

QRIDLEV.R Tennessee Valley Authority 88/10/03, Document Control Branch (Docu- 
ment Control Desk) 2pp. 4 7050 360-470 50. 361. 

6910050059 Generic Ltr 68-16 to all power reactor licensees A applicants re removal ol 
cycle-specific parameter limits from Tech Spec8.Svo llsl end 
CflUTCJHFIELD.D Associate Director for Projects (Post 870411). 88/10/04* ConsoH- 
daled Edison Co. of New Yoik, Inc. 48pp. 471 16' 14^1 16: 194. 

6910120152 Fonvarde list of commitments made resulting from discussion at 880913 
mgl meeting re post-trip cooldown. 

GRID LEY, R Tennessee Valley Authority. 88/10/05. Document Control Branch (Docu* 
menl Control Desk) 4pp. 471(4:269 471 14*272. 
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9ai0190438 Forwards foquesl lof lemporafy doviallon from 10CFR60,App R, Soctlon 
III G 2 raqu fro morns for 125 volt vllal battery board rooms located in atixfilary btdo 
qRIDLEY.R Tennosseo Valley Authority 8B/10/13 Document Control Branch (Docu- 
ment Control Desk) 14pp 47100 039-47186 043 

8810100411 NotlOcatfon of 861024 meeting w/util (n Rockville, MD to discuss status of 
fulfilling commitments made to NRC during restart, fncfuding Phase II programs a 
status of updato to next FSAR 

DONOHEW.J.N Ofc of Special Projecls 60/10/14 BLACK.S Ofc of Special Projects 
4pp, 47172:310-47172.322 

B810 180472 Fonvards plan for resolution/implementation re RCS, poat-lrip cooldown a 
sfiutdown margins Emergency Instruction (ES) 0,1, "Reactor Trip Response" will bo 
roused to roqulre operator to take manual control of auxiliary feedwater sys 
GRIDLEV.R Tennessee Valley Authority. 68/10/14 Document Control Branch (Docu- 
ment Control Desk). 4pp 47176 360 47i75 353 

8810240414 Forwards Amends 88 & 77 to Licenses DPR-77 8 DPR-79, respectively & 
safety evaluation Amends modify Tech Specs to docreaso max allowable pressure 
drop across HEPA fillers In emergency gos iroatmenl A auxiliary bldg gas treatment 
sys 

BLACK.S Ofc of Special Projects 88/10/14 WHITE, S.A Terinessae Valley Authority, 
Ip 47263 266-47253 288 

-*8810240416 Amends 88 & 77 to Licenses OPR- 77 & DPR-79, respectively, changing 
Tech Specs to decrease max allowable pressure drop across HEPA & charcoal fillers 
In emergency gas treatment, auxiliary blag gas treatment & ventilation eys. 

BLACK, S Ofc Of Special Projecls 88/10/14 18pp, 47263.267-47253'265 


-B8IOO40276 Insp Repts 50 327/60-34 & 50 3 26/88 -3 4 on 880606 0711. Viofatfons 
noted Major areas inspected eperalionaf safety verification, including operatlona 
performar^ce.sys lineups, radiation protection & safeguards & housekaeping insps, 
JENISON.KM. HARMON, PE Region 2. Ofc of the Director 88/09/16 32pp 
470 1 0 234-47018 266 

8809290011 Forwards confirmatory measuremoni comparisons of spiked liquid samples 
& cnterla for comparing anafyllcal measurements as suppi to Insp Repts 50-327/88- 
38 & SO-328/0B 3D Comparative results in agreement. 

MCCOY, FR. Ofc of Special Pfolocts ee/oVl6 WHITE.SA Tennessee Valley Au- 
thority 4pp 46992 1 72-46092.175. 

6809290325 Forwards Insp Repts 50-327 /&6 36 A 60-326/88 36 on 680712- 0805 A 
notice of violation 

MCCOY, F R Ofc of Special Projecls 88/09/16 WHITE, S A Tennessee Valley Au- 
thority 2pp. 46998 226-46998 250 

-8809290328 Notice of violation from Insp on 880712-0805 Violation noted containment 
spray & RMR spray Inboard contalnmant Isolation valves not Type-C lasted for life of 
plant 

MCCOY, F.R. Ofc of Special Projecls 88/(59/16. 2pp. 4699 B ’230-4 69 98, 231 

-6809290327 Insp Repts 60-327/80-36 A 60-320/88-36 on 880712-0605. Viofalion 
noted Major areas Inspected operational safety verification, in eluding operations 
performance, sys lineups, radiation prolectior^ A so reguards & housekeeping insps, 
HARMON, P. E . JEN ISON, K,M Ofc of Special Projects 88/09/15 19pp 46998-232- 
46908 250 


>8 8 10240421 Safety evaluation supporting Amends 88 & 77 (o Licenses DPR-77 & 
DPR-79, respectivsjy. 

• Ofc of Special Projecta 80/10/14. 9pp. 47253-280 47253 288, 


8010240444 Forwards Amends 00 & 79 to Licenses DPR-77 & DPR-70 
respectively Amend revises Tech Spec Table 3 6-1 by adding four potential bypass 
p0lh& 

BLACK.S Ofc of Special Projects 88/10/14 WHITE, S A Tennessee Valley Authority. 
2pp 47255.144 47265.167. 


-B8 10240453 Amends 90 & 70 to Licenses DPR-77 & DPR-79,ro8p©ciivoty, adding four 
potential bypass leakage paths 

BLACK.S. Ofc of Special Projocts. 80/10/14 10pp 47255 146 47265.165 


-6010240463 Safety evaluation supporting Amends 00 79 to Licenses DPn-77 & 

DPR*70,fOspecliV0ly. 

• Ofc of Special Projocts 88/10/14. 2pp 47265-166 47265.167. 

0810240471 Forwards Amends 60 A 70 to LIconsoa DPR-77 & DPR-70, respectively & 
safety evafualfon. Amends delete Tech Spec action statement which allows power op- 
eralion for up to 30 days w/lce bed temp monltorlr^sys inoperable 
BLACK.S. Ofc of Special Projects. 00/10/14 WHITE, S A Tennessee Valley Authority 
2pp 47263 263-47263.265 


«88 10240479 Amends 00 A 70 to Licenses DPR-77 & DPR-79, respectively, deleting 
Tech Spec action statement which allows power operation up to 30 days when Ice 
bed temp monitoring sys inoperable. 

BLACK.S Ofc of Special Projects 80/10/14. Spp. 47263,265 47253 282 


•*8810240406 Safely evaluation supporting Amends DO A 78 to Licenses DPR 77 & 
DPR-79,re8poctive(y 

* Ofc of Special Projects 88/10/14. Spp. 47253 203-47253-265 


8609300148 Ack rocelpt of 880714 & 0006 llrs Informing NRC of steps taken to correct 
violadons noted In fnsp Repts 50 327/86-26 & 50'320708-26 
MCCOY, FR, Ofc of Special Projecls 88/09/20 WHITE, S A Tennessee Valley Au 
thorily 2pp 47001,118 47001*1 17, 

8809300174 Ack receipt of 0B0909 l(r Informing NRC of steps taken to correct viofations 
nolGd in In^ Repts 50 327/88-28 A 50-328/88-28, 

MCCOY.FR Ofc of Special Profacls 88/09/20 WHITE.SA Tennessee Valiev Au- 
Diority. 2pp 47003 1 69 47003,170. 

8809290130 Summary of 8Q0913 meeting w/ulil al she re Unit 2 shutdown margin A 
Unit 1 restart readiness, per Insp Repts 50-327 /OB-35 A 60 328/90-35 List of atten- 
dees & related Info end, 

BLACK.S Ofc of Special Projects 09/09/21. Ofc of Special Projects 16pp. 
47001-002 47001017 

8810140105 Advises that commitment completion date for violations noted In Insp Rept 
60-327/00 52 extended to 8904 15, duo to omergenl work related to restart 
QRIDLEY.n Tennessee Valloy Authority 88/09/21. Document Control Branch (D<wu- 
ment Control Desk) 2pp. 47148 274 47146 275 

8609160008 NRC Info Notice 8B-077, "Inadvertent Reactor Vessel Overfill" Sve list 
end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 80/00/22 
Consotidalod Edison Co of Now York, Inc 1 1 1 pp 47114 291-471 1 5 042 

8009 190047 NRC Info Notice 00-078, "Implemenlatloh of Revised NRC-Ad ministered 
Requallffcallon Exams." Sve list onci 

ROSSI.CE Division of Operational Events Assossmont (Post 070411} 00/06/22 
Consolidated Edison Co of Now York, Inc 1 1 0pp, 471 1 5.043-471 1 6 046. 


8010240326 Advises that util does nol Inland to pursue molded case circuit breaker 
testing further, per 861229 commitment, Util decided to teat all breakers provided w/ 
secarate overcurrent A Instantaneous trip features to verify operability. 

GRIDLEY.R Tennessee Valley Authority. 60/10/10. Document Control Branch (Docu- 
ment Control Desk) 2pp. 47259.106 47269-106 


8609290207 Forwards exemption from App J.Type C tosting for containment spray eys 
& RHR spray sys chock valves, per 00071 1 raquesi Util Hr documonts acceptable jus- 
tification lor continuod operation for Unit 2 until NRG completed evaluation of Hr 
PARTLOW.J Q. Ofc of Special Projocts. 88/09/22. WHITE.S A Tennessee Valley Au- 
thority. 4pp. 46994 324-46994 333 


0010210191 Forwards addi Info re Generic Ltr 83-28, Hems 4.2 1 A 4.2.2, per 880624 & 
30 talcona regarding plant periodic maint program for reactor trip breakers (RTBs) A 
trending of R i B, 

QRIDLtY.R Tennessee Valley Authority 80/10/19 Document Control Branch (Docu- 
ment Control Desk). 6pp 47232:0 3 3-47 232. 03 8. 


Q. Inspection reports, IE Bulletins A correspondence 

8009010337 NRC Info Notice 60 073, "Direcllon Dependont Leak Cliaracteri&tics of 
Containment Purge Valves " Sve list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 68/09/08 
Consolidated Edison Co. of New York, Inc. 119pp. 46950.050-46950*177 

Q01OO4O173 Ack receipt of 860902 Hr Informing NRC of steps token to correct violations 
noted In Insp Repts 60-327/08-31 & 6O'32O/0a 31. Under stands that event which lead 
to violation will be discussed w/lieolth physics personnel by 880930. 

MCCOY, F.R Ofo of Special Prolocla. 88/09/16. WHITE.SA. Tennessee Valley Au- 
Ihorlty. 2pp. 47021:093 47021:094 

8010040182 Forwards Insp Repts 50 327/88*30 A 6O-320/BO-3O on 660726 29.No ViO 
lotions or deviations noted. 

MCCOY, F.R Region 2, Ofc of the Director. 88/09/16, WHITE,S.A. Tennessee Valtoy 
Authority. 2pp. 47025-345.47026-358. 

**0610040196 Insp Repts 50-327/00-30 A 60-328/80-38 on B80725 29.No violations or 
deviations notod.Major areas Inspected. plant chemlslry.corroslon control & pipe wall 
thinning. 

KAHL^J.B, MARSTON,R.R. Region 2, Ofo of the Director 88/09/16 12pp. 
47025 347-47025:350. 

8810040272 Forwards Insp Repts 60-327/60-34 A 60-320/00*34 on 680606 0711 & 
notice of violation.Violallon C Involves failure to appropriately Implement portions of 
radiological emergency plan associated w/declaring unusual event. 

MCCOY,F.B. Region 2, Ofc of the Director 00/09/16. WHITE, S A. Tennessee Valtey 
Authonty 2pp 47018.230-47010.266. 


6810050302 Ack rocolpt of 0BO017 A 0002 lira Informing NRC of steps to correct viola- 
tions noted In fnsp Ropts 60-327/87*73 50 32d/87*/3 

MCCOy,F.R Ofc of Special Prolecls, 08/00/23 WHITE,SA. Tennessee Valley Au- 
thority. 2pp> 47000-313-47060 314. 


6810040202 Rosponda to IE Bulletin 86-002, "Static O-RIng Differential Pressure 
Switches " Unit l RHR Static O-rlng switches Inslalied by Engineering Change Notice 
(_ECN) 6707 A callbr by ECN 7149. 

Q RIDLEY, R, Tennosseo Valley Authority 88/09/26 Document Control Branch (Oocu- 
mont Control Desk) 2pp 47018-228 47018.229. 

6810050217 Forwards supplemental response to NRC Bulletin 88-095 re nonconforming 
malls supplied by Piping Supplies, Inc A West Jersey Mfg Co Five vendors supplying 
malls affected by bulletin Identified 

QniDLEY,R. Tennessee Valley Authority. 86/09/28 Document Control Branch (Docu- 
ment Con! roJ Desk) 7pp 47059.122.47059 128 

8810060247 Forwards fnsp Repis 50-327/80-41 A 60 328/80 41 on 060822-26 No Vio- 
latlans or deviations noted. 

MCCOY.FR, Ofo of Special Profacls 00/09/27 WHITE.SA. Tennessee Valley Au* 
Ihority. 2pp. 47072.005 47072.007. 

-*8810060248 Partially withhold Insp Repts 50-327/66-41 A 50 328/80-41 on 000822-26 
(rol 10CFR2.700 & 73 21).No violations or deviations noted, Major areas 
Inspected.security records, mafnt, locks, power supply, I Ighling & compensatory m^aa 
urea, 

TOBIN.W.J-, MCGUIRE,D,R. Region 2, Ofc of the Director. 88/09/22. Ip 47072:087* 
47072.007. 


8810060260 Responds to NRC 880822 Hr re violations noted In Insp Repts 60-327/68- 
33 & 60-320/88-33 Corrective aotlons’lP-l will be revised to clarify requirements for 
Inlliallon of radiological emergency plan implenriantallon 

Q RIDLEY, R. Tennassee Valley Aulhorlty. 88/09/28 Document Coni rol Branch (Docu 
mont Coni rol Desk). 6pp 47065:293 47066 298. 


-0810040274 Notice of violation from Insp on 880606-07 11. Viol allons noted.llcensee 
failed to be In compliance w/Tech Spec 3.6,1 .2 for over 17 h when exisling dale re- 
flected Inoperability of hydraulic accumulator for Valve 2-87*21. 

MCCOY,F.B Region 2, Ofo of the Director 06/09/16. 2pp. 47010:232*47018233, 


6809230092 Strppf 1 to NRC Info Notice 83 069, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE," Sve fist and 

ROSSLC.E Division of Operational Events Assessment (Post 870411) 88/99/20- 
Cohsolidaled Edison Co. of New York, Inc. 117pp. 471 15,163.47116 281. 
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6610030255 NRC Info Notice 63 030, "Unaxpacled Pipino Movement Attifbuled to Thar' 
mat StratiflcaUon ** Svc list end 

ROSSI, CE Division of Operatioria! E/anls Assessment ifPost 570411). 8a/10y07< 
Consolidated tdison Co of New York. Inc a23pp. 47116 882 471 15 285 

8810040066 NRC Info Notice 58^81. ‘railuro of AMP Window indent KYNAR Splices & 
Thomas & Betts Nylon Wire Capa Dunng Environ Qualification Testing " Svo list end 
ROSSI, C.E Divlalon of Operational Events Assessment {Post 870411) 68/10/07. 
ConsolWaled Edison Co ol New York Jnc 119pp 4711602647116.144 

8810190026 ResporKfs to NRC 680915 Itr re vlofationa noted in Insp Repts 50-327/88* 
34 & 60'32e/fiB 34.Corrective acltons leaking Schrader vafve repaired & leakage 
^oblem correctedjemoval of UHI sys will be Investigated & training Itr issued 
GIRIDLEY,fl Tennessee Valley Authority 66/10/13 Document Control Branch {Oocu* 
menlControlDeak) 6pp 47166.026*47166:033, 

8510130161 NRC Info Notice 68 033, 'Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys ** Svc list end, 

ROSSI.CE. Division of Operational Events Assessment (Rost 870411). 86/10/19. 
Consolidated Edison Co. of New York, Inc 119pp 47156 23M7196357. 


S. Ripo liable occurrences, lERt A relaled correspondence 


68162SOS14 Responds to appeal of denial of FOIA request for Oommiasion notation 
vote sheets Sheets still withheld (ref FOfA Exemption 5}.Forwarcfs final vote sheets 
CHILK.S J, Office of the Secralarv of the Comm^lon 88/09/16 AIROZO.D. Inside 
N,R a (Mc<araw-H(3l Publication) 2pp 47210:106*47210:116 

-8810260516 Advises that Commission disapproved recornrT>endalJon lhat invasllgation 
ol TVA repi of thimble tube Inddenl be re opened (ref SECY-a7'246). 

CHILK,SJ. Office of lha Secretary of the Commission. 88/04/07, CONNELLY,SR. 
Offk:e of inspector & Auditor Ip 47210.108 47210 108. 

8809290073 lER 86-035 DO.on 660331,A train containment ventilatloo fsotatlon 
occurred Caused by personnel error when SurveDianca Instruction SI 82,2 performed 
out of sequence. Personnel vended absence of high radiation W/860922 Itr 
KILGORE,BE» SMITH, SJ Tennessee Valley Authority, 88/09/22 5pp 46992:186 
46992’ 190 


9810030161 LER 88-036-01 00 a8063'0,deldrmlned failure to comply w/Tach Spec 
action statement for reactor protection sys Instrumentation channel ^used by person 
nel error Training will be provided 8 event reviewed W/8 30929 lir, 

PHIFER.T.K. SMITH.Sj Tennessee Valfey Authority. 88/09/29. 7pp. 47008.210* 
47008.216 

8810040181 Forwards safety evaluation supporting componsalory measures re core 
shutdown margins, per LER 50*328/88-030 LER applies to Unit 1 Coro 4 & Unit 2 Coro 
3 are current cores for units, 

BLACK, S. Ofc of Special Rrolacta 68/09/30. WHITE, S A Tennessee Valley Aulhonty 
5pp. 47038 655 4 7 W6 061. 

-9810040189 Safety evaluabon concluding that procedural changes Implemented by util 
wifi assure adeouate shutdown margin 
* Ofc of Special Prol^ts. 88/09/36 4pp 47036.058-47638.061. 

8610200027 Pari 21 rapt re potenlial butterfly veJve failures Drive Irain replacemenl kits 
being supplied to purchasers. Instructions end 

SANDLIN<3.M. Xcmox Corp. (subs of Emerson Electric Co.). 68/09/30. MURLEY,TE. 
Ofllco of Nuclear Reactor Regulabon. Direclor (Post 870411), 35pp, 47228'322* 


8810120347 LER 88-037 00, on 880910, containment ventiiation Isolation occurred as 
result of spurious spiking on conlalnmeni upper compartment radiation monitor partic- 
ulate channel Caused by high radiation signals Power supply replaced W/SBIOvS Hr, 
FENN,K.W., SWITH,SJ Tenrwssee Valley Aulhonty 88/10/06 epp. 47119.109- 


8810170330 LER 8B-032-Ot:on 880902, with Unit 2 In mode 1 & Unit 1 In mode 5.both 
trains of unil shared.emergency gas Ireatmeni sys decfared Inoperable because of in- 
fiys ^^rt^us^ by oversow In destan phaso,W/881 oi 4 «r. 

SMITHS J. Tenrwssee Valley Aulhority, 68/10/14 8pp. 47159' 284* 

471695271 . 


V. Operator Examlnallons 

8908170150 Generic Hr 68-13 to all power reaclor licensees 8 applicants for OL re op- 
erator flcensing exams.Svc list encL ^ 

WIRAGUA.F.J. Assodate DirectOf for ProJecU (PosI 870411). 88/08/08 Consolidaled 
Edison Co of New York, fnc 66pp. 48958 001-46958 057. 

DOCKET 60-329 MIDLAND PUHT. UNIT 1 

A. AppIfoatloo/coftstrucHon stage documents 8 correspondence 

8809120086 Gerwifc ifr 68.16 to all power reactor licensees & applicanta re eJoclrlc 
oojitrol over design processes ^ 

47209C.?7Mf WEISSMAN,3. Ml- 


“8304220651 B^d Noliflcatlon 63*42.l0fward3 info re urvanalyaed reactor vessel ther* 

9810050058 Qensfic Hr 88-16 to all power reaclor licensees & appilcants re removal of 
fromTech Specs Svc J stVncL 

WkIsIposI 670411). 38/10/04. Consofi* 
dated Edison Co. ol New York. Inc. 46pp. 47118 14S 471ie't94. 


Q. Inspection reportSj IE Bulletins & correspondence 

8B090 10337 NRC Info Notice 88-073, "Dfrectlon-Dopendent Leak Charaolo fishes d 
Containment Purges Valves." Svc list end 

ROSSLC.E. Division of Operational Events Assessment (Post 070411) 8ft/09i0t 
Consofidated Edison Co. of New York, fnc. 119pp 46950 058-46958 177. 

88D9160006 NRC Info Notice 88 077, "Inadvertent Reactor Vessel Ovcrflli" Svc N 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 86/09/22. 
Consolidated Edison Co ol New York, )nc 11 lpp. 471 14 291*471 15 042 

6909190047 NRC Info Notice 88-078, ‘'Implementation of Revised NRC-Admlr^tersif 
Requallficatlon Exams.*’ Svc list end 

ROSSI.C.E DMsion of Operational Events Assossment (Post 070411) 66/0^/22. 
Consofidated Edison Co. of Nevr York, Inc, 119pp. 47116’043 47116-046 

8809230092 SuppI 1 to NRC Info Notice 6B-06P, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE '* Svc list end 

R05Sf,C.E Division of Operational Events Assessment (Post 870411) 86/09/29 
Consolidated Edison Co of New York, Inc 1 17pp 4711 6. 163-471 15:281 

6810030265 NRC info Notice 88-060, "Unexpected Piping Movement Atlribuled lo ^ 
mal Stratification *’ Svc list end 

ROSSI.C.E Division of Operational Events Assessment (Post 670411). 8Q/1Q/07. 
Consolidated Edison Co of New York, fnc 223pp 47115,282*47116:206. 

9910040066 NRC Info Notice 88-081, "Failure of AMP Window Indent KYNAR SiTmi 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing " Svc lisi end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/lO/OT 
Consolidated Edison of New York, Inc 110pp 47116026-47116:144. 

8610130161 NRC Info Notice 80 083, "Inadequale Testing of Relay Contacts In Sefely 
Related Logic Sys " Svc Hal end, 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 66/10/19. 
Cor^solidated Edison Co ofNewYork, Inc 119pp 47106 239-47 10O'35 7. 


V* Operator Exanrlnatlona 

8806170150 Generic Ltr 86-13 to all power reactor licensees & applicants for OL rs op- 
erator licensing exams Svc list end 

MfRAQLIA,F.vf Associate Director for Projects (Post 670411). 88/OB/Oa ConsoMaied 
Edison Co. of New York, Inc. 56pp 4695(3.001*46958 057. 


DOCKET 50-330 MIDLAND PUNT, UNIT 2 


A. Applies tion/conatruot Ion stage documente & correspondence 

8609120085 Generic Ltr 88-16 lo all power reactor licensees & applicants re electee 
power sys * Inadequate control over design processes 

CHUTCHFJELD.D Associate Director for Projects (Post 870411). 08/09/12 Con^d- 
dated Edison Co. of New York, Inc 60pp. 47001 ‘239 47001:300 

3B10290468 Final response to FOIA request for documents re plant. Forwards AppB 
docunients,^p D documents also available In PDR. 

QRIMSLEY,d.H. NRC » No Detailed Affifiation Given. 08/09/23 WEISSMAN,5 CaT 
fornlB, Slate of. 2pp 47209 001-47209 002 

-8304220651 Board Notification 83*42. forwards fnfo re unanalyzod reaclor vessel ifw* 
maJ stress during cooldown.BAW Informed NRC of preliminary safety concern evoMng 

from further consicleratfon of 800610 St Lucie upper head voiding event 

EISENHUT.DQ. Division of Ucenslnn (800428 851124). 83/04/12. PALLAOINO.N/ 
Corwmisalonera, 20pp. 47209:068-47209:089, 

6910050059 Generic Ltr 88*18 to all power reactor licensees & applicants re remcvsl ol 
cycle specific parameter limits from Tech Specs Svc list end. 

CRUTCHFIELD, D. Associate Director for rtoiects (Post 870411). 08/10/04, ConscB- 
dated Edison Co. of New York, Ino 40pp 47116.145*471 16.194 


Niv|#wsrvpi 


8809010337 NRC Info Notice 88 073, "Direction Dependent Leak Characlertsbcs d 
Containment Purge Valves.” Svc list end. ... 

ROSSI, C.E, Division of Oporallonal Events Assessment (Post 8704 11), 68/09/09 
Consolidated Edison Co. of New York, Inc. 110pp. 46958.050 46958.177. 

6800160009 NRC Info Nollco 88*077, "Inadvertent Reaclor Vessel Overfifi.” Svc 1st 

ROSSI.CE, Division of Operational Events Assessment (Post 870411). 88/09/22. 
Consolidated Edison Co. of New York, Ino. 111pp. 47114-291-47116 042. 

W09190047 NRC Info Nollco 88-076, "Implementation of Revised NRC Adniinlstered 
Requaliffcatlon Exams." Svo list end , 

fl053I.C.E, Division of Operational Events Assessment (Post 870411). 88/09/22 
Consolidated Edison Co. of Now York, ino, IIOpp 47t16’043 47116046 

8SD9230092 Stippl 1 to NRG Info Notice 88-069, "Movable Contact Finger Bindirio h 
HFA Relays Mfg by GE." Svc llsl end. , . , 

ROSSI, C.E, Divlslori of Operational Events Assessment (Post 670411). 03/09/29 
Consolidaled Edison Co. of New York, Inc. 117pp 47116:163*47H6'281, 

1810039265 NRC Info Notice 86*080, "Unexpected Piping Movement Attributed 10 Thef’ 
mal Stratification.” Svo list end. , 

ROSS), C.E Division of Operational Events Assessment (Post 070411). 69/10/97. 
Consolidalod Edison Co. of New York, Inc. 223pp. 471 16:282*471 16.206. 

8810040066 NRC Info Notice 88-081, "Failure of AMP Window Indent KYNAR Splicj^ 
Thomas A Bells Nylon Wire Caps During Environ Quallffcallon Teflling,'’ Svo flat aw 
ROSSI.CE. Division of Operational Events Assessment (Post 870411). 88/10/07 
Consolidaled Edison ofNaw York, Inc. 119pp 47116:026 47116:144 
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6610130161 NRC Info Notice SO 083, ^'Inadequate Testing of Relay Contacts fn Safety- 
Related Logic Sys Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) flfl/IO/19. 
Consolidated Edison Co of New York, Inc. 1 1 9pp 471fiS 239 47196.357 


V, Operator Exam) nation a 

8808170160 Generic Ur 88-13 to all power reactor licensees A applicants for OL re op- 
erator licensing exams.Svc list end 

MIRAQLIA.F J. Associate Director for Projects tPosl 870411) 88/06/08. Consolidated 
Edison Co of New York, I no. 56pp 46958.001-46958,857. 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F. Security, medical, emergency & Nre protection plena 


8810040196 Responds to 880727 request for abbreviated site access training program 
for non-Reglon 111 employees Informs of procedural chanflQS addressing timely Inpro- 
cesslng of NRC visitors 

ROTH§R,W.C Iowa Electric Light & Power Co 80/09/09 DAVIS, A B. Region 3, Ofc 
of the Director. 1p 47026.335-47025:336 

8810060097 Forwards Safety (nap Rapt 60-331/08-10 on eea907-09.No violations 
noted. 

SHAFER ,W.D Region 3, Ofc of the Director 88/09/22, UU,L Iowa Efociric Light & 
Power Co. 2pp, 4^61:015 4 7061:024, 


-6810050099 Insp Rapt 60-331/88*16 on &QQ907 09 No violations noted Major areas 
Inspoclod licensees efforts In response to FEMA concern ro adequacy of offeite emer- 
gency planning for Unn & Benton Counties. 

PATT^SON,JP, SNELL,W Region 3. Ofc of the Director 00/09/22. 0pp 
47061-017-47061:024 


8810060346 Forwards Rev 8 to emergancy plan A revised emergency & corporate plan 
Implementing procedures 

SWAIL$.SL Iowa Electric Light A Power Co, 83/09/26 Document Coalrol Branch 
(Document Control Desk) 3 pp. 4 7002-3 24*47064: 359. 

-8810060368 Rev 8 to emergancy plan, 

SWAILS.S.L. Iowa Electric Light & Power Co 08/09/23 4O0pp 47062,327- 
47063,320. 


-8810060380 Revised emergency plan Implementing procaduro 3 .indLidinQ Rev 7 to 
CPIP 1.2, "Cerate Notlncallon,^' Rov 7 to CPIP 1.0, ''Activation A Oporaiion of 
Emergency Operations Facility" 8 Rev 8 to CPIP 2 1, "Dose Aesoasmenl A Protec- 
tive . 

* Iowa Electric light A Powor Co. 60/09/23 300pp 47063.326-47064-350, 


J. Imuran ee a Indemnity Information 

8610110302 Forwards environ assessment A finding of no significant Impact to tempo- 
rary exemption from schodufar requlramonls of property Insuranco rule offccllvo 
001004 MCteFRSO 64). 

HALLJ.R. Prelect Dlreotoraie III-3 08/00/26, LIU.L, Iowa Elaotric Light & Power Co. 
3pp. 47109:348-47109.364. 

-0810110310 Environ assosarnent A finding of no significant impact ro temporary ox- 
emptlon from scheduler requirements of properly Insuranco rulo effocflve 661004 
{10CFR60.64). 

PERKINS, K.E Project OIrecloralo 111-3 88/09/26. 4pp. 47100-361-47100 354 

8810170006 Forwards temporary exompllon from schodular roquirementa of property In- 
suranco rule 10CFR60 54(w)(6}{l} which requiroa licensees to obtain Insuranco policies 
Ihat prioritize Insurance proceeds for decontamination A stabilization 
HALLj.R. Pro[ 0 Ct Dlreolorato 111-3. 88/10/03. LiU.L. Iowa Electric Light A Powor Co 
3pp. 47173-173 47173:179. 

-8610170013 Temporary exompllon from scheduler roquirementa of propeity insurance 
rule which requires licensees to obtain Insurance policies that prloritlzo Insurance pro* 
ceeds for decontamination. 

H0LAHAN,Q.M. Division of Reactor Projects - lll,iV.V A Special Projecle (Post 
870411). 06/10/03. Iowa Elootrio Light A Power Co. 4pp, 47173:176-47173:170. 


P. Operating llcenae stage documents A oorrespondence 

8809120686 Generic Ltr 08-15 to all power roaotcr ficenseos A applicants re ele-ctric 
power sya < Inadequate control over design procoasos 

cRUTCRFIELD.D. Associate Director for Projecis (Post 870411). 88/09/12. Consolt- 
dated Edison Co. of New Yorh, Inc. 60pp. 47001:230-47001:300. 

8810080165 Requests Ihat util initiate Investigation In order to fully analyze allegation 
Involving Individuals working at plant A lo deiermlne ff allegation substantiated or 
not Encf withheld (rof 10CFR2.795). 

NORELPUS.C.E. Reqlon 4, Ofc of the DJreclor 08/09/28. LIU.L. Iowa Efeotric Light A 
Power Co. 2pp. 47009:087-47009-088. 

8910110166 Forwards Amend 163 to License DPR-49 A safely evaluation. Amend de* 
‘ ■ wncy diesel generators must be operable 

: • • 1 < ■ f ' * I sys to be considered operable 

■ ■ , - ■ • LIU,L. Iowa Electric Lfght A Power Co. 


•»681011O193 Amehd 183 to License DPR 49.deleting Tech Spoo requiremoni that both 
emergency diesel generators must be operable for standby gas treatmom A filler unit 

s-fS ‘c hi* -.t*!, !- •» 

. 1 > 13pp. 47110 021-47110033, 

-8B101 10194 i*aV « (^ 1 * ui’ j yi < -i 1 1 n - I 163 to Ucflnae DPR-49. 

■ Cf.o :f N Jrr ’<ri lo' I'.I r.Kctor (Post 370411). 88/09/30, 4pp. 
4-»r£ 


6D 10140202 Responds to NRC roquoel for plofll spoclfio soismio vpijficallon plans con 
si atom w/QenoiIc Hr 07-02, "Yedflcatlon of Solsmic Adaquacy of Mochanioal A Eloc- 
tricat Equppmeni in Oporetlnn R eactor 6, Unresolved Safely..,/' cv t e 
ROTHERT.WC Iowa Electric Light 6 Powor Co MURLEYJ^ Ofllce of 

Nuclear Reactor Regulollon, Dirocior (Post 870411). 2pp 4718-0,1B0 47160 181 

0B1OO5OOB8 Generic Ltr 08-10 to all power reactor ifeonsoos A applicants ro ronioval of 

g rcia speeme paramote/ Ifmlls from Tech Spacs.Svc list oncL 
flUTCHFIELD.D Aasoclato Director for Projects (PosI 370411), 80/10/04. Consoll- 
dated Edison Co. of Now York, Inc. 40pp 47116.145-47116.194. 

8810120226 Forwards addi info ro proposed mads lo LPCI swing bus elocldcal sys 
de8f{|n A assumptions used in previous LOCA analyses for facll4y.W/24 ovorsuo 

ROTniRT.WC Iowa Electric Lfghi A Powor Co* 00^10/% M up L^'T'^ 


lowa meeme Lfgni a ruwui uu* wn w..... 

rVifHanr FTflAHnr nAmilnllnn nirnninr rPnii)l 37041 11 1 £dD. 471 16‘f 05-471 16:209 


8010170399 Nollllcalion of 081027 mooting w/utJI In Rockvillc.MD lo discuss proposed 
LPCI swing bus mod for Duano Arnold Energy Ctr. ^ „ 

HALUJ.R Pfolecl DJrocloralo III 3. 86/10/12. HANNON, J.N Project DIroctoralo «l-3. 
2pp. 47107.350 47107 3B0. 


8610170445 Forwards 800823 Hr ack receipt of OGRE 2 206 petlllon roquoaling Immedf 
ale action ro OWRs « 

HALL,J.n PfoIecl Dlreolorato 111-3, 83/10/12. LIU,L Iowa Eloclfic Llghl A Powor Co. 
2pp 47171.176 47171.160. 


O. Inspootlon reports, IE Bulletins A correspondence 


8809080234 Partial response to FOiA roquosi for documents. Forwards Ann B 
documonis App A tlocumonts mofnlalnod In PDR Records olso nvaltaufe uadof tislod 
FOIAs, 

QRIMSLEY.D. Division of Rufoa A Records (070413-000514) 80/08/10. 

UNNERSTALUK, Newman A Hollzingor 6pp. 47164.060*47164:000. 


-9103120363 Responds lo 001212 memo discussing proposed enforcement action ro 
wiring error In conlalnmont Isolation trip sya Logic ARocommends that 741231 on* 
forcomont crltorla bo applied te Ihls A similar coaoe. 

THOMPSON, D. Diroctof’s Ofc, Enforcomont A Investigation Stall, fC (Pro 020201) 
81/01/00. KEPPLEn,JQ Region 3, Ofc of the Dirocter 2pp, 47164.007-471 64 -OOB, 


6889010337 NRC Info Notice 86 073, "Oirocllon-Depondonl Leek Cheraclorisllcs of 
Conlalnmenl Purge Valves " Svc Hal onci 

ROSSI.CE* Division of Opofallonal Events Aasossmenl (PosI 070411). 66/09/08. 
Consolidated Edison Co of Now York, Inc. HOpp 46958:O58-4096ei177. 


8809280262 Notifies of change In Inlogratod Plan Schocluro B, adding now ILoiti "safely 
sys funcllonel Insp" as required In Socllon V.B of plan for Intograted scheduling of 
mods for plant Final ropt win bo Issued tw 601015. 

ROTHERT.W.C Iowa Eloclrlo Light A Power Co. 00/09/19 MURLEYJ.E. Offico of 
Nuclear Reactor Regulation, Dirocior (Post 670411) 2pp, 47014.282-47014:205. 


8610030144 Responds to NRC Bulletin 08 007, "Powor OscI Ha lions In OWRs." Evolua- 
lion consisted of review of operating procedurosjfconsod oporalor training program A 
neutron monllonng hordwaro. 

ROTHERT.W.C. Iowa Eloctric Light A Powor Co 00/09/19. MURLEY.T.E. Offico of 
Nuclear Reoclor Regulation. Dirocior (Post 670411). 3pp. 47010 001-47016.003. 


8869160008 NRC lafo Nolico 80>077, "InadverLont Reactor Vossol OvorliK " Svc list 
oncl. 

nOSSLC.E. Division of Oporatlona) Evonls Assessment (Post 870411) 88/09/22. 
Consolidatod Edison Co. o/ Nov/ YoiX, Ino, 1 1 Ipp 471 14:291 <471 15 042. 


8809190047 NRC Info Nollco 88*078, "ImplomonWIIon of Rovlsod NRC-Aclmlnisloied 
floquallflcation Exams " Svc list end 

ROSSI, CE. Division of Oporallonal Evonls Aasosamenl (PosI 070411). 00/09/22 
Consolidated Edison Co ofNowYorkJnc 110pp. 471 16,043*47 116.045 


8810050097 Forwards Safety fnap Ropt 60 331/60*10 on 800907 09.No vIolDtions 
rvoiod. 

SHAFER.WD Roglon 3, Olo of ttie Dirocior. 60/09/22. LIUL Iowa Eloclrlo Light A 
Powor Co. 2pp. 4^01:015*47061:024. 


-6810050099 Insp Rapt 60*331/66*16 on 600007*09,No violations noted Major erooB 
Inspected llconsoes efforts In response to FEMA concern ro adequacy of olfsllo omar* 


goncy planning for Linn A Bonlon Counties. 
PATT^SON.J.P., 


SNELL.W. ftoalon 0, Ofo of tlm DIf color. 86/09/22. Bpp. 
47001-017-47001-024. 


8610140137 Forwards Safoly Insp Ropt 60*331/86 17 on 860724*0005 A notico of vio* 
latlort 

AXELSON.W L Roglon 3, Ofo of the Dirocior. 08/09/27. LIU.L, Iowa Eloclrlo Llgfil A 
Power Co. 2pp 47166.071*47160 096. 

-6810 140140 Nollce of violalfon from Insp on 680724 0005 Violation noted. He or^seo 
failed to adequately verify design changes assoclalod w/DCP>t281 SPOS oloclrlcal 
fnslallation dtd 840202. 

AXELSON,W.L Roglon 3, Ofo of Iho Director, 08/00/27, 3pp. 47166.073-471 65.075. 

-8610140141 Insp Rapt 60'331/08*17 on 660724 090 5. Viola tfon r>Dtod.Ma(or aroaa 
Inspected followup Item s,LERb, confirmatory action Hr, operational 

eafety,malnl,$urvQillanco,followup of events A varllloatlon of OA for diOBol ganorator 
fuel OIL 

JACKIWJ N. Region 3, Ofo of (he Director 66/09/27. 20pp. 47156:078*47166.095* 

66(79230092 SuppI 1 to NRC Info Notice 66-009, "Movable Contaol Flnoer BlixJing In 
HFA Relays Mfg by GE " avo Hat end. 

ROSSI, CE OMalon of Operational Eventfi Asuossmonl (Post 670411). 86/09/29. 
Consolidatod Edison CJo, of New York, Inc. 117pj>. 471 16-163-471 16 291, 


6B10060374 Responds lo NRC Bulletin 60-008 A Suppis 1 A 2 re thermal BlreaBes In 
glj^ng connected to RCSNo unisolablo sections of piping oonnoclod lo RCS (dontl* 


ROTHERT,WC Iowa Efeclric Llghl A Power Co, 80/09/20 MURLEY.T.E. Oflico of 
Nuclear Reactor Rogufatloo, Direcior (Post 670411). 6pp 47071-200 47071.212 
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8810330255 NRC Info Notfca 8C OflO, "Unoxpecled Rping Movamenl Atlfibuled lo Ther- 
mal Stfaliricalion ** Svo list end 

ROSSI, CE Division of Operalionfif Events Assessment (Post 870411) 86710/07. 
ConsoWatad EtHaon Co oTHew York, \m 2a3pp 47115 282 47115 285, 

8810040066 NRC /nfo Notice 86-081, "Faifure of AMP Window Indent KYNAR Spllcea & 
Thomas & Batts Nylon Wire Ceps During Environ Qualification Testing Svc fist encL 
ROSSLCE, Division of Operatfonal Events Assessment (Post 87C411), 88/10/07 
Consol Waled Edison Co. of New York. Inc, 1 19pp 471 16,028 47118 144 

8810170270 Confirms plans for 861014 meellng w/ulil in PaloJA to discuss results of 
safety sys functional Insp, focal teak rata testing of MSIVe & refueling outage Issues, 
GRBENMAN.E.C Region 3, Ofc oi the Dfreclor 68/10/11 LfU.L fowa Electric Light 
A Power Co ip, 47166.104-47166 104. 

8010130161 NRC Info Notice 68-003, "Inadequate Testing of Relay Contacts in Safety- 
Related Logic Sys " Svc fist end, 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/10/19, 
Consolidated Edison Co of Newv York. Inc 119pp. 471S6.239-47196 357. 


P, Operating license stage documents A correspondence 

8810210322 Forwards drawings showing independence of power supplies for ATWS sys 
& reactor protecilon Bp, per NRC 870108 request 

BBONS.J C New York Power Authority (lormerty Power Authority of the State of Now 
York). 88/08/25 Document Control Brancn (Document Control Desk) 6pp 
47233,193-47233,197, 

6809120085 Generic Ltr 88-16 to all power reactor licensees & applicants re alecf/lc 
power sys • inadequate control over design processes. 

CBU7CHFJELD.D Associate Director for Projects (Post 870411). 88/09/12 Consoli- 
dated Edison Co of New York» fnc 60pp, 47001 23d 47001 300 

6810140166 Responds to NRC 880729 generic SER on resolution of USI A-40 A Gener- 
ic Ltr 87-02 Based on current schedule .generic Imple mental Ion procedure will be com- 
pleted in First Quarter lODO.contirtgent on listed actions 

BRONS,J C New York Power Authority (formerly Power Authority of the Slate of Now 
York). 88/10/03 Document Control Branch (Document Control Desk), 4pp. 
47150*210-47150 213 


S. Reportabre occurrenceSj LERs & related correspondence 

6610110282 LER 68 008 01 on 8 60724, re actor scram occurred when high vibration Indi- 
cation received for lournal bearing 10 on main iurbine generalor.Caused by failure of 
vibration transmitter Vibration monitoring unit replaced W/6fl0930 ltr 
DOUGLASS.WW, PUTNAM.KS. fowa Efeciric Light & Power Co 88/09/30 
DAVIS, A,e Region 3, Ofc of lha Director 6pp 47108-134 47108,139, 

6610110349- LER 88 012 00 on OfiO&SOjesident Inspector discovered concrete block 
shielding installed w/o seismic qua lilicatlon .Caused by lack of procedural 
guidance Seismic calculations performed W/ 880930 ltr 

^LINE.J S , HANNEN.H L. fowa Efeclnc Light & Power Co 80/09/30. DAVIS.A B. 
Regions. Ofc of the Director 4pp. 47113,181-47113 184 

8810170156 PNO III 88 083 on 881003,allBgalion received fdenhfymg licensed feacior 
operator as manluana user.Dperator denied use of drug but accepted admittance to 
drug assistance program Access to planl denied pending further review 
CflEED.JR , 8HAFIER.W.0 Region 3. Ofc of the Director 88/10/11 Ip. 47186 120 
47166 120 

8810210474 PNO 111-86 985 on 661013.discovered potential lamperfng w/ essential svc 
bus feeder breaker tor emergency diesel generator Two fwwer supply wwes pulled 
out Area where breakers located monitored & security patrols increased 
KNIGELEY,J, CREED, J Region 3. Oto of the Dwecior 88/10/14. 2pp 47231022- 
47231 023 

6810210192 PNO-fM8'0B5A:on 86 101 S^tampering lo power supply wire to breaker 
charging motor discovered damaged on 681011, discovered again Cause under 
fnvesUaallon Confirmatory action ltr wiil bo Issued to increase security measures 
BELANGER, J., AXELSON.WL. Region 3, Ofc of the Director 88/10/17 2pp 
47263.318-47263 317 


V, Operator Examinations 


860B170150 Generic Ltr 86-13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams Svc list end 

MIRAGLIA,F.J Assocfele Dlraclor for Projects (Post 870411) 88/08/08 Consolidated 
Edison Co of New York, fnc, 66pp, 46958 001 48958 957 


8810130302 Forwards grading A answer sheets for 880921 aenerto fundamentals pitot 
exam W/o ends. 


PERKIN S.K E, Operator Licensing Branch 88/10/07. FITZPATRICK, E General Public 
Dlililios CJorp - GPU Service Corp HAIRSTON.W.G Georgia Power Co 
ROTHERTiWC. Iowa Electric Light A Power Co. 37pp. 47138001*47136037. 
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86100S095B Generic Ltr 66-16 to all power reactor licensees & applicants re removal of 
cycle-apecific parameter Ifmiia from Tech %)ecs Svc list end 
CRUTCHFIELD, D Associate Director for Projecis (Post 870411) 80/10/04 Consol! 
dated Edison Co of New York, Inc 40pp 471i6.l45-47116 194. 

8810130046 Submits daWy high lligh Meeting will be held w/ulil on 881011 In 
Rockville, MO to discuss repair plans re crack in core spray sys Injection pipe inside 
reactor vessel. 

LABARGE.OE Project Directorate 1-1. 88/10/07 MURLEYJ. SN1E2EKA 
MIRAGLIA.F. NRC - No Detailed Affiliation Given 6pp 47135.349-47135 354 


Q. fnapecflon reports, IE Bulletins & correspondence 

8609910337 NRC Info Notice 68 073^ "Direction-Dependent Leak Characterfstlos of 
Containment Purge Valves," Svc list end. 

flOSSLCE Division of Operational Events Assessment (Post 070411). 88/09/08 
Consolidated Edison Co, of New York, Inc 1 19pp 46958.058 46950*177. 

8810030416 Forwards SALP Rept 50-333/66-99 for Dec 1986 - Apr 1666 Based on 
review of response re environ qualification concernsiinsufficfent basis exists lo change 
out 

RUSSELL, WJ. Region 1, Ofc of the Director 88/09/16, BAYNE, J P. New York Power 
Authority (formerly Power Authority of the Slate of New York), 4pp. 47003 280- 
47093 349 

--8819030418 Amended SAIP Rept 50-333/86-99 for Dec 1906 - Apr 1908 Category 2 
rating assigned In funcllonai areas of planl opefallons.maint, surveillance A training & 
quanflcalion altectivenesa, 

• Region 1. Ofc of the Director 88/06/16 56pp 47003*284-47003.340 

-8810030420 Forwards comments on functional areas evaluated fn SALP Rept 50-333/ 
06 99 Field engineering group, consisting of five engineers, established at plant A con 
figuration mgt program Instituted. 

0RONS,J.C. New York Power Authority (formerly Power Authority of the Slate of New 
York) 88/08/19. Region 1, Ofc of the Director. 9pp 47003.341-47003 349 

8809290100 Forwards response to request for addi info re first 10-yr inservice insp Inter- 
val. 

BRONS,J C. New York Power Authority (formerly Power Authority of the State of New 
York). 80/09/20 Documant Cortlrol Branch (Document Control Des)<) 13pp 
46990 291-46998,303. 

8810040061 Forwards fnsp Repi 50-333/88-16 on 680809-12 No violations noted 
BELLAMY, R.R Region 1, Ofc of tha Director 88/09/20 CONVERSE, RJ New York 
Power Authority (formerly Power Authority of the State of New York). 2pp 47097.213- 
47037.219. 


F. Security, medlcafj emergency A fire protecifon plana 

881005(>0H Forwards Safety Insp Rapt 50-333/88-13 on 860808-11 No viofalions 
noted 

BELLAMY, R R Region 1. Ofc of the Director 08/09/27. CONVERSE,B J New York 
Power Aulhonty (formerly Power Aulhorlty of the State of New York) 2po. 47058 (69 
470SB177 


—8810050021 Insp Rept 60-333/86-13 on 660808-11 No violations noted Major areas 
Inspected emergencyprMa redness program 8 emergency response facilities 
AmATO.CG, LAZARUS.WJ, Region 1, Ofc of the Director 88/09/27. 7pp, 
47058 171 47058*177. 


J. Insurance A Indemnity information 


-8810040085 Insp Rept 50-333/88-16 on 880809-12 No violations noted Major areas 
inspectedpreoutage radiological controls planning & preparation Insp & folfowup on 
previously Identified violations A opan items 

THOMAS.WV, SHANBAKY.M. Region 1, Ofc of the DIfoctor. 88/09/19 5pp 
47037*215-47037*219. 

8610060072 Forwards Insp Rept 50-333/68-18 on 660817-18 No violations noted, 
GALLO.R.M Region 1, Ofc of the Director. 88/09/21. CON VERSE, RJ New York 
Power Authority (formerly Power Authority of the Slate of New York). 2pp 47071 160- 
47071,167. 

-8810060076 Insp Rept 6O-333/88-10 on 880817-18 No viofations noted Major areas 
Inspecledllcensed operator training program, involving review of training program 
records, Interviews w/licensed operators & discussions w/tralning dept staff 
FLOREK.D., SISCO, C, LANQE,C Region 1, Ofc of the Director. 88/09/20. 6pp 
47071 t162-4707T 167 


8809290020 Fon/vards environ assessment A finding of no significant impact re tempo- 
rary exemption irem scheduler requirements of property Insurance iiile.©ffec(iva 
881 004j)e; 1 0CFflSO 64(w)(5)ri). 

ABELSGN.H Project Directorate 1*1 88/09/26 0RONS,J C Now York Power Author- 
ily {formerly Power Aulhonty of the Slate of New York) 3pp 47000,167-47000*173 

-^809290134 Environ assessment A finding ol r?o significant Impact re lempc/ary ex- 
ompLion from 10CFR50 54(wi(5)(IJ rertirlremenls for property insurance 
CAPRA, R.A Project Dfrectorate 1-1. 88/09/26 4pp 47000 170-47000.173. 

8610110354 Forwards axemplion from schadular requirements re property insurance 
rule 1OCFR50 54(w)(5)(j) until rulemaking finalized bul no later than 880401 
A6ELS0N.H Project Direclorale 1-1. 68/10/04 BRONS.J.C New York Power Author- 
ity (formerfy Power Aulhonty of the Slate of New York) 3pp. 47109,254 47109 260 

-6810110360 Temporary exemption from 10CFR50.54(wl(5Kll re onsite property 
darned insurance unbi rulemaking finalized but no laler than 690401. 

VAR(5A.SA Division of Reactor Projects • I/ll (Post 070411). 68/10/04 New York 
Power Authority (formerly Power Authority of the Slate of New York) 4pp 47109 267- 


8809150008 NRC Info Notice 88-077, "Inadvertent Reactor Vessel Overfill/* Svc lisi 

ROSSI, C,E Division of Operatfonal Events Assessment (Post 870411). 88/09/22. 
Consolidated Edison Co. New York, Inc. 111pp. 471 14 291-47116.042 

0809160947 NRC Info Notice 88-078, "Implementation of Revised NRC-AdmInisle red 
Requalifioatfon Exams Svc list end. 

ROSSI, CE, DMsion of Operational Events Assessment (Post 870411) 88/09/22. 
Consolidated Edison Co of New York, Inc 119pp 47116 043 47115 046 

8810050014 Forwards Safety fnsp Repl 50 333/00-13 on 800808-11. No vfolatlona 
noted 

BELLAMY, RR. Region 1. Ofc of the Director 88/09/27 CONVERSE, RJ. New York 
Power Aulhonty (formerly Power Authority of the State of New York). 2pp 47058.169- 
47058*177 

-6810050021 fnsp Repl 60 333/08-13 on 880808-1 1.No violations noted Major areas 
inspected emergency or epared ness program A emergency response facilities. 
AMATO.C.Q, LAZARUSW.J Region 1. Ofc of Ihe Director. 88/09/27. 7pp. 
47058,171-47058177 
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sa 10050271 Ack receipt of 880031 ftr informing NRC of steps taken to correct violations 
noted in Insp Rept 50-333/88-10 

BELUMY.RR Region 1. Ofc of the Director 88/09/27. CONVERSE, RJ New York 
Power Authority (formerly Power Authority of the Slate of New York) 2pp. 47060 233 
47060.236. 


8610110373 Rovised emaraency proparodoasa plan impfemanling proceduree, Including 
Issues O.Revs 3 to EPP/12. ^‘Unusual Event;* EPp/l-3, “Alert/' EPP/M. "Site Area 
Emergency," EPP/(-5, “General Emergency" 6 EPP/lP 3,1 W/880920 Hr 
NOONAN.TP. ~ ^ - - - 


47112-343 


LACEY.W.S Duquosna Light Co 88/09/29 leSpp. 47112-146- 


0810070167 Advises that enforcement conference re 10CrR&0.4d vioiation noted in 
Jnsp Rept 50-333/86 04 will be held within 30 days Deficiency Involves use of un 
qualified torque & limit switches In recirculation ays discharge lines 
MARTIN.T.T. Realon 1, Ofc of the Director. 88/09/28 CONVERSE, R.J New York 
Power Authority (formerly Power Authority of the Stats of Naw York). 2pp, 47081*163- 
47081 '164. 

MO923OO02 SuppI 1 to NRC Info Notice 88-060, “Movable Contact Finger Binding in 
HFA Relays Mfg by QE “ Sve list end. ^ 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 88/09/29 
Consolidated Edison Co. of New York. Inc. 117pp. 471 16.163 47116.281 

8810060060 Forwards addi Info re difficulty of performing hydroatatic tests of HPCI & 
RCiC steam supply & exhaust piping, per 880914 telcon concerning util requested 
relief from test requirements 

BRONS,J.C. New York Power Authority (fornneiiy Power Authority of tho State of New 
York). 08/09/30. Document Control Branch (Document Control Desk) 6pp 
47070:347-47070*362. 

8610120416 Responds to concerns Identified In Emergency Operating Procedures Insp 
Ropl BO‘333/80-2O.Correctlve actions rev to emergency operating procedure writers 
guide will be Issued to address Interruptions In flow. 

CONVERSE, R.J. New York Power Authority (formerly Power Authority of tho State of 
New York). 86/09/30, Document Control Branch (Document Control Desk). 6pp 
47120:107-47120:112. 

8610030265 NRC Info Notice 88'080. “Unexpected Piping Movement Attributed to Ther- 
mal Stratification." Sve list end. 

R0SSI,CE. Division of Operational Events Assessment (Post 870411) 88/10/07. 
Conaolidated Edison Co. of New York, Inc 223pp. 471 16:282-471 15-28S. 

6610040066 NRC Info Notice 88-081 ''Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing’' Sve list end. 
ROSSLC.E. Division of Operational Events Assessment (Post 870411) 08/10/07. 
Consolidated Edison Co of New York, Inc. 119pp 47116:026-47116.144 

8610210663 Forwards Insp Rept 60-333/68-21 on 8B0919-23.No violations noted 
BELUMY.R.R Region 1. Ofo of the Director. 08/10/14. CONVERSE, R.J. New York 
Power Autnority (formerly Power Authority of the Slate of New York). 2pp. 47232.051- 
47232057. 

-6610210567 Insp Rept 60 333/68-21 on 860016-23 No violations noted Major areas 
inspected outage raulologlcal controls & followup on previously Identified violations & 
open Items. 

THOMAS, W.V. Region 1. Olo Ol the Dlreclor. 80/10/13. 6pp 47232*053-47232.057 

8610130161 NRC Info Notice 88-083, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys " Svo list end 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 88/10/19. 
Ccnsolidated Edison Co. of New York. Ino. 110pp. 47198*239 47106.367. 


QB10070330 Advises that Rev 3 lo physical sectinty & guard training A qualification plar) 
consistent w/provlsfons of 10CFR50 64<p) 

BELLAMY, RR Region 1, Ofc of the Director. 86/09/30. SIEBER.J.D, Duquesno Light 
Co 3pp 47076*110-47076112 


J. Insurance 6 Indemnity information 


8610040303 Poiwards environ asssasmeni & finding of no significant impact re exemp- 
tion from 10CFR&0S4(w}(5)(l) reqtilroments, fnereasing amount of onsite property 
damage Insurance required to be carried by power reactor licensees 
TAM.P.S. Project Directorate 1-4 60/09/2 ^ SIEBErJ D. Duquasne Light Co 4pp. 
47940,212-47040 219 

-6610110361 Environ assessment A linding of no sfgnificartt impact re temporary ex- 
emption from 10CFn50.54(w)(5)(l}, Increasing amount of onsiia property damage insur- 
ance required to be carried by power reactor licensees, 

HERMAN, RW Pfo|acl Directorate 1-4, 08/09/27 4pp 47040.218-47040.219. 

6018130364 Forwards exemption fronn 10CFR50 54(w)(S}(l>) ro scheduler requirements 
of property insurance rule affective 881004 

TAM.PS. Project Directorate f-4 08/10/03. SIEBER.J D. Duquesne Light Co 4pp 
47136.060 47138067. 

^6610130370 Temporary exemption from achedular requirements of property insurance 
rule (10CFR60 54CW)tl)) oliecWo 881004 

VARGA.SA, Division of Reaclor Projects - I/ll (Post 870411). 80/10/03 Duqirasne 
Light Co. 4pp 47136064 47130 067, 


P. Operating license atage documents A correepondence 


8609120065 Generic Lir 88-15 lo atl power reactor licensees A applicants re electric 
power sys • inadequate control over design processes 

CRUTCHFIELD, 0 Assoclato Director for Projects (Post 870411) 86/09/12. Consofl- 
dalod Edison Co ofNew Voik, Inc. 80pp 47001 230-47001.300. 


6609260243 Notification of 080029 meeting w/util in Rockville, MO to discuss current 
aothro flcenslng acifons. 

TAM.P.S. Pfojocl Difoctorato I 4, 88/09/22 STOLZJF Project Directorate I 4. 3pp 
46904.044-46904*046. 


0810030173 Forwards Amends 130 & 6 to Licenses DPR 66 A NPF-73, respectively A 
safely avatu alien Amorkds clarify surveillance frequency of safety Injection Input lo re- 
aclor trip aye 

TAM,P.S Project DIrecloralo 1 4. BB/09/23 SIEBER,J.D. Duquesne Light Co 3pp. 
47014*034 47014.057 


R. Periodic operating reports A related correspondence 

6610170066 Monihly operating ropl for Sopt 1008 for JA Fitipatrlck Nuclear Powor 
Plant, W/881 010 Hr. 

COOK,J.j CONVERSE, R J. New York Power Authority (formerly Power Authority of tho 
Slate of New York). 88/09/30. 6pp 47171:343-47171:348. 


8, Reportable occurrencesj LERe A related correspondence 

6610060204 LER 86-008-00*on 860901 .during performance of 1980 refuel 
outago,excessive leakage of primary containment Isolation valves notedCausod by 
wear.Leaking valves replaced W/ 880921 Hr 

CHILDS, W.V., CONVERSE, R.J. New York Power Authority (formerly Power Aulhority 
of the Stale of New York). 88/00/21. 6pp. 47070 017-47070 021. 


V. Operator Examinations 

6606170160 Generic Ltr 88-13 to all power reactor licensees A applicants for OL re op- 
erator licensing eKam8.Svc list end. 

MIRAQLIA,F.J. Associate Director for Projects (Post 870411). 80/08/08. Consolidated 
Edison Co, of New York, Ino. sepp. 46960 001-46068:057. 

1610130302 Forwards grading & answer sheela for 880921 generic fundamenlels pitot 
exarT).W/o ends 

PERKINS, K E. Operator Licensing Branch. 88/10/07. FITZPATRICK, E General Public 
Utilities Corp, - GPU Service Corp. NEALJ. Commonwealth Edison Co. 
CONVEflSE,R.J. Now York Power Authority (formerly Power Authority of tho Slato of 
Now York). 37pp. 47136.001-47130*037. 


-6610030177 Amends 130 6 0 lo Lice n sea DPR 86 & NPF-73, respectively, clarifying 
surveillance f/equency of saloty Injection Input to reactor trip sya & delating backup 
loltlnling signal for auxiliary feedwater sya 

STOLZ,J.R Project Direcloralo 1-4. 88/09/23. IBpp. 47014*037-47014:054. 


-6810030187 Safety ovaluallort aupportlng Amerids 130 & 6 to Licenses DPR 60 A 
NPF-73,rospootiv0ly. _ „ 

* Office of Nuclear Reaclor Regulation, Director (Post S70411). 88/09/23. 3pp. 
47014*066 47014:057. 


801OO'4O3O1 Forwards roquoal for addI Jnfo based on util 861112 request for arnend to 
llcanso DPR-08 concerning snubber Insp A toatlr^g requirement Info requested within 
46 days of receipt of Ilf. . _ 

TAM,P.S. Project Directorate 1-4. 80/00/28. SIEBER,J.O Duquesne Light Co. 3pp- 
47037:074-47037:079. 


6610050056 Generic Ltr 88-16 lo all power reaclor licensees A applicants re removal of 
cyclo-specitio parameter limits IromTech ^ecs.Svo list end. 

CRUTCHFIELD, 0, Associate Director lor Profecis (Post 070411). 68/10/04. Consofi- 
dated Edison Co. of New York, Inc. 46pp 471 19.146-471 16 194 

8610160209 Forwards Amonds 131 A 7 lo LIcensos DPR‘66 A DPR-73, respectively A 
safety evaluation Amende revise Tech Spacs to reflect licensees current organization 
A lo comply w/ guidance In Generic Ltr 08-06 

TAM.P.S. Prolact Directorate M 80/10/06 SIEBER.J.D. Duquesne Light Co. 2pp. 
47172:206-47172:236. 


-6610160221 Amends 131 A 7 to Licenses OPR 06 A NPF-73,reBpectivaly, revising 
Tech Specs to rellact licensee current mgt organization A comply w/guldance in Ga- 
nedo Ltr 88 00, 

6T0L2.J.F. Project Olreclorate 1-4. 88/10/06. Z6pp. 47172:208-47 172:233 


DOCKET 60-334 BEAVER VALLEY POWER STATION, UNIT 1 
F. Security, medical, emergency A fire protection plans 


-8610160240 Safely evafuation suppotllng Amends 131 A 7 fo Licenses DPR-66 A 
NPF-7d , respect I veiy , 

* Office of Nuclear Reactor Regulallon, Director (Post 070411). 06/10*/ 08. 3pp. 
47172:234-47172:230. 


8610030166 Forwards Safety Insp Repts 50-334/86-23 A 60-412/88-16 on 880716- 
0031 A notice of violatlons.Respon8e requested re use of aluminum cable In Class IE 

mQINSJ.T Region 1, Ofc of the Director. 88/09/23. SIEBERJ.D. Duquesne Ught 
Co. 2pp. 47013:326-47019:346. 


6610140099 Discusses current plan A schedule for impfemanling Rev 0 to Qeoerfo Im 
plemenlatlon Procedure for seismic verification of plant equipment developed by Seis- 
mic QuallHcatfon Util Group, per Qenerfo LIr 87*02 re USI A-4S, 

SIEBERJ.O. Duquesne Light Co, 89/10/07. Document Control Branch (Document 
Control Desk). 2pp. 47160:146 47160:146. 


-6610030164 Insp Repts 60-334/60-23 A 60 412/08-18 on 860716-0831. Violations 
notad.Major areas in8pectQd:plant operations, security, radiological 
oonlrols, housekeeping, fire protection, malnl, surveillance testing A emergency pre- 
paredness, 

TRIPP, L.E. Region 1, Ofo of Ihe Director. 00/09/21. 18pp. 47013:328-47013.346. 


8610210303 Notification of Slgnllicant Licensee Moating 8&.162 on 801109 w/ulll In 
King of Prussia, PA for prasenlatlon of licensee elforts re safety ays functional evalua- 

TfSpp.UE. Region 1. Ofo of the Director. 00/10/12. Region 1, Ofo of the Director. 
2pp, 47232:359-47232.360. 
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Q ln8f>4-cUon reports, IE Gulletleifi & correspCDdence 


8810180^244 Rev 0 to 1TYPP-2, "Inssrvice Insp 10- Yf Plan for Second Insp fnloival at 
Beaver Valley Power Station, Uml 1 " W/ 881010 Hr 

WiUlAM.W^O-, SIEBER.J.D Ogduasno llghi Co 88/08/30 200pp 47186 333- 
47187:206 


6609010337 NflC Info Nollce 88 073, ’’Direction Dependant Leak Characteristtca ot 
Containmeni Purfle Valves ” Svc list end 

ROSSLCE, Divisfon of Operational Events Assessment (Post 870411), 88/09/08 
CortsolidalGd Edison Co oJ New York, Inc 119pp 4B956 058-46958*177 

6009260143 Advises lhat SACP Repls 50-334/87-89 8^ 50 412/87-89 provided Insight 
on needed inprovements lo licensed opera lor training Ulil committed io revising re 
Qpaliflcatwn program formal per NUREG 1122 as vended by (ob task analysis 
SlEaER.JD ChjQuesno Ugh I Co 88/09/14 Document Control Branch (Document 
Control DesKJ 3pp 48978 079 46978 081 

6609200300 Forwards responsa ic NRC Bullalm 88 008. ’Thermal Stresses In Prpino 
Connacled to PCS " Plans & schedule for ImplomenlJng program required by Action 
rtem 3 of bulletin will be submitted by 8811 3D 

SIEB6R.J D. Duquesne Ughi Co. 88/09/20. Document Control Btanth (Documont 
Control Desk) 4pp 46976 347-46976 350 

e6O91E0O<O6 NRC Info Nclice 68 077. "Inadvertent Reactor Vessel Overfill" Svc Ifst 
and 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 68/09/22 
ConsolJdaled Edison Co of New York, fnc 11 tpp 471 14 291 471 15 042 


6099f 90047 NRC fnfo NotA^e 88-978. "Irnplemenletion of Revised NRC-Admlnlslered 
Requalificabon Exams " Svc fist end 

ROSsi.CE Division ot Operational Events Assessment (Post 870411). 86/09/22 
Consolidated Edpscn Co of New York, Inc 1 19pp 47116 043-47115 046 


8610030186 Forwards Safety lT»sp Repts 50-334/88-23 & 50 4l2/$8-1& on 880716 
0831 & noljce of wotatfons Response requested ra use of aluminum cable in Class 1 E 
equip menl 

WQQ1NS.4T. Regton 1, Ofc of the Dvrector 88/09/23 SfEBER^JD. Duqvissno Ugbt 
Co 2pp 47013325 47013 345 


-<6610030193 Nobce of violation from insp on 88971 6-0831. Violation noted defect Iden- 
tified fn thrae containment isolation valves not analyzed until 19 months aflor receipt 
of documentation 

" Region 1. Ofcol the Direcior 88/09/23. ip 47913327-47013327 


-0810030194 rnsp Repts 50.334/B8-23 5 50 412/88-18 on 880716-0831, Violations 
no(ed.f4a|or areas inspected plant operations, security, radiological 

conlro1s,bouse)(eeplng,fire prclecllon. main), surveillance testing & omergency pro- 

TRIPP,L E Region 1. Ofc of the Director 88/09/21 16pp. 47013 328 47013 346. 

8610040301 Forwards request for addi Info based on util 661112 request for amend (o 
License OPR-66 concerning snubber fnsp 6 testing requirement Info requested within 
45 days of receipt of Itr 

TAW.P.S Proiecl Oireclorala 1-4. 88/09/28, SJB0ER.JD Ouquesne Light Co 3pd. 
47037074-47037.076 


6809230092 Suppl 1 10 NRC Info Notice 88069, "WovaWe Conlacl Finger Binding in 
HFA Relays Wfg by OE " Svc list end 

ROSSLCE Division of OperaUonal Events Assessmenl (Post 870411) 58/09/29. 
Conso/idaled Edison Co of New York, Inc 1 17pp 47115:163-471 16 261. 

6610120231 Forwards Exam Repl 50-334/88 24 OL administered on 880817-18 As- 
sessment of NRC concern re whether remote shutdown panel arrangeinenl commen- 
surate s w/appr(^riate ptwslcal restrictions for access to plant conlrols requested 
QALLO.RM Region 1, Ofo of Ihe Director 88/10/04, SIE8Efl.JD Duquesne Light 
Co 2pp. 47116277-47117 015, ^ 

-8810120237 Exam flept 50-334/88-2401 on 880817-15 Exam results one of two 
senior reador oMralois passed exams 

BR1QGS.LE, ESELGROTH,P. Region 1, Ofc of Ihe Director. 88/09/27 epp. 
471 16*279-471 16*284. 


-6610120245 Fon^rarda comments oenerated by util training section associated w/wril- 
ten examination administered on 65081 7 

SPE6EB,J D. Duquasne Light Co 88/08/23, GALLO.R M Region 1, Ofc of the Olrec- 
lor, 62pp 47116 265-471 1 7 01 5> 


6610030255 NRC fnfo Nobce 8a«089. "Unexpected Piping Movecnanl Attributed to Thar- 
map SlraUncadon/* Svc list end. 

ROSSLCE Division of Op^atlonai Events Assessment (Fosl 879411) 88/10/07, 
Consolfdaied Edison Co. or New York. fnc. 223pp 47116 282-47115*285 

0010040066 NRC Info Notice 88-081, "Failure of AMP Window Indent KYNAB Splices & 
Dunng Environ Qualificalion Tealing." Svo list encL 
ROSSI, O.E. Division of Operational Events Assessment (Post 070411). 88/10/07 
Consolidaled Edison Co of New York, fnc 1 tfipp 471 16020-47118,144 


88101301^ Ack receipt of 680602 Hr Informing NRC of slaps taken lo correct vlolaUcn 
noted In Insp Repl 6O-334/08<2l 

MARTtNJT. Redon 1 Oic ol U>© DireclOT, B8/10/10. SlEDEaJ.D. Duquasne UghI 
CO 2pp. 47130 3'15-*47'136 320 


NRC Info Notice 88-083, "Inadequate Testing ot Relay Contacts In Safei 
Related Logw Sys ’ Svc Jis I end 

ROSSI.CE DMsfon of Operational Events Assessment (Foal 870411). 68/10/1 
Conaolfdaled Edison Co of New York, Inc. 1 t9pp 47196*239 47196 357, ’ 


B. Pertodlo oparallng reports 6 related correspondence 

Dschargo Monilonng flept for Aug 1986 " W/88082e llr. 
DRUQA.R.J Duquesne Light Co. 68/06/31 2tpp, 47072 205-47072*225 

'™P flepts S0-334/e8-S!3 A SQ-4ty8a.ie on eSOTV 
oaau^tlce of viofatlons^Respense requested re use of aluminum cable in Class 1 

SM70(3^roi?34s'”’®°''“'°' a8/09;23.SmBEn.JD DuquosneUfl 


-8810030194 Insp Repts 50-334/08-23 & 60 412/88-18 on 800716-0631 Violations 
noted, Major areas inspected plant oporatlons, eecunfy.ra dialogical 

controls, housekeeping, fire protection, m a fnt, surveillance testing & emergency jxo 

PQT i 

TRIPP.L e ‘ Region 1, Ofc of Ihe Director 80/09/21 16pp 47013 328 47013 345, 

0610190269 Monthly operating repts for Sept 1000 for Beaver Valley Power Station 
Units 1 &2W/0BiOl0ltr 

W|NQER,MA. SIEBER.JD Duquesna Light Co 88/09/30 9pp. 47202115- 
47202*123 


d, RepoHable dccurrences, LERs & related correapondenee 

8610070359 Pari 21 rept re condition involving Inconel 600 matl used to fabrlcato steam 
generator Cube plugs & found to possess micros true I uro susceptible to stress cono- 
alon cracking. 

TAYLOR, J H Babcock & Wilcox Co. 08/00/06, MURLEY,T E, Office of Nuclear Reac- 
tor Regulation. Director (Post 670411) Opp 

8810200027 Part 21 rept re potential butterfly valve failures. Drive train replacement kils 
being supplied to purchasers. Instructions end 

SANDLING.M, Xomox Corp (subs of Emerson Electric Co), 80/09/30 MURLEYJ.E 
Otflce ot Nuclear Reactor Regulation, Director (Post 870411) 36pp. 47226 322- 
47226.358 

60101901 86 Part 21 rept re potential problem w/EMD 20-e45E4,Type 099 excitation sys 
circuit breaker A wiring Potential for field circuit breaker to trip due to combined sir 
lamps & field current exists at all plants w/Model 999 sys 

KULCHAK.RD Morrison Knudsen Co, Inc 88/10/12, MURLEYT. Office of Nuclear 
Reactor Regufatfon, Director (Post 870411) 8pp 47263.360-47263*357, 

8810180300 LER 80 016 00 on 08091 2, while Increasing river water sys flow Ihrough re 
actor plant component cooflnd water NX tC, river water pressure dropped below 20 
psip,caufllrw start of standby nver water pump W/0B1O14 fir. 

NOONAN, fP, Duquesne Light Co 80/10/13. 4pp 47172 316-47172 318. 


W Operator Examinations 

8000170160 Generic Ltr 88-13 lo all power reactor licensees A applicants for Oi. re op- 
erator licensifjg exams Svc list end. 

M1RAGUA,F J. Associate Director for Projects (Post 070411) SB/00/08 Consolidated 
Edison Co of Now York, Inc 56pp 46956 001 •46956,057, 

8810120231 Forwards Exam Reel 50-334/80-2401 administered on 880817^18. As 
sessment of NRC concern re wnethor romoto shutdown panel arrangement commen- 
surates w/approprlate physical realricllons for access lo plant conlrols requested. 
GALLO, R M Region 1, Ofc of the Director. 88/10/04. SIEBER^J-D, Duquesna Light 
Co 2pp 47116.277-47117:015. 

-BB 10120237 Exam Rept 60-3 34/88 -24 OL on 880817-18 Exam results one of hW 
eenJor reactor operators passed exams 

BRICGS.LE,, ESELGROTH.P. Region 1, Ofc of Ihe Director 88/09/27 6pp 
47116 279 47116*284. 

-8810120245 Forwards comments generated by ullf training section associated w/wnt 
ton examination administered on 880817. 

SIEBER.J,D Duquesne Light Co 60/08/23 GALLO.R M Region 1, Ofc of the Difec- 
(or. 92pp. 471 18,*285-471 1^*016. 

8810210371 Notiflcallon of Significant Liconsea Meeting 88-159 on 861012 In Region I 
ofc to discuss requalificatlon exam 

TRIPP, LE Region 1, Ofc of Ihe Director, 80/10/07, Region 1, Ofc of the Director, 
2pp, 47230:286-47230 208 


DOCKET 50-335 ST- LUCIE PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8B09270D43 Forwards Rev 6 to safeguards contingency plan Rev withheld tret 
10CFR2,790(a)(3)iL 73.21). 

CXDNWAY.W.F, Florida Power A Light Co. 88/09/21 Document Control Branch (Docu 
men) Control Desk). 2pp. 46967:139-46967:140 

0810040201 Advises fhal 880917 Rev 16 lo physical security plan consistent w/provi- 
slom of lOCFflSO 54(p) & acceptable 

CLINE, W E. Region 2, Ofc of the Director 88/09/21 CONWAY.W.F. Florida Power & 
tight Co 3pp. 47038*3 17-47038*31 9. 

8009280025 Revised emergency plan fmplemenllng procedures, Including Rev 16 lo 
3100022E, ’'Cfasaiflcatlon of Emergencies," Rev 38 lo 3100023E, "Onsite Emergency 
Organization & Roster" & Rev 16 to 3100024E, "Natural Emergencies." W/880922 Itr, 
HARRIS, K.N . CONWAY.W.F Florida Power A Light Co. 88/09/22, 6Spp 46983 : 006 - 
46903.070. 

6009290322 Rev 0 lo Emergency Plan Implemenjing Procedure 1101, "Duties of Emer- 
gency Control Offjcer.OffsIta Emergency OrganfeatTon.*' W/8fl0922 Itr. 

CONWAY.W.F. Florida Power & Light 01/09/22. 20pp. 46993.01 2-46999 031. 

6010040107 Application for amends to Licenses DPR-67 A NPF-16.maklng changes to 
physical security plan Ends withheld. 

CONWAY, W.F. Florida Power A Light Co, 88/09/27, Document Control Branch (Docu- 
ment Control Desk), 3pp 47019 905 47019.307 

8010100171 Forwards rev to fire protection safety evaluation based on exemptions from 
lOCFRSO.App R for auxiliary feedwater pump areas 

TOURIGNYEG Profect Directorate 11-2. 08/10/04, CONWAY, W.F, Florida Power A 
Light Co. 6pp. 47064:169-47064*168, 
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8810170449 Responds lo violations noted (n Insp Rept 50-335/8&’1fl. CorrocUvo 
actions lock cores on doors ctienged to allow routine access by health physics per- 
sonnel w/o having to obtain special keys & casks labeled 

CONWAY, W.F Florida Power & Light Co 08/10/13 Document Control Branch (Docu- 
ment Control Desk) 3pp 47156 177^47156 178 


G. Adjudicatory correspondence 

aaiOOa026S Intervonor stalemeni of matl facts as to which genuine issue should be 
hoard w/respect to intervener contentions 

RIGH.C Ri^.C #488 7168,68/09/23 5pp 46955 298 46955 352 

->8810030269 fntervenor response fo licenseo motion for summary disposition of Inter- 
venor Contention 3 * 

RICH.C Rich, C 80/09/23 Atomic Safely and Licensing Board Panel 7pp. 

48955.303 46955-309 

»8B10030272 intervener response to licensee motion for summary disposition of (ntor- 
venor Contention 6 * 

RjCH,C Rich, G 86/09/23 Atomic Safety and Licensing Board Panel 12pp 

46955*310 46955 321 

>-8810030273 Intervenor response to licensee motion for summary disposition of Inter- 
vener Contention 7.* Certillcate of Sve end 

niCH,C Rich, C 08/09/23 Atomic Safety and Licensing Board Panel 31pp 

46955 322-46955 352, 

6810050079 Intervenor first sot of Interrogatories to licensee.* Certificate oJ Sve 
end Rolatad correspondence 

RICH,C. Rich, C. /abb 7194. 80/09/30. Florida Power & Light Co 4pp. 46965,118- 
469B5 121 

8610200136 Memorandum & order (ruling on motions for suiDmary disposition).* Grants 
licenseo motion for summary disposition for Contention 1 & parts of Contentions 3 
through 7 .Serv 0 d on 081018 

COTTERvGP, BRIGHT, GO., COLE.R F. Atomic Safety and Licensing Board Panel. 
#468 7289. 88/10/14, Florida Power & Light Co 4app 47131:123*47131.162 

8810270193 Licensooe response to Intervenor first sal of Interrogatories to licensee * 
W/Coftillcate of Sve Rolaled corrospondonco. 

OEMASTRY,J,A Florida Power & Light Co #488 7332. 88/10/20 Rich, C. 6pp 
47207'07 1-47207-076 


Insurance 8 Indemnity Information 

8809200036 Forwards Endorsements 73 & 74 & 05 a 96 to NELIA Policies NF-227 & 
NF'185,rospect(vely a Endorsements 60 a 61 a 82 a 83 to MAELU Policies MF-88 A 
MF-55,fospeciivoly, 

CARTER,R J. Marsh a McLennan, Inc 88/09/16 DlNITZ.I. NRC • No Potalled Afflli 
atlon Given. Opp 45970 042-46978-050 

6009290040 Forwards environ assessment a finding of no slgnificanl impact ro exemp- 
tion from 10CFR60 64(w)(5)(l) concerning property Insurance rule olfectivo on 881004 
TOUn(QNY,E,Q. Project Dir ecloraie 11-2 80/o9/23 CONWAY.WF. Florida Power a 
Light Co 4pp. 46992.126 46992,139 

-0009290044 Environ aasossment a finding of no significant Impact concerning exemp- 
tion from 10CrR50S4Jw)(5)(i) requirements re Incroaso In amount ot onsite property 
damage Insurance. 

BERKOW.HN Project Directorate 11-2 80/09/23 4pp, 46992:136-46992*139. 

8010100235 Forwards temporary exompilons from 10CFRBO54{w)(5)(i) scbodular re- 
Quirsments of property Insuranco rule 

TOURIGNY.EQ, EDISON, G.E Project Directorate 11-2. 08/09/20. CONWAY, WF. 
Florida Power a light Co, 4pp 4 7 06 5- 226-4 708 5- 23 7. 

»00 10 100260 Temporary exemption from 10CFn60,64(w)(6)(() requirements re properly 
insurance rule. 

VAHQA.SA Division of Reactor Projocis - I/ll (Post 870411). 08/00/29. Florida 
Power a Light Co 4pp 47086 230 47005 233 


P. Operating license stage documents a correspondence 


Q, Inspection reports, \B Bulletins a correspondence 

6609010337 NRC info Notice 88 073. "Direction -Dependent Leak Characteristics of 
Containment Purge Valvas " Sve list end. 

ROSSLC.E Division of Operational Events Assessment (Post 970411). 68/09/08 
Consolidated! Edison Co of New York. Inc 110pp 46958 058 46958-177 

6609260146 Forwards response to NRC Bufleting 86 005 re purchasing documentation 
a listing of all nonconforming mail, matl use disposition status a Justification of contin- 
uad operation for all mails supplied by Wast Jersey Mfg Co. 

CONWAY.W F. Florida Power & Light Co. 08/09/1 5 Document Conirol Branch (Docu- 
ment Control Desk). 1 1pp. 46978 244-46978.254. 

8809160008 NRC Into Notice 88-077, *’ Inadvertent Reactor Vessel Overfill.'* Sve list 
end. 

ROSSI.CE. DMsIcm of Operattonal Events Assessment (Post 870411) 00/09/22 
Consolidated Edison Co. of New York, Inc. 111pp. 471 14*291-471 16 942. 

8609190047 NRC Info Notice 88-078, ''Implementotion of Reused NRC- Administered 
Requallfication Exams " Sve list end 

ROSSI.C.E. Divlston of Operational Events Assessment (Post 870411). 88/09/22 
ConsoWdalad Edison Co. of New York, Inc 1 1 9pp 4711 5 043 471 15 046 

8009280063 Responds to NRC 880826 Itr re deviations noted In fnsp Repts 50>335/&a. 
06 a SO-380/66-OD Corrective actions new curve will be Incorporated In next rev of 
emergancy operating procedures. 

CONWAY, W.F. Florida Power a Light Co. 86/09/22 Document Control Branch (Docu- 
ment Control Desk), 3pp. 46982 359-48962:381 

8609280076 Forwards rasponsa NRC Bullelin 88 003, "Inadequate Latch Engagement 
In HFA Typo Latching Relays Mfg by GE '* Twenty HFA relays of type described by 
bulletin loslafled lt> saTetv related sys 

CONWAY.W.F. Florida Power & Light Co 66/09/22. Document Control Branch (Docu- 
ment Control Desk), 3pp. 46970-238 46978.238 

8810130166 Forwards fnsp Repla 50-335/88-21 & 50-389/68-21 on 000801-0903 & 
nollco o1 violation. 

WILSON, BA- Region 2, Ofc of the Director. 88/09/23. CON WAY, W.F Florida Power 
& Light Co 2pp. 47120.196 47120*210 

-6610130166 Notice of violation from Insp on 880801 -0903. Viola lion noied.fallura to 
control facility thermometers A hydromelere used as measuring & tost equipment for 
verification of Tech Spec 3/4.0.2 requirements for 125 volt dc station batteries. 
WILSON, 0. A, Region 2, Ofc of the Dlreotor. BB/09/23. 2pp. 47120.190.47120-199 

-0610130160 Insp Repis 50-335/88-21 & 50-380/88-21 on 880801-0903 Violation 
noted,Major areas Inspected .Tech Spec corr^pllance, operator performance,overall 
plant operations, QA practices, station & corporate mnt practices & corrective malnt 
PAULK.OL., BIBB.H.E., CRLENJAK.R.V. Raglon 2, Ofc of the Director 88/09/22 
lipp 47128.200-47120,210. 

6810030436 Responds to NRC Bulletin 00-008, "Thermal Stresses lo Piping Connected 
(0 RCS-*' No unisolable sections of piping connected to RCS at plant can be sub] lo 
excessive thermal stresses from lemp stratification. 

CONWAY, W.F. Florida Power & Llghl Co. 68/09/20 Document Control Branch {Docu- 
ment Control Desk). 4pp. 47008-319 47008-322. 

0809230092 SuppI 1 to NRC toto Notice 68-069, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE ** Svo list end. 

ROSSI, C.t, Division of (Operational Events Assessment (Post 870411) 68/09/29 
Consolidated Edison Co. of New York, Inc It 7pp. 47115.163 47116-281. 

6810030265 NRC Info Notice 68-080, "Unexpeoted Piping Movement Altnbuted to Ther- 
mal Stratification " Svo list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 88/10/07 
Consolidated Edison Co. of New York, fnc. 223pp. 47115.282-47116:286 

0810040066 NRC Info Nolice 08-081 ''Fallora of AMP Window Indent KYNAR Splicoa A 
Thomas & Belts Nylon Wire Caps During Environ Qualification Testing." Sve list encL 
ROSSLC.G. Division of Operational Events Assessment (Post 870411}. 86/ 10/07- 
Consofidaled Edison Co. of New York, Inc. IIBpp. 47116.028-47116.144 


88091200SS Generic Ltr 88-15 to all power roactor ficensees & applicants ro aleotrlo 
power sys • inadequate control over design processes 

CRUTCHFIELD, D Associate Director for Projects (Post 070411). 88/09/12. Consoii- 
dalod Edison Co, of New York, inc 60pp 47001:239-47001.300 

8610040107 Application for amends to Llconsoa DPR-67 A NPF-16,maklng changes to 
plwsical security plan Ends withheld 

OdNWAY,W.F. Florida Power & Light Co 68/09/27. Document Control Branch (Docu- 
ment Conlrol Desk) 3pp. 47019 305-47019 307. 

8810100114 Summary of 880922 mooting w/utll in Rockville, MD re status of licensing 
actions Agenda enci 

TOURIGNYpE.G. Project Directorate 11-2 00/10/03. Project Directorate 11-2. 4pp. 
47006:067-47006.070. 


8810170449 Responds to violations noted In Insp Rept 50-336/88 19. Correctiva 
actions. lock cores on doors changed to allow routine access by health physics per- 
sonnel w/o Having to obtain special keys A cssks iabeled 

CONWAY, W.F. Florida Power & Ltahl Co. 80/10/19. Document Control Branch (Docu- 
ment Conlrol Desk) 3pp. 47166-177-47166*179. 


$810130181 NRC Info Notice 66-063, "inadequate Testing of Relay Contacts in Safety 
Related Logto Sys," Sve list end. 

ROSSI, O.E. Division of Operational Events Assessment (Post 879411). 88/10/19. 
Consondalod Edison Co of New York, Inc 1 19pp. 47106:239-47166.357. 


R, periodfo operating reports & related correspondence 


0019050058 Generic Ltr 08-16 to all power reactor (iconsoes 0i applicants re removal of 
cycle-spoclfio parameter limits from Tech Specs Sve list end 
CRUTCHFIELD, D. Associate Director for Projects (Post 670411) 80/10/04. Conaoll- 
dated Edison Co of Now York, Inc 48pp 47118 145 47116:194. 

081O14(K)S7 Notification of 861012 meeting w/util (n RocKvlllo,MD to discuss status of 
llceoslr\Q actio na 

TOURIGNY.EG. Pfolool Directorote 11-2 08/10/07. MURLEYJ,, SNIE2Ef<,J., 
MIRAQLIA.F, NRC - No Detailed Affiliation Given 3pp 47166:269-47160 271, 


00 16910569 Monthly operating roots lor 3opt 1988 for Turkey Point Units 3 & 4 8 St 
tucio Units 1 & 2.W/B810lfltr. 

BONETT,D.M., CONWAY, W-F. Florida Power & Light Co. 08/09/30 I6pp 47231-064- 
47231.081. 


8, Reportable ocourrenoeti LERs A related correspondence 


8810170103 Provides status of util actions taken In response lo NRC 060729 safety 
evuallion re conformance to Rog Guido 1,97. Existing safety Injection tank level Instru- 
mentation replaced w/Rosemount Model 1153 Class IE level transmitters. 
CONWAY.WF. Florida Power & Light Co. 88/10/10. Document Control Branch (Docu- 
ment Conlrol Desk) 2pp. 47168.233 47160-234, 


6010050015 LER 80 0O7-OO:on 080829 .discovered O P-1 400054, "Reactor Protection 
Sys Lose of TurWno Hydraulio Fluid Presauro Low,'* not compleied Caused by cogni- 
tive error by operator. Surveillance performed & operator counseled W/380920 Itr 
CONNOR, Xw, CONWAY, W.F. Florida Power A Llghl Co- 08/09/28. 4pp. 47060 272- 
47000,275. 
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V. Operator CxamhatfoDs 

8B08170150 Generic Lir 88 13 fo all power reactor ficenaees & applicants for OL re op- 
erator (rcensing exams Svc errot 

MlflAGLIA^FJ Assoclalo Dlroclor for Projacis (Post 370411) 80/03/08. Consofidaled 
Edison Co ot New York, Inc 66pp 46958:001-46958 057 


DOCKET 60-336 MIUSTONE NUCLEAR POWER STATION, UNIT 2 


F, Security, medical, emergency & fire protection plans 

8009260166 Revised emergency plan (mplemenli/rg procedures,fncluding Rav 6 to EPIP 
461 "Walerford,State,Tff Town 3 EWT Radio Tost.'' Rav 7 lo EPIP 4112-1, "tr^cWent 
Reporting Document, '■ & Rev 3 to EP/P 4112-3, ''NflC ENS Event Notification " W/ 
880920 ftr 

MROC2KA,EJ. Northeast Ulifiyes 88/09/20 62pp 46985.344 46986 035 

8810030882 Forwards Insp Rept 50-336/88-1 9 on 880730-0912 No vwlatlons noted 
BEnENHAUSEKL Region 1, Ofc of the Director. 88/09/27. MBOCZJ<A.EJ North- 
east Nuclear Energy Co (subs of Northeast Uliirtias) 2pp 47010243-47010 258 

“-8810030086 Insp Rept 60-336/88-19 on 880730 0912 No violations noted. Major 
areas In specteo plant operation s.survoillance^malnC, physical security, previous Idantl- 
fjad items & fu&tiricaUon of continued operation for high svc wafer inlet Wmp. 
MOCABE,EC, Region 1, Ofc of the D^ector 68/09/28. 14pp. 47010.245-47010 250 

8310040134 Forwards draft exercise controller manual for NRC review of full scale 
emergency preparedness exerdse at plant scheduled for wk of 881 IlsCommenls re- 
quested by 86 101 4 End withheld 

MRC>C2KA,E J » WERNER,R P. Northeast Nuclear Energy Co (subs of Northeast Util- 
ftles) MROCZKA,EJ. Northeast Utifibes 86/09/27, LAZARUS^WJ. Region 1, Ofc of 
1h a Director. 2pp 47038:315-47038 316. 

8810040114 Rev 10 ID Emergency Plan Implementing Procedure EPJP-4112, ’‘Incident 
CommunlceUons " 

SEARS.CF, MROCZfCA,EJ. Northeast Nuclear Energy Co (subs of Northeast Utili- 
ties). SEAR S,C F Northeast Utiliiles. 88/09/28 eSpp 47036342-47037:047. 

0310070386 Provides revised schedule for completion of fire barrier penetration seat 
program for Millstone Unit 1, description of scope of Ire barter penetration seats pro- 
gram at plant & schedule for implementation of program Fee paid 
J^ROCZkA,E J. Connecticut Yankee Atomic Power Co 88/09/28 Document (Control 
Branch (Document Control Desk) 6pp 

8810030304 Forwards "USNRC Read & Sign Program” lo enhance sits access for NRC 
fn sectors 

MROC2KA.E J Connecticut Yankee Atomic Power Co MROC2KA,E.J Northeast Nu 
clear Energy Cio (subs of Northeast Utilities) MROC2KA,EJ NortheasI Utililies. 66/ 
09/29 Document Centro) Branch (Document Control Desk) 2pp. 47066 209 
47066.272 

-aai(m0309 "USNRC Read & Sign Program " 

* Connecticut Yankee Atomic Power Co 88/03/31. 52pp. 47066 211-47066 272 

6S10170091 Summary of 880830 meeting w/uUI in RockvilJe.MD re fire proleclion-relal* 
ed issues Draft fire protection engirteenng evaluation, ’’Cables on Svc Bldg Outside 
Wall” & list of atlendees end 

WANG.AB Prolect Directorate 1-4 88/10/04 Proleci Directorate 1-4 29pp 
47171:005-47171 033 

8810170417 Forwards response lo 870925 request for addi Info re main control room 
fire detection panef,per Insp Rept SO'330/67-16 Enel info concludes that trouble or 
fire alarm will be transmitted (o control room if simple break occurs 
MROCZKA.EJ NortheasI Nuclear Energy Co (subs, of Northeast Utilities), 
MHOC2KA.EJ Northeast Utilities 88/10/07 Document Control Branch (DocumenI 
Control Desk) 5pp. 47164'357 47164 382. 


Insurance 8 fndemnlty In formation 

B81OO30432 Forwards environ assessmeni A findmg of no significant impact re tempo- 
rary exernption from schedular require me nls of property insurance rule 
10CFR50 64(w)(5)(i),effect1v'e 881 004 

ST0L2,JF Project Direcloraie M 88/09/27 MRCKJZKA.EJ Northeast Nuclear 
Energy Co (subs of Northeast Utilities) 3pp 47005 294-47005 30Q 

^8810030433 Environ assessment & findmg of no significant Impact re exemption from 
riMUirements of 1 0CFR50 54(wX5](0 

HERMAN ,fl W. Project Directorate )-4. 68/09/27 4pp 47005 297-47005 300 

8310110233 Forwards temporary exemption from schedular requirements of property in- 
surance rule lOCFRS 064 (w)( 51(0 

STOLZJF. Project Directorate 14 88/10/03 WROCZKA,EJ. Northeast Nuclear 
Energy Co (subs of NortheasI Utilrties) 3pp 471 08.351 -47 108 GSB. 

-3810110236 Temporary exemption from scheduler requirements of property insurance 
rule affectlvo 881004 (IOCFRSO.5^. ' 

VARGA, S A. Dvision of Reader Projects - 1/11 (Posl 670411) 88/10/03 NortheasI 
Nuclear Energy Co. (subs ol NortheasI LI tilrties] 4pp 47108354 47105,356, 


P, Operating license stage documents A corraapondence 

8807260331 Discusses 880703 mgt meeting In Region I ofc re corporate resource 
allocations.englneenng support & plant activities 

BETTENHAUSEHL. Region 1, Ofc of the Director. 83/07/14 MROC2KA,e J North- 
east Nuefear Energy Co (subs, of Northeast Ubiities) MROCZKA,EJ. Cennacticul 
Yankee Atomic Power Co 1 12pp. 46325*248 46325,359 

8809120065 Gen-arfc LIr 88-15 lo all power reactor licensees & applicants re ofectric 
power sys - inadequate control over design processes, 

CRUTCHFIELO.D. Associate Director for Prelects (Posl 670411). 80/09/12. Consol*- 
deled Edison Co ol New York, Inc, 60pp 47001.239-47001 000 


8809290339 Forwards ANF'87-i61, "Millstone Unit 2 Plant Transient Analysis 
R^LAnatysis of Chapter 15 Events," In auppcrl of Cycle 10 reload 
MRDCZKA.EJ Northeast Nuclear Energy Co (subs, of Northeast Utilillos), 

MROC2KA,eJ NortheasI Ulilities 68/09/19. DocumenI Control Branch (Document 
Control Desk) 3pp 46996 066 46909236 

-6809290041 "Milfstone Unit 2 Plant Transient Analysis Rept, Analysis of Chapter 15 
Events *’ 

O’DELL, LD Advancad Nuefear Fuels Corp (formerjy Exxon Nuclear Co., Inc.) ANF- 
67-161.08/09/30 148pp 46998 091-46999 238 

8309290366 Application for amend to License DPR-65,changing Tech Specs to allow 
plant to operate beyond nrojected end of core Hie for currant Cycle 9 Fee paid. 
MROCZKA,EJ Northe^t Nuclear Energy Co (subs or Northeast Iftlliilea) 

MROCZKA,EJ. Northeast Ulilities. 60/09/20 Document Control Branch (DocumenI 
Control Desk) 6pp 47000 174-47000.184 

-8309290372 Proposed Tech Specs, allowing operation beyond projected end of core 
nfa for current Cycle 9 

* Northeast Nuefoer Energy Co (subs of Northeast Uliiilles). 86/09/20, 6pp 
47000.179 47D1)0-104, 

8610060023 FoAvards Amend 131 to License DPR'65 & safely evalualion, Amend re- 
vises Tech Spec 4 8 1 1.2b, "AC Sources" for consistency w/industry atd for accapl- 
abifity of emergency diesel generator fuel oH 

dAFFE,D H. Projecl Directorate 1-4. B8/09/26. MROCZKA, J, Northeast Nuclear Energy 
Co, (subs of Northeast UtilJlIes) 2pp 4 706 5 '230-4 706 5- 23 7 

-8810060026 Amend 131 to License OPR 65, changing Tech Spec re ac sources for 
consistency w/lndustrv sld for acceptability of emergency diesel generator fuel oil ref 
in ASTM 0975-78 

STOL2.J F. Project Directorate 1-4. 88/09/26. 4pp 47065'232-47065.235 

-6310060026 Safety evaluation simporting Amend 131 to License DPR-65 
‘ Office of Nuclear Reactor RegufatJOn, Director (Post 870411) 88/00/20. 2pp 
47065.236-47065-237. 

6810170092 Forwards Amends 107,23,132 & 24 to Licenses DPR-61,DPR.21, DPR-65 
& NPF'45,fespacliv0ly & safety evaluation Change modifies Tech Specs lo provide for 
uniform addresses for listed classes of repis for plants 

STOLZ.J F. Projact Directorate (-4. 88/09/28. MROCZKA,EJ. Connecticut Yankee 
Atomic Power Co 3pp. 47163 31 0 47163 349, 

-8610170099 Amends 107,23,132 8 24 to Licenses DPR -61, DPR -21, DPR -65 & NPF- 
49,respectively,modifying Tech Specs to provide for uniform addresses for listed 
classes of repts for plants 
STOLZ,J.F Project Directorate 1-4. 08/09/26. 27pp 

-8810170101 Safety evaluation supporting Amends 107,23,132 & 24 to Licenses DPfl- 
61,DPR-21.0PR-65 & NPF-24,r8spec1lV6V 

* Office of Nuclear Reactor Regulation, Director (Posl 870411). 86/09/28 2pp. 
47153 346-47153.349. 

3610060297 Responds to generic SER on resolution of USI A-46.Complellon of generic 
Implementation procedure In First Quarter 1989 depends on resolution of all ouTs land- 
ing Issues, acconipllshmeni of Interim milestones & agreement on Issues 
MRCX)ZKA.EJ, SEARS.CF. Connecticut Yankee Atomic Power Co MROC2KA.EJ. 
Northeast Nuclear Energy Co (subs of NortheasI Utilities) 80/09/30. Document Con- 
trol Branch (Document Control Desk). 3pp 47066:004-47068 006, 

8810120317 Application for amend to License DPR-65, Incorporating primary-to second- 
ary $team generator leiakage limit to ensure acceptable structural margins Fee paid. 
MROezKAit J . SEARS.C F NortheasI Nuclear Energy Co (subs of Northeast Utili 
ties) MRCX)ZKA.E.J NortheasI Utilities, 68/00/30. Document Control Branch (Pocu 
ment Control Desk). 6pp 47120:113-47120 122 

-3810120322 Proposed Tech Specs Pages 3/4 4-7,3/4 4-0,6 3/4 4-2o & B 3/4 4-3 ic 
surveillance requirements for flCS leakage. 

‘ NortheasI Nuclear Energy Co (subs of Northeast Utilities) 68/09/30. 6pp 
47ia0.‘t 18-47120:122 

86 10050058 Generic Ltr 68-16 lo all power reactor licensees & applicants re removal of 
cycle-^ecific parameter limits from Tech ^ecs Svc list end 
CRUTCHFIELO.D Associate Director for Projects (Post 070411). 80/10/04 Consoli- 
dated Edison Co. of New York, Inc 40pp 47116:145-47116 194. 

6610130052 Forwards request for addi Info re util response to TMl Item II.K 3 5 con- 
cerning reactor coofant pump tnp Response requested within 60 days. 

JAFFE,D.H, Project Directorate 1-4 06/10/06 MROCZKA, EJ. Northeast Nuclear 
Energy Co. (subs of Northeast Utilities). 4pp. 47135.358-47135.361 

8810170226 Forwards "Millstone Unit 2 Small Break LOCA Analysis," to support Cycle 
10 startup currently scheduled for Mar I960. 

MROOZkA.EJ Northeast Nuclear Energy Co. (subs, of Northeast Utilities) 
MRCX:^ZKA,E.J. Northeast Utilities. 88/10/07. Document Control Branch (Document 
Control Desk). 3pp 47159 001-47159 050 

-8010170227 "Millstone Unit 2 Small Break LOCiA Analysis ” 

STJTT.B.D., QOTTULA,R C Advanced Nuclear Fuels Corp. (formerly Exxon Nuclear 
Co , Inc.). ANF-08-129 88/10/04. 47pp. 47169.004 47159.050 

9610240412 Forwards specific emergency operating procedures for use during incident 
response ctr activattoa. 

MflOCZKA.E J. Connecticut Yankee Atomic Power Co. MROCZKA, E,J Northeast Nu- 
clear Energy Co. (subs of Northeast Utilises}, 66/10/07 Document Control Branch 
(Document Control Desk) 2pp, 47210.121-47223,281. 

-8810170276 Temporary Procedure Change 88-557 to Rev $ to Procedure EOP 3 1-0, 
"Siatlon Blackout " 

‘ (jonnecUcul Yankee Atomic Power Co, 80/11/02. 2pp, 47219:124-47219 125. 

-6610240450 Rev 3 lo Emergency Operating Procedure EOP 3 1-0, "Emergency R0 
sponse Procedures," 

* Oonnoclfcui Yankee Atomic Power Co 08/02/05. 6pp 4721 9’ 126-4721 9. 133 
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10240466 Rev 6 lo Emergency OpefSling Procedure EOP 3 1*0, ‘'Complole Loss 
Condenser Vacuum/* 

* Conneclfcul Yankee Atomic Power Co 87/05/12 2pp 47219 134 47219,135 

-6S 10240490 Rev 10 lo Emergency Operating Procedure EOP 3 MO, "Partial Loss of 
AC" 

^ Conneclfcul Yankee Atomic Power Co 87/07/03, 12pp 47219 136-47219,147. 

•^810240503 Rev 4 to Emergency Operaiing Procedure EOP 3,1-12, "Emergency Bora- 
tian." 

* Connecticut Yankee Atomic Power Co. 87/09/03. 4pp 47219:148-47219.151 

-0610240500 Rev 7 to Emergency Operaiing Procedure kOP 3 1-21 « "Pressurizor 
Spray Valve MaliuncDon ” * 

* Connecticut Yankee Alomic Power Co. 87/10/30 4pp. 47219:162-47219 155. 

-8610240521 Rev 9 to Emergency Operating Procedure EOP 3 1-23, "Loss of Circulat- 

*^?)onneclicul Yankee Atomic Power Co. B7/05/12. 3pp 47219’ 156-47219.168 

-8610240525 Rev 4 to Emergency Operating Proceduro EOP 3 1-28, "Turbine Over- 
speed " 

* Connecticut Yankee Atomic Power Co 88/08/23. 4pp 47219 169-47219,162 

-8810240535 Rev 6 lo Emergency Operating Procedure EOP 3.1-34, "Complete Loss 
of Control Air Supply." 

* ConnecUcut Yankee Atomic Power Co 08/04/05 0pp 47210 163-47219 170, 

-6610240540 Rev 7 to Emergency Operating Proceduro EOP 3,1-46. “Tolal Loss of 
Semt-Vital Power." 

* Connecticut Yankee Atomic Power Co. 87/05/12 3pp, 47219:1 71 -47219.173 

-6610240542 Rev 2 to Emergency Operating Procedure EOP 3,1-48, *'Cavily Seal Fail- 
ure." 

* Connecticut Yankee Alomic Power Co 04/10/04. 3pp. 47219’1 74-4721 9:176 

-6610240544 Rev 3 to Emergency Operating Procedure EOP 3.1-40, *’Par1lal Loss of 
DC " 

* Connecticut Yankee Atomic Power Co 07/05/12. 4ppv 47219 177-4721 9’ 180. 

-6610240546 Rev 2 lo Emergency Operating Procedure EOP 3.1-60, "Loss of MCC-5" 

* Connecticut Yankee Atomic Power Co. bS/ 04/05. 0pp. 47219'181 -4721 9.106 

-8610240546 Rev 1 to Emergency Operating Procedure EOP 3.1-51, ’’Manual Align 
mont of HHR HPSI Cross Tie Valves 

* Connecticut Yankee Alomic Power Co 68/04/05 13pp 47219:187-47219:190. 

-8810240646 Temporary Procedure Change 88-504 to Rev 4 lo Proceduro E 0, "Reac- 
tor Trip Of Safety injection " 

* Connecticut Yankee Atomic Power Co 68/09/07, 2pp, 47219 200 472i9’201. 
-8810240650 Rev 4 lo Emergency Operaiing Procedure E-0, "Reactor Trip or Safety 

^^^nnectlcut Yankee Atomic Power Co 88/06/03. 16pp, 4721 9* 202-472 19*217. 

-8810260154 Rev 1 to Emergency Operating Procedure ES-0 0, "Rod! agnosia " 

* Conneclicut Yankee Atomic Power Co. 80/06/03 3pp, 47210:218*47219 220. 

-8810250173 Rev 4 lo Emergency Operating Procedure ES0.1, "Reactor Trip Re 
sponae " 

* Connecticut Yankee Atomic Power Co. 80/06/03 14pp. 47210.221-47219*234. 

*-661 02501 79 Rev 3 to Emergency Operating Procedure ES-0.2, "Natural Circulation 
Cooldown." 

* ConnecUcut Yankee Atomic Power Co 88/00/03. 10pp. 47219.236-47210 244. 

-6610250195 Rev 3 to Emergency Operating Procedure ES-0.3, "Natural Clrculallon 
Cooldown W/Sleam Void In Vessel {W/RVLIS) " 

* Connecticut Yankee Alomic Power Co. 08/06/03. 0pp 47219:245 47210:252. 

-6610260190 Rev 4 to Emergency Operating Proceduro ES-04, "Natural Circulation 
Cooldown W/Staam Void In Vessel (w/o RVLlSj." 

* Connecticut Yankee Atomic Power Co. 68/06/03. 13pp. 47219’263-47218.265 

-0816250202 Rev 4 to Emergency Operating Procedure E-l, "Lose of Reactor or Sec- 
ondary Coolant." 

^ Connecticut Yankee Atomic Power Co. 80/06/03. 9pp. 47219:266-47219.274 

-661025020S Rev 3 to Emergency Operating Procedure ES-ni, "Safely injection Ter- 
mtnalfon," ^ 

* ConnecUcut Yankea Atomic Power Co. 88/00/03 12pp. 47210:276-47219:200. 

-6610260208 Rev 3 lo Emergency Operating Proceduro ES-1 2, "Posl-LOCA Cooldown 
& Depressurization " 

* Connecticut Yankee Atomic Power Co 88/06/03. 17pp. 47219 207-47219*303. 

-8610260211 Rev 5 to Emergency Operating Proceduro 6S-1.3, "Tranefor to RHR Ro- 
clrculallon " 

* Connecticut Yankee Atomic Power Co. 88/08/03 Bpp. 4721 9*304-47219.31 1. 

-8610250216 Rev 6 to Emergency Operating Procedure ES-1. 4, "Transfer to Two Path 
Recirculation." 

* Connecticut Yankee Atomic Power Co 80/06/03. 9pp. 47219.31 2-47219.320. 

-6810200223 Rev 2 to Emergency Operating Procedure E-2. "Faulted Steam Generator 
Isolation." . 

* Connecticut Yankee Atomic Power Cd. 80/06/03. 3pp. 47210:321-47210:323- 

-8810250229 Rev 4 to Emergency Opiating Procedure E-3, "Sloam Generator Tube 
Rupture." 

* Connecticut Yankee Atomic Power Co. 88/06/03. 27pp. 47219*324-47219:350, 

-6810250239 Rev 3 to Emergency Operating Procedure ES-3.1, "Fost-Sleam Genera- 
tor Tube Rupture Cooldown ll sing Backfill." 

* Connecticut Yankee Atomic Power Co 88/06/03 7pp. 47210.361-47219:367 

-6810260241 Rev 3 to Emergency Operating Procedure ES-3 2, "Post'-Sleam Genera- 
tor Tube Rupiure Cooldown Using Blowdown." 

* Connecticut Yankee Atomic Power Co. 88/06/03. 12pp 47210:368 47220 009. 


-8610250247 Rev 2 to Emergency Operating Proceduro ES*3 3, ’'Post-Steam Genera- 
tor Cooldown Using Steam Dump " 

* Cor\naclicut Yankee Atomic Power Co. 88/06/03 13pp 4722 0 0 10 47220 022. 

-6810250250 Rev 3 to Emergency Operating Procedure EGA 00 , "Station Blackout" 

* Connecticut Yankee Atomic Power Co. 80/06/03 15pp 4722 0 023 47220.037 

-6610250262 Rev 3 to Emergency Operating Procedure EGA 0 1, "Station Blackout Re- 
covery W/o Sieam Injection Rsquired," 

* Connecticut Yankee Atomic Power Co 88/08/03 lOpp 47220 036 47220 047 

-6610250268 Rev 4 to Emergency Operating Procedure EGA 0 2, "Slalion Blackout Re- 
covery W/Stoam Injection Rooufrea " 

* Connecticut Yankee Atomic Power Co 00/06/03 6pp, 47220 048-47220 053. 

-8610250260 Rev 4 to Emergency Operating Procedure ECA-1.1, "Loss of Emergency 
Coolant Recirculatiorv " 

* Connecticut Yankee Atomic Power Co 68/06/03. lOpp, 47220.054-47220 063, 

-6810260265 Rev 1 to Emergency Operaiing Procedure ECA-1 2, "LOCA Outside Con- 
tainment " 

* Conr^GCtlcut Yankee Atomic Power Co 88/08/03 2pp 47220 004 47220 005 

-6810260266 Rev 4 to Emergency Operating Procedure ECA-21, "Uncontrolled De- 
presaurizatlon of All Steam Generators." 

* Connecticut Yankee Atomic Power Co, 88/06/03 18pp 4722Q066 47220,003. 


-6610250271 Rev 3 to Emergency Operating Procedure EGA 3.1, "Steam Generator 
Tube Rupture W/Loss of Reactor Coolant - Subcooled Recovery Oealred " 

* Connecticut Yankee Atomic Power Co 86/06/03. 26pp. 47220084-47220 109. 

-8810260274 Rev 3 to Emergency Operaiing Procedure ECA-3.2, "Steam Generator 
Tube Rupture W/Losa of Reactor Coolant - Saluraled Recovery Desired " 

• Connecticut Yankee Atomic Power Co 68/06/03, 22pp 47220 1 10-47220.131 


-6610260270 Rev 4 to Emergency Operating Procedure ECA-3.3, "Steam Generator 
Tube Rupture W/o Proasurizer Pressure Control " 

* ConnecUcut Yankee Atomic Power Co B8/86/03. 23pp. 47220.132-47220*164, 

-8610250261 Rev 3 to Emergency Operaiing Procedure FR-S.1, "Response to Nuclear 
Power Gonoration/ATWS " 

* Connecticut Yankee Alomic Power Co 06/08/03, 7pp 47220:166-47220,161. 

-6610250283 Rev 1 to Emergency Operating Procedure FR-S2, "Response to Loss of 
Coro Shutdowr^ " 

* Connecticut Yankee Atomic Power Co. 60/06/03 2pp. 47220:1 82- 472 20- 163 

-8610250294 Rev 2 to Emergency Operating Procedure FR-C 1, "Response lo Inad- 
oquate Care Cooling." 

* (tonneclicul Yankee Atomic Power Co. 80/06/03. Bpp 47220*164 47220:172. 

-0810250297 Rev 2 to Emergency Operating Procedure PR C2, "Response to Degrad- 
ed Core Cooling," 

^ Connecticut Yankee Atomic Power Co 88/06/03 7pp. 47220.173 47220:179 

-8010260300 Rev 1 to Emergency Operating Procedure FR C.3, "Rosponso to Satural 
ed Core Cooling " 

* ConnecUcut Yankoe Atomic Power Co 88/06/03. 3pp 47220.180 47220:102. 

-6610260302 Rev 4 to Emergency Operaiing Procedure FR-H 1, "Response to Loss of 
Secondary Hoal Sink " 

‘ Connocllcut Yankee Atomic Power Co. 88/06/03 19pp. 47220. 183-47220.201, 

-8610250303 Rev 1 to Emergency Operaiing Procedure FR-H.2, "Response lo Steam 
Generator Ovorprossuro." 

* Connecticut Yankee Atomic Power Co, 00/06/03. 3pp. 47220*202 47220*204. 

-0610260308 Rev 3 to Emergency Operattog Procedure FR-H.S, "Rosponse to Steam 
Generator High Level." 

* Connecticut Yankee Atomic Power Co. 60/06/03. 3pp. 47220,205 47220:207 

-0010260310 Rav 2 to Emergency Operating procadure FR-H4, "Response lo Loss of 
Normal Steam Release Capabilluos. 

“ Connocllcut Yankoe Atomic Power Co 06/06/03 2pp. 47220-200-47220.209. 

-8610250316 Rav 2 to Emergency Operating Procedure Fn-H.6, "Response to Steam 
Generator low Level " 

* ConnecUcut Yankea Alomic Power Co. 86/00/03. 3pp 47220:210-47220*212, 

-8810260318 Rav 4 to Emergency Operating Procedure FR P.1, "Rosponse lo ImmI 
nent PTS Condition " 

* Connocllcul Yankee Alomlo Power Co, 88/06/03, 12pp 47220:213-47220*224 

-8810250321 flov 1 to Emergency Operating Procedure FR P.2. "Response to Antici- 
pated PTS CondiUon 

' Conneollcut Yankee Atomic Power Co 0B/O6/O3 6pp. 47220*226-47220*229. 

-6B102$0326 Rev 2 to Emergency Operating Procedure FR-Z.1, "Response to High 
Containment Pressure." 

* ConnecUcut Yankee Alomic Power Co, 80/06/03 9pp 47220:230-47220*232. 

-0610250331 Rev i lo Emergency Operating Procedure Ffl-Z.2, "Response lo Contain- 
ment Ftooding." 

* Connecticut Yankee Atomic Power Co. 68/06/03. 2pp. 4 7220. 23 3-4 7220:23 4. 

-6810260334 Rev 2 to Emergency Operating Procedure FR-Z 3, "Response to High 
Containment Radiation Level?’ 

* Connecticut Yankee Atomic Power Co. 80/00/03. 2pp. 47220.236-47220:230 

-6010260338 Rov 3 to Emergency Operating Procedure FR-Lt, "Response lo High 
Pressurizer Level " 

* Conneollcul Yankee Atomic Power Co, 98/06/03. 4pp. 47220.237-47220:240 

-0010260340 Rev 2 to Emergency Operating Proced’ure FR-I 2, "Response to Low 
Prossurizer Level," 

* Connecticut Yankee Atomic Power Co. 80/06/05. 3pp 47220:^4 1-4 7220.243, 
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-8610250421 Rev 3 !0 Emefgency Opeiatjng Procedure FR 13, "Response lo Voids In 
Reactor Vessel 

' ConTwcLcut Yankee Atomic Power Co 88/06/03 l5pp 47220 244^47220 259 

“8010250425 Rov t to Emergency Operating Procedure EOP 569, "EOP Administration 
Procedure " 

PALWERRJ, MCCOLLUW.w R . Mn0CZKA.EJ Connecucul Yankee Atomic Power 
Co 84 '03/20 lipp 47220 260 47220 270 

“8810250427 Rev 3 to Emergency Operating Procedure EOP 570. "Reactor Pressure 
vessel Level Control Emergency Procedure^' 

PALMER, RJ BERR/ Connecticut Yankee Atomic Power Co 88/06/20 8 pp 
4722G 271 47220 279 

“8810250430 Rev 2 lo Emergency Opera bno Procedure EOP 571, "Reactor Pressure 
Vessel Level/Rx Power Control Emergency Procedure " 

PALMER RJ Connectioil Yankee Atomic Power Co 88/05/20. 15pp 47220 280- 
47220 295 

“8910250431 Rev 2 to Emergency Operating Procedure EOP 572, "Reactor Power 
wntfot Emergenc*/ Operating Procedure " 

. ROMBERG.W D Connecticut Yankee Atomic Power Co 
87/01/13 8 pp 47220 296-47220 303 

EOP 573, "Reactor Ptesaiie 

vessel Spray Coding Eme^ncy Procedure 

47220 3W^4'7220^308 ^^ ^ Connecbcut Yankee Atomic Power Co 88/05/20 6 pp 

Emergency ^alir>g Procedure EOP 574, "Reactor Pressure 
Steam Cooiing Emergency Procedure 

472^ 309 ^7^^^312 Connecticut Yankee Atomic Power Co 88/05/20 4pp 

’*Vrrie^^r?i%fKedure‘^^ “Reactor Pressure Vessel Level/flx Power Controi 
472^^13 Connecticut Yankee Atomic Power Co 88/05/20 8 pp 

“88102 M446 Rev 1 to Emergency Operating Procedure EOP 576 "Reactor Pmiitiuta 
Vessel level Restoration ErSgency^rocXa " ’ Pmssure 

Connecticut Yankee Atomic F^er Co 68/06/03 9 pp 47220 325-47220 333 

7I>^7‘mo3355;1omo''^'^'^ ConnectaulYankse Atomic Power Co 84/03/20 

" MCCOULUM w b’ i'”;!®"® Ptsssure Vessel Emeroency Procedure " 

“““S'-i'M'Slle/S'’’-' AtoOHokoi^ Co 84/03/20. 

"^"rE^Tr.VprlSe'^ "A"*™'® Shuldowp 

iSM72M3'54 472 » 357 '’-"'' Yankee Atomic Power Co 84/03/20. 

««■ "Cootaiomer,. Con- 

4^20 sis C«’'’®^''®*eeAtomto Power Co 88/05/20 43pp 

-ir 0250488 Rev 3 to Emergeocy Operating Procedure EOP 2525, "Std Posl-Trip Ac 
4722 tWC 4 f 22 ?o™''’ A'“«c Power Co 88/08/03 17pp 

^ EOP 2526, ••Reactor Top Re- 


“8810260048 Rev 2 to Emorgoncy Operating Prococluro EOP 2640B, "Funolional Ho 
covery of Vital Auxiliaries (AC & DC Power) ^ 

BRINKMAN,S, SMITH, J Connecticut YenKeo Atomic Powor Co 80/00/03 20 do 
47221 298 47221 317 

-8810260065 Rev 3 to Emergency Operating Procedure EOP 2640C, "Funcllonal Re 
covery of RCS Inventory & Pressure ’* 

BRINkMAN.S, smith, J Connecticut Yankee Alomic Power Co, 80/00/03 25on 

47221 318 47221 342 

“8810260061 Rev 3 lo Emergency Operaling Procoduro EOP 2640D, "Functional Re. 
covery of Heat Removal " 

? 7 {> 9 < Yankee Alomic Powor Co 80/08/03. 64 pp, 

“8810260(j66 Rev 2 to Emergency Operaling Procoduro EOP 2640E, "Functional Re- 
coveiy of Containment Integrity *' 

47222 ^7^ ^nneclicul Yankee Atomic Powor Co, 80/00/20 11pp, ^ 4722203 ?- 

“8610260073 Change 1 to Rov 2 to Emergency Operating Procedure EOP 2640E. 
■Functional Recovery of Containment Integrity." *a^vc, 

472^05^ Yankee Alomic Power Co 07/01/28 9 pp 47222.04fi' 

^ 0 to OPS Form EOP 35 F-0,2. "Coro Cooling Stalua 

• ^nnectlcut Yankee Atomic Power Co. 00/06/02 3pp 47222 067-47222 069 

“8810260096 Chanoo 1 to Rev 0 to OPS Form EOP 35 F-0 3, "Heal Sink " 

Connecticut VanKoe Alomic Powor Co 87/10/22 6 pp, 47222'0fl0‘47222 064, 

"iSdeor ^ Emorgoncy Operating Procoduro EOP 3502. "Fuel Handling Ac^ 

47222070^^ Connecticut Yankee Atomic Powor Co 87/00/14. Bpp, 47222065- 

"’toM RoiS^ ^'"‘’' 8 ®"“'' Opora'ina Procoduro EOP 3503, "Shutdown Outsldo 

• Connsoticul Yankee Alomlo Powor Co 87 / 01/24 34 pp, 47222.071 47222 - 104 , 

"^^fnVlHHRr ’ Opsroling Procoduro EOP 3500, "Loas of Shutdown 

• Connecticut Yankee Atomic Powor Co. 87/1 1/05. lOpp 47222- 1 18.47222.-12S. 

“ Oo’“S®Rmi 5.®^ ^ 0p®™“'’9 Procoduro EOP 3504, •'Cooldown Outside 

M^E,DR ConnecUcul Yankee Atomic Power Co. 05/11/05 11 pp. 47222 j 1 QS. 

‘ i™®Pui ^9 ® OPP^P'Ina Procedure EOP 3500, ''Losa ol All Charo- 

• Connecucul Yankee Atomic Power Co 85/10/08 6 pp 47222-126 47222 . 130 . 

"'sater4e«Sn'^'* °P®'“"P0 Procedure EOP 35 E 0, ''Roaclor Trip or 

•Connecucul Yankee Alomto Powor Co 88/03/15 16pp, 47222,143 47222:168 

"oVsS^r^tootonr"’®'®®"''^'’®™''®® EOP 36 E-l, ''Loss o( RoaciM 

• Connecucul Yankee Atomic Power Co 88/06/16. 10pp. 47222:159.47222:170. 

■ GSoflsSliton^” ^'"”0®“'' Op®™"''B Procedure EOP 36 £- 2 , •■Faullod Slearn 


BRINKMANS SMITH IB . „ . ...r-- Boneralor iBOlallon " -- -- cui- oo c- 4 , -(.auiloo 

4722105747221075 A'omlo Power Co 88/06/03 IBpp. °®"®®®"®“‘'*'®"'*®®**®f"'® PowerCo 88/06/15. 6pp. 47222,177.47222:102. 


^ '® E>n«9«ncy Operating Procedure EOP 2528, ■■Elecincel Emer- 
47»ro70472'2ff™''^® Connecucut Yankee Alonvc Power Co. 88/08/03. 42pp 

■ Procedure BOP 2532. "Loss ol Pnraary 

4722M1M722nK”"* ''ol'®® Alomto Power Co 88/08/03 aepp. 

■■ jJta rX*"” ® ■“ °P®'®®"9 '^®®®<i®® EOP 2534. "Steam Generator 

4722l'lM^f22?i88^''^' Vankee Atom« Power Co 88/08/03 35pp, 

~ ■* ^S®®^ OperaUng Procedure EOP 2536, "Bccess Steam 

‘^®®®“®'’ vankee Alonw: Power Co 88/08/03 34pp, 

-MIMSpW Reu 4 to Emergency Operasng Procedure EOP 2537, "Loss ol All Feed- 
47221 Cormeoscul Yankee Atomic Power Co 88/08/03 24pp, 

"®®®v 

47221278^^^™*®^ ''*"'‘«® Atorrw: Power Co 88/02/20 32pp. 47221 247- 

OP®®t.ng Procedure EOP 2540A "Funcllonal Ra- 
47221 27947aiSw*'^ Connecucul Yankee Alumw Power Co 88/08/03 19pp. 


'® ^"'®' 8 ®ncy operating Procedure EOP 35 E. 3 , •'Sleam Qonera. 

•Connecucul Yankee Atomic Power Co 88 / 06/16 32pp. 47722 : 183 - 47222 : 214 . 

-^W260104 Rev 1 to Emergency Operating Procadure EOP 35 ESOO. ''Rediagno- 

• Connecucul Yankee Alomlo Power Co 85/12/13. 6 pp. 47222.215-47222-219. 

‘ ReX*”" ® ^®'®' 8 ®"«V Oporaling Procedure EOP 35 ES 0.1, •'fleaolor Trip 

• Connecucul Yankee Atomlo Power Co 88/06/16, 13pp. 47222-220-47222:232. 

~MtailwCool<town"*° ^"*®'fl®"®V Operating Procoduro EOP 36 £8-0 2 , "Nalural Cir- 

•Connecticut Yankee Alomic Powor Co 88 / 06/16 11pp. 47222:233 47222 - 243 . 

■“jtoSdo'JS' W/Sl9jI^'C“li°\?o®8cTCRvte 

• Conrtocucu, Yankee Atonuc 



*lpToSSm ^"'®'0®'’‘^y Operating Procedure EOP 36 ES-I.I, ''Safely Injoo- 
ConnectKail Yankee Atomlo Powor Co 88/06/16 16pp. 47222-266.47222:270. 

“*CwfflDmrasS.iftatton°"°‘' °P®™“"0 Procedure EOP 35 ES.1,2. "Poat-LOCA 
onnecllcul YSnkee Alomlo Power Co. 88/06/Ib 17pp, 47222,280.47222.290. 

“‘^WtellllS,.^'"®'^®"®'' °P®™""0 Procedure EOP 35 ES-l 3. •'Trerafer to 
nneellcul Yankee Atomlo Power Co. 68/06/16. 7pp 47222-297.47222,303 
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<-8810260262 Rev 2 to Emergency Operating PfOceduro EOP 35 eS-1.4. "Transfer to 
Hot Leg Recirculation " 

* Connecticut Yankee Atomic Power Co. 88/06/16 6pp 47222 304-47222.309. 

-6610260267 Rev 2 to Emergency Operating Procoduro EOP 35 ES-3.1, "Posl-Staaim 
Generator Tube Rupture Cooldown Using Backfill " 

* Connecticut Yankee Atomic Power Co 88/06/15 8pp 47222 3lO 47222,317. 

-6610260272 Rev 2 to Emergency Operating Procedure EOP 35 ES-3 2, "Post-Steam 
Generator Tube Rupture Cooldown Using Blowdown." 

* Connecticut Yankee Atomic Power Co 80/08/15 lOpp 47222 318 47222 327. 

-6610260268 Rev 2 to Emergency Operating Procedure EOP 35 ES 3 3, "PosI Steam 
Generator Tube Rupture Cooldown Using Steam Dump " 

* Connecticut Yankee Atomic Power Co. 88/06/15 lopp 47222*326-47222,338 

-8B10260315 Rev 3 to Emergency Operating Procedure EOP 35 ECA 00, "Loss of All 
AG Power." 

^ Connecticut Yankee Atomic Power Co 88/06/16 20pp. 47222 339*47223 007. 

-8010260322 Rev 2 to Emergency Operating Procedure EOP 35 ECA 0 1, "Loss of All 
AC Power Recovery W/o Sr Required " 

* Connecticut Yankee Atomic Power Co 88/06/16. T3pp, 47223*006 47223 020 

-6610260410 Rev 2 to Emergency Operating Procedure EOP 35 ECA 0 2, "Loss of All 
AC Power Recovery W/SJ Required " 

* Connecticut Yankee Atomic power Co. 88/06/15. 12pp 47223*021-47223*032 

-6810260417 Rev 2 to Emergency Operating Procedure EOP 35 ECA-1 1. "Loss of 
Emergency Coolant Recirculation. 

* Connecticut Yankee Atomic Power Co 88/08/16. 18pp 47223^033 47223 050 

-6610260426 Rev 1 to Emergency Operating Procoduro EOP 36 ECA*1 2, "LOCA Out- 
side Containment." 

* Connecticut Yankee Atomic Power Co. 85/12/13. 6pp, 47223 051*47223*056. 

-6610260436 Rev 2 to Emergency Operating Procedure EOP 36 ECA-21, "Uncon- 
trolled Depressurization of Alt Steam Generators " 

* Connecticut Yankee Atomic Power Co 88/08/16 18pp 47223* 067-47223.074. 

-6610260464 Rav 2 lo Emergency Operating Procoduro EOP 36 ECA-3.1, "Sloam Gen 
eralor Tube Rupture W/Loss of Reactor Coolant - Subcoolod Recovery Ooslred." 

‘ Connecticut Yankee Atomic Power Co 88/06/16 28pp 47223.076-47223.102. 

-6610260473 Rav 2 to Steam Generator Turbine Rupture W/Loss of Reactor Coolant 
Saturated Recovery Desired." 

* Connecticut Yankee Atomic Power Co 88/08/16 26pp 47223.103-47223 127 

-8610260465 Rflv 2 to Emergency Operating Procedure EOP 35 ECA-3.3, "Steam Gen- 
erator Tube Rupture W/o Preasurizor Proasuro Control." 

* Connecticut Yankee Atomic Power Go. 08/06/16. 18pp. 47223.128 47223*146. 

-8810260497 Rev 2 to Emergency Operating Procoduro EOP 35 PR-C 1, "Reaponao to 
inadequate Core Cooling " 

* Connecticut Yankee Atomic Power Co 80/06/16. lOpp 4 7223* 147-47223; 166 

-6618260506 Rev 2 to Emergency Operating Procedure EOP 35 FR-C.2, "Rosponao to 
Degraded Core Cooling " 

•cSinnectlcut Yankee Atomic Power Co 88/06/16 Opp 47223*167-47223.165. 

-6610260513 Rov 1 to Emergency Operating Procedure EOP 35 FR.C,3, "Responso to 
Saturated Core Condltlona.' 

* Connocllcul Yankee Atomic Power Co. 86/12/13. 6pp 47223.166 47223 170 

-6810260520 Rev 1 to Emergency Operating Procedure EOP 35 FR-H.1, "Response to 
Loss of Secondary Heat Sink." 

* Connecticut Yankee Atomic Power Co 85/12/13, 14pp. 47223.171-47223*184. 

-6610260624 Rev 1 to Emergency Operating Procedure EOP 35 FR-H 2, "Responae to 
Sieam Generator Overpressure 

* Connecllcul Yankee Atomic Power Co 85/12/13 epp. 47223*185 47223*190. 

-8810260626 Rev 1 to Emergency Oporaling Procedure EOP 36 FR-H, 3, "Reaponse to 
Steam Generator High Level " 

* ^nnecilcut Yankee Atomic Power Co. 85/12/13, 8pp. 47?23;191-47223.l0fl 

-8810260530 Change 1 to Rev 1 to Emergency Operating Procedure EOP 36 FR-H3, 
"Response to Steam Generator High Level." 

* Connecticut Yankee Atomic Power Co. 87/12/17. Ip. 47223.197-47223.107. 

-6610260645 Rev 1 to Emergency Operating Procedure EOP 36 FR-H 4, "Reaponao to 
Leas of Normal Steam Release Capabilillea." 

* Connecllcul Yankee Atomic Power Co. 85/12/13 4pp 47223:108 47223 201 
-6810260651 Rev 1 to Emergency Oporaling Procedure EOP 35 Ffl-H.5. "Response to 

* Connecticut Yankee Atomic Power Co 86/12/13. 6pp. 47223 202-47223,206. 

-6610260562 Rev 1 to Emergency Operating Procedure EOP 35 FR-1 1, "Response to 
High Preasurizor Level." 

* Connecticut Yankee Atomic Power Co. 86/12/13. 7pp. 47223:207-4/223*213. 

-861Q260566 Rev 1 to Emergency Operating Procedure EOP 35 FR 1.2. "Response to 
Low Preasurizor Level." \ 

* Connecticut Yankee Atomic Power Co. 85/12/13 6pp. 47223 214-47223.218. 

-6610260571 Rev 2 to Emergency Operating Procedure EOP 36 FR-1.3, "Response to 
Voids in Reactor Vessel." 

* Connecticut Yankee Atomic Power Co. 08/06/16. I3pp 47223 210-47223,231. 

-6610260674 Rev 2 to Emergency Operating Procoduro EOP 36 FR-P 1, "Response to 
Imminent PTS Condition " 

’ Crwnectlcul Yankee Atomic Power Co 80/06/15 lapp. 47223,232.47223*244. 

-8810260676 Rev 2 lo Emergency Operating Procedure EOP 35 FH-P.2, "Roaponse to 
^iliclpaled PTS Condollon.'^ 

* Connecticut Yankee Atomic Power Co, 80/06/16. 0pp 47223*246-47223*262 


-8810260677 Rev 2 to Emergency Operating Procedure EOP 35 FR-2 1, "Rosponse to 
High Containment Pressure^' 

* Connoclicut Yanks© Atomic Power Co 60/06/16 app 47223.261*47223 269 

-8810260570 Rev 1 to Emergency Plan I mpl omen ling Procedure EOP 35 FR 2 2, "Re- 
sponse to Contain mont Flooding " 

* Connecticut Yankao Atomic Power Co 85/12/13 4pp 47223 270 47223 277 

-8810280579 Rev 2 lo Emorgsney Operating Proceduro EOP 35 FR-S 1, "Responae to 
t4uclaar Power Generallon/ATWS," 

* Connecticut Yankee Atomic Power Co 88/00/15, flpp 47223 253 47223*260 

-8810260580 Rev 1 lo Emergency Plan Implemonllng Procedure EOP FR-Z3, "Re- 
sponse to High Containment Radiation Leva]." 

* ConnecticuT Yankee Atomic Power Co 85/12/13. 4pp 47223 274 47223*277. 

-S81D2605S1 Rov 2 to Emergency Operating Procedure EOP 35 FR-S 2, "Response lo 
loss of Core Shutdown " 

* Connecllcul Yankee Atomic Power Co 06/06/15 4pp 47223 278 47223 281 

6610170356 Forwards Amend 133 to License DPR 0S & safely evaluation Amend re 
vises Tech Specs to allow decrease In concentration of boric acid In bone acid stor- 
ago tanks 

JAFFE.O.H, Proiect Dlrecloralo 14, 80/10/11 MROCZKA, EJ. Norlhoas! Nuclear 
Energy Co (subs of Northeast Ulil Hies) Ppp 47173 004-47173 032 

-86101/0384 Amend 133 to License DPR-65,rovisinn Tech Specs le allow decrease In 
concentration of borfc acid In boric acid storage tanks 
ST0L4JF Pro|ocl Dlrectorala I 4. 86/10/1 1 21pp 47173 006 47173*026 

-8810170367 Safely evafuatlon supporting Amend 133 to License DPR 65 

* Project DifOCtomie 1-4, 88/10/11. 6pp. 47173 027-47173*032 

8810210394 Notice of Significant Licensee Meeting 68-167 on 801110 w/ ulil In King of 
Prussia, PA to discuss onvlron qualification 

MCCABE, EC Region 1, Ofc of the Director. 88/10/13 Region 1, Ofc of Ihe Director, 
2pp 47230 263 47230 264 


Q, Inipecllon reports, IE Bulletlne & correspondence 

8807280231 DIscussaa 660708 mgt meeting In Region I ofc re corporate resource 
allocatlons.englneerfng support & plant activiilas 

BETTENHAUSEN.L Region t, Oic of the DIroclor. 88/07/14 MROCZKA.EJ, North- 
east Nuclear Energy Co> (subs, of Northeast Utilities) 112pp 46325 248 46326 350. 

8809010337 NRC Info Notice 00 073, "Direction Dependent Leak Characteristics of 
Containment Purge Valves." Sve list end 

ROSSI, C.E OlvJ^on of Operational Events Assessment (Post 070411) 88/09/00 
Consolidated Edison Co £>i Now York, ho 110pp. 46058 058-46068*177, 

681004CH)10 Forwards Exam Ropt 50 336/09-1701 administered during wk of OQO710. 
GALLO, R M. Region 1, Ofc of the Director 88/09/19 MROCZKA.EJ Northoast Nu 
clear Energy Co. (subs of Northeast Ulililfes) 2pp 47041 004-47041 185 

-8610040016 Exam Rept 60 336/BB-170L administered during wk of 880718 Exam 
results wiilten & oparallng exams administered lo ihree senior reactor operator up 
grade candldales Alt three passed. 

MORRIS, B., ESELQROTtt.PW Region 1, Ole of the Director 00/09/12 OBpp 
47041.096-47041:163 

-8810040127 Discusses 680720 roviow of NRC senior reactor oporalor licensing written 
exam administered lo three candidates Now review practices should be employod for 
all future NRC liconsing exams 

SGACE.S.E Northeast Nucloar Energy Go (subs of Northeast Utilities) SCACE,S E 
Northeast Ulililios 88/07/22. Region 1, Ofc of Itio DIroclor 2pp. 47041.104 
47041:188 

8800300154 Forwards response lo NRC Bultetin 60-Q0$, "Thermal Stresses In Pipings 
Connoctod to RCS" During next refueling outage util will perform n o tides truciive 
exam of selected wolda & olBowa downstream ol fill header Isolation valves 
MROCZKA,EJ« Northeast Nuclear Energy Co. (subs of Northeast Utilities) 
MROCHKA,EJ. Northeast Ulilitles. Q0/O9/2() Document Control Branch (Document 
Conlrol Desk). 8pp 47003 001-47003 000 

8009160008 NRC Info Notice 80-077, "Inadvertent Reactor Vessel Overfill." Sve rial 
enef. 

ROSSI, C.E. Division of Operational Events Asseasmont (Post 67D411) 80/09/22 
Consolidated Edison Co of Now York, Inc. 11 Ipp 47114.201-47116042, 

8809190047 NRC fnfo Notice 88 079, "Implemenlalton of Revised NRC-Adminiatorod 
Roquafillcallon Exams " Sve list one). 

ROSSf,C,E. Division of Oporalional Evento Assessment (Post 870411) B8/09/22 
Consolidated Edison Co. of New York, ho. 110pp. 471 16 043-47115 046, 

8810030082 Forwards Insp RepI 60-336/86-19 on 660730 0012.No vlofalions noted 
BETTENHAUSEN.L Region 1, Ofc of the Director. 00/09/27. WnOCZKA.EJ North 
east Nuclear Energy Co. {subs of Northeast Ulililios). 2pp 47010,243 47010,258 

-8810030088 Insp Ropi 50-336/68-19 on 88O730-Q912 No violations noted Major 
areas JnspeclecLplant operatlon8,Burveiflence,maln1, physical security, previous Idenli- 
fied Items & justification of continued operation for high sve water inlet temp 
MCGABE*E.C. Region 1. Ofc of the Director. ^8/00/23 14pp 47010 245-47010 250 

8609230092 SuppI 1 to NRC Info Notice 08-069. "Movable ConlacI Finger Binding In 
HFA Refays Mig by GE." Sve list end 

ROSSLCt, DiWalon of Operational Evanis Assessment (Posi 870411). 80/08/20 
Consolfdaled Edison Co of New York, Inc, 1 1 7pp, 471 15.163 471 16*281 

0610130160 Discusses equipment qualification dofictencles IdenfM during 1987 raven 
ficatlon & revlewad during 880816-10 insp Deficiencies Involve PE/PvG cables, GE 
EB>5 terminal blocks, Honeywell mtero switches & 3M "Scotchiok" wlrenuts 
MARTIN J.T Region 1. Ofc ol the Director 88/10/04 MROCZKAE J Northeast Nu 
clear Eoergy Co. (subs, of Northeast Ulilillea) 2pp 47136' 103 47135*104 
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0810030255 NFIC rnfo Notice 88-080, "Unoxpocled Piping Movement Attributed (o Thor 

So^tc^Dwsion'^of^'oprabonal Events ^ 88/10/07 

Con&olkdated Edison Cd of New York. Inc 223pp 47115 282-47115 295 

8010040065 NRC Info Notice 88-081. *'Faifufe of AMP Window Indent KYNAR Splicos & 
**Thomas & Betts Nylon Wire Caps Ounng Environ 
ROSSI.CE Orvisioo of OP«ratJonal Events Assessment (Post 87041^^ 80/10/07 

Consolidated Edison Co of New York. Inc 119pp 47116026 47116 144 

0810170417 Forwards response to 870925 request for addi info re main control room 
fire cTelecbon panef.per Insp Ropl 50 336/87-16 Enel info concludes that trouble of 
fife alarm will be transmitted to control room If simple break Pectjrs . ^ 
liROOTvcA F i UortheASil Nuclear Enerflv Co (subs of Nortneast Uliliiiesj 
MBOCZKAIe J Northeast Utrlibes 88/10/07 Document Conlro! Branch (Document 
Control Desk) Spp 47164 357-47164 362 

8810190096 Provides response plan for technical concerns & defclencles fo emergency 
operating procedures noted rn Insp Rept 50^36/88- 10, ifnJi 
MR0CZKA.E J , SEAHS.C F Northeast Nude^ ^rierw ^ subs j^ftlheast UtiH- 
tiast WROeZKA^EJ Northeast Utilities 88/10/14 RUSSELL, WT Region 1, Ofc of 
theDrrectof Spp 47190 053-47 ISO 055 

8810210331 Forwards Environ Qualification fnsp Repls 50 245/68-14 & 50-336/88-20 
en 6S0816-19 Potential violations noted Enforcement conference will bo held In near 
Mure 10 discuss Ideal Model 74B wirenul derwleocies c i m w.. 

MARTINJT Region 1, Ofc of the Dfreclor 88/10/14 MROCZKA.EJ Northeast Nu- 
clear Energy Co (subs of Northeast Utilities) 2pp 47235322 47235 337 

-6810210338 fnsp Repls 50'245/B8-14 S 50-336/88-20 on 880616-19 Potential en- 
forcemenl Item noted Malof areas Inspected licensee qualification documentation to 
determirw qualifiabilily of repfaced deficient environ quairficalion „ ^ ^ 

CHEUNG L ANDERSON.C Region 1, Ofc of the Direclor 86/10/06 14pp. 
47235 324 47235 337 

8610130161 NRC tnfo Nobca 98-083, "(nadequate Tesbng of Relay Contacts in Safety- 
Related Logic Sys " Sve list end 

flOSSl.CE Owsion of Operational Events Assessment (Post 870411). 88/10/18 
Consolidated Edison Co of New York, Inc 119pp 47196 239-47196357 

R. Periodic operating reports & related correspondence 

8010140157 Monthly operating rept for Sept 1988 for Millstone Unit 2 W/881007 Itr 
NERON.G, SCAC6,SE Northeast Nuclear Energy Co (subs of Northeast Utilities). 
SCACE.se Northeast Utilities 88/09/30 5pp 47150218 47150222. 


C^Ss^D^RegbnToff oT 332 47080 333 
-8*10070290 loSD Rspte 60 338/80 34 & 60 330/08 24 on 000016.19 V/Ol olio Oi 


Insp Rants 60 338/00 24 & 50 330/08 24 qn uuuuiu-i» 
noted Major areas Inspected emargency propafednes8,lncludino omorgency plan & Im 
plementmg procedures & emergency facifilles equipment ... , j 7 nnn 

TESTA,ED. DECKER,! R. Region 2, Ofc of (ho Director. 60/09/2(5, 7pp 47000,234- 

47080 240 ’ 

8310240159 Forwards description of CYCOMM VEM*1000 voieo onc^ modulo fo/ 
safeguards Info transmittal approval, per 10CFR73 21<p (3) Fo® ^ . nn/ 1 n/ofi 
CARTWRIGHT.W H, Virginia Power (Virginia Elocme & Power Co) 66/10/06 
BRADY, R J Division of Security (Post 870413) Spp 47254:336 47264.340 

8810190270 Responds to NRC 000915 Hr re violations noted In Insp ^0 OSa/aS- 
^a & 50-339/86 22 Corrective actions.meeting held w/hoallh physics supervisors 10 
review event & delineate mgt expectations for procod uro co mpf lance 
CARTWRIGHT.W R Virginia Power (Virginia Elociric & Fowor Co), 00/10/13. Docti- 
ment Control Branch (Document Conirof Desk) 3pp 47203-2 M 47203‘27e. 

J. Insurance & Indemnity Information 

8309290086 Fonvards environ assessments & finding of no algoiflcanl impncl ro lempa 
rary exemption from 10CFR50 54(w)(5)(l), fncroaslhg amount of onsite property 
damaae Insurance required by NRC power reactor licensqos. ^ 

PATEL, C P„ ENGLE,L B Projoct Directorate 11-2 60/00/23, CARTWRIGHT, W.R Vir- 
ginia Power (Virginia Efeclrlc & Power Co ) 2pp. 46903 200 48003-200 


Ofc ^f^ the Director 88/10/06 14pp. -8609290092 Environ assessment & findina of no significant impact ro exemption f om 

utc Of me uireciof bd/iu/uo i iOCFR50 54(w)(5)(j) Increasing amount of onsite property dafpogo insurance required 

to be carried by f4RC licensees EIS will not bo preparod 

quale Tesbng of Relay Contacts in Safety- BERKOW.H N. Project Directorate 11-2 06/09/23 4pp 46903 202-46003 205. 

s Assessment (Post 870411), 88/10/18 8810100126 Forwards temporary exemptions from reaulromonts of proper jy In surarwo 

1 19pp 47196 239'47196 357 rule per 10CFR50 54(w)(5)(i) until rulemaking nnalized but no n » r 

PATEL,CP. ENGLE.lB Projocl Directorate 11-2 88/00/29 CARTWRIGHT.W R Vir- 
ginia Power (Virginia Electric & Power Co ) 4pp. 47086’2 14-47006 226 
rrespondence ^ , 

-8810100129 Temporary exemption from 10 CFR 50 64 (w)(6)(i)dncrqa8lng amount of 
1988 for Millstone Unit 2 W/881007 itr onsite proper^ damage insurance until fulomaking finalized bul no lalpr l ion B0O4Q1. 

Enerev Co (subs of Northeast Utilities). VARGA.SA Division of Reactor Projects • 1/fl (Post 870411}- 80/00/29 Virginia 

pp 47%0 218 47150 222. Power (Virginia Electric & Power Co ) 4pp 47085-21 7'47085.220. 


S. ReportaWe occurrences, LERe & related eoffetpondenca K. Utility Final Safety Analysis Report (F8AR) 8^ amends 

0810200027 Part 21 rept re polenbai bullerfly valve failures Onva train replacement kits S810200481 Forwards Rev 8 to updated FSAR for North Anna Power Station Unila 1 A 
being supplied to purchasers Instructions enci 2 Figures re station drawings not Included In u pda to Figures will be provided In rtoxi 

SANDLING M Xomox Corp (subs of Emerson Electee Co ) 88/09/30 MURLEY,T E figure update scheduled forlssue by end of 1 980 . ^ 

Office of Nuclear Reactor RegulatxMi. Direclor (Post 670411) 35pp 47226 322- CARTWRIGHT, W.R Virginia Power (Virginia Electric & Power Co) 00/09/30. Docu- 

47226 350 ment Control Branch (Document Control Desk). 4pp 47161 104-47 102,030 

^ , -8610120132 Rev 8 to updated FSAR for North Anna Power Station Units 1 & 2, 

V, Operator Examinations * Virginia Power (Virginia Electnc & Power Co.). 80/00/30 400pp. 47 161 '100* 

47162 039. 

8808170150 Cenenc Ltr 68-13 lo alt power reactor licensees 8 applicants lor 01 re op- 
erator licensing exams Sve bst encI 

MiRAGUA,F J. Associate Direclor for Projects (Post 870411) 68/08/08 (Consolidated P, Qaeratlng license stage documents & correspondence 
Edtson Co of New York, fnc, 56pp 46950 001 46958 057 

8810130366 FOIA request for documenis ro low level radwaste facilities to bo bull! at 
plants _ . . 

MARTORANA.FJ O'Donoghue & O'ponoghue BO/08/05 QRIMSLEY.D. NRC* NO 
Detailed AMalion Given Ip 47088 184 47006.134 

8810130390 Final FOIA request for documents re radwaste facilKios at plants Forwards 
App B document App A & B documents available in PDR. 

GRIMSLEY.O.H Nffc - No Detailed Affiliation Given 08/00/07. MARTORANA.F.J 
O’Donoghue & O'Donoghue Spp 47O0B 135 47080-174. 


8810040010 Forwards Exam Rept 50-336/60-1 70 L administered dunng wk of 680716 
GALLO.RM Region 1, Ofc Of the Director 88/09/19 MROCZKA.EJ Northeast Nu- 
clear Energy Ck) (subs of Northeast UtHibes) 2pp 47041084 47041*185 

-8810040015 Exam Rept 50-336/68-1 70L adimruslered ckinng wk of 880718 Exam 
results written & operating exams administered (o three senior reactor operator up- 
grade carxSdates /U( three passed 

NORRIS.B, ESELGROTH.PW Region 1, Ofc of the Direclor 88/09/12 98pp 
470411586-47041 183 


<•8810040127 Discusses 880720 review of NRC senior reactor operator licensing wnttan 
exam administered lo three candidal es New review practices should be employed for 
aS future NRC kensing exams 

SCACE,S E Northeast Nuclear Energy Co (subs of Northeast Ubfities) SCACE.S E. 
Northeast Ubhbes 88/07/22 Region 1, Ofc of the Director 2pp 47041 184- 
47041 IBS yy 


docket SO-338 NORTH ANNA POWER STATION, UNIT 1 


F. security, medical, emergency & fire protection plana 

8809290228 Ad^s that 880501 rev to corporate emergency plan consistent w/provi 
sipos of l0CFft50 54(bJ & aocepUble 

^UN5.DM Region 2. Ofc of the Otreclor 88/09/14 CARTWRIGHT.W R. Viroinli 
Ppwer (VjrgvHa Electnc 8 Power Co ) 1 p 46999 001-46999 002 ^ 

corporate emergency plan consistent w/proV 

skxis 01 iwji-HSO M{o) A aoceptalxe 

^UINBDM Regw 2,Oic of the Director 68/09/14 CARTWRIGHT.W Virginli 
P^wef (yirgfftt Eleevne & Power Co) ip 46992 143-46992 143 ^ 

counIroom sample equipment collected 

ment Contref Branch (Documenl Confiol Desk) 65pp 4 7008 228 47008 292 

50-338/88.24 8 50 339/88 24 on 680615-19 & nolle 

COUINS.OM Region 2. Qfc of the Director 88/09/26 CARTWRIGHT WR Viralm 
Power IWgmia Etectnc & Power Co ) 2pp 47080 230-47080 240 ^ ® ^ 


-8610130392 Viowgraphs from meeting on new radwaste facifltios at plants. 

• Virginia Power (Virginia Electric & Power Co). 80/09/07. 37pp 47088 138* 
47088.174, 

8809120085 Generic Ltr 88-15 to all power reactor licensees A eppllcanls re electric 
power sys - inadequate control over design processes. 

CRUTCHFIELD, 0 Associate Director tor Prolects (Post 870411) 08/00/12 Con soli* 
dated Edison Co of NawYork. Inc 60pp 47001-230-47001,300 

8810040372 Application for amend to License NPF-4, changing Tech Spec intorvels for 
conducting containment Integrated leak rate tesIs.Feo paid 
CAHTWRrGHT.W R Virginia Power (Virginia Electric & Power Co). 88/09/20. Docu- 
ment Control Branch (Document Control Desk), Spp 47038.060 47038.088 

-8810040373 Proposed Tech Specs re surveillance requlromenla & limiting condilfona 
for operation for containment Integrated leak rate tests 

• Virginia Power (Virginia Electric & Power Co ) 80/09/20. 6pp 47038.009-47038-088 

6810040021 Requests NRC approval of operation of Cycle 7 core w/max fuel rod 
burnw In excess of NRC approved value Basis of request discussed. 

CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co ). 68/09/20. Docu- 
ment Control Branch (Document Control Desk) 2pp 47028010-47026-011. 

8810070238 Appkcalion for amends to Licenses NPF-4 & NPF-7. Increasing FQ(2) liniit 
for 18% steam generator lube pluggIng.Fee paid 

CARTRWfGHT.W R Virginia Power (\nffllnla Electric & Power Co,). 88/09/30. Docu- 
ment Control Branch (Document Ckinlro) Desk). 3pp 47072-137*47072-204 

-8810070238 Proposed Tech Specs Increasing FQ(Z) if mil for 18% steam generator 
tube plugging 

• Virginia Power (Virginia Electric & Power Co ) 80/09/30 B4pp 47072 1 40- 
47072.204 
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8B1007D276 Appl/cation fof amends lo Uconses NPF*? & NPF 4, Increasing allowablo 
enrlchmont or fuel assdmbllos irradiated at plants to 4.3 w/o U’235 Feo paid 
CARTWRIGHT, W R Virginia Power (Virginia Eiectric & Power Co) 88/09/30 Docu* 
menl Control Branch (Document Control Desk) 3pp 47070 235 4707G 263 

-0010070279 Proposed Tech Specs re reactor core,(uol assembliQS, control rod 
assemblles.RCS & design pressure & temp 

• Virginia Power (Virginia Elactric & Power Co) 00/09/30 25pp 47079’239 
47079,203 

0810110101 Application for amend to License NPF 4, allowing use of addi 2 frconlum 
based advanced cladding matl in fuel assemblies Nonproprietary WCAP-IIOSO & pro 
prfetary WCAP- 11929 end Proprielary ropt withheld (ref tOCFn2 700(b)(4)) Fee paid 
CARTWRiGHT.W H Virginia Power (Virginia Electric & Power Co ) 88/09/30 Doca 
ment CJonlrol Branch (Document Coniro! Desk) 6pp 47112 015-47112045 

-8010110103 Requests that proprietary WCAP-11929, "Safety Evaluation Zirconium 
Base Advanced Cladding Matls Usage in North Anna Unit 1 Demonslrotion Fuel As 
sembllas/' bo withheld, per 1DCFR2 790(b)(4) 

WI£SEMANN,n A. Weslinghouso Elecldc Corp 08/00/12. MURLEYJ. Office ol Nu- 
clear Roaclor Regulation, Director (Post 070411). lipp 471 12 021 47112 031 

-0B 101 10106 "Safety Evaluation Zirconium Base Advanced Cladding Matls Usage In 
North Anna Unit 1 Demonstration Fuel Assemblies '• 

NOVENDSTERN.E . SKARITA.J. Westmghouse Electric Corp WCAP.11930 08/03/ 
31 16pp 47112 032-47112 045 

8810110132 Application for amends to Licenses NPF-4 & NPF-7, allowing direct roaclor 
trip on turbine trip to be blocked below 30% of rated thormaf power Foe paid 
CARTWRIGHT, W R Virginia Power (Virginia Eleclrio & Power Co ) 88/09/30 Docu- 
ment Control Branch (Document Control Desk) 3pp, 47100 148 47108*21 1 

-0810110136 Proposed Tech Specs re reactor trip sys interlocks & limiting safety sys 
settines 

* Virginia Power (Virginia Electric & Power Co) 68/09/30. Qlpp 4710B161- 
47100^^211, 

8810060058 Generic Ltr 80-16 to all power reactor ficenseos & applicants re removal of 
cycle specific parameter llmils from Tech %)qcs Svc list end 
CRUTCHFIELD, D Associate Director br Projocis (Post 870411) 80/10/04 Consoli- 
dated Edison Co of New York, tnc 48pp 47116.145-47116*104 

8010130067 Forwards notice of consideration of Issuance of amends to Liconsos NPF 4 
& NPF-7 & proposed NSHC determination & opportunity for h oaring on 880920 & 
1006 applfcaiions to change Tech Specs re containment Integratod leak rate test. 
ENGL^LB Project Directorate il*2 88/ 10/08. CARTWRIQHT,W R Virginia Power 
(Virginia Electric & Power Co) 2pp 47130 005-47130 094 

-0610130089 Notice of consideration of issuance of amend to Llcortses NPF'4 & NPF-7 
& proposed NSHC dotermlnatlon & opportunity for hearing Amends change Tech 
Specs re containment integrated leak rato test schedule 
ENGLE, LB Project Directorate 11-2 86/10/06 8pp 47130 087-47130 004, 

0810130103 Requests util bo allowed to ullllzo Codo Cases N341 & N356 to allow NDE 
Level III poraonnol recoilifiod on 6 yr cycle in lieu of curronl 3-yr rocoriification 
requirements Fee paid 

C^TWRIQHT.WR Virginia Power (Virginia Eloclric & Power Co.) 00/10/08 Docu- 
ment Control Branch (Document Control Desk), 2pp 47122 283 47122.264. 

8810140142 Requests that 8B0720 proposed Tech Spec chango bo treated as oxigont 
request per 10CFR50 01(a)(6) Basis of roquesl discussed in onci 
CARTWRiQHT,WR Virginia Power (Virginia Efoclrlc 6i Power Co,). 80/10/08 Docu- 
ment Control Branch (Document Control Dosk) 6pp 47150*139-47156:143. 

8610140149 Provides correction to 080920 proposed change to Tech Specs ro contain 
ment iniagraled feakago test schedule Tech Specs applicable to both Units 1 & 2. 
CARTWRiGHT.W R Virginia Power (Virginia woclric & Power Co). 80/10/06 Docu- 
ment Control Branch (Document Control Desk) 2pp. 47150*223-471 60,224 

6619140135 Responds to NRC requosi for plant-specific seismic verification program 
conslatont w/requiremenl9 of Gonerlo Ltr 07-02, "Vorificallon of Seismic Adequacy of 
Mechanical & Elactrlcal Equipment In Operating Roactors " 

CARTWRIGHTW-R Virginia Power (Virginia &octric & Power Co) 00/10/07. Docu 
menl Control Branch (Documont Control Dosk). 3pp. 47166,174-47166*176 


Q. tnspeotfon reports, IE Bulletins A correspondence 

8009010337 NRC Info Notice 88 073, "Dlroctfon Depondoni Look Characteristics of 
Containment Purge Valves." Svc list end. 

ROSSi.C.E. Division of Operational Events Assessment (Post 870411), 88/09/00. 
Consolidatod Edison Co of New York, inc. HOpp. 46958.056-46950:177. 

8010650240 Forwards Insp Repts 6O-338/0Q'22 & 60 330/80-22 on 880716 0819 A 
notice of violation, Ono violation discussed In ropt mot criteria to be categarizod as II 
censoe identified A not cited 

WILSON,0A. Region 2, Ofc of the Director. 80/09/15. CARTWRiQHT,W R. Virginia 
Power (Virginia Elactric & Power Co ). 2pp. 47081:026-47061 041. 

-8010050241 Notice of Violation from insp on 860716 08 19. Violation notod.licensoo had 
not documenled wet bulb temp or caculaied slay time for conlainmonl onlrles made 
on 880800 A 09 

WILSON.8 A Region 2, Ofc of Ihe Director. 88/09/16 2pp 47061.927-47001-020. 

-8010050242 Insp Repts 60 338/88-22 A 60 339/80-22 dll 600716 0016. Violations 
noted Ma)or areas inspected 'plant status, rnalnt, Buevo111ance,ES1F 

waikdown, operational safety verification, oparating reactor events & lER followup 
GALDWEUUJ L, KINQ,L P., CANTRELL, F.S Region 2, Ofo of the Director. 88/09/16. 
I3pp, 47061*020-47061 041 

0010110064 Forwards app to SALP Repts 50-280/86-05.60-201/08 05, 50-338/88 04 A 
50 3S9/88 04 

QHACE.J.N Region 2, Ofc of the Diredor. 88/00/16. CARTWRIQHT,W.R Virginia 
Power (Virginia Cedric & power Co.). 2pp, 47O99.326-47OO0'36O. 

-8810110069 App to SALP Repls 60-280/88-05,50-281/80 05,50-338/80 04 & 60-339/ 
88 04,conlalnlng meeting summaries of 880727 & 20 meetings & NRC response to util 
880828 commenia on rept. 

" Region 2, Ofc of the Director 86/09/16. 32pp. 47099.328-47090 360, 


8810*040234 Forwards Insp Repts 50 338/88 26 & 50-339/68 26 on 800815 19 No via 
iatiorts or devrations noted 

COLLINS, DM Region 2, Ole of the Director 00/09/21 CARTWRIGHT.W R Virginia 
Power (Virginia Electric & Power Co > 2pp 47037 257-47037 268 

-8810040238 Insp Repte 60 338/88 26 & 50 339/08-26 on BOOB 15 19, No viol aliens or 
deviations noted Major areas Inspected confirmatory measurements & counling room 
OA for In plant radiochemical enefyses 

BERMUDEZ, H, KAYLE.J B Region 2, Ofc of the Director 88/09/20 lOpp 
47037-259 47037*266 

6010060235 Ack receipt of llrs Informing NRC of slops taken to correct violations noted 
In Insp Repts 5O'338/07>30 A 50-339/67-39 Portion of deviation noted In 600822 ltr 
of dispute will be withdrawn & roexamlnad during future In^ Evaluation enci 
GIBSON, A F Roflion 2. Ofc of the Director 80/09/21. CARTWRiGHT.W.R Virginia 
Power (Virginia Eieclric A Power Co ) 6pp 47050 355 47050 359 

8810050300 Ack receipt of 8B0909 ilr informing NRC of stops taken to correct violallona 
noted in Insp Repts 50-330/88-10 A 60-339/86 18 

(X1LLINS.D.M Region 2, Ofc of the Director 88/09/21 CARTWRiGHT.W R Virginia 
Power (Virginia Electric & Power Co ) Ip 47060 246 47060 246 

8809160008 NRC Info Notice 88 077, ’’Inadvortenl Reactor Vessel Overfill" Svc list 
enef 

ROSSLCE. Division of Operational Events Assessment (Post 870411) 08/09/22 
Consoltdatod Edison Co of New York, Inc 1 1 1pp, 471 14.291-47115 0*12 

8609190047 NRC Info NoilCQ 80-078, "Implamentfillon of Revised NRC Administered 
Roqualjficatlon Exams " Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 070411) 88/09/22 
Consolidated Edison Co, of New York, Inc. 110pp 47115043 47115046 

8810030350 Forwards revised caltbr data for counlroom samplo equipment collected 
during Insp of hoaflh physics sampfe program conducted during wk of 8B0B15 10 
CARTWRiGHT.W R Wginla Power Virginia Efoctric & Power Co) 88/09/23. Docu 
menl Control Branch (Document Control Desk), espp 47008.228-47008.292 

8010070206 Forwards Insp Repts 50-338/09 24 A 50-339/08-24 on 880*015 19 & notice 
of violation 

COLUNS.DM. Region 2, Ofc of the Director 08/00/20. CARTWRIGHT.W R Virginia 
Power (Virginia Eleclrio & Power Co) 2pp 47080*230 47080*240. 

-8810070207 Notice of violation from Inse on 880615-10 Violations notedduring aug- 
mentation callout drill, personnel obtain ou A used outdated revs of telephone directory 
& porsonnel could no! meet 30 minute response requirement 
COLUNS.D.M Rogion 2, Ofc of Che Director 88/09/26. 2pp 470BO 232 47000 233 

-6B10070290 Insp Repts 50-338/88-24 A 50-339/08-24 on 600815-19 Violations 
noted Major areas Inspected, onnergency preparedness, including emergency plan A im- 
plementUin ptocoduroa & amergonev facSllbea equtoment 

TESTA.E D. DECKER.T.R. Region 2, Ofc of the Director 88/09/26 7pp 47080 234- 
470B0 240. 

8610120376 Towards cortfirmalory measurement comparisons & criteria for comparing 
analytical moasurom&nts,per Insp Repts 60-338/88-09 A 60*339/06 09. 

COLllNS.OM Rogion 2, Ofo of the Director 88/09/27 CARTWRIGHT.W R Virginia 
Power (Virginia Electric & Power Co.). 4pp. 47114 256 471 14*259. 

8809230092 Suppi 1 to NRC Info Notice 86-069, ‘'Movable Contact Finger Binding In 
HFA Relays Mla tsy GE " Svc list end 

ROSSI, OE. DMsIon of Operational Events Assessment (Post 670411). 68/09/29 
Consolidatod Edison Co. of Now York, fne 117pp 47115 163 47115:261 

8810240407 Ack rocelpt of 860916 Ilf informing NRC of stops takon to correct weak- 
nesses In program for keeping radiation exposures ALARA noted in Insp Repts SO* 
280/00-03, 69 281/80 02,66-338/88-63 A 60 339/80 03 

ERNST.Mi. Region 2, Ofc of the Director. 08/10/04 CARTWRIGHT.W.R Virginia 
Powor (Virginia meciric A Power Co.) Ip 47243 026 47243 026 

88100302 65 NRC Info Notice 68 OBO, ‘'Unexpected Piping Movement Altribuled 1o Ther- 
mal Slralificallon " Svc list end 

HOSSf.CE Division oJ Operational Events Assessment (Post 679411). 68/10/07. 
Consolidated Edison Co of New York, Inc 223pp 47116 282-47115.285 

8810040066 NRC Info Notice 68 081, "Failure of AMP Window Indent KVNAR Splices A 
Thomas A Betts Nylon Wire Caps During Environ aualificalion Testing " Svc list end. 
ROSSI.CE. Division of Operational Events Assessmenl (Post 679411) 68/10/07. 
(jonsolldatod Edison Co of Now York, inc. 110pp. 47118 026 47116*144 

8810190270 Responds to NRC 680915 ltr re vlolallons noted in Insp Repts 50 336/68- 
22 & 50-339/80-22.Corroctlve actions meeting hold w/health physics supervisors to 
review evont A dellnoale mgt expoctatlons for procedure compliance. 
CARTWRIQHT.W.R, Virginia Power (Virginia Sec trie & Power Co) 88/10/13 Docu- 
merd Control Branch (Document Control Desk). 3pp, 47203 274 47203*276, 

8810130161 NRC Info Notice 80 083, "Inadequate Testing of Refay Contacts In Safoty- 
Related Logic Sys." Svo list end. 

ROSSI.CE, Dlvlalon of Operational Events Assesamenl (Post 870411), 86/10/19 
(Consolidated Edison Co. or New York, Inc. 1 19pp 47106 239 471 9B 367 


R. Periodic operating reports A related correspondence 

8810190451 Monthly operating ropie for Sept 1068 for North Anna Units 1 A 2.W/ 
891018 Hr, 

GARNER, Bh CARTWRIQHT.W.R. Virginia Powor (Virginia Electric & Power Co.). 80/ 
09/30. 13pp, 47200070 47200 082, 


S. Reportable occurrencesj URs & related correspondence 
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83102^0043 J^arl 21 /ept re poientlaJ d^vialJon froim Tech Spec corcernirg RY Indrca- 
lore due to oporallng (emp elfe-ct on analog meter movement fnfially reported on 
881006 Coslomers verbally notified on 861006 07. 

MAHOMEY^£S Bailey Conl/ola Co (subs ot Babcock S Wilcox Co) 88/10/10 
Office of NuclBar Reactor Regulation, Director (Posl 870411) lOpp 47364 040 
47304 049 


Operator Examfnatlona 

8866170150 Oenerfc Ltr 68 13 1o all power reactor licensees & applicants for OL re op- 
erator licensing exams Svc lisi end 

MlHAGUA,E J Associate Director for Projects (Post 870411) 68/08/08 Consolidated 
Edison Co of New York, Inc 56pp 48956 001-46950 057 


DCICKET £0-339 NORTH ANNA POWER STATION, UNIT 2 


f, Securllyt medical, emergency & fire prolactlDr> plane 


8609290220 Advises that 660501 rev to corporate emergency plan consistent w/provi- 
sicins of 10CFR50 64 (b> & acceplable 

COLtfNS.DM Region 2, Ote o1 tha Ovrector. 8B/09/14 CARTWRIGHT, W R, Vtr^nie 
Power (Virginia Electnc & Rower Co ) tp, 48999,001 46999002 

68(^9290231 Adviaes that 860615 rev to corporate emsroeitcy plan consistent w/provl- 
sfons of tOCFR&Q 54(bi & acceptable 

COLLI NS, DM Region 2, Ofc of the Director 86/09/14 CARTWRIGHT, W. Virginia 
Power (Virginia Electric 8L Rower Co) Ip, 46992 143 46992’143. 

6810030360 Forwards revised calibr data for counlroom sample eguipmenl collected 
dunng fnsp of healih physics sample program conducted during wk of 860015-19. 
CaRiWRIGHTiW R Virginia Power (Virginia Electric & Power Co) 66/09/23 Docu- 
ment Control Branch (Document Control Desk) 65pp 47000.228-47008 292 

66 lOC 76286 Forwards Insp Repts 60 330/09 24 A 60 339/68 24 on 860615-16 & notice 
Of Elation. 

COLLINS.DM Region 2, Ofc of the Director 66/09/26 CARTWRIGHT, W,R Virginia 
Power (Virginia ElecWc & Power Co ) 2pp. 47080 230-47080 240, 

-6610070287 Notice of Wolaiion from Insp on 880615 IB.Vro-laliona noled'during aug- 
mentation callout drill, personnel obtained & used outdated revs of telephone directory 
& personnel could not meat 30 -min ul a response requlremenl 
COLLINS, DM Region 2, Ofc of the Director. 68/09/26 2pp 47060 232 47060 233. 


-6610070290 Insp Repta 50-338/86-24 A 50-339/88-24 on 680815-19 Violations 
noted Major areas fnspecied emergency preparednessjncludmg emergency plan & (m 
plementing procedures & emergency facilities equipment 
TESTA,E D. Region 2, Ofc o1 the Director 88/09/26 7pp 47080 234-47080 240 


8810240159 Forwards dascnplfon of CYCOMM VEM 1000 voice encryption module for 
safaouards Info transmittal approval, per 10CFR73 2t(Q)(3) Fee paid. 

CARTWRIGHT, W,R Virginia Power (Virginia Eleciric ^ Power Co). 60/10/06, 
BRADY, RJ Divislenof Secunty (PostB704t3) Spp 47254'336-47254*340. 


8810190270 Responds to NRG 880915 Hr re violallons noted in (nap Repts 50-330/68- 
22 & 60-339/e8*22,CorrecUve actions meeting held w/healih physics supervisors to- 
re view event A delineate mflt expectations for procedure compliance, 

CARTWRIGHT, W.R Virginia Power (Virginia ^ecUic A Power Co) 88/10/13 Docu- 
ment Control Branch (Document (>)ntro1 Peak) Spp 47203 274-47203 276 


J, insurance A Indemnity Information 

8809290080 Forwards anviron assessments A finding of no signlflcani Impact re tempo- 
rary exemption from 10CFR50 54(w)(51(r), fncreaslng amount of onsite property 
damage Insurance reoirired by NRG power reactor licensees 
PATEL, C P. Project Directorate lj-2 68/09/23 CARTWRIGKT.W R Virginia Power 
<Vrrglnia Electnc 4 Power Co,), 2pp 46983.200-46983 209. 

-0909290092 Environ assessment & finding of no significant Impact ro exemption from 
10CFR50.54('WK5)(il) Increasing amount of onsite property damage insurance reouifed 
to be earned by NRC licensees EIS wiN oot be prepared. 

BeflKOW,H.N. Prelect Directorate 11-2, 86/09/23, 4pp 46983 202-48963*205. 

8610100125 Forwards temporary exemptions from requirements of proporty Insurance 
rule per 10CFR50,54(wl(5)(i) until rulemakl/vg finalized but no later than BB0401 
PATEL, CP Project Directorate (1-2. 68/08/29, CARTWRJGHT,WR Virofnla Power 
(Virginia Elecino A Power Co) 4pp 47065:21 4-47085:225 

-6610100129 Temporary exampHon from 10CFR50 54 (w)(5)(i). Increasing amount of 
onsite property damage fnsurance unlll luiemaking finalized but no later Than 890401. 
VARGA,SA OjvfBlon of Reactor Projects - f/fj (Post 670411) 86/09/29 Virginia 
Power (Virginia Efectnc & Power Co.), 4pp 47085*217-47005*220. 


K. Utirny Final Safety Analyala Report (FSAR) & amende 


8810200481 Forwards Rev 0 to updaied FSAR for North Anna Power Station Units 1 & 
2.Flgure8 re station drawings r^ol Included frj update Figures will be provided In next 
figure update scheduled for issue by end of 1968. 

{&RTWRIGHT,W,R. Virginia Power (Virginia Electric & Power Co) 68/09/30 Docu- 
ment Control Branch (Dement Control Desk) 4pp 47161:104-47162 039, 


-8010120132 Rev a to Updated FSAR for North Anna Power Station Units 1 & Z 
47 16? 039 (Virginia Efectric & Power (Do). 88/09/30 400pp 47161.108- 


P. OperaUng license stage documents A corresportdence 

6610136366 FOIA request for documents re low level radwasle facilities to be built at 
pla/itB 

MARTORANA.FJ O’Dwioghue & CDonoghue. 06/08/05 GRfMSLEY.D, NRC - No 
Detailed Affiliation Given. Ip, 47066.134-47088,134. 


8810130390 Final FOIA request for documents re redwaste facilities at plants Forwards 
App B document App A & B documents available m PDR 

GRIMSLEY.DH NRC - No Detailed Affiliation Given OB/09/07 MARTORANA.FJ 
O'Donoghuo & O'Oonoghue. 3pp 47008* 135 47080 174 

-0010130392 Viewgraphs from meeting on new radwaste facilities at plants 

* Virginia Power (Virginia Efeclrfc A Power Co) 80/09/07 37pp, 47080^36- 


8B'09120085 Generic Ltr 88 15 lo all power reactor licensees & applicants re olatIHc 
power sys - inadequate control over design processes 

CRUTCHFIELD, D. Associate Director for Projects (Post 870411) 00/09/12. Consoli- 
dated Edison Co of New Vorl<, Inc 60pp 470D1 239-47001 300 

80 10070236 Application lor amends lo Licenses NPF-4 & NPF -7, Increasing FQ|2) limit 
for 18% steam generator tube plugging Fee paid 

CARTRWIGHT.W R Virginia Power (Wginia Electnc & Power Co) 80/09/30 Docu 
ment Control Branch (Document Ck)nlrol Desk) 3pp 47072 137-47072 204 

-6610070238 Proposed Tech Specs increasing FQ(Z) limit (or 16% steam goner alof 
tube plugging 

* VirglnTa Power (Virginia Eleclfic & Power Co) 08/09/30 64pp 47072*149 

47075 204. 

6610076270 Application for amends lo Licenses NPF-7 & NPF-4.lncrea8inG allowablo 
enrichment of fuel assemblies irradiated at plants to 4 3 w/o U-236 Foe paid. 
CARTWRfGHT.W R Virginia Power (Virginia Electric 0 Power Co,) 00/00/30 Docu- 
ment Control Branch (Document Control Desk) 3pp 47079 235-47079 263 

-8810070279 Proposed Tech Specs re reactor core.luet assemblies.conUol rod 
assemblies, RCS & design pressure & temp 

* Virginia Power (Virginia Electric & Power Co) 80/09/30 25pp 47079.236- 

47079,263 

6810110132 Application for amends to Llcensas NPF-4 & NPF-7, allowing direct reaclof 
trip on turbine trip to be blocked below 30% of rated thermal power Fee paid 
CARTWRIGHT, w.R Virginia Power (Virginia Eleciric & Power Co ) 00/09/30 Docu 
ment Control Branch (Document Control Desk) 3pp 47100 148 47108 211 

-8810110136 Proposed Tech Specs re reactor trip sys Interlocks & limiting safety ays 
saltings 

* Virginia Power (Virginia Electnc & Power Co) 68/09/30 61 pp 47106 1 51* 

47108.211 

8610120054 Forwards request for relief from various exam requirements of ASME Sec- 
tfoji XI re hydrostatic pressure testing Exams cover chemical & vof control, feed water 
check valves & RHR (Jiass 1 components Fee paid 

CARTWRIGHT.W fl Virginia Power (Virginia Electric & Power Co) 08/10/03 Docu- 
ment Control Branch (Document (Control Desk) 34pp, 471 18*34 6-471 19:019 

8810050056 Generic Ltr 88-16 to all power reactor licensees & applicants re removat of 
cycle M)ecific parameter limits from Tech Specs Sve fist end 
CRUTCHFJELD,D Associate Director for Projects (Post 870411) 80/10/04 Consoli- 
dated Edison Co of New York, fnc 48pp 47116 146-471 16*194 

6810130037 Forwards notice of consideration of issuance of amends to Lfeensea NPF*4 
& NPF-7 & proposed NSHC determination & opportunity for hoaring on 060920 A 
1^006 ^plications to change Tech Specs re containment integrated leax rate test 
ENGLE, Lb. Project Directorate 11-2 80/10/06. CARTWfllGHT,W.R Virginia Power 
(Virginia EfeeWe & Power (^) 2pp 47136 086 47136.094 

‘-8010130069 Notice of consideration o| issuance of amend to Licenses NPF-4 & NPF-7 
& proposed NSHC determination & opportunity for hearing Amends change Tech 
Specs re containment Integrated leak rale test schedule 
ENGLe.L8 Project Directorate 11-2 88/10/06 8pp. 47136 087-47136 094 

8310130103 Requests utd be allowed to utilize Code Cases N341 & N356 to allow NOE 
Level III personnel recertified on S-yr cycle fn lieu of current 3-yr recertificaiion 
requirements Pee paid. 

CARTWRIGHT, W.R Virginia Power (Virginia Electric A Power Co). 80/10/06. Docu- 
ment Control Branch (Document Control Desk) 2pp 47122-203-47122 284. 

6610140142 Requests that 800720 proposed Tech Spec change be treated as exigent 
request per 10CFR50 9lfa)(8).Ba8rs of request discussed In end 
CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 88/10/06 Docu- 
ment Control Branch (Document Control Desk) Spp 47156 139-47166 143. 

8810140149 Provides correction to 880920 proMsed change to Tech Specs re conialn* 
menl Integrated leakage test schedule.Tech Specs applicable to both Units 1 & 2, 
CARTWRIGHT, W.R Virginia Power (Virginia Electric & Power Co) 88/10/06. Docu* 
menl Control Branch (Document Control Desk) 2pp 47150*223 47150:224 

8810140136 Responds to NRC request for pfanl-speclfic seismic venficalion program 
consistent w/requlrements of Generic Ltr 87-02i ‘Verilicatlon of Seismic Adequacy of 
Mechanical & Electrical Equipment fn Operating Reactors " 

CARTWRIGHT.W R. Virginia Power (Virolnla dectrlc A Power Co) 88/10/07 Docu 
menl Control Branch (Document Control Desk) 3pp 47156.174-47166 176 

0810310348 Advises that 880621 Changes to operational QA program satisfies 
10CFR50.54(fl) requirements A acceptable, per 880817 telcon. 

JULIAN, C A Region 2. Ofc of the Director 88/10/19 CRUDEN.DS Virginia Power 
(Virginia Efectric A Power Co.) Ip. 47396*103-47396,193 
9 

Q. Inspection reports, IE ^ulletlne A correspondence 

8609010337 NRG Info Notice 80-073, "Direction- Dependent Leak Characlerlstics of 
(Donlainment Purge Valves " Sve list encj 

ROSSI, C.E Dlvlsjon of Operational Events Assessment (Post 070411) 88/09/08. 
Consolidated Edison Co of New York, fno, 1 18pp 46958 050-46958*177, 

0010050240 Forwards fnsp Repts 60-330/08-22 A 60-339/88-22 on 880716-0819 A 
notice of vfola1ion.On0 violation discussed In rept met enterfa to be categonzed as li 
censee identified A not cited, 

WILSON, B, A. Region 2, Ofc of the Director, 88/09/16 CARTWRIGHT, W.R. Virginia 
Power (Virginia Electnc A Power Co). 2pp 47061*025-47061.041 
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>•8810060241 Notice of violation from insp on 050716 0519 Violation noted liconseo hdd 
nol documenlecf wet bulb temp or caculated stay time for contain mon I ©nines made 
on 660508 & 09 

WILSON, BA Region 2, Ofc of the Director 58/09/15 2pp 47061 027 47061.028 

-8610050242 Insp Ropts 50 330/8B'22 & 60-3 3 9/85 22 on 8a0716'0319 Violations 
noted Major areas Inspectod planl status, malnt, sueveiJIance.ESF 

waikdown, operational safety verification, operating reactor Qvenls & LEH followup 
CALDWELUJ L * KING.L P , CANTRELL.F S Region 2. Ofc of the Director 88/09/16 
I3pp 47061,029 47061 041 

6810110064 Forwards app to SALP Ropts 50-280/58 05,50 281/88 05, 50 338/68-04 a 
50 339/88 04 

GRACE, JN Region 2, Ofc of the Director 08/09/15 CARTWRIGHT, W R Virginia 
Power {Virginia Electric & Power Co ) 2pp 47099 326 4709B 360 

-8810110069 App to SALP Ropts 50 20O/O6-O5, 60*28 1/08 05.50 338/88-04 & 50*339/ 
68 04, containing meeting summaries of 680727 & 28 meetings & NRG response to uli) 
680626 comments on rept 

* Region 2, Ofc of the Oireclor 88/09/15 32pp 47099 328-47009 360. 

6610040234 Forwards Insp Ropts 50*338/88*26 & 60*339/68-26 on 880815*19 No vio- 
lations or deviations noted 

COLLINS, D M Region 2, Ofc of Iho Director. 88/09/21 CARTWRIGHT, W R Virginia 
Power (Virginia Electric & Power Co ) 2pp, 47037 257*47037 260 

-0610040236 Insp Repts 50-335/88*28 & 50 339/88-26 on 060815 19 No violations or 
deviations noted Major areas inspected confirmatory measurements & counting room 
QA for In plant radiochemical analyses 

BERMUDEZ, H, KAVLE.JB. Region 2. Ofc of tho Director. 88/09/20 10pp. 
47037‘259 47037'260 


8810050235 Ack receipt of ftrs informing NRC of steps taken to correct viotations noted 
In Insp Repts 60'33d/B7*39 & SO 339/07*39 Portion of deviation noted In 000322 Ur 
of dispute will be withdrawn & reexamined during future Inm Evaluation end 
GIBSON, A F Region 2, Ofc of tho Director 68/09/21 CARTWRIGHT.W R, Virginia 
Power (Virginia Ereclric & Power Co ) 5pp 47050'365 47050 359 


8010050306 Ack receipt of 000900 Ur Informing NRC of stops taken to correct violations 
noted in Insp Repts 50*338/5Q'16 & 60-339/85-10 

COLLINS, DM Region 2, Ofc of the Director 88/09/21, CARTWRIGHT.W R. Virginia 
Power (Virginia Electric & Power Co ) 1 p 47060 246 47060.246 


860915000B NRC Info Notice 86 077, "Inadvertent Reactor Vessel Overfill'* Sve list 
end 

ROSSI, CE. Division of Operational Events Assessment (Post 67041 80/09/22 
Consolldalod Edison Co of New York, Inc Ilipp 47114.201*47116.042 


8609190047 NRC Info Notice 06*078, "fmpfomontalion of Revised NRC*Adm(ni3torod 
Raqualificalion Exams." Sve list end 

ROSSI, C.E Division of Operational Events Assosamont (Post 870411) 00/09/22. 
Consolidated Edison Co of Now York, Inc IIOpp 47116 043-471 15.046. 


8610030350 Forwards revised cahbr data for countfoom sample equipment collacled 
during Insp of health physics sample program conducted during wk of 850015*10 
CARTWRIGHT, W R Virginia Power C^lrglnla Electric & Power Co ). 88/09/23 Docu- 
ment Conirol Branch (Document Control Desk) 65pp 47000 228*47005.292 

8610070266 Forwards Insp Rapts 50*338/88.24 & 50*339/68 24 O0 800815-10 & notice 
of violation 

COLLINS, DM Region 2, Ofc of the Director 58/09/26. CARTWRIGHT.W R Virginia 
Power (Virginia Electric & Power Co.). 2pp 47000'230*47000,240. 

-8610070287 Notice of violation from Insp on 860B15 19 Violations notod^durlng aug- 
mentation callout drill, personnel obtained & used outdated revs of telephone directory 
& personnel could not moot 30 minute response requirement 
COLLINS, DM Region 2, Ofc of Iho Diroclor 5O/d9/20. 2pp 47080 232 47060’2 33 

-8610470290 Insp Ropts 50*338/08 24 8 60 339/00 24 on 000016 10 Viotations 
noted.MaJor areas Inspected omorgoncy preparedness, Including emergency plan & Im 
plemenling procedures & emergency facilities equipment 

TESTAE 0, DECKER, TR. Region 2, Ofc of tho Director 00/09/26 7pp 47080 234* 
47060 240 


8810120376 Forwards confirmatory measurement comparisons & criteria for comparing 
analytical measurements, per Insp Repts 50*338/08 09 & 50-339/00 00 
COLIiNS,D,M Region 2, Ofc of the Director. 86/09/27 CARTWRIGHT, W.R. Virginia 
Power (Virginia Electric & Power Co ) 4pp. 47114 256 471 14'269 

8809230092 Suppi 1 to NRC Info Notice 08 069, "Movable Contact Finger Binding In 
HFA Refays Mfg by QE '* Sve list end. 

ROSSI, CE. Division of Operational Events Assossmenl (Poat 870411) 88/09/28 
Consolidated Edison Co of Now York, Inc. 117pp 47116 163*47115 201. 

8810070326 Responds lo NRC Bulfelln 80 005, "Thermal Stresses In Piping Connected 
to HC8." Linos potentially susceptible to thermal stress concern Ilsted.Westinghoiiso 
Owners Group considering project to genorically evaluate staled concern. 
CARTWRIGHT, W.R Virginia Power (Virginia Eloctrio & Power Co). 88/10/03, Docu- 
ment Conirol Brandi (Document Control Desk). 4pp. 

8810240487 Ack receipt of 850916 Ur Informing NRC of slops taken to correct weak- 
nesses In program for keeping radiation exposures ALARA noted In Insp Repts 60* 
260/00 03, 50.281/68*02,50 336/88*03 & 50*339/88 03 

ERNST, ML Region 2, Ofc of Iho Director 60/10/04. CARTWRIGHT, W.R Virginia 
Power (Virginia tloctric & Power Co.), ip 47243‘026*4 7243.026. 

881003025S NRC fnfo Notice 88 080, "Unexpected Piping Movement Attributed to Ther- 
mal Slralificallon " Sve list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 070411) 88/10/07. 
Consolidated Edison Co of Now York, Inc 223pp 471 15-282*471 16*285. 

8010040088 NRC fnfo Notice 88*081, "Failure of AMP Window Indool KVNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualification Tostmg *' Sve list end. 
ROSSF.CE Division of Operational Events Assossmenl (Post 870411). 88/10/07 
Consolidated Edison Co. of New York. Inc ItOpp 47116026*47116.144 


8810190270 Responds lo NRC 680915 Ur re violations noted in Insp Repts 60-338/88' 
22 & 50 339/88-22 Corrective actions meeting held w/hoallh physics supervisors to 
review event & delineate mgt expectations for procedure compliance. 
CARTWRIGHT.W R Virginia Power (Virginia Eleclric & Power Co) 08/10/13, Docu- 
ment Control Branch (Document Control Desk) 3pp 47203 274 47203 276 

0810130161 NRC Info NotJt.e 08OS3, "Inadequato Tesling of Relay Contacts In Safety- 
Related Logic Sys '* Sve list end 

ROSSI.CE Division of Operational Events Assessment (Poat 070411) 88/10/19 
Consolidated Edison Co of New York, Inc 119pp 47196 239 47196 357, 


R> Periodic operating reports & refated correspondence 

0810190461 Monthly operating repts for Sept 1000 for North Anna Units 1 & 2W/ 
881013 Ur 

GARNER, 8, CARTWRIGHT.W R Virginia Power (Virginia Electric & Power Co) 08/ 
09/30 13pp 47200 070*47200 082 


S. Reportable occurrences, LERs A related correspondence 

8610280043 Part 21 rept re potential deviation from Tech Spec concerning flY indica- 
tors duo to operating temp effect on analog meter movement initially reported on 
681000 Customers verbally notified on 061006 07 

MAHQNEY.ee Bailey Controls Co (subs of Babcock & Wilcox Co) 08/10/10, 
Office of Nucioar Reactor Rogufallon, Director (Post 570411) IDpp, 47364 040- 
47364.049 


V. Operator Examlnaflons 

6808170160 Generic Llr 88*13 to all power reactor llconsees & applicants for OL ro op* 
orator llconslrg oxams Sve list one! 

MIRAQLIA.F J. Associate Diroclor for Proiocls (Post 870411). 80/00/00 Consolidated 
Edison Co of Now York, Inc 66pp 46958 00 1*469 50 057. 
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F. Security, medical, emergency & fire protection plans 

8010030033 Advises that Rev 0 to rddioioglcaf omargency preparedness plan consistoni 
w/provislons of 10CFR5D 64(q) & accepTablo 

SHAFER, WO, Region 3, Ofc of Iho Director 8B/0D/27 SYLVIA, 0.R Detroit Edison 
Co 2pp 4701 6-21 0-4701 5 219 

0810070199 Fo wards Rov 13 to physical socurlly plan & Rev 3 lo safeguards conlin- 
goncy plan Rovs withhold 

SYlvfA.BR Detroit Edison Co 86/09/30 Documenl Control Branch (Documenl Con 
irof Desk) 2pp 470C0 292*47080 293 

8610130336 Revised radiological emorgonr^ responso proceduros .Including Rev 3 to 
EP205 01, "Socurlly Force," Rov 4 to EP-206-02, ‘''Socuriiy Force. Accoss Conirol," 
Rov 2 to EP 205 05, Soourilv ForcP.Oporation of Offsite Assembly Point " 

* DolroJl Edison Co 03/10/03 I 9 pp 471 23’2 50 47120 290 

0010210293 Rov 4 lo Radiological Emargoncy RoMonso Planning Plan Implomoniing 
Procedure EP-609, "Joint Public Info Clr. Security Force ReaponBibililios " 

• Del roll Edison Co 60/10/11. Opp 47230 1B1-47230 105. 


J, Insurance A Indemnity Information 

8809290235 Forwards environ assessment & finding of no significant Impact re tempo* 
rorv oxemptlen from scheduler raquiromenls of property insurance rule 
10CFR50 S4(w)(6)(i).effecllva on 801004 

QUAYJ.R. Proiocl Difoctoralo 111*1 00/09/23 SYLVIA.B R Detroit Edison Co 4pp 
47000 158 47000*165, 

-8809290241 Environ assessment & finding of no significant impact re temporary ex- 
emption from 10CFR5O 64(w)(5)(l) roquiromenls for property Insurance 
OIIANNI.D.C Project Oifeclorato IIM. 00/09/23, 4pp 47000 162-47000.165 


P. Operatfno license stage documents A correspondence 

8809120085 Generic Ltr 88 15 to all power reactor ficensoos & applicants re oloctric 
power ays - Inadequate control over design processes 

CRUTCHriELO,D AssoefatG Director for Projects (Post 570411) 88/09/12 Consoli 
dated Edison Co of Now York, fnc 60pp 47001 239*47001.300. 

8809280261 Application for amend to License NPF-43,rovi3lngATWS recirculation pump 
trip sys Inslrumentation based on mod to reactor rocircuialion pump trip logic pee 

iYLVIA,B R Detroit Edison Co 80/09/ 21 Document Control Branch (Documenl Con 
trol 0o8k). 1 1pp, 46002 072-46982 0B8. 

-8809280286 Proposed Tech Specs re ATWS rocircuialion pump trip sys Instrumeata* 
lion. 

• Dolroil Edison Co 00/09/21. Opp 46062 004 46902 006 

6610100173 Advises of eslabllshment of util informaf advisory group to enhance of fee* 
jivaness of Improvement programs & help idonlify concerns whlct) may affect plant 

sWiA.BR Dotroil Edison Co 00/09/26 DAVIS, A, 8 Region 3, Ofc of the Director 
Ip. 47000*031*47086,031 

8fl10070968 Application for amend lo Liconso NPF 43,modjfylr>g Tech Spec 3/4 7.1 5 re 
UHS for emergency equipment cooling water & sve water sys Poo paid 
SYLVIA, 0 R. Detroit Edison Co 06/09/30. Documenl Control Branch (Documenl Con 
trol Desk). lOpp 47064 02G 47064 04 1 , 
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■-®81M700'60 Proposed TecD Spacs.fncluding Pages 3/4 7-6 S 3/4 7'7,ro UHS omer. 
geocy equipment oooli/ia & avc water sya 
^ Detfort Edison Co 86^9/30. 6pp 47064 036 470B4 041 

8at6050PS8 Generic Ltr 89 16 Jo nil power raaclor licensees & applicants ro removal of 
cycta specHjc parameier fimtls Irofn Tech Specs Svc list one) 

CniyTCHFIElD.D Assoefale Dirocio/ for projects (Post 670411) 80/10/04 Consoll 
dated Edison Co of Wew Vork, InC 4Spp 47116.145-47116104. 

6810100045 Forwards 630820 ltr ack receipt of OCPE 2206 petition requesting iminedl 
ate action f© BWBs. 

QUAY.T. Project Directorate lilt, 83/10/04 SYLVIA^BR Detroit Edison Co 3pp 
47081 182-47081 188 


R. Periodic operating reports A related correspondence 

8810280042 Forwards monthly oparatlnp rept for Sept 1988 for Fermi 2 & revised 
mornhW DDorating rept for Aug 1886 

ORSER.Wa Detroit Edison Co. 88/10/15 Document Control Branch (Oocumeii 
Control Desk). Ip. 47229;233.47229 237. 

-'•8610210463 Monthly operating rept for Sept 1988 for Fermi 2 
AMTHONY.P M. DeW Edison Co, 68/09/30 3pp 47 229’ 234-47 229 236 

-881O280O4S Revised monthly operating rept for Aug 1988 for Fermi 2 
AMTH0NY,PM DetroU Edison Co. 08/08/31 1p 47229 237-47229 237 


8610149867 AppllcatFon for amend to License NFF-43.elimInating response tfmo testing 
of high dryyvefi pressure actuation of HPCj sys Change eliminates uitnecessary oper- 
ation of HPCI sys 8t enhances overall HPCt sys reliability Fea paid 
5VtVIA»BR, Detroit Edison Co 88/10/07 [>Mament Control Branch (Document Con- 
trol Desk) 6pp 471 47:228-471 47^231 , 

-.8810140069 Proposed Tech Specs re ECCS response times, 

• Detroit Edison Co 88/10/07 Ip 47147231-47147.231 


Q. Inspection reports, IE Belle tine h correspond a nco 

8609010337 NRC Fnlo Nolice 68 073, "Dlrectfcn Dependent Leak Characteristics of 
Contain mo nt Purge Valvaa " Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 88/09/00 
Consolidated Edison Co of New York, Inc. 1 19pp 46958 056-46058 177 

6009280089 Responds to NRC Bulletin 8a>007» "Power Oadilationa In BWRs** Proce- 
dures 8i (raining programs will be develop^ to address uncontrolled power oscilla- 
tions regardless of calculated decay rahos 

SYLVIA.B.R Detroit Edison Co 86/89/16 Document Control Braftch (Document Con- 
trol Desk) 7pp. 46978,186 46976.191. 

6819030051 Corrects response loSALP Rept 50-341/flB-OI Corrective actlonslask list 
used to develop operator Irafning programs wll be completed by 681231 & safely sys 
Ivinctional Insp vriW be expanded. 

SYLVIA, B,R, Detroit Edison Co. 68/09/21 Document Control Branch (Document Con 
trolDesk) 2pp 4701S 320-47015 321 

3806150006 NRC Info Notice 88-077. "(nadvertam Reactor Vessel Overfill" Svc list 
ervet 

flOSSJ,CE. Divisfon of Operational Events Assessment (Post B70411) 80/09/22 
cjonWfidalad Edison Co or New York, Inc. lltpp 47114 291-471 15042 

6809100047 NRC Info Notice 88 078^ "fmpfemerilatlon o1 Revised NRC-AdmfnIslered 
Requali flea lion Exams " Svc list end. 

RDsSLCB OtvJslon of Operational Events Aesassmeni (Post 870411) 861/09/28. 
ConsoWatad Edison Co, otNow York* Iru: t tOpp. 47115 043-471 15.040. 

3610030210 Forwards Safety Insp Rapt SO 341/88-24 on 880015 0009 & notice of vfo 
lation 

HARRISON JJ. Region 3. Ofc of the Difactar. 66/09/27. SYLVIA.B R OeVoU Edison 
Co 2pp 4700B 048-47008 057 

-3610030215 Notice of violabon from insp on 680815 0909 Violation noted procedures 
established (o control vendor equipment technical Info not adequate to ensure that 
only reviewed, approved current vendor technical Info used ai work 
HARRISON,J J Region 3. Ofc of the Director 88/C9/27. ip 47008:050-47008050 

-6810080213 Insp Rept 50 341/66-24 on 6808 IS 0909 VTolation noted Major areas 
Inspect odimplementatioo of Generic Ltr 63-26 Irt areas of equipment 
classificalion.vendor Interface, post-m aim lesling A reactor protection sys reliabitify. 
NE1SLER.JH., GARDNEfl,RN Region 3. W of the Ouector 68/09/27 7pp 
47008 051-47008057. 

6609230092 Suppl 1 to NRC fnfo Notice 08-060, "Movable Contact Finger Binding In 
RFA Relays Mfo tiy GE " Svc «s1 enti 

ROSSI,CE. DNialon of Operational Events Assessment (Post 870411). 88/09/29 
Consolidated Edison Co or New York, I no 117pp 47115,163 47115:281 

3610110146 Resrands lo NRC Dulfetln 68 008 A Suppl 1, "Thermal Stresses in Piping 
CoiViecled to RCS.” UW dW not Wentily any untsww© sections o1 piping connocted 
lo RCS that could pe aubi to thermal stresses due to lamp oscilfaltons 
SYLVfA,B fl Detroit Edison Co. 88/10/03. Occam enl Conlrcl Branch (Document: Con- 
trol Desk) 4pp, 47f03‘344 47100.347. 

8810110139 Confirmatory Action Lh Rllf 38 024 re repeat railure of reactor recirculation 
Loop B discharge valve to ctese on signal from control room Util actions to resolve 
issue acceplabfe Concurs w/decision to restart reaclor. 

DAVIS,A.B. Region 3, Ofc of the Director 88/10/04. SYLVIA,B R Detroit Edison Co 
2pp, 471 07 279 47107.280. 

6610030255 NRC hfo Notice 08 080. "Unexpected Piping Movement AKnbuted to Ther- 
mal Strati ficetlon." Svc fist ervei 

ROSSLOE Division of Operational Events Assessment (Fosl 870411) 88/10/07. 
Consolidated Edison Co. of New York* Inc 223pp 47115 282-47115285. 

661CX)40066 NRC Info Notice 88-081. "FaDure of AMP WfKJow Indent KYNAR Splices & 
Thomas A Betts Nylon Wire Caps Ounng Environ Qualification Testing " Svc list eocJ 
ROSSLCE Division of Operavonal Events Assessment (Post 870411) 88/10/07 
Consolidated Edison Co of Hew York, Inc 1 tflpp 471 16 926-471 16 144 

6310130179 Forwards notlco of signiffcani licensee meetfng on 681019 for enforcement 
conference lo discuss she appareni surveillance programs documented In Insp Repis 
60-341/87-46, 60-34 1/88-06. 50 341/83-12 & 50-341/88-17 Related info anef 
GREENMAN.EG Regton 3, Oto ol Ihe Director. 88/10/07 SYLVIA, BR. Detroit 
Edison Co 4pp. 47137.294 47187297. 

331013(^161 NRC Info Nollce 88 o83, "Inadequate Tesling of Relay (Contacts In Safety- 
Related Logic Sys " Svc list end 

ROSSI,CE Olv/sion of Operationaf Events AssessmenI (Post 87041 1| 88/10/lfi. 
Consolidated Edison Co. of New York, tno 1 19pp 47196 239-47196357 


5. Reportable occurrences, LERs A related corroapondence 


6809290371 LER 60 033 OO'on 880822, RWCU sys A outboard Isolation vafvea automaU- 
caMy closed upon receipt of high differential flow Isolation signal Caused by stoam 
voiding In ays at pump discharge flow element VV/3809ai ltr ^ ^ 

ANTHONY^ , ORSER»W.S Detroit Edison Co 80/00/21 6pp 46904 271 -46994’275 


6810110333 Responds to CAL-RllJ 83-024 re reactor recirculation Pump B discha/ge 
valve failure Prior to reslart, engineering validation oi min & max torque switch setlinfls 
& field Insp reviewed for sampFa population lo validate dala on torques. 

SYLVIA,B.R Detroit Edison Co 80/09/28. DAVIS.A B Region 3, Ofc of the Direcior. 
35pp 47113176-47113.210 


8610060161 LER 88 034 00 on OSOOSI.RWCU outboard Isolation valve G33S2F004 
closed & caused RWGU pumps to trip Caused bv Contacts 3-4 on relay Cause of 
deanerglzailDn under investigation Relays replaced w/a0O93O ltr ^ ^ ^ 


V. Operator Examlnatlona 


8608170160 Genenc Ltr 80*13 to ali power reactor licensees A applicants for OU te op- 
erator ficePiQlriQ exams Svc fist enci 

MIRAGLIA.F.J. Associate Director tor Prolects (Post 87041 1|. 80/08/08 Co-nsplWated 
Edison Co. of New York, Inc 56pp 46950,001-46958,057. 


6810030051 Corrects response to SALP Rapt 60 -3 4 1/08-01, Corrective actions, task list 
used to develop operator training programs wiif be completed by 661231 & safety sys 
tonctionallnsp will be expanded , _ . 

SYLVfA.B.R Detroit Edison Co 88/09/21. Document Conirol Branch (Document Com 
IrolDesk) 2pp 47015.320-47015,321, 

8610110211 Forwards updated schedule tor util projected operator license exam A 
annual fecuallllcatlon axams,per Generic Ltr 08-13 

SVLVIABR Detroit Edison Co 00/10/03, HANNON.J. Office of Nuclear Reaclw 
Regulation, Director (Post 870411) 3pp 471 07,281 -471 07’283 


8810130302 Forwards grading & answer sheets for 880921 generic fundamentals pilal 
exam W/o ends „ 

PERKINS, K.E Operator Licensing Branch 88/10/07. FITZ PATRICK, E General Pu^c 
UlilJtfes Corp • (3PU Service Corp, TILL,EA. Philadelphia Electric Co. SYLVfA,R. De- 
troit Edison Co 37pp 47136 001-47136.037 
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F. Security, medical, emergency & fire prolectlon plane 


8610040816 Rev 2 to Radiological Ernergency Response Plan Implementing Procedure 
EP-101* "Technical Support Ctr." 

* Portland General Eieclnc Co. 00/07/12 110pp 47041.280-47042.037. 

6809280202 Updated figures to Rev 3 to Emergency Plan Implementing Procedure EP- 
001 oversize drawlnos 

SYVERTSEN.M. Portland General Electric Co 88/09/20 108pp 46901.079* 

46991.110, 


8809270057 Forwards Rev 21 to Security plan Rev withheld (ref 10CFR73 21). 
COCKFIELD.D.W Porliand General Efeclric Co. 88/09/23 Document Control Branch 
(Documenl Control Desk). 1p 48967 135-469B7-135. 


8610130056 Rev 2 to Radiological Emergency Response Plan Impfemontirtg Procedure 
EP-002, "Proteckve Action Recommendations." 

WAHT.TD, OLMSTEAD,C.A Portland General Electric CO 80^09/29. 82pp. 
47121.227-47121.302 


8810060382 Amend 14 to "Trojan Nuclear Plant Radiological Emergency Plan & Proce- 
dures Manual " VoJ 1, Books 1 & 2 

WALT.T D. Porliand General Electric Co 08/09/30 400pp 47068 31 1-47069-329. 

6810110286 Forwards revised Paoa 4 to util 880829 response to violation noted In tosp 
Rtot 50*344/08-16 Page wilhheTd 

COCKFIELD.D.W Portland General Elocirlc Co 88/10/04. Document Conirol Branch 
(Document Control Desk).^ Ip. 47099'31 1-47099 31 1 

8610110017 Forwards Rev 22 lo security plan Rev withheld (ref 10CFR73 21). 
COCKFIELO.O.W. Portland General Electric Co. 88/10/04 Document Control Branch 
(Documeni Control Desk) ip 471O0.348-471O8'346. 


8610120388 Forwards Rev 23 to secunty program Rev withheld (ref 10CFR73 21). 
(XiCKFieiaDW. Portland General Electric Co, 88/10/06. Document Control Branch 
(Document Control Desk). Ip 471 19.072-47119 072 


8810170057 Emergency plan Implementing proceduresjncludlng Rev 2 to EP-MS, Ini- 
tial Notifications ol Tfo&n Emargendes," Rev 3 to EP-ioo, "Control Room A Rev 3 
to EP-tOl, "Technical support C^r," ^ . 

OLMSTEADAA Portland General Efectnc Co. 68/10/06 97pp, 47162:124 
47162.305. 
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8610110344 Forwards LIcenso Chango Application 170,roquestlng amend to Lfcanso 
NPF'l (0 revise seconty plan by Allowing use of dodicatod observers fn lieu of socurjty 
officers to compensato for safeguard degradations End withheld 
C<XKFiELD,DW Portland General Electric Co 08/10/07 Document Control Branch 
(Oocument Control Desk) 1p 47107114*47107 114 

8810170105 Errata to Amend 14 to Vof I.Book 1 of PGE-1008, 'Trojan Nuclear plant 
fladiofoflical Emergency Plan & procedures Manual” 

WALTJD Portland General Eloctfic CO 88/10/07 11pp. 47187 278 47167.305 

8810170108 Errata to Amend 14 to PGE'IOOB, "Radiological Emergency Plan & Proce- 
dures Manual " 

• Portland General Efeclric Co 80/10/07 29pp 47166 211-47166 243 


J. Insurance & Indemnity Informatfon 


6809280205 Forwards Endorsement 83 to NELIA Policy NF-225 & Endorsemonl 70 to 
MAELU Policy MF-00, 

KOnSTAO.DC Johnson & Higgins Insurance 08/09/23 DINITZJ. Office of Nuclear 
Reactor RegulaMon, DlToctoTfPost 870411) 3pp 46878 333-48976335 

6810030203 Forwards environ assessmeni & finding of no significant Impact re lempo- 
rary exemption from property Insurance rule. 

SEVAN, RB Project Direclorate V 08 / 09/26 COCKFlELD.DW Poflland General 
Electric Co 5pp 47009 115-47009 123 

•*8600260279 Environ assessment & finding of no significant Impact supporting exemp 
Ifon from 10CFR50 54fw)(5J(l) requirements re amount of onsite property Insurance re 
quired to be carried by NRu reactor licensees 
ROOO.H, Project Directorate V. 88/09/28. 6pp 47009.119 47009 123. 

88101 10293 Forwards temporary exompllon from achedular requiremenis of property in 
su fence njTo.lOCFRSO 64(w)(5)(i) 

SEVAN, R Project Directorate V. 88/10/03. COCKFIELO.DW. Portland General Elec 
trie Co 4pp 47112 007-47112 014 

-88101 10295 Temporary exemption from schedular requirements of property Insurance 
cule effocllve 881004 (lOCFRSO 54) 

HOLAHAN.QM. Division of Reactor Projects - HUV.V & Special Projecia (posi 
670411) 88/10/03, Portland General Eleciric Co. 4pp 47112-01 1-47112 014. 


P. Operating license stage documents 8i correspondetice 

8610030037 Responds to 860812 request lor assessmeni of activilles concTuctocI by 
Allen Nuclear Corp at plant Assessment scheduled to be completed by 861007. 
COCKFIELD.D.W. Portland Goneral Electric Co 88/00/09. MARTIN, J.B Region 6, 
Ofo of the Director. 2pp 47008,120 47008 121. 

6606120085 Generic Ur 88 15 to all power reactor licensees & applicants ro otecUic 
power sys • Inadequate control over design processes 

CRUTCHF)ELD,D Associate Director for Projects fpost 870411) 08/00/12. Consoli- 
dated Edison Co of New York, lnc. 60pp. 47001.239 47001 300. 

8609260176 Informs that util 880527 response to Generic Ltr 08-05 fulfills 
requIromonLAssurance provided that program In ploce dealing w/borlo add leakage 
that poientially could affect Integrity of RCPQ. 

CHANJ.L. Pfojocl Directorate V 80/09/ 14. COCKFIELD.D.W. Portland General Elec- 
tric Co 3pp 48990.043 46099 046 

8S1Q030115 Informs that addi Info requested in 800831 Hr ro Amend 6 (o updated 
FSAR will be submlltod by 881031. 

COCKFIELDDW Portland General Electric Co. 80/09/26 Document Control Branch 
(Document Control Desk). Ip 47009 003 47009.003 

6810110221 Forwards data from prossurizer surge line monitoring proorant, collected 
during 1988 refueling oulago to determine extent of general atratiricallon in lino 
COCKFIEIDD.W, Poflland General Electric Co. 60^9/27 Document Control Branch 
(Document Control Desk) Ip 47094.174-47090.292. 

-8810170433 "PreBsurlzed Surge Lino Monitoring Data,'* 

* Portland Goneral Electric Co 88/09/27. I.IOOpp 47004.175-47096:202. 

Ml 007031 8 Forwards final response to NRC safety evaluation of WCAP-10fl58. “ATWS 
Mjtlgaifng Sys Actuation Circuitry (AMSAC) Generic Design Package." Ulil has sotecl- 
ed non-lfc tlghllng pane) as now source ol power to AMSAC 
COCKFIELD.D W. Portland General Eleciric Co 08/10/03. Document Control Branch 
(Document Control Desk) 4pp. 47080.364 47080 367, 

6610660056 Generic Ltr 88-16 to all power reactor llconseos applicants ro removal of 
cycla-speciDc parameter limits trom Tech Specs, Sve M end 
CRUTCHFiELO,D Associate Director for Projects (Post 870411). 88/10/04. Consoli- 
dated Edison Co. of Now York, (nc 40pp. 471 10.148 47l 16:104. 

6810110344 Forwards License Change Applicotion 170, requesting amend to License 
NPF-1 to revise security plan by allowing use of dedicated observers in lieu of security 
officers to compensate for safeguard degradations End withhold. 

(XJCKFIELD.Dw. Portland General Electric Co. 88/10/0/. Documenl Control Branch 
(Document Control Desk) 1p. 47107.114.47107*114. 

6610170162 Responds to generic SER on seismic qualification util group resolution of 
USI A-46,consi8l0nt w/Ganerio Ltr 87-02 ro seismic adequacy of mechanical & otectrl- 
cal equipment Plant waikdown schoctuled for completion by Jul 1992. 

COCKFrELD.D.W. Portland General Eloclrio Co. 88/10/07, Documenl Control Branch 
(Documenl Control Desk). 2pp 47166.102*47166:103. 

6810160226 Discusses Reg Guido 1 07 commitment. As reault of NRC Reg Guide 1.97 
audit on 880808-1 2, notice of violation Issued re misunderstanding of commitment to 
qualfly condensate storage lank lnslrumenlalion.Nonconfofmlng activity rept Issued. 
COCRFIELO.D.W Pot 1 l 0 nd General Eloctrlo Co. 68/10/14, Document Control Branch 
(Document Control Desk) 3pp. 47199.369-47199 361. 


Q Inapectfon reports, IE Bulleifna & correapondence 

8609010337 NRC Info Notice 88-073. "Direction Dependent Leak Charactoristics of 
Containmenl Purge Valves" Qvc list end 

ROSSI.CE. Diviston ol Operational Events Assessment (Pest 870411) 88/09/^08 
Consolidated Edison Co of Now York. Inc. I19pp 46958 058 46958.177. 

6809300026 Forwards tnsp Rept Sg 344/88 39 on 880608 12 Hems re procurement of 
commercial grade ilsms under evaluation to determine whether program complies w/ 
requfremants 

KIRSCH.D.F. Region 6 . Ofe of the Director, 88/09/13 CCXJKFfElD.D W, Portland 
General Electric Co 2pp 47002 177-47002 184 

-8809300036 Insp Rept 50-344/08-39 on 060808-1 2 One unresolved Item on purchase 
4 uaa of commercial grade items in safety related ays Identified Major areas 
Inspected commerdal grade procurement & pipe support design verification 
WAGNER, W.J, HICHAFIDS,SA Region 5, Ofc of the DIreclor 88/08/31 6 pp 
47002.170 47002.164. 

S810030124 Forwards ir>ap Rept 60-344768 36 on 060808-12 & notice of 
devi alien, AssGssmorkt of concarns ro upgrading Instrumentation to Seismic Class I 
slds & aciior >8 for number of temp fndicalions for RCS.per Reg Guide 1 . 9 7 , requested. 
KIRSCH.OF Region 6 , Ofc of Iho Direclor 68/09/16, COCKFIELD,D W. Portland 
Gen oral Electric Co 3pp 47010 124 47010 141. 

--6810030126 Notice of deviation from fnsp on 60OBO8 12.Violaliorv noted Indicators for 
condensate storage tank level not qualified as Seismic Class I 
KIRSCH,D.F Region 5, Ofc of the Direclor, 88/09/16 Ip, 47010.127-47010 127 

—6810030130 Insp Rept 50 344/88-36 on 860808-12 Deviation noted Major areas 
Inspected licensee conformance to Reg Guide 1 97,Rev 3 

MfcLFI,J.F„ RICHARDS, S A. Region 5, Ofc of the Direclor, 68/09/16 14pp 
47010:120 47010*141 

6810030007 Advises that Dept of Labor receivod complaint from former conlracl em* 
ployee of ulil at planl.PorniQr employee alleged that contract prematurely 
termlnatodRosponse to listed questions requested wllhin 30 day of Hr date. 

FAULK ENBERRY.B. Region 6 , Ofc of the Direclor. 68/09/19 COCKFIELD,aW. Port- 
land General Eleciric Co 5pp 47009 079-47009.083 

6609290085 informs that R Bevan assigned as NRR project manager for plant as of 
680926 R Bevan will bo present at n^alnt team insp exit meeting to bo held on 
881007. 

KNIGHTON, GW. Project Oirectoraie V 86709/21. COCKFIELO.DW Portland General 
Eleciric Co. 4pp 46992.101 46092 104. 

8B0915000B NRC Info Notice 88 077, "Inadverfont Reaclor Vessel Ovorfilf" Svo list 
end 

ROSSI.C.E, Division of Operalionel Events Assessmeni (Post 670411) 88/09/22. 
Consolidated Edison Co of New York, Inc 111pp. 47114-291-471 16 042 

8609190047 NRC lofo Nolico 88 078, "Imp fomentation of Revised NRC-Admlnlsiored 
Requatlflcatton Exams " Sve list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 08/09/22. 
Consoficfatod Edison Co. of New York, Inc 1 1 Qpp 471 15*043 471 15 046 

8809238092 SuppI 1 1 e NRC Info Nolfce 88 069, "Movable Contact Finger BIndtng In 
HFA Relays Mig by GE " Sve list oncl. 

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 88/09/29 
Consolidated Edison Co of New York, Jno. 1 1 7pp 4711 6:1 63 471 i 5.281 

6810110266 Forwards revised Page 4 to util 880820 response to violation noted in insp 
Repl 60 344/80-1 6 .Pan 0 wilhlieTd 

COCKFiELD.DW. PortTand Gonorat Electric Co. 98/10/04. Document Conlrol Branch 
(Dooument Control Desk). Ip. 47099 . 31 1-47009 311. 

0610130306 Responds 1 e NRG Bulletin 88 008,Suppl8 1 & 2 re thermal stresses In 
giving connected to RCS Figures illustrating critical Insp locations for HP 8 I lines to 

COCKFIELD.D.W Portland General Electric Co. 86/ 1 0/04. Documenl Conlrol Branch 
(Document Control Desk) 10pp. 47133.010-47193 027, 

6010030265 NRC Info Nolfce 88 080, "Unexpected Piping Movement Attributed to Ther- 
mal Siratificatlon " Svo list one), 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co orNewYorkJnc 223 pp 47116 282-47116.205. 

6610040066 NRC Info Notice 88 081 , "Failure of AMP Window Indent KYNAR Splices A 
Thomas & 0etla Nylon Wire Capa Dunnn Environ Quelillcation Testing." Svo list oncl. 
ROSSLC.E Dhrislon ol Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co. of New York, fnc. llOpp 47116.026-47116.144, 

8610170246 Forwards response 1o request for addl Info on insorvlce insp program for 
second lo-yr Interval (Topical Repl PGE-1040). Rev 1o rept scheduled for submittal by 

COCKFIELD.D.W. Portland General Efeclric Co 08/10/07. Documenl Control Branch 
(Document Controf Desk) 4pp. 47163.282 471 53 285 

6610190216 Responds to 880916 notice of deviation re missed commitment associated 
w/qiialiticatlon of condensate storage lank level Indication used for post-accident 
monitoflno par Reg Guide 1 07, Topical Rept PGE-I04a revised ra as-buill condition 
C0CKF1^6,DW. Portland General Electric Co. 88/10/14. Documanl Control Branch 
(Document Control Desk) 6pp. 47200.001-47200 006 

6610190225 Discusses Reg Guido 1.D7 commitment As result of NRC Reg Guide 1.97 
audit on 680608-1 ^.notice of violation Issued re misunderstanding ol commitment to 
qualify condenaale storage tank instrumentation Nonconforming activity rept Issued. 
uOCKFfELD.O.W, Porlland General Electric Co. 88/10/14. Document Control Branch 
(Document Control Desk) 3pp. 47199*359 471 99 361 . 

8610190607 Informs that eO-day insorvice insp rept will bo submitted on 881130 provid- 
ed authorized nuclear insorvice Inspector concerns resolved & forms approved As 
result of 1968 outage, 166 repeira or replacements required completion 
COCKFIELD.DW. Porlland Qenoxal Electric Co 8B/10/14. Document Contidl Bianch 
(Document Conlrol Desk). 2pp, 47166 083-47186084, 
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98^0130161 NRC Infa Notice fiB-083. '’Inadeq^iEte Testing of Rolay Contacts in Safety 
Related Logic Sys " Svc Idst end 

ROSSI, GE Division of Operational Events Assessment {Post B70411) 69/10719 
Consolidated Edison Co. of New York, Inc 119pp 47106,239 47196 357 


R. Perlo<flc operating reporta & related correapondence 

8910190060 Monthly operalifig repl for Sept 1699 for Trojan Nuciear Plant W/8Bt 010 
llr ^ ^ 

ULMER,FJ, OLMSTEAD.CA Portland General Electric Co 60/09/30 6pp 
47200,033*47200 03B 


S. Reportable occurrencee, LERa 9 related correspondence 


9810070359 Part 21 rept re condition involving Inconel 600 mail used to fabricate ateam 
generator tuba plugs A found to possess microstructure susceptible to s trass corro* 
Sion cracking. 

TAYLORJ H Babcock A Wilcox Co. 88/09/06 MURLEYJ E Office of Nuclear Roac- 
lor Regulation, Director (Post 870411} 6pp 

8906290257 Special rept fire barriers in listed areas declerod inoperable greater than 7 
days Checking focal smoke detectors & establishing hourly fire palrol established as 
required 

OLMSTEAO,CA Portland General Electric Co 89/06/16 Document Control Branch 
(Document Control Desk} 2pp 40999 059 46999 061 

9810120219 PNO-V*flB.D57:on 8809 16, while verifying pressure IrensmUlor PT-458.bista- 
bles tnpped Caused by technician error A oxcoeahng shutdown by more than 48 
h Problems encountered during reactor startup listed 

MENDONCA.M Region 6. Ofc of the Director. BS/09/19 2pp 47119 099*47119 099 

8810070091 Summary of Operating Reactors Events Meeting 8D*37 on QB0920.lnfo end 
Includes rept to-dfate o1 long term followup assignments & summa^ of reactor scrams. 
JAUDON,JP. Events Assessment Branch. 88/09/20. ROSSI,CE Division of Oper- 
ational Events Assessment (Post 67041 1) 1 2pp 47076 034*47079,045 

8810030040 LER 69 008 01 "on 660413,pr6ssurizer safety valve (PSW Botpoint found 
out-of -tolerance during surveillance testing, Caused by dericienclas in tost 
procedure Setpoint adjusted, valve retestad A procedure revised W/6dD626 Itr 
HINSON, L„ OLMSTeAD,C.A Portland General Eloctrio Co 68/09/26 6pp 
47014.150-17014:154. 


8810200027 Part 21 rept re potential butterfly valve failures. Drive train replacement kits 
being supplied to purchasers. Instnictioos end, 

SANDLINQ.M Xomox Corp (subs of Emerson Electric Co.). 88/09/30, MURLEY.T.E 
Office of Nuclear Reactor Regulation, Director (Post 870411} 35pp 47228 322* 
47226 359 


6810180465 LER 66*027*00 on 8806 1&,dls cove red that control power lost to train A 
suction valve for centrifugal charging pump from vol control tank Caused by pereonnel 
error Personnel counseled A train related work clerifled W/891014 llr. 

KINSON.L., OLMSTEAD,C.A. Portland QejiBral Electric Co 69/10/14 7pp 
47175 126-47176:132. 


J. Insurance A Indemnity Inter mation 

8810030031 Advises that util does not intend to submit specific exemption request ra 
properly Insurance roquiromenls^er 10CFR60 B4(w)(5)(l) 

SHELTON.DC Toledo Edison Co 08/09/26 Document Controt Branch (Documert 
Control Desk) Ip 47010105-47010105 

8810100183 Forwards temporary exemption from 10CFR50 B4(wl(6}(i), increasing 
amount of onsite property damage insurance. Licensee shaft comply w/provl&ion3 of 
rula upon completion of such rulemaking 

OEAGAZIO.AW Project Directorate 111*3. 88/09/26 SHELTON.DC Toledo Edison 
Co 3pp 47061 189 47081 195. 

**6610100185 Exemption from 1 0CFR50 64fw)(6Hi}.reaulring llccnsao to obtain Insur- 
ance policies prlontizlng Insurance proceeds for stabilization & decontamination after 
accident 

PER KINS, K E Project Directorate 111*3 88/09/26 Toledo Edison Co. 4pp. 47081 192- 
47081-195 

8810140024 Forwards temporary exemption from schedular requirements of property In- 
surance rule, 10CFR50.54(w)(5J(i) Exemption valid until 690401 or until rulamaxrng 
completed 

DEAGAZIO.A.W. Project Directorate 111-3 88/10/03 SHELTON.DC Toledo Edison 
Go 3pp 471641305-47164 311. 

**8810140030 Temporary exemption from requirements of 10CFR50.54(w)(6)(i} re prop- 
er^ insura nee rule, effective 6B1004. 

HOLAHAN,<5 M Division of Roactor Projects * 111,1V, V A Special Prelects (Posl 
870411} 08/10/03 Tofedo Edison Co 4pp 47164 308-47164-311 


K. Ullllly Final Safety Analyela Report (FSAR) A amends 

8610130160 Rev 8 to updated FSAR for Davis Basse Unit 1.W/e81005 llr 
SHELTON.DC. Toledo Edison Co 88/10/05 137pp 47148.213 47140.353. 


M. Antitrust correspondence 

6609280244 Comments of City of Cleveland, OH In opposition to application for suspen- 
sion of OL antitrust conditions Centerior Energy Coro application should be denied 
because company misinterprets scope of Sholty amend, 

ALBERT, KM., GOLDBERG, R. Goldberg, FleJdman A Letham, PC ALBERT, KM, 
Cleveland, OH 86/09/13 60pp 4 6976- 290-46976 -3 3 9 


P. Operating license stage documants A correspondence 

6609120065 Generic Llr 88*16 to all power reactor licensees A applicants re electrk 
power sys • Inadequate control over design processes, 

CRUTCHFIELD,0 Associate Director for Projects (Post 870411). 88/09/12 Consoli- 
dated Edison Co of Now York, Inc. 60pp. 47001.239-47001.300 


V. Operator Examfnatlons 

6806170150 Generic Ltr 86 13 to all power reeefor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

MIRAGLIA,F.J. Associate Director lor Projects (Post 870411) 60/08/06 Consolidated 
Edison Co of New York, Inc. 56pp 46956,001 46958.'057. 
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P. Security, msdical, emargenoy A firs pretsetFon plans 

6614030167 Advises that 660831 Rev 3 to security training & qualificallon plan consist- 
ent w/provlslons of 10CFR50.B4(p) A acceplaWe. 

MALLETT.BS. Reolon 3, Ofc of the Director. 88/09/21. SHELTON, 0. Toledo Edison 
Co 2pp. 47009 099-47009.090. 


8609290230 Forwards Amend 120 to License NPF-3 A safety evaluation Amend revisas 
Tech Spec 4,6,1.2.c3 to bo consistent w/requirements of App J to 10CFR50 A ANSI 
N4S 4-1972,App C 

DEAQA2IO,AW. Project Directorate III43 88/09/19 SHELTON.DC Toledo Ed-soe 
Co.2pp 46972-219 46972*228. 

-*6999280240 Amend 120 to License NPF-3, revising Tech Specs 4 6.1.2 o3 Involving 
containment sya survollFance requirements. 

PEBKINS^K E. Project Directorate tll*3. 68/09/10, 5pp 46972-22 1-46972’225 

-6609280242 Safety evaluation Bupportinp Amend 120 to License NPF-3 
• PfOlecl Directorate III 3. 80/0 9/ f9. 3pp. 46972:226*46972*228. 

8606290191 Advises that Rev 7 to QA program descripllon, Chapter 17.2 meets require 
meniB of 10CFRS0,App B A acceptable, Rev Items A other discussion Items from 
680001 Site visit to be Included In update scheduled for Oct 1 988 Issuance. 
MILLEH.Hd. Region 3, Ofc of the Oirector. 08/09/21. SHELTON, D. Toledo Edison 
Co. 2pp. 46092.214*46902 215. 


6809300040 Sunr>ma4y of 880721 meeting/uUI in Rockville, MD re licensee App R reap* 

E ralaal effortB,Llst of meeting attendees A viewgraphs end 
^E AQAZIO,A.W. Project Directorate III-3. 08/09/23, Project Directorate llf*3, 71pp. 
47003:187-47003:267. 


8810140223 Revised emeroancyplan Implementing pfOcedufe8,fncludlng Rev 1 C-1 to 
HS-EP-021 20, "Control Room Emergency Response " A Rev 2 0*1 to HS-EP*02220, 
"Emergency Control Ctr Activation A Response." 

* Toledo Edison Co. 88/09/29. 24pp. 47160.297-47160.320. 


6610170154 Rev 3 lo Emergency PI fmplomentlng Procedure HS-EP-02410, "Oper- 
ations Support Ctr Activation A Hesponse." 

DE WAISON.B.P, Toledo Edison Co. 88/10/04. 2Bpp. 471 08*31 0*47 168.347. 


6610180456 Change 0*1 to Rev 2 to Emergency Plan Innplemenling Procedure H3-EP- 
02310, "Technical Supper! Ctr Activation A Response." 

DEMAISON,B P. Toledo Edison Co 06/10/04. r4pp. 47174:168*471 74* 171. 


86093D0016 Forwards environ aaeessment A flndlng^of no significant impact re 889516 

S licatlon for amend lo License NPF-3, revising Tech Specs to permit operation lor 
Ie6. 

AQAZjO,A.W, Project Directorate III-3 80/09/22. SHELTON, DC. Toledo Edison 
Co 2pp. 47002.164*47002.169. 

**6 609 300017 Environ assessment A finding of no significant Impact re 69051 8 ap plica 
tion for emend to License NPF-3, revising Tech Specs lo permit operation at 2,772 
MWt for Cycle 6 

PEnKlNS,K.E. Project Directorate 111*3, 08/09/22. 4pp. 47002:166-47002*169. 

8809300055 Forwards environ assossmonl A finding of no significant Impact re 889130 
application for amend to License NPF-S concernfng auxiliary feedwater eye steam A 
feedwater rupture control sya manual Initiation push buUons. 

DE AQAZIO,A.W. Protect Directorate III-3. 80/09/23. SHELTON.DC. Toledo Edison 
Co 2pp 47002 224-47002:229. 


6610170150 Rev 3 to Emergency Plan Implementing Procedure HS-EP-02010. "Emer- 
gency Mot, W/flev 26 lo fable of contents. 

B^OENAW , SCOTT,J., STORZ,L.F, Toledo Edison Co. 60/10/06 35pp, 47173:134- 


-*6609800057 Environ assessment A finding of no significant Impact re 6B0130 applica- 
tion for amend to License NPF-3, reducing number of auxiliary feedwater sya etesma 
feedwater rupture control sys mer^ual Initiation push buttons from 10 to 4. 
PERKINS.K.E. Project Directorate III-3, 08/09/23. 4pp. 47002*226*47002 229. 


6610180S06 Rev 3 to Emergency Plan Implemenling Procedure HS*EP-02610. "Emer- 
gency Security Organization Activation A Response." flensed table of contents also 
end. 

OEMAISON,8 P. Toledo Edison Co. 88/10/10. 2lpp, 47172.085*47172:105 


^{nplemenllno procedures, Including Rev 2 C*1 i 
0®®®® Admlnlslrallon Bldg" A Rev 2 ( 
1 Ip HS-EP 02240, "CHfaita Dose Msassment" 

Toledo Edison Co. 88/10/10, 6^p 47202:1 87*47202 273. 


8810120059 Forwards Amend 121 to License NPF-3 A safety evaluation. Amend revises. 
Tech Spec 3,3.2 2.TablQ 3 3*1 1, "Steam A Feedwater Rupture Control Sys" by reduc- 
ing number of pressure switches used to initiate sys. 

DE AGA2IO,A.W. Prolact Directorate III-3. 08/09/27. SHELTON,D.C. Toledo Edison 
Co. 3pp. 47119:334-47110:336. 


*-5810120053 Amend 121 to License NPF-3, changing Tech Specs re steam A feed- 
water rupture control sys pressure switches, 

PERKINS.K E. Prelect Dlrectorata III-3. 88/09/27, 3pp, 47119:337-47119:339 
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><&810 120065 Proposed Tech Specs Pages 3/4 3 23 & 3/4 3 24 re pressure switches 
for steam & feedwater rupture control sys 
‘ Toledo Edison Co. 83/09/27 2pp 47119 340 47119 341 

-8810120069 Notice of issuance of Amend 121 to License NPR-3, revising Tech Specs 
t>y reducing number of pressure switches used to Initiate steam & feedwater rupture 
control sys 

DEAQAZIO.AW Project Directorate 111-3 88/09/27 2pp 47119 342-47119.343 

8810120144 Advises that Info contained In 880411 & 0908 Mrs re use of Instrumented 
Insp technique (IIT) represents acceptable alternative testing method as discussed In 
topical rept on IIT evaluated & approved by 851107 ttr 

DE AOAZIO,A.W. Project Directorate IN-3 68/09/28 SHELTORO C Toledo Edison 
Co. 2pp 47133 359 47133 360 

8810130285 Forwards Amend 122 to License NPF-3 & safety evaluation, Amend de- 
letes License Condition 2 Cpj(t) & incorporates Item 2 of condition Into Tech Specs 
Surveillance Requirement 4 7 12 

DEAGAZIO.AW. Project Directorate tll-3 08/09/30 SHELTORO.C Toledo Edison 
Co. Ip 47138141-47136165 

-8810130287 Amend 122 to License NPF-S.deleting License Condition 2.C(3)ft) & In 
corporating Item 2 of condition into Tech Specs Surveillance Requirement 4 7 1 2 
DEAQAZiaAW Project Directorate IN 3 88/00/30, 11 pp 47136,142-47136162. 

-6810130289 Safety evaluation si^porting Amend 122 to License NPF-3. 

* Office of Nuclear Reactor Rogulatlon, Director (Post 870411} SB/OP/SO. 3pp, 
47136'163-47136166 

80 101 90375 Forwards Amend 123 to License NPF-3 & safety evaluation, Amend revises 
Tech Specs to allow Cycle 6 operation Notice of issuance also end, 

DE AQAZIOAW Project Directorate 111-3 88/10/03 SHELTORDC Toledo Edison 
Co 2pp 47190 056-47190.143. 

-8810190377 Amend 123 to License NPF-3, re vising Tech Spec to allow operolion for 
C^cfo 6 

HANNON.J N. Project Directorate NI-3. 88/10/03 79pp. 47190 050 47190 136 

-8810190380 Safety ovaluatlon supporting Amend 123 to License NPF-a. 

* Office of Nuclear Roector Regulation, Director (Post 870411). 88/10/03, 7pp. 
47160.137-47190 143. 

-0010130328 Notice of Issuance of Amend 123 to License NPF-3, revising Tech Spec lo 
permit operation for Cycle 6 

SllTTEn,J.Q. Project Oirocloroto Ilf-3 68/10/03. 2pp 47100.144-47190:146. 

0810050058 Generic Ltr 88-16 to oil power reactor licensees & applicants re romovol of 
cycle -specific parameter limits from Tech ^ecs Sve list end. 

CRUTC5HFIEL0,D Associate Director for Projects (post 070411). 88/10/04. Consoil- 
dated Edison Co. of New York, Inc. 4Bpp 47116*145 47116.104 

8810170019 Forwards safety ovaluatlon supporting plant operation tor Cycle 6 w/o re- 
moving flaws In cracked HPI nozzle. 

0EAQ^IO,AW Project Directorate III-3. 88/10/04 SHELTON, DC. Toledo Edison 
Ck).2pp 47166 008 47166 101. 

-0010170023 Safety ovaluatlon supporting operation In Cycle 6 w/o removing flaws In 
cracked HPI nozzle, 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/10/04 2pp 
471 86' too 47160'1O1. 

0S1O1BDO27 Forwards Amend 124 to License NPF‘3 & notice of Issuance of 
amend Amend revises Tech Spec 3 3 2.2.Tablo 3 3-11, "Steam & Feedwater Rupture 
Control Sys," to reflect design mod that simplines manual inlllallon 
DE AGAZI(i,AW Project Dlrectorale iil-a. 88/10/05. SHELTON, DC Toledo Edison 
Co. 3pp. 47179.346 47170,355. 

-0010180031 Amend 124 lo License NPF*3,revl8lng Tech Spec 3.3.2.2, Table 33 11, 
"Steam & Feedwater Rupture Control Sys," to reflect design mod that; simplifies 
manual in illation. 

HAN NON, J N Project Diredorate Nf-3 88/10/06. 6pp. 47170*349 47179.353 

-0010180034 Notice of Issuance of Amend 124 to License NPF-3 Amend revises Tech 
Spec 3322, Table 3.3-11, "Steam 6 Feedwater Rupture Control Sys," to reflect 
design mod that simplifies manual Initiation, 

GUTTER, JQ Project Directorate 111-3. 88/10/05. 2pp 47179:354-47179:365 

8810170368 Responds to Generic SER on Seismic Qualification ol Util Group resolution 
of US I A-46Utll anticipates final NRC resolution of generic Implementation procedure 
to be provided as SSbR by mld-1989. 

SHELTON.OC. Toledo Edison Co 88/10/10. Document Control Branch (Document 
Control Desk) 2pp 47173.048-47173,040 

0018170393 Discusses applicability of Sun/ollfanco Requirement 4.0 2b to 16 months & 
refueling inlon/al surveillance requirements. Util expects to submit Tech Spec change 
to surveillance requirement by 890301. 

SHELTON,DC, Toledo Edison Co 88/10/10. Document Control Branch (Document 
Control Desk) 2pp. 47167:017*47167.010 

8010200049 Forwards corrected Tech Spec Page 3/4 3-28 from Amend 116 to License 
NPF-3. 

DEAGAZIO,A.W. Project Directorate NI-3 88/10/13. SHELTON, DC. Toledo Edison 
Co. 2pp. 47226.028 47226:031. 

-0810200056 Corrected Amend 1 18 to License NPF-3,consl sting ol Tech Spec Page 3/ 
4 3-28 re steam & feedwater rupture control sys instrumentation trip selpolola, 

* NRC - No Delallod Affiliation Given. 88/10/13. 2pp 47228-030-47226031, 


Q, fnspecllon reports, IE Bullallna & correspondence 

8909010337 NRC Info Notice 88-073, "Direction-Dependent Leak Gharact eristics of 
.Containment Purge Valves " Sve list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411). 60/09/06. 
Consolidated Edison Co of New York, Inc 119pp. 46068*058-46958:177 

8009290217 Advises that enforcement conference re violations noted in Insp Rept 60 
348/68 27 scheduled for 880626 In Region III. 

GREENMAN.EG. Region 3, Ofc of the Director 88/09/20. SHELTON, D. Toledo 
Edison Co. 2pp, 48999.068-46909 069. 


BdOdlBDOOa NRC Info Notice 80 077, "Inadvertent Reactor Vessel Overfill" Sve list 
end 

ROSSI, CE Division ol Operational Events Assessment (Post B70411) 08/09/22 
ConsoHdatod Edison Co. of New York, Inc 1 llpp 47114 291-471 16'042. 

8809190047 NRC Info Notice 88 078, "rmplernentatfon of Revised NRC-Adminlalered 
Requaljficatior^ Exams " Sve list end 

ROSSLC.E Division of Operational Events Assessment (Post 870411) 88/09/22. 
Consolidated Edison Co. of New York, Inc. 1 lOpp 471 1 5 043 47115,046 

8809230092 Supp! 1 lo NRC Info Nolle© 88-069, "Movable Contact Finger Binding In 
KFA Relays Mfg by GE." Sve fifit end 

ROSSI.C.E Diwafon of Operational Events Assessmenl (Post 870411) 88/09/29 
Consolidated Edison Co. of New York, Inc 1 17pp 47115 163-47115 281 

8B10080294 Advisos that util will approve Inatnimonted Insp technique test procedures 
utilizing "qualified reviewer" process required by Tech Specs rather than safety review 
board review & ^proval, consistent w/Amend 10 to License NPF-3 
SMELT ON, DC Toledo Edison Co 86/09/29 Document Conlrof Branch (Document 
Control Dosk). 2pp 47070 243 47070 244 

081O1OOO4D Forwards Enforcement Conference Bopt 5f> 346/88 33 on 800926 to dis- 
cuss potential employment discrimination violation. 

QREENMAN.EQ Region 3, Ofo of the Olroctor 88/09/30. SHELTON,D Tofedo 
Edison Co 2pp. 4708 4' 163 47004*1 79 

-8610100044 Enforcement Conference Rept 50 348/0B-33 on 680926 28, Potential vio- 
lation noted ra apparent omploymeni discrimination notod In Insp Rept 50-346/68- 
27 Agenda & viewgraphs anef. 

OEFAYETTE.RW Region 3, Ofc of the Director. 88/09/29 15pp 47084.165- 
47084.179 

8810070224 Discusses Invostlgatlon of aciiviUas at plant from 67 1001 -880707 & for- 
wards synopsis of 861231 avenf 

DAVIS, A B. Region 3, 01c of the Director. 88/10/04 EDLEMAN.M R Toledo Edison 
Co 6pp. 47072,267 47072*272. 

6610120336 Forwards Safety Insp Rept 50-346/80-31 on 680829 0902 & 0912-16 No 
violations noted. 

HARRISON, J.J/ Region 3, Ofc of the Director. 86/10/04. SHELTON.D Toledo Edison 
Co 2pp. 47118*294-47118*305 

-8010120330 Insp Rept 60-346/86-31 on 680629-0902 & 0912.16 No violallons or de- 
vlallorva noted Major areas inspected, testing of steam & feedwater rupture control 
sys.revlew of potential conditions adverse to quality & training. 

BUTLER, O.S, GARDNER.RN Region 3, Ofo of Ihe Dlreclor, 88/10/04. lOpp 
47118:206-47116.306 

0810030256 NRC Info Notice 88 080, "Unexpected Piping Movement Attributed to Ther- 
mal Stratiricallon " Sve Hal onef. 

ROSSI.C.E. Division of Operational Events Assessment (Post 970411). 68/10/07 
Consolidated Edison of New York, Inc. 223pp. 471 16'2a2-471 16*265. 

8610040066 NRC Info Notice 88 081. "Falfuro of AMP Window Indent KYNAR Splices A 
Thomas & Bella Nylon Wiro Caps During Environ Qualification Teatlng " Svo list end 
ROSSLCE Division of Operational Events Assossmenl (Post 670411). 86/10/07 
Consolldaled Edison Co. of New York, Inc. 1 10pp. 47116 028 47116.144 

8610170336 Forwards resj^nse to NRC Compliance Bullolln 68 006, "Thermal Stresses 
In Piping Connoefed to RCS," requesting review of PCS lo Identify connected unisola* 
bio piping ro unacceptable thermal stresses 

SHELTON, DC Toledo Edison Co, 65/10/08. Document Control Branch (Document 
Control Desk), 6pp. 47166*201 47166*206. 

8810170337 Forwards errata sheet (dentifyfng errors In Insp Rept 50-346/86 12 on 
e60504-0002.lr»sp dosing date Identified In repi mistakenly recorded as 660602 In 
several locations 

GREENMAN.EO. Region 3, Ofc of the Director. 68/10/11. SHELTON,D Toledo 
Edison Co 2pp. 4716^177-47169:178. 

0810160407 Forwards Exam Rept 50-346/OL-86 02 during wk of 860629. Concerns 
raised re abnormal operallng procoduros used at facility, 

WRIGHT, Q.C. Region 3, ofc of Ihe Director 80/10/12 SHELTON.D. Toledo Edison 
Co. 2pp. 47177*246-47176 079, 

-6810180486 Exam Rept 60-340/01-60 02 during wk of 08082 9.Exam results five of 
nine senior reactor operators A one of one reactor oporator passed exam 
REIDINQER.T.D., SHEPARD, 0., BURDICK,T.M. Region 3, Ofc of the Director. 88/10/ 
06 193pp. 47177.247-47178.079 

6010130101 NRC fnfo Notice 06 083, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sya." Sve fiat end 

ROSSLC.E. Diviafon of Operational Events Asaeosmenl (Post 870411), 86/10/19. 
Consondaled Edison Co ol New York, Inc. 1 1 9pp. 47 196*239 47196 357 


S, Reportable oGourrenceii LERa A related correspondence 

6610070359 Fart 21 rept re condition Involving Inconel 600 mall used to fabricate steam 
generator tube plugs & found to possess mlcroataicturo auaceptible lo stress corro- 
ccAcKioQ 

TAYLOR,J.H’BBbcock& Wilcox Co 80/09/06 MURLEY,T.E Office of Nuclear Reac- 
tor Regulation, Director (Post 870411), 8pp. 

8819030201 LER 88 021-00.cn 860826,discovered that two In-line Isolation vaNes In KrO 
suppression sprinkler sys not verified In correct position every 31 days Caused by per- 
sonnel errof.Sya waikdown will be performed .W/e0OO26 Hr. 

QOROON.C.S , STORZ,L F. Toledo Edison Co. 88/09/25, 3 pp. 47005 346 47005*348 


V. Operator Examinations 

8800170160 Generic Ltr 88-13 to all power reactor licensees A applicants for OL re op- 
erator Ifconslng exams. Svo list end 

MIRAGLIA,F.J. Associate Director for Projects (Post 870411) 08/06/06. Consolldaled 
Edison Co, of New York. Inc 66pp. 46950*001-46958*057. 
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8609270047 Grants 860902 request for exemption from scheduled requalifJcation wnlten 
exam & operating lest cycle requlrements.w/provlsion that authorization lor one-liine- 
only A that renular exam cycle will resumo. ^ 

MILUERHJ. Region 3, Ob ol the Director 68709/18 SHELTON, D. Toledo Edison 
Co 1p 46972 13^4*46972 134, 


B6101 00407 Forwards Exam Repl 5O'346/OU0Q-O2 during wk of 980829 Concerns 
raised ra abnormal operating procedures used at facility 

WRIGHT.G.C Regton 3, Ofe of the Director 68/10/12 SH ELTON, D. Toledo Edison 
Co. 2pp 47177 245*47178079 


*•8810180486 Exam Rept 50 346/01*68 02 during wk of 680929 Exam results, fivo of 
nine senior reactor operators ■& one of one reactor operator passed exam 
REIDINQER.T.O, SHEPARD.D., BLIRDICX.T W. Region 3, Ofc of the Ofrecfor. 88/10/ 
06 1 93pp. 4 71 77 247*47 1 76 079, 


DOCKET fiO-346 JOSEPH M. FARUY NUCLEAR PUNT, UNIT 1 


F. Securlfy^ me d leaf, emergency A fire protection plans 


8S10040293 Forwards public version of revised emergency plan implementing 
procedures,incfuding Rev 60 to FNP'O'EIP 8^ "Emergency Commufilcations'* & Rev 22 
to FNP-0 EfP-26, "Radiation Exposure EstlrnalionA Classification,,'* 

HLrDSPETH.JB Alabama Power Co 88/09/15 Document Control Branch (Document 
Control Desk). Ip. 47019 179*47019 227 


-88 19040295 Revised entargency plan implamenling proceduresjncludlng Rev 60 to 
Procodura FNP-0 EIP8. "Emergency Commujilcations,** Rev 22 to Proceduro FNP*0 
ElP-fl, "RadraUon Exposure , & Rev 25 to Procedure FNP-0 EIP-26, "Offsite NolifI* 


cation " 

" Alabama Power Co 88/09/16 4Bpp 47019,180 4 7019*227 


8810060296 Forwards Rev 14 to emergency plan A revised omorgency plan implement 
Ing Dfocedures 

HUDSPETH, J B. Alabama Power Co 88/09/29 Document Control Branch (Document 
ControfOesk) 2pp 47061.1 52*47062 323 


-8810080296 Rev 14 to emergency plan for JM Farley Nuclear Planl Units 1 & 2. 
* Alabama Power Co. 88/09/22. 400pp 47061 154 47062 287. 


-8810060300 Revised emergency plan Implemenllng procedures, including Rev 61 to 
FNP O'EIP'S, "Emergency Communicatons" & Rev 6 to FNP 0«EIP-14, "flo*Enlry Pro* 
cedurea ** 

• Alabama Power Co Ba/09/27. 59pp 47062-268-47062 323 


8810190410 Rev 6 to Emergency Plan Implementing Procedure FNP-0 E1P*12, "Alert " 
W/aaiOI4 Hr. 

MOREY, D.e, HUDSPETH.JB Alabama Power Co flB/10/14 10pp. 47191:070- 
47191;080 


J. Insurance A Indemnity Information 

8609290211 Forwards environ assessment & finding of no slgnilicani Impact re exemp 
Hon from requirements 1CCFR50 64{w)(6)(i), increasing amount of onsite property In- 
surance required to be carried by NRO power reactor licensees 
REEVES^E A. Proiect Directorate (l-l 88/09/23. HAIRSTON»W.6 Alabama Power Co 
3pp 46992,108 46992-114. 

^8809290213 Eeviron assessment A finding of no significant Impact re exemption from 
requirements of 10CFR50 54(w)(5](i), Increasing amount of onsite property aamage In- 
surance required by NRG power reactor licensees 
KINTNER,IX Project Directorate If 1 66/09/23 4pp, 46992 111-46992 1 14 

8810040297 Forwards temporary exemption from lOCFflSO 64(w)(6)(l) requirements re- 
qufnng that licensee obtain Insurance policies that prioritize Insurance proceeds for 
stabilization & decontamination after accident 

n£EVE$,E A. Project Direclorale ft 1. 86/09/29 HA IRSTON.W.G Alabama Power Co 
3pp 47036 269-47036-275. 

**8810040299 Exemption from requirements of 10CFn50 54(w) re [fconsee obtaining In 
surance policies that pnonlpze Insurance proceeds for stabilization A deconlamlnaflor> 
after eccldeni 

VARQA*S.A. Division of Reactor PrO|ecls - I/ll (Post 670411). 66/09/29 Alabama 
Power Co. 4pp 47036 272 47036 276 


Q. fnapeetton reports, IE Bulletins & correspondence 

6609010337 NRC Info Notice 86 073, "OIreclion-Dopendent Leak ChaiaclonsljCi of 
Containment Purge Valves *’ Sve list end 

ROSSI, CE Division of Oporalional Events Assessment (Post 670411) 66/09/06 
ConsoJidatocf Edison Co of New York, inc, 119pp 46950 058-46958 177. 

6610140126 Requests 60 day extension for response to notice of violallon 6 proposed 
imposllfon of c/vil penalty 

HAIRSTON, WO Alabama Power Co 08/09/10 GRACE, J.N Region 2. Ofc of Ihe (V 
rector 2pp 47156 149 47158*150 

8809150008 NRC Info Nollce 88 077, "Inadvertent Reactor Vessel OverfilJ" SvC til 
end. 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 66W22 
Consolidated Edison Co of Naw York, Inc Ilipp 47114 291-47115042. 

8809190047 NRC Info Notice 86 078, "Implementation of Revised NRC-Adminisiared 
RequdllflcaOon Exams " Sve llsl end 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 
Consolidated Edison Co of New York, Inc, 116pp 47115 043-47116.046, 

B01O1OOOO4 Forwards suppl to Insp Repts 50-348/88-10 & 50 364/00 10 conslslJM ef 
confirmatory meesuremanl results, Compare live results In egreemani for & 

Sr-BO & In oJsagTeonnem for Fe 55 

COLLINS.D.M Region 2, Ofc of the Director. 88/09/20 HAIRSTON,W.O Alubami 
Power Co 4pp. 475 b6'23B-470&6 233 

8810190016 Extends response data to notice of violation & proposed imposlllon ofcM 
ponaftles re environ qualification daficiencias until 881114 
GRACE, JN Region 2, Ofc of the Director 88/09/26. HAIRSTONWG, WaUrM 
Power Co Ip 47086 002-47006 002 

8809230092 Suppl 1 (o NRC Info Notice 88-069, "Movable Contact Finger Oindnoin 
HFA Relays Mfg by GE " Sve fist end. 

ROSSI .C.E Dm Sion of Operational Events Assessment (Post 870411] 68/09/29 
Consofidatad Edison Co of Now York, fnc 117pp. 47115.163-47116*281. 

8810070264 Responds to NRC 000803 notice of violallon & proposed Imposllion of 
penalty,per Insp Repels 60*348/00 05 & 50-384/88-05 Denies violating roquIrsmseCf of 
Tech Specs or FSAh re Train A ECCS, 

HARlsfON,WG. Alabama Power Co 88/10/03, Ofc of Enforcomonl (Post 870413) 
37pp 47076 220-47076 258. 

8810030255 NRC Info Nolice 88-080, "Unexpected Piping Movement Attributed lo Ther- 
mal Stratification '* Sve list end 

ROSSkC.E Division of Operational Events Assessment (Post 870411) D9/10/07 
Conselldated Edison Co of New York, inc 223pp 471 IS 282-47115 285. 

8810040066 NRC Info Notice OB-081, "Failure of AMP Window Indent KYNAR Solicoj « 
Thomas 8 Betts Nylon Wire Caps During Environ Qualiflcetion Testing.** Sve fist ond 
ROSSI, CE Olvfsion of Operational Events Assessment (Post 070411). 80/10/07. 
Consolidated Ediison Co of New York, Inc. 119pp 47116 026 47118 144 

8810130161 NRC Info Notice 88 003, "Inadequate Testing of Relay Contacis In Safely 
Related Logic Sys " Sve list end 

ROSSI, CE. Division of Operational Events Assessment (Post 070411) 86/10/19 
Consolidated Edison Co of New York, Inc. liSpp 47198,239 47196,357. 


R. Periodic operating reports 8 related correspondence 

8810190268 Monthly operating repl for Sept I960 for JM Parley Nuclear Plant Unit iW/ 

MOREY, D.N. HAIRSTON, WG Alabama Power Co. 80/09/30. Opp 47200061 
4720Q 069. 


S, Reportable occurrencea, LERs A related correspondence 

6809280006 LER 88*016 00 on 88O026.delerm(nod that loss of control of two vaivei 
during fire could result in loss of both trains of sve water sys Caused by lailure <4 
analysis Circuit breaker for motor-operated vafve opened W/000923 ftr 
MOREY,DN.. HAIRSTON, WG. Alabama Power Co 88/09/23 4pp. 46983 WT- 
46083 100, 


P. Operating license stage documents & correspondence 

8609120085 Qanerfo Ltr 80 15 to all power reactor licensees & applicants re elociric 
power sys • Inadequate control over design processes, 

CRUTCHFIELD.D, Associate Director for Prolects (PosI 870411) 86/09/12, Consol)* 
dated Edison Co of New York, Inc. 60pp. 47001 230-47001:300 

880928037S Forwards checklist for plant- specific review of Inadequate core cooling in* 
slrumenlatron sys, per Geneno Llr 82*28 & NUREG 0737,riem jj F.2 Instrumentation 
supplied by C-E iructudes subcooling margin & core- exit ierr>p monitors 
HAtRSTON,W.G Alabama Power Co. 88/00/20 Oocomont Control Branch (Docu 
meni Control Desk) 7epp 46991,132 46991 200. 

8810050194 Informs that WCAP 8887.Suppl 2-E6eB,Rev 0, "Qualification of ATWS Miti- 
gating Sys Actuation Circuitry lo AMCO Cabinet & Wall Mounted Hoffman Relay EncV‘ 
to be wiHihetd (ref 1 0CFfl2.7fiO] 

REEVES,E A Project Oireclorate ll-t. 06/10/03, NAIflSTON.W.G Alabama Power Co 
3pp* 

86100500S8 Generfc Ltr 86-16 (o all power reactor licensees 8 applicants re removal of 
cyele-wecific parameler limits from Tech ^eca Sve list end. 
cRUTCHnELO.D. Associate Director for Projects (Post 879411) 88/10/04. Consoll 
dated Edjwn Co of Now York, Inc 40pp. 471 18,145-47116,104, 

8810140138 ResporMfs to generic SER re resolution of USI A-46.0a8©d on results of 
review of generic Implemenlalion procedure.ulij will either continue lo pursue o^oerlc 
resolution or file plant specific response 

HAIRSTON, WG Alabama Power Co 88/10/06 Document Control Branch (Docu* 
menl Control Desk) 2pp 47138 093 47138 094. 


V, Operator Examinations 

6808170150 Qonerlc Ltr 88*13 to all power reactor licensees & applicants for OL re lOp* 
eralor licensing exams Sve list end. ^ , 

MIRAGLIA.FJ. Associate Director for Projects (Post 870411), 88/08/08, ConsdKjatsa 
Edison Co. of New York. Inc 56pp 46958 001-46958 067 


DOCKET 60-362 LIMERICK GENERATING STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 


8810050063 Forwards Safety Insp Repl 60-352/80*18 on 68081 6-1 0.No vIoIabOflS 

MA^TIN.TT. Region 1, Ofc of the Director 08/09/28. MCNEILL, C, A Phllado^|>hia 
EloclffoCo. 2pp 47045,347-47045:367 


-8810060067 Insp Repl 59-352/80-18 on 80081 6-1 9,No violations not^ , i 

inspected l/re prolectlon/preventlon program, Including program admlnistrallon a 
organpzal Ion, equipment malnUnsp & test,QA audits & facility lours 
KRAS0P0UL0S,A., LARA.JF.. ANDERSON, CJ. Region 1. Ofc ol Ihe Director W/ 
00/23. 9pp 47045:349 47045,357 

0810130093 Rev 6 to Emergency Plan Implementing Procedure EP-101, "Cfassiflcfttion 
of Emeraencles *’ W/a01OO4 ltr 

GALLAG^HeR,d.W. Philadelphia Electric Co. 00/10/04 24pp 47121. 141-47121:I5< 
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8810200272 Forwards public version of revised emergency plan Implementing 
procedures, Ificloding Rev 11 to EP-110, ‘’Personnel Assombly & Accounlabllity” i 
Rev 9 (o EP-20e, “Security Team.“ W/undId release memo. 

GALLAGHER. J.W Philadelphia Electric Co 68/10/04. RUSSELL.W.T. Reolon 1, Ofc 
of the Director 4pp 47198 202*471flB.229. 

-8610200274 Revised emergency plan Implementing procedurds.tn cl tiding Rev 11 to 
EP*1 10, "Personnel A88embly-& AccountablllW" & Rev 9 to EP-208, "Secimtv Team.*’ 
* Philadelphia Eleclrlc Co 88/10/04. 24pp. 471 98 -206-471 08,229. 

8810140151 Confirms delivery on 8B0929 of package containing controlled coploa of 
emeroency operating procedures to NRC List of procedures submitted. 

FOG ARTY, E.P. Philadelphia Electric Co. 68/10/05. GALLO.R.M. Document Control 
Branch (Document Control Desk). Ip. 47136 091-47138 091 . 


G. Adjudicatory correapondence 

6810050046 ALA8*e87 * Advises that time for Commission to review Decision ALAB- 
897 expired Commission declined review Decision became final agency action on 
680923. Seived on 860930 

CHILK,S J Office of the Secretary of the Commission rif4B8 7190. 68/09/30 Atomic 
Safety and Licensing Board Panel. Ip. 469B5’293-4698S 293. 


H. General cerreapondence 

8810130045 Comment on proposed rule 10CPR50.54(w}(S)(il re emending Implementa- 
tion schedule for atablllzatfon & decontamination prionty & trusteeship provisions of 
property Insurance regulations NRG Initiated exemptions expected before 881004. 
GILMORE, R.Q. Philadelphia Electric Co. 06/10/03 CHILK.SJ. Office of the Secretary 
of the Commission. 2pp, 47O72;205-47O72.286. 


J, Insurance & Indemnity Information 

881<H)30302 Forwards environ assessment & finding of no significant Impact re tempo- 
rary exemption from scheduler requirements of property insurar^ce rule 
10CFR60.64(w)]6)(ILeffeotlve 661004. 

MARTIN, R.E., cLaRK,R.J. Project Directorate 1-2, 88/09/27. ALOEN.W.M Phlladel 
pWa Electric Co. 6pp. 47005.217-47005:229. 

-4810030311 Environ assessment A finding of no significant Impact re exemption from 
requirements of 10CFfl60.B4(w)(5){l) re ProperW Insurance rule. 

BUTLER, W.R, Project Directorate 1*2. 80/09/21 4pp. 47006:226-47005:229. 

8810110263 Forwards temporary exemptions from echedular requirements of property 
insurance rule 10CFR50.M(w)(5)(l). 

MARTIN.RE., CURK.R.J. Project Directorate 1-2. 88/10/04. ALDEN.W.M. Philadel- 
phia Electric Co, 6pp. 47107:037*47107:040. 

-8610110270 Temporary exemption from 10CFR50.&4(wH6)Ci) property Insurance rule 
requirements 

V^QA,SA. Division of Reactor Projects • I/ll (Post 670411). 80/10/04. Philadelphia 
Electric Co, 4pp. 47107.048-47107:049, 


P. Operating license stage documents A correspondence 

8809300072 Notification of 6B0912 Significant Licensee Meeting 86-146 w/utll In King of 
Prussia, PA to discuss review of facmty fuel performance A corrective actions, 
UNVILLE,JC Region 1, Ofc of the Director. 80/09/09. Region 1, Ofc of the Director. 
2pp. 47003:161-47003,162. 

880912008S Generic Ltr 88-16 to all power reactor licensees A applicants re etectrlo 
power ays - Inadequate control over design processes, 

CRUTCHFIELD, 0, Associate Director for Projects {Post 870411). 09/09/12, Consoli- 
dated Edison Co. of New York, Inc, 60pp. 47001:239-47001:300, 

8809290346 Forwards NRR 660826 ltr to OCRE acK receipt of 10CFR2.20S 
petitlon^respondlng In negative to petitioners request for Immediate action re BWRs & 
stalino that petition being treated under 10CFR2.206 of Commission regulations. 
MARTIN.RE,, CURK.RJ, Prolool Dlrectorale 1-2. 86/09/23. ALDEN,W. Philadelphia 
Electric Co, 6pp. 46902:206-46992:213. 

8610050341 Forwards request for exemption from lOCFRSO.AppJ, Paragraphs IIH.4 A 
II1.C re suppression inboard containment Isolation valves located on lines that termi- 
nate below min suppression pool water level. 

KOWALSKIS J. Philadelphia Electric Co. 88/09/23. MURLEY.T.E. Office Of Nuclear 
Reactor Regulation. Director (Post 6704 11). 4pp. 47057:066-47057 lOOO. 

8610050058 Generic Ltr 66-16 to all power reactor licensees & applicants re removal of 
cycle-apecIfiG parameter limits from Tech ^eo8.Svo list end. 

CRUTCHFIELD, D. Asspciale Director for Projects (Post 870411). 88/10/04. Coneoll- 
dated Edison Co. of New York, Ino, 40pp. 471 16:14Wl 16:194. 

8610100172 Advises that review briefing for listed plants scheduled for 661Q13.View- 
grapha end. 

BUTLER, W.R. Project Directorate 1-2. 68/10/05, BOGER,B,A. Aaslalant Director for 
Region I Reactors. lOOpp 47061:264-47061 1346. 

8810140151 Confirms delivery on 860629 of package containing controlled coplea of 
emergency operating procedures to NRC. List of procedures submitted. 

FOGARTY, E.P. Philadelphia Electric Co, BB/10/06. QALLO,R.M. Document Control 
Branch (Document Control Desk). Ip. 47198:091-47138:091, 

8810210389 Notice of Significant LIcenaoe Meeting 36-165 on 681 101 w/ util In King of 
Prussia, PA to discuss Unit 1 tie-ln outage which begins In Jan 1969. 

LINVILLE,J.C. Redon 1, Ofc of the Director. 86/1(1/13, Region 1, Ofc of the DIreolor. 
2pp. 47235:320-47235.321, 


0. Inapeoilon raporta, IE Bulletins A correspondence 

8809010337 NRC Info, Notice 88-073, “ Dir eoilpn -Dependent Leak Characterislica of 
(Containment' Purge Vafvea,” Svo list end. ' 

R09SF,0.E. Division of Operational Events Assessment (Post 870411). 60/09/08. 
Consolidated Edison c5o. oiNew York, Ino. 119pp. 46966,058-46958:177. 


8809150006 NRC Into Notice 68-077, "Inadvertent Reactor Vessel Overfill’' Sve list 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) B8/09/22. 
Consolidated Edison Co of Now York, Ino 1 1 1 pp, 47 1 1 4.29 1 -47 1 1 6 042. 

3809190047 NRC Info Notice 80-073, “Implementation of Revised NRC Administered 
Requallflcatlon Exams" Sve list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 68/09/22 
ConsolWaled Edison Co of Now York, Inc. liepp- 471 15043 47115 046 

8810050063 Forwarda Safety Insp Repl 50-352/88-18 on 880816-19 No violations 
noted 

MARTIN J.T. Region 1. Ofc of tha Direclor. 88/00/28 MCNEILL.CA Philadelphia 
Electric Co. 2pp. 47045:347-47045.357. 

— 88100S0067 In&p Rept 50-352/86 >13 cn 880616-19 No violations noted. Major areas 
Inspected fire proteclion/prevenlion program, Including program administration & 
organization, equipment mafnlJnsp & te8l.(jA audits & facility (ours 
KRASOPOULOS,A , LARA,J.F., ANDERSON, C J. Region 1, Ofc of the Director. 80/ 
09/23 fipp. 47046‘346-47045‘357, 

8809230092 SuppI 1 to NRC Info Notice 80-069, "Movable Contact Finger Binding In 
HFA Relays Mfg by QE," Sve list end, 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 68/09/29. 
Conaolidaled Edison Co. of New York, Inc, 117pp. 47115:163-47115:281. 

8810170061 Forwards Safety Insp Rept 60-362/88-19 on 680815 0924 No vfolallona 
noted 

WENZfNGER.E.C. Region 1, Ofc of the Director 88/10/06 MCNEILL.CA Philadel- 
phia Eleclrio Co, 2pp. 47169'243 47169.312 

-^saionCKMS Daytime &. backahlf I /holiday insps of 860816 0g24,ND violations 
noted, Major areas Inspected’ plan I tours, ays walkdowns^observetlons of malnt & sur- 
veillance & review of LERa A periodic repts Supporting Info end 
WILLIAMS, J.H.. L1NVjLLE,J. Region 1, Ofc of the Director 68/10/04. B7pp. 
47169.246-47169:312. 

8810030265 NRG Info Notice 6B-060, "Unexpected Piping Movement Altnbuled to Ther- 
mal Stratification “ Svo list end. 

RO&SI.CE, Division of Operational Events Assessment (Post 670411). 68/10/07. 
Consoridated Edison Co. of New York, Inc, 223pp. 471 16 282-47115:285. 

8810040068 NRO tnfo Notice 68-061, "Failure of AMP Window Indent KYNAR Splices A 
Thomas & Bette Nylon Wire Cape During Environ Qualification Testing," Sve list end 
RO^I,C.E. Melon of Operational Events Assessment (Post 870411) 86/10/07. 
Consolidated Edison Co, of New York, Ino. It 0pp. 47116.026>47lie’144. 

8810130161 NRC Info Notice 66-083, “Inadequate Testing of Relay Contacts in Safety- 
Related Loglo Sys.'* Sve Hat end, 

ROSSLC.E. Olvislor) of Operational Bvenia Assess men t (Post 670411). 68/10/19 
Consolidated Edison Co. of New York, Inc, 1 19pp 47193:239-47168 357. 


R. Perlodfo operating reporti A related correspondence 

8810280216 Forwards monthly operating rept for Limerick Unit t for Sept 1686 Notes 
that monthly operating rept for Aim 1966 contained error In explanation for Item 10, 
"Reasons for Restrictions, if any.*’ Explanation should road ‘luel rods " 

LEITCH,Q.M, Philadelphia Electric Co. 38/10/12. NRC - No Detailed Affiliation Given. 
Ip. 

-8810210432 Monthly operating rept for Sopl 1088 for Limerick Generating Station Unit 
MURPHY, J.J, Philadelphia Electric Co, 88/(39/30. 5pp 47253:247-47263.262. 


S» Rspoftabio occurrences, LERs A related correspondence 

8810030402 LER 68>028'00;on 3B083O, Individual responsible for malnlalnlng continuous 
firewalch post discovered inattentive Oatised by cognitive pereonnef error Flrewatch 
Mraon teniilnated.W/8eOG29 ltr. 

KRICKR M., FOGARTY.E.P. Philadelphia Electric Co. 88/00/29. 4pp. 47009:060- 
47000.063. 


V. Operator Exemlnatlons 

8606170150 Generic Ltr 86-13 to all power reactor licensees A applicanta for OL re op- 
erator licensing eKama.Svo list end. 

M IRAQ LI A,Fj: Associate Director for Projects (Post 670411). 88/06/03. Consolidated 
Edison of New York, Ino. 58pp. 48956 901-46958:057. 

8610140226 Notification of Significant Licensee Meeting 66-157 cn 861004 w/utll In 
Region 1 to cNecoss requallficatlon exams, 

LINV1LtE,J.D. Region 1, Ofo of the Director. 86/09/30. Region 1, Ofc of tho Director. 
2pp. 47147:064-47147:065, 


DOCKET 60*383 LIMERICK GENERATIHQ STATION, UNIT 2 


A. Applloatlon/eonitrupllon stage documents A correspondence 

8609120065 Gsperio Ltr 8a<1S lo all power reactor licensees A applicants re electric 
power sys • Inadequate control overdesign processes 

CRUTCHFIELD, D. Associate Director for Projecta (Post 670411). 86/00/12 Consoli- 
dated Edfson Co. of New York, Ino. 60pp. 47001:239-47001:300. 

6609260345 Forwards NRR 880825 Hr to OCRE ack reoelpl of 10CFR2.206 
petitiofi, responding in r>ega8vo to petitioners request for immediate action re BWRa & 
stating that petition being Ireated under tOCFR2.203 of Commission regulations, 
MARflN,R,£ Pro^t Directorate t-2, 36/09/23, ALDEN,W, Philadelphia Oectric Co. 
6pp. 46992:2O6-46902-213 
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8810050341 Forwards request tor exemption from 10CFR50,AppJ,Pfifagraphs IIH4 & 
NIC re suppressfon inboa/d containment isofaljon valves located on lines that termi- 
nate below min suppression pool water tevel< 

KOWAISKKSJ PhiladelphFa Electric Co 68/05/23 MURLEY.TE OKice of Nuclear 
Reactor Regulation, Director (Post 870411). 4pp 47057,086*47057 089 

8810050058 Genenc Ltr 88*16 to all power reactor hcensees & applicants re removal of 
cycle specillc parameter Trmils from Tech Specs Svc hst encl 
CRUTCHFIELO.D, Associate Director for Projecis (Posi 870411) 88710/04 Consofi* 
dated Edison Co of New York, Inc 48pp 471 16 145 471 le 194 

6810100172 Advises that roviev/ bneting for listed plants scheduled for 881012 View- 
graphs end 

BUTLER, WH Project Oirectcwflt© 12 86/10/05 BOGEfl,eA. Assistant Direclor for 
Region I Reactors lOOpp 47061 254*47081 348 

S610210389 Notice of SionificanI Licensee Meeting 68-165 on 681101 w/ util In King of 
Prussia.PA to discuss Unit 1 tie*in outage which begins in Jan 1989 
LINVILLE.JC. Region 1, Ofc of the Direclor. 88/10/10. Region 1, Ofc of the Direclor 
gpp 47235320-47236 321, 

8610240339 Notification of 8B1102 meeting w/uil in Rockvilfe.MO to discuss status of 
facility const & startup testingTeadineas for operation, self assessment program & fi* 
censing aciivitias 

CLARK,RJ Project Directorala I 2 88/10/18 BUTLER, WR, Project Oireclorale 1-2 
3pp 47243 020-47243 031 


r. Security, medical, emergency & fire protection plans 

8810130993 Rev 6 to Emergency Plan Impremenlina Procadur© EP*191, "Classification 
of Emergencies *' W/881004 Hr 

OALLAGHER.JW PhiladelphFa Eiectrfc Co 68/10/04 24pp. 47121.141-47121.164 

8810200272 Forwards public version of revTsod emergency plan implemeniing 
procaduresjncluding Rev 11 to EP-110, "Personnef Assembly & Accountability" & 
Rev 9 to EP 298, "Secunty Team " W /undid release memo 

QALLAQHER.JW. Philadelphia Electric Co 88/10/04 RUSSELL.W.T Region 1, Ofc 
of the Director 4pp. 47198 202 47198 229 

■“8810200274 Revised emergency plan implemeniing procedures, including Rev 11 to 
EP-110, "Personnel Assembly & Accountability*’ 8 Rev 9 to EP-20a, '‘Security Team" 
• Philadelphia Electnc Co. 88/ to/ 04 24pp 471 98 206 47198 229. 

6810170035 forwards hso Rept 50-353/66*26 on 660927-30 No vfofdtlons noted 
DURR,J P, Region 1. Ofc.of the Director 88/10/07 MCNHILUCA. Philadelphia Elec- 
tric Co 2pp 47170.071-47170 082. 

-66 101 70039 Insp RepI 60 353/88*26 on 880927-30 No violations or deviations 
noted Major areas Inspected corporate emergency support 
program, s1af^ng,lralning .mat support & communications 

CHAUDHARY,§K, WINTERS, R W., STROSNIDER.J. Region 1, Ofc of the Director. 
88/10/06. 10pp 47170 073 47170082 


H, Qenarai correspondence 

8810260094 Comment on petilfon for rulemaking PRM 50*52 re potential shutdown of 
lacility.Petiiion should receive fair heanng 5 admit use of poor judgment in Issuing 
final rule on 840812 k- j w u 

NEMETH Y,E, Ecology/Alert 86/10/06. Docketing & Services Branch Tp. 47229.250- 


8810070090 Forwards Insp Rept 50*353/88 200 on 880808-12 re review plans for Inde- 
pendent design & const assessment Recommends clarifications be included in review 
plans to achieve acceptable review In independent design assessment scope 
VARQA.SA Project Directorate I 2 88/09/29 ALDEN^f M Philadelphia Eieciric Co 
7pp 47083 278 47083 312. 

-6810070093 (nsp Rept 60-353/88-200 on 800808-12 Insp scope & objective, inde- 
pendent desigrt & const assessment review plans prepared In sufficient technical 
depth to permit adequate evaluation of design & const of facility 
PARKHILURW., sfHIN,Sn., IWBRO.E V Division of Reactor Inspection & Safe 
guards (Post 67041 1). 88/09/23 30pp. 47083 283 470B3 312. 

8610070293 Forwards Safety Insp Rept 50 353/88 21 on 880808 0911 No violations 
noted. 

WENZINGER.EC Region 1, Ofc of the Director 80/09/30 MCNEILL,CA Phllocfol 
phia Electric Co 2pp 47076 286-47070 302 

-8810070295 Insp Rept 50-353/60-21 on 880008-0911 No violations noted Major 
areas inspected. work activllias.procedures, records relative to preopera tional & technl 
cal tests, independent design A const assessment A welding 
WfLLIAMS,J.H , LINVILL^J-C Region 1, Ofc of the Director 80/09/20 15pp, 
47076 280 47076 302 ^ 

8610030255 NRC Into Notice 88 OOD, "Unexpected Piping Movement Attributed to Thor* 
mat Stratification " Svc list end 

ROSSI, CE Dwision of Operational Events Assessment (Pont 870411). 88/10/97 
Consolidated Edison Co of New York, fnc. 223pp 471 15'2B2-471 16-285 

8B10040088 NRC Info Notice 88-001, "Failure of AMP Window Indent KYNAR Splices & 
Thomas A Bolts Nyton Wire Caps During Environ Qualification Testing " Svc list onci 
ROSSI, CE Division of Operational Events Assessment (PoM 670411), 88/10/07. 
Consolidated Edison Co or New York, Inc IIOpp 47116 026-47116 144. 

88101 7003S Forwards Insp Rept 50-353/88*26 on 880927*30 No violations noted 
DURn,JP Region 1. Ofoof the Director. 88/10/07. MCNEILL, C A, Philadelphia Elec 
trie Co 2pp 47170 071-47170 002 

-8810170039 (nsp Rept 50-353/66-26 on 880927-30 No violations or devialions 
noled.Major areas inspected corporate emergency support 
program, staffing, trainlng,nigt support A communications 

CHAUDHARY,S K , W1NTERS,R,W., STROSNIDER.J Region 1, Ofc of the Direclor 
88/10/06. lOpp 47170 073 47170.082. 

881&210S37 Forwards Safely Insp Rept 50-353/88 24 on ea0912*16.No vlolalione 
noted. 

DURR,JP Region 1, Ofc of the Director. 06/10/18 MCNEILL, C. A Philadelphia Else* 
trie Co. 2pp. 47232 060-47232 066. 

-8810210542 Insp Rept 50 353/88-24 on 880912*16, No violations noted Major areas 
inspected.lnslalfatlon of safeiy-refated Instrumentation components A atatus of previ- 
ously Identified open Items 

PAOLINO.RJ,, Anderson, CJ Region 1, Ofc of the Director 88/10/11- 8pp- 
47232 062*47232.066. 

8810130161 NRC Info Notice 08-083, "Inadeouale Testing of Relay Contacts in Safety- 
Related Logic Sys " Svc list end 

ROSSI.CE, Division of Operational Events Assessment (Post 870411) 08/10/10. 
Consolldalad Edison Co. of New York, fnc. t19pp 47196‘239-47196 357, 


O. Inspection reports, IE Bvltetlns A correapondence 


6609010337 NRC fnfo Notice 88 073, "‘Direction-Dependent Leak Charactenslica of 
Ck>r^iaijiment Purge Valves " Svc list end, 

ROSSI, CE. Dividan of Operational Events Assessment (Post 8704111, 86/09/08, 
Consolidated Edison Co oc New York, Inc T19pp 46958,058 46958177, 

8610046072 Forwards Safety Insp Rept 50*353/aB*20 on 880808*1 2. No vlolatfons 
noted 

DURRJ P Region 1, OJe of the Director. 88/09/10- MCNEILL.C A. Philadelphia Elec- 
tric Co 2pp 47O36'33O*47O90 341 


“6810040077 Insp Repl 50-353/88*20 on 680808-12 No violations noted. Major areas 
Inspected preoperalional lest program impremenlation requirements A preoperatlonal 
jest procedures activities In QA/cSC Interface w/pre operational tost Droaram. 
VANKESSEL.H, EAPEN.P K. Region 1, Ofc of the Director, 88/09/14 lOpp, 
47036-3 32-47 038'341. 


6610040060 Forwards Safety Insp Repl 60-353/86*17 on 860725 2fl.No violations 
noted 

DURR.J P. Region 1. Ofc of the Diroctof. 88/09/20. MCNEILL^C.A Philadelphia Elec- 
tric Co. 2pp 4703B 093 47038-105 

“8010040089 fnsp Rept 50*353/86*17 on 880725*29.No viofatfona noted Major areas 

rovlow of Implementation 
Emareency Diesel Generator A. 

Region 1, Ofo of the Director. 88/09/ 


requrremenls, procedures & test ^Wmssina of 
VAN KESSEL.H., DflYSDALE.P,, EAPEf^P.K 
08. 11pp, 47038 095*47038:105, 


6609150000 NRC Info Notice 88*077, "fnadvertent Reactor Vessel (Tverfill." Svc Ik 
end. 

ROSSI, CE. DivisJon of Operational Events Assessment (Post 67041 1> 88/09/21 
Consolidated EefisonCo. of New York. Inc. Ilipp 47114:291-47116.042. 

6809190047 NRC Info Notice 88 076. "Implementation of Revised NROAdmInlaiere 
Reoualincation Exams" Svc list end, 

ROSSLCE. DMsion of Operational Events Assessmerm (Post 6704 T1) 88 / 09/21 
Consolidalfld Edison Co of New York, fnc 1 19pp. 47116 043 47115,046. 

66-069. "Movable Contact Finger Binding I 

HFA Rela^ Mfb by QE " Svc list encl. 

ROSSI,C.E DMsion of Operational events Assessment (Post 670411) 88/09/2! 
Consolidated Edison Co- of New York. Inc. 117pp 47115-163*471 16,28t 


S. Reportable occurrences, LCRe A related correspondence 


8610030403 Final Significant Deficiency Repta 230 2 A 231-2 re fallurea of sluminum 
vertical bus A Believllle washers In Cutler-Hammer motor control ctra Aluminum verb 
cal bus replaced w/tin plated copper bus. 

KOWALSKI.SJ Philadelphia Electric Co 80/09/28 RUSSELL.WT. Region 1. Ofc of 
the Director, 2pp 4 7014:030.470 14,031, 


V. Operator Examinations 


86081701SO Generic Ur 68*13 to all power reactor licensees A applicants for OL re op* 
sralof Hcenstfvg exams Svc Hsi end, 

MIRAQLIA.F.J Associate Director for Projects (Post 870411), 88/08/08, Consolidated 
Edison Co. of New York, Inc 56pp. 46958,001*46958:067 


DOCKET 50*364 HOPE CREEK NUCLEAR STATION* UNIT 1 


F, Security, medical, emergency A fire protection plans 


8809270145 Forwards Safety Insp Rapt 60-354/88-22 on 880712*0029 A notice of 
j4dgton.Previou8ry Identified Items ro scaffolding ahould be promptly A properly cor- 

WENZINQER,EC. Region 1, Ofc of the Direclor, B8/09/16. MlLTENBERGER.S. 
Public Servfce Electric A Gas Co. of New Jersey, 2pp. 46967 155-46967:173 


“6609270147 [nap Rept 50*364/88-22 on 8807 12*0 829 .Violation noted.Major areas 
lnspected,operatlonSiradlolog]c8l controls, surveillance testing^malnt, emergency 

pfeparadnass.38curity, engineefing/technlcal support A LER A open item followup 
SWETLAND.P D. Region 1, Olo of the Direclor. 88/00/15. 16pp 48967:168 
46967:173. 


6810170423 Public version of Rev 5 to Artificial Island Emergency Plan Station Proce- 
dure EPIP 204H, "Emergency Response Callout/ Personnel Recall." 

* Public Service Elecliw A Gas Co. of New Jersey. 88/09/23 17pp, 47163*267* 
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j. Insurance & Indemnity Information 

6810030201 Forwards environ assessment & finding of no significant impact re exemp- 
tion from 10CFR50 54(w)(S){i) requiremonts, increasing amount of onsite property 
damage Insurance for NRC licensees 

STONE J C, RIVENaARK.GW Project Directoralo 1-2 ea/Oa/27 MILTENBERGER,S. 
Public Service Electric & Gas Co- or Now Jersey 6pp 47004 026 47004,038. 

^8610030286 Environ assessment & finding of no significant Impact re exemption from 
10CFF50 54(w)(5)(i), Increasing amount of onsite property damage tnsurance required 
by NrtC HcensflOB EIS not be prepared 

BUTLER, W.R. Project Directorate 1-2. 80/09/27 4pp 47004.035 47004 038 

aatOt 10298 Forwards temporary exemptions from schedular requiremonts of property 
insurance rule 10CFR50.54(w)(6l(i) 

STONE.JC, RIVEN0ARK.Q W. Project Directorate I-2 8B/10/04 MILTENBERGER.S. 
Public Service Electric & Gas Co of New Jersey 5pp 47107 024-47107’036. 

-8010110311 Temporary exemption from 10CFR50 64(w)(5)<i) property Insurenco rule 
requirements, 

VWGA.S,A Division of Reactor Projects - i/ll (Post 870411) 88/10/04 Public Serv- 
ice Electric & Gas Co. of New Jersey. 4pp 47107.033-47107.036 


p, Operating license stage documents & corresponderice 


8889290320 Requests rev to util pump valve InservIce testing program, within 00 days 
to reflect changes discussed at 060629-30 moetings & to address three open 
ftems Questions that served as agenda for meeting & responses to questions encf. 
RIVENBARK^G. Project Directorate 1*2 66/00/09 MILTENBERGER.S Public Servico 
Efectrfc & Gas Co. of New Jersey 33pp, 4609B’2SB-4699a 290. 

8809120066 Generic LIr 88-16 to all power reactor licensees & applicants re electric 
power sys - inadequate control over design processes, 

CRUTCHFIELD, 0. Associate Director for Projects (Post 870411). 88/09/12. Console 
dated Edison Co of Now York, Inc. 60pp 47001.230-47001.300, 

6610030012 Forwards Attachment A. "Hopo Creek Offsite Dose Calculation Manual 
Rev 9 Hlghllghle'^ Inadvertently omitted from Radioactive Effluent Refease flepl 6. 
PRESTON, BA. Public Servico Electric & Gas Co of New Jersey 88/09/10. Docu- 
ment Control Branch (Document Control Desk) 3pp 4 7008 ’084 *4 7008 086. 

0809290230 Forwards NRR 680828 Itr to Ohio Citizens for Responsible Energy ack re- 
ceipt of petition per 10CFR2.206.Requost for Immediate rellof denied since aifegalions 
dd not reveal any new operational safety Issues posing safety concern, 

RIVEN BARK, Q Project Directorate h2 88/09/22 MILTENBERGER.S. Public Servico 
Electric & Gas Co. of New Jersey 3pp. 46092 097-46Q92‘103. 

8010070074 Application for amend to License NPF-57, permitting oporatlon of perma- 
nent ^ 1 Vdrogen water chemistry sya by creating two separate main steamline back- 
ground radiation levels & trip setpoints Feo paid 

&ILTENBERGER,S Public Service Electric & Oas Co of New Jersey. 88/00/28. Doc- 
ument Control Branch (Document Control Desk) 18pp. 47086.1 16 47086.137, 

-8610070078 Proposed Tech Spec s.inclu ding Table 2.21-1, ''Reactor Protection Sys 
Instrumentation Setpoints,” re hydrogen water water chemistry sys. 

' Public Service Electric & Gas Co. of New Jersey 68/09/28. 7pp. 47006:131- 
47080.137. 


6810130212 Forwards Amend 19 to License NPF-57 & safety evaluation Amend revises 
applicability of limiting conditions for operation & sun/elllance requirements per Tech 
SpKE^a 3 04, 4 03 & 4.04. 

RrVENBARk,G. Project Directorate 1*2 88/09/20. MILTGNBERQER,a Public Service 
Electric 8 Gas Co. of New Jersey 3pp, 471 20*21 1-47120;279. 


-8010130213 Amend 19 to License NPF-57,rovlBino applicability of limiting conditions 
for operation & aurvoillance requirements per Tech Specs 3.04,4 03 & 4,04 • 
BUTLER, W.R. Project Directorate 1-2 88/69/26 60pp. 47120.214-47120:273. 


-801013021 S Safely evaluation simporting Amend 19 to License NPF-57. 

* Offrce of Nuclear Reactor Regulation, Director (Post 870411) 88/08/28 6pp. 
47120,274 47120.270. 


8010100072 Forwards addi info re tOCFR20 exemption for use of MSA-QMR-I 
ceinisler8,per 880825 request One wK extension provided, 

MILTENBERGER,S Public Servico Electric & Oas Co, of Now Jersey, 08/10/03. Doc- 
ument Control Branch (Document Control Desk) 6pp. 47086 026-47066 030. 

68100S0058 Generic Ltr 88-16 to all power reactor licensees &. applicants re removel of 
cycle-specific parameter limits from Tech ^ecs Svo list end, 

CRUTCHFIELO,D, Associate Director for Projects (Post 670411), 80/10/04. Consoll 
ifaled Edison Co. of New York, Ino. 48pp. 471 16*145-471 16' 194. 

6010120267 Submits results of feedwater nozzle exams.No recordable Indications found 
on safe ends 8 nozzle Inside radii, per NUREG-0619, ”QWR Feedwater Nozzle & CRD 
Helurn Line Nozzle Cracking.” 

MILTENBERGER.S. Public Service Electric 6 Gas Co of New Jersey. 88/10/04 Doc- 
ument Control Branch (Document Control Desk) 4pp. 471 16;260-471 18.293. 

0810100172 Advises that review briefing for Hated plants scheduled for 081013 View- 
graphs end. 

BUtLER.W.R Project Directorate 1-2 08/10/06. BOGEB.B.A, Assistant Director for 
Region I Reactors, 100pp. 47081:264 47081-348 

6$t02<K1072 Forwards Rev 0 to NOV-1 000-88 003. "SPDS Verification & Validation Pro- 
gram....*’ Criteria of NUREQ-0737,Supp1 1 met. Revised rept will be submitted when 
remaining nonoperability items resolved. 

MILTENBERGER.S. Public Service Electric & Gas Co. of New Jersey 68/10/13 Doc- 
ument Contrd Branch (Document Conirol Desk). 2pp. 47107:001-47197:318. 

-6010200079 Rev 0 to "SPDS Vorificallon & Validation Program.FInal Rept,” 
DOYLE.JD., FLORES, LE. Eigen Engineering, Inc. 80709/26, 3l0pp 47197.003- 
47197:316. 


6610200270 Forwards technical evaluation supporting VRS 002, "lOCFRei Waste Form 
Conformance Program for Solidified Process Waste Chem Corp Vol Reduction & So- 
iidlflcallon Sys” for util use as ref document 

RIVENBARKG Project Directorate 1-2. 88/10/17 MILTENBERGER.S. Public Service 
Eiecific & Gas Co. of New Jersey, 3pp. 47224.21 0-47224*230. 


-6810200304 Technical evaluation of VRS‘002, "'lOCFflSI Waste Form Conformance 
Programi for Solidified Process Waste Products by Waste Chem Corp Vol Reduction & 
Solidification (VRS) Sys,'* Rept acceplable as ref document 
‘ Technical Branch. 80/10/17. lOpp 47224 213 47224,230 


Q. Inspection reports, IE Bulletins Bi correspondence 

8809Q 10337 NRC Info Notice 88-073, "Direclion Dapendent Leak Characteristics of 
Containment Purge Valves ” Sve Hat end 

ROSSI, CE. Division of Operational Events Assessment (Post 070411). 86/09/08 
Consolidated Edison Co, of New York, Inc lIGpp 4695B 05B-46958’177 

6609270145 Forwards Safety Insp Rept 60-354/8 B 22 on 880712-0829 & notice of 
violation. Previously identified items re scaffolding should be promptly & properly cor- 
rected 

WENZINGER.EC. Region 1, Ofc of the Director. 88/09/16 MILTENBERGER.S 
Public Service Electric & Gas Co of New Jersey 2pp 46967 155 46967-173 

-6609270146 Notice of violation from Insp on 86071 2-0829. Violation noted measures 
established for lagglnQ valves not adequate & relay for Valve GS HV-495d erroneous- 
ly removed on 680527 

^ Region 1, Ofc of the Director. 86/09/16 Ip 46967 167-46967:157. 

-8609270147 Insp Rept 60-364/00 22 on 880712-0829 Violation noted Major areas 
Inspecled-operalions/adiological controls, surveillance testing, maint, emergency 

preparedness, security, engineering/technicaf support & LER & open item followup. 
SWETLAND.P.D. Region 1. Ofc of the Director. 80/09/15 16pp 46967*158- 
46967-,t7a. 

B809150006 NRC Info Notice 88 077, "Inadvertent Reactor Vessel Overllll.’' Sve list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/09/22 
Consol Idated Edison Co, of New York, Inc 111 pp. 47 1 1 4,291 -471 15.042, 

6609190047 NRC Info Notice 66 078. "Imptemenlation of Revised NRC-AdmInIstored 
RaquaDtlcallon Exams ” Sve list end 

ROsSf.CE Division of Oparational Events Assessment (Post 870411). 86/09/22 
Consolidated Edison Co of New York, Inc 1 1 0pp. 47 1 1 5,043 471 15.046 

0610040437 Forwards corrected affldai4L In response to IE Bulletin 88-007 due to Inad- 
vertent ref to Salem plani 

MILTENBERGER.S Public Servico Electric & Gas Co. of New Jersey 68/09/22 Doc- 
ument Conirol Branch (Document Control Desk). 2pp. 47037,077-47037.078 

6810060002 Forwards response to NRC Bulletin 88 005 on OQ0508,re nonconforming 
matfa supplied by Piping Suppllesjno at FolBon,NJ & West Jersey Mfg Co at 
Witliamstown.NJ, Submits Breakdown of flanges supplied by Ingersoll Rand. 

YOUNG, Q, Ingersoll-Rand Co. 88/09/22. Public Service Eloctrlc & Gas Co of New 
Jersey. 20pp. 47073*206.47073:225, 

80 10060290 Forwards response to NRG Bulletin 66 006 re thermal stresses in piping 
connected to RCS.Utll did not identify any unlsolable sections of piping connected to 
RCS that can be subito temp siralification or oscillations 

MILTENBERGER.S Public ^rvlco Eioclrlc & Gas Co. of New Jersey. 68/09/23. Doc- 
ument Conirol Branch (Document Control Desk) 6pp 47057-103 47057-108 

6809230092 SuppI 1 to NRC Info Notice 88-069, ''Movable Contact Finger Binding In 
HFA Relays Mfg by GE " Sve list end 

ROSSI.C.E. OMsIon of Operational Eventa Assessment (Post 870411) 68/09/29 
Consolidated Edison Co ofNew York, Inc. 117pp 47115*163-47115 281. 

8810030255 NRC Info NoDce 88 080. "Unexpected Prping Movement Attnbuted to Ther- 
mal Stratification.” Sve list end 

ROSSI.CE. Division Of Operational Events Assessment (Post 870411). 88/ 10/07. 
Consolidated Edison Co, of New York. Inc 223pp 471 15-282-471 16 265. 

6810040068 NRC Info Notice 60 081, "Failure Of AMP Window Indent KVNAR Splices & 
Thomas A Betts Nylon Wire Caps During Environ Qualification Testing ” Sve list end. 
ROSSI.CE, Division of Operational Eventa Assessment (Post 870411) 88/10/07 
Consolidated Edison Co of New York. Inc 1 19pp. 47116 026-47116:144. 

681021009S Responds to NBC 800016 ltr re violations noted In Insp Rept 60-354/88- 
22,Correctlve actio ns. Incident & Info re panel locations, configuration & labeling will be 
conducted for all personnel. 

LABBUNA,S, Public Service Eledrio A Gas Co of New Jersey 88/10/14 Document 
Control Branch (Oocumer)l Control Desk). 3pp. 47236.193 47236 195 

0810130161 NRC Info Nolice 66-063. "Inadequate Testing of Relay Contacts in Safety- 
Related Loolo Sya.” Svo Mat end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 870411) 88/10/19, 
Cooaolldated Edison Co. ofNew York, Inc. 119pp. 47196:239 47196*357. 


R. Periodic operating reporla 8 related correspondance 

9810040184 Monihly operallng rept (Of Aug 1980 for Hope Creek Unit 1. W/880915 Itr 
JENSCN.H,, BRENNAN, C., HAGAN, J. Public Service Electric & Gas Co. of New 
Jersey. 60/O0/3U 13pp, 47036:232-47036 244. 

8610190175 Monihly operating rept for Sepl 1908 for Hope Creek Generating Station 
Unit 1.W/eB1014f1r. 

JENSEN, H.. HAGANJ. Public SeiVice Electric & Gas Co. of New Jersey. 08/09/30 
12pp, 47190:152 47190:163. 


8. Reportable occurrence!, LERa & related correspondence 

8609300090 LER 08-022-00 on 680826, reactor scram occurred due to main turbine trip 
durfr>g weekly thrust bearing wear detector lest Caused by loose detector drive motor 
switch actuating arm,Delector adjusted & Iwlo card replaced W/B80923 Hr. 
MERRELL,A , RAQAN.J.J. Public Service Bectric A Gas Co. of Now Jersey. 08/09/ 
23, epp. 47002.079-47002 084 
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Wt0t401fl» LER 86-023^00 on 880900,0 WCU pum(> A seal faflure & isolfllion equip* 
menl failure occurred Local fnsp deiermfned that steam leafcing from pump 
sea) Caused by equipment failure Failed RWCU pump seal replaced W/881 006 Itr 
WERREtLA . HAGAN,J J Public Service Electric & Gas Co of New Jersey 88/tO/ 
06 4pp 47156 191-47156 194 

8810260043 Part 21 rapt re potential deviation from Tech Spec concerning RY indrca- 
tors dua to operating temp effect on analog metor movement Inillafly reported on 
88 1006 Customers verbally notified on 861006*07 

MAHONEY.ee Bailey Controls Co (subs of Babcock & Wifcox Co) 68/1 0/fO 
Office of Nuclear Reactor Regulation, Director (Post 870411) lOpp 47364 040* 
47364.049 


V. Operator Examinations 

6608170150 Generic Ur 86 13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams Svc list end 

MIRAGLIA.F J Associate Director for Projects (Post 870411). 88/06/06 Consolidated 
Edison Co. of New York, Inc 56pp. 46958 001*46958 057. 

8610130302 Forwards grading & answer sheets for 680921 ganorfc fundamenfals pilot 
Gxsm W/o ends 

PERKINS.KE Ooarafor Licensing Branch 88/10/07 F(T2PATRICK,E General Public 
Utilities Corp. - GPU Service Corp HANSON, D Public Service Electric & Gas Co of 
New Jersey 37pp 47136 001 *471 38 037 
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Ar Appllcatlon/constructlon stage documenls A correspondence 

6606120065 Generic Ur 88*15 to all power reactor licensees & applicants te electrfc; 
power sys * inadequate control over design processes 

CRUTCHFIELD, D Associate Director for Profocla (Post 870411). 8B/09/I2. Consolf 
dated Edison Co of New York, Inc 60pp 47001 239-47001-300 

88 100500 SB Generic Ltr 88-16 to at\ power reactor licensaea & applicants ra removal of 
eye la- specific parameter limits from Tech Specs Svc fist end 
CfRUTCHFIELO.D Associate Director for Projects (Eosl 870411) 88/10/04. Consoli 
dated Edison Co of New York. Inc 4epp 47116:145 47f 16 194 


0. Inspa ctfon reportSi IE Bulletins & corraspondence 

6809010337 NRG Info Notice 80-073, "Dirac lion Dependent Leak Characten sties of 
Conlalnment Purge Valves " Svc Hal end 

ROSSI, CE Division ol Operational Events Assessment (Post 670411) 68/09/08. 
Consolfdated Edison Co of New York. Inc 119pp 46958.050-46950*177 

6009150008 NRC hfo Notice 86 077, "Inadvertent Reactor Vessel Overfill,'* Svc list 
end 

ROSSLCE DNIsfon of Operational Events Assessment (Post 670411) 68/09/22 
Consolidated Edison Co of New York, he 111pp. 47114 291*47115 042 

8809190047 NRC Info Notice 88 078, ‘'JmplemenUlicn of Revised NRC-Adminlslered 
Requahlication Exams '* Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co of New York, Inc, 1 1dpp, 471 15 043*471 15 046. 

6609230092 SuppI 1 to NRC Info Notice 88*069, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE " Svc list eneP. 

ROSSLCE. Division ol Operational Events Assessment (Post 870411) 86/09/29 
Consolidated Edison Cc. of New York, Inc. 1 17pp 47115 163 47115 281 

6ai(H)30265 NRC info Notice 88*080, "Unexpected Piping Movamenl Allnbuted (o Ther- 
mal Straidication** Svo list end 

ROSSLCE Division of Operational Events Assessment (Post 870411). 88/10/07 
Consdidaled Edison Co of New York, Inc 223pp 47115 282*47115 265, 

8610040088 NRC Info Notice 884)81. ‘'Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Oualificalion Testing " Svc list end. 
ROSSI, C.E Division of Operational Evenis Assessment (Post 870411) 88/10/07 
Consolidated Edison Co or New York. Inc, 1 lOpp. 471 16026-471 16 144. 

6610130161 NRC Info Notica 88 063, "Inade<tua1e Testing of Refay Contacts in Safety- 
Related Logic Sys “ Svc fist end 

ROSSLCE Division Of Operational Events Assessment (Post 870411) 68/10/19. 
Consolidated Edison Co ot New York, Inc. 1 19pp 47196*239 4 7196 357 


V, Operator Examinations 

6608170150 Generic Llr 68 13 lo all power reactor licensees & applicants for OL re op- 
erator licensing exams 6vc list end 

MIBAQUA,F J. Associate Director for Proiecls (Post 870411). 00/08/08 Consolidated 
Edison Co of New York, Inc 68pp 46958 001-46958.057. 
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F, Securily, medical, emergency & fire pro lec lion plans 

8810030224 Forwards Insp Repts 50 206/88*19,50*361/80-19 A 60*362/68 20 on 
680703-0616 & notice of violation, 

ZIMMERMAN, R P. Region 5, Ofc of the Director 88/09/15. BASKIRK.P. Southern 
Calitornia Edison Co 2pp 47009 094*47009 114. 

-8810030232 ln$p Repts 50-206/86-19,50.361/88 16 & 50-362/88*20 on 880703* 
0316 Violations noted Major areas inspected operallanal safety 
venlkiarion.rad'iotogicel prolecUon, security A evaluation of plant trips & events 
H\JEY.f,R, JOHNSON, P.H Region 5, Ofc of lha Direclor. 68/09/15 17pp 
47009096*47009.114 


0810050334 Ack receipt of 800907 ltr forwarding scenano package for annual oiticrgen, 
cy exercise to be held on 981026 Scenario package sufficient to meet exercise 
lives 

FISH.R F Region 6. Ofc of the Director 88/09/23, BELLIS.K M Soulhern California 
Edison Co 1p. 47060 213 47060 213. 

B810200490 Forwards Rev 6 to security force (raining A qualification plan Changes 
revise tasks affected by upgrades in security computer sys & security operallons Rov 
Withheld 

MORGAN.H.E Southern California Edison Co, 88/10/12. Office of Nuclear Roacior 
Regulation, Director (Post 87041 1). Ip. 4 7226' 26 1*4 72 26 -261 


Q. Adjudicatory correspondence 


6810270148 Memorandum * Board confirms Haled schedule for completing case ascHl 
cussed w/partles dudng 661016 prehearing conlerence Served on 661024. 

COTTER, BP, Atomic Safety and Licensing Board Panel #488 7330. 60/10/21 2 |m. 
47206:120*47206,130 


H, Genera) correspondence 


80 10210492 Comment on proposed rule 10CFR26 re drugs in nuclear workplaces. 

* Aflilfalion Not Assigned 88/10/06 NRC * No Detailed Afliflatlon Givon. 2pp 
47166,165 47166.160- 


J. Insurance & Indemnity Information 


8810030171 Forwards environ assessment & finding of no significant Impact ra lonvio- 
rary oxampNon from schedular requirements ol property Insurance rule 
10CFR50 64(w)(5)(l).effeclive on 861004 

TRAMMELL, a, HICKMAN, D.E Propel Directorate V. 88/09/28. BASKIN, KP. SouSti 
Carolina Efectdc A Gas Co, COTTON, G.D San DIogo Gas & Electrfc Co. epp 
47014 288 47(?1 4.291 

-6809280267 Environ assessment A finding of no significant Impact re temporary ex- 
emption from 10GFR50 54{w)(6)(l) requirements 
ROOD.H Project Directorate V. 00/09/26 4pp 69409:344-69489 348. 

6610110260 Forwards temporary exemption from 10CFR50 64(w){6)(l) raquiremonts re 
property fnsuranco rule that requires licensees to obteln insurance polfclee that priori 
tfze Insurance proceeds for slabillzatlon & decontamination 
HICKMAN, DE. Project Directorate V. 60/10/03. BASKIN, K.P Soulhern California 
EdisofxCo 6pp 4710a:004*4710B;017. 

-8810110006 Exemption from 10CFfl50.64fw)(6)(i) requirements re onslle property 
damage Insurance until rulemaking finalized but no later than 890401 
HOUHAN.GM- Division of Reactor Prolecta * |j|JV,V A Special Protects (Post 
070411) 06/10/03 Soulhern Cafifornla Edison CO. 4pp 6950B'(}O1*69S0&O05 


P, Operating llcenae stage documents A correspondence 

8601240363 Forwards response to 10CFR60.61, "Fracture Toughness Requirements far 
Protection Against Pressurized Thermal Shock Events " Prelected values of ref temps 
(or reactor vessel befllme matfs at Inner vessel surface end 
MEDFORO.MO Southern California Edison Co 86/01/22 KNIGHTON, G.W PWR 
Project Directorate 7- 8pp. 34365-1 12*34355'1 19 

6809120005 Generic Ltr 88-15 to all power reactor licensees & applicants re electric 
power sys - Inadequate control over design processes 

CRUTCHFIELD^O Associate Director for Projects (Post 0704 11). 88/09/12 Consoli- 
dated Edison Co. of Now York, Ino 60pp. 47001:239-47001.300, 

6810260466 Final response to FOIA request for documents re plant Forwards App 0 
documents App D documents also available in PDR 

GRIMSLEY.D.H NRC • No Detailed Att«latlon Given 88/09/23 WEtSSMAN,S CrW* 
fornta, Slate of, 2pp 47209.001*47209.002. 

-8304220651 Board Notification 83 42 forwards Info re unanafyzed reactor vessel Ihof- 
mat stress during cootdown.0&W Informed NRC of preliminary safety concern evoMng 
from further consideration of 800610 St Lucie upper head voiding event. 
EISENHUTD.G Division of Licensing (800420*851124). 03/04/12 PALLADJNO.NJ 
Commissioners. 20pp. 47209.088 47209.009 

8610060960 Forwards request for addi info re mods lo control logic to perform diesel 
generator sfowalarts per 870409 Issuance of Amends 69 & 48 lo Licenses NPF-10 a 
NPF-1 5, respectively. 

HICKMAN, 6.E Protect Directorate V 80/09/27. BASKIN, KP. Soulhern California 
Edison Co COTTON, Q,D, San Diego Gas A Electric Co. 9pp 47070:308*47070.316. 

8810040143 Provides amend application fee for Amend 40 lo License NPF-10 A Amend 
26 to License NPF*16,fnadvertenl)y omitted from 800901 subnoitlal. 

MEDFORD, MO Southern California Edison Co. 88/09/26 Document Conirol Branch 
(Document Control Desk) Ip. 47041 046*47041.046 

8610060131 Errata lo 880913 appifeatfon for amend to LIcensoa DPR-13, NPF-10 A 
NPF-16.reinovfng organ IzalJonaf charts 

MEDFORD, MO, ^ulhern California Edison Co. 88/09/13 Document Control Branch 
(Document Control Desk). Ip 47071*343*47071:344 

-8810060139 Proposed Tech Specs ro composition of unit slafi 
MEDFORD.MO. Southern California Edison Co 88/09/13 Ip. 4 70 7 1.344 -47071^34 4 

6810120247 Discusses results of Independent assessment of engineenng A technical 
support for plant Lflil confident actions taken to (mptement Task Force recommenda- 
tions effective In alfevlating NRC concerns re control of technical work , 

BASKfN.K p Southern California Edison Co 80/10/03 MARTIN. J B. Region 5, Ofo ot 
the Director. 8pp 47114*213-471 14*220, 
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Sfl10t70173 Forwards ChanQ0 Notice 20 to QA Program SCE-1'A Change fOtlBcla re* 
daotion in commitments by utils supplying safety rolatod matt & equipment 
MEDFORD.M 0 Southern California Edison Co 80/ 10/03 Document Control Branch 
(Document Control Desk) ip 47166 122 47166 124 

-SSI 01 701 09 Change Notice 29 to QA Program SCE-1-A 
BASKIN.KP Southern California Edison Co SCE-1'A Bfl/10/03 2pp 47166 123 
47166,124 

B8100S005B Generic Ltr 88 16 to all power reactor licensees & applicants re removal of 
cydo-speciffc parameter limits from Tech ^ecs Svc fist end, 

CRUTCHFfELD.D Associate Director for Prolocts (Post 870411) 88/10/04 Consoli- 
dated Edison Co of Now York, Inc 4Bpp 47116 145 47116’194 

8010140222 Forwards Amend Appllcalions 52 & 38 to Licenses NPF-10 A NPF- 
I5,<esp actively Amends consist of Tech Spec Change NPF-10/15 257 & rovisos Tech 
Specs 3/4 6 2 1 & 3/4 6 2 3 re containment spray sys & containment cooling ays Fee 
paid 

BASKIN.KP Southern California Edison Co, 88/10/11 Document Control Branch 
(Oocumenl Conirol Desk) Ip 47151 039 471 51 '063 

“0010140224 Amend Applications 52 & 38 to Licenses NPF-10 & NPF 15 
re speclivefy Amends consist of Tech Spec Change NPF-10 257 & rovisos Tech Specs 
3/4 6 2 1 & 3/4 6 2 3 ro containment spray sys & containment cooling sys 
BASKIN.KP Southern California Edison Go 08/10/11 12pp 47151*040 47151051 

“8810140226 Proposed Tech Specs 3/4 6 2 1 & 3/4.6 2 3, "Containment Spray Sys** & 
'^Containment Cooling Sys,** respectively Revs increase ia month aurveillanco tost (n 
tervale to refueling interval to support nominal 24 month fuel cycle operation 
‘ Sou thorn California Edison Co 88/10/11 12pp, 47151 052*47151 063 

8810170029 Forwards Amand Applications 54 & 40 to Licenses NPF-tO & NPF- 
1 S.respectively, revising Tech Spec surveillance Interval for containment dome air cir- 
culators for nominal 24-month fuel cycle operation Foe paid 

BASKIN.KP Southern California Edison Co 80/10/11. Document Control Brartch 
(Oocumonl Conirol Desk) ip 47170 300 47170 315 

“8810178033 Appllcalion for amends to Licenses NPP-10 & NPF-lB.rovisino Tech Spec 
surveillance Interval for containment dome air circulators to support 24 month fuel 
cycle operation 

BASKIN.KP Southern California Edison Co 60/10/11 9pp 47170 301*47170 309 

“8810170036 Proposed Tech Specs Pages 3/4 6-28 & 3/4 6 20 ro containment domo 
air circulators 

• Souihern California Edison Co 08/10/11. 7pp 47170 310 47170 316 

6810170060 Forwards application for amends to Licenses NPF-10 & NPF'15, consisting 
of Amend Applications 61 & 47 for Units 2 & 3 rospeclively.roYising 10 month survoir 
lance Intervals lo support 24 montli fuo) cycle opora\ion.Foo paid 
BASKIN, K.P. Souihern California Edison Co. 80/10/11. Document Conirol Branch 
(Document Control Desk), ip 47170 264-47170 284. 

“6610170064 Application for amends to Licenses NPF-10 & NPF-16, consisting of 
Amend Applications 61 & 47.rovi8lng Tech Spec 3/4 61, "Safety Injocilon Tanks” by 
Increasing 16 month survoillance Intervals to support 24 month fuel cycle 
BASKIN.KP Southern California Edison Co 88/10/11. 8pp 47170*265-47170 273 

“8810170066 Proposed Tech Specs 3/4 6 1, "Safely Injection Tanks," increasing 10 
nonlh survoillance Intervals to "refuQlIng interval*' to support nominal 24 month fuo! 
cycle operation 

• Southern California Edison Co 08/10/11 iipp 47170 274*47 170*284. 

6819170093 Forwards Amend Application 60 to License NPF-lO & Amand Application 
46 to License NPF-16, re vising Tech Specs ro 18 month surveillance Intervals to rofu 
elino Interval to support nominal 24 month fuel cycle Foe paid 
BASKIN.KP. Souihern California Edison Co. 68/10/11 Document Conirol Branch 
(Document Conirol Desk). 1p 47149 074-47149 007 

“6010170098 Amend Applications 60 & 40 to Licenses NPF-10 & NPF-IB 
respoctivaly, revising Tech Specs to change 18-month surveillance Intervals to refuel- 
ing Interval to support nominal 24 month fuel cycle operation 
BASKIN.KP. Southern California Edison Co 08/1 0/fl. 8pp 47140 076-47149 002 

“8810170100 Proposed Tech Specs re RCS operational foaWng.RCS pressure Isolation 
valvos & surveillance requirements for RCS leakage 

• Southern California Edison Co. 88/10/1 1 15pp 47149 083 47149 097. 


0. Inspectfon reports, IE Bulletins & correspondence 

8609010337 NRC Info Notice 08-073, " Dire c Hon- Da pen dent Loak Characlorlslics of 
Cdnlainmonl Purge Valves " Svc Hat end, 

ROSSI, CE Dlvldon of Operational Events Assessment (Pool 070411) 68/09/08 
Consolidalod Edison Co. of New York, Inc tlOpp, 40058 050-46058, 177 

8809300060 Forwards Emergency Operating Procedures Insp Ropls 60-361/80-13 & 
50-352/68 14 on 880601*14 No violations or deviations loan lified Emphasizes staff 
comrritment to eliminate deficiencies In procedures & training program. 

PATE.RJ Region 6, Ofc of the Director 88/00/00, 0 ASKIN,kP Southern California 
Edison Co 2pp 47001.150-47001:105. 

“0BO93OOO51 Insp Repts 50 361/88-13 & 60-362/88-14 on 000001-14 No unsafe oper- 
ational condilions identillod Major areas Inspect ediemergency operating 

In8!ructlons,lncludino conirol room & plant waikdown & simulator. 

STEWART, P. GAGLIARDO.JE Region 6, Ofc of the Director. 88/09/08. 34pp. 
47001:152-47001.186 

6610039224 Forwards Insp Repts 60 206/80-10,60-361/88-10 & 60 302/88-20 on 
BB0703 0816 & notice of violation, 

2IWMERMAN.RP Region 5, Ofc of the Director. 8B/09/16. BASKIN.KP Southern 
Catiforoia Edison Co 2pp 47009.094-47009:114. 

“0619030232 Insp Repls 50-206/00-19,60.301/08-10 & 60-362/80-20 on 8B0703- 
0916, Violations noted Mojor areas Inspected, operational safety 

venricatlon, radiological protection, security & evaluation of plant trips & evonls 
HUBY,F.R . TATU^J E , HON,A L Region 6, Ofc of the Director, 80/09/16. 17pp 
47000,008 47009*114 


8809160006 NRC Info Notice 88 077, "Inadvertent Reactor Vessel Overfill " Svc Hat 
end 

ROSSI.C E Division of OporaHonal Events Assessment (Posi 870411) 08/09/22 
Consolidated Edison Co of New York, Inc Ilipp 47114 291-47115 042 

6809190047 NRC Info Notice 85-070, "Implementation of Revised NRC Administered 
Rooualificalfon Exams " Svc list end 

ROSSI.C E Division of Oporatlonal Events Assessmenl (Post 070411) 88/09/22 
Consolidated Edison Co or Now York, inc, 1 1Gpp 471 1 5 045-47 11 5 046 

6609279129 Forwards NRC Bulletin Be-005,Suppl 2 120 day rept 
PILMER.DF Southern California Edisort Co 68/09/22 Document Control Branch 
(Document Control Oeskl 40pp. 46967,076-46967 115, 

8810049227 Forwards revised "In&p Results of San Onofre Nuclear Goneraling Station - 
3 MSIV - 6205 " Provides add! info ra MSIV root cause analysis & Insp results rapis 
MEDFORD, M O. Southern California Edison Co 68/09/27 Document Conirol Branch 
(Document Control Desk) 2pp 47019 112-47019 153 

Revised "Insp Rosulls of San Onofre Nucloar Generating Station - 3 
MSIV- 8205" ^ 

CHIU.C, HERSCHTHAL.M A Southern California Edison Co 08/08/24 40pp- 
47019 114-47019153 

6809230092 SuppI 1 to NRC fnfo Notice 80-069. "Movable Contact Finger Binding In 
HFA Relays Mm by GE *' Svc list encl 

ROSSJ.CE DMaion of Operational Events Assessment (Post 870411) 86/09/29. 
Consofidalcd Edison Co, of New York, fnc 117pp 47115 163-47116'201 

6610146172 Ack receiplof QB0912 ltr Informing NRC of steps taken to correct violations 
noted In Insp Repls 60-361/68-15 0 60-362/86-16 

ZIMMERMAN.RP Region 6, Ofc of Ihs Dlreclcr. 88/10/04 BASKIN.KP Southern 
California Edison Co Ip 47156 262*47166 260. 

8610030255 NRC Info Nolice 00 000, "Unexpected Piping Movement Atlrrbuled to Ther- 
mal Stratification ** Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 6713411) 88/10/07 
Consolidated Edison Co. of New York, fnc. 223pp 471 15 282*471 15 205, 

0810040066 NRC Info Notice 8B 001, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Bolls Nylon Wire Caps Dunng Environ Quailficatlon Tesllng*’ Svc fist end 
ROSSI.C E. Division of Oporalional Events Assassmonl (Post 670411) 68/10/07 
Consolidated Edison Co of Now York. Inc 119pp 47116026 47116:144 

8810130101 NRC fnfo Nolice 06 063, "Inadaquato Tasting of Relay Contacts In Safety* 
Related Logic Sys " Svo list end 

ROSSI, C,E Division of Operational Events Assessment (Post 870411) 88/10/10. 
Consolidated Edison Co of Now York, Inc. 1 19pp 47106.239 47196 357. 

6610210316 Responds to NRC Bulletin 06-006, "Thermal Stresses In Piping Connected 
to RCS " Wolas.hoat affooied zones & high stress Ipcallons of piping section will be 
oxemined nondestrucliyoly as requested In Action 2 of bulletin 
MEDFORD, MO Souihern California Edison Co 80/10/19 Document Control Branch 
(Document Conirol Desk) 7pp. 47233 150 47233 166 


R. Porlcdlo operating reports & related correapondence 

8610210482 Monthly operating repls for Sept 1080 tor San Onofre Units 2 a 3W/ 
801017 ltr. 

StACOR.ER, MORGAN.HE Souihern California Edison Co. 00/00/30. iipp 
47231*024 47231 034 


S. Reportable occurrences, LERs & related correspondence 

6609290247 LER 68'022'00oo 660021, plant shut down due to fnoperable safety injec- 
tion tank relief valve.Causod by valve prematurely liftinn & catching on Inside surface 
of hollow bolt due lo poorly machined spindle W/B80920 Mr 
MORQAN,H.E. SoulhOff\ California Edison Co. 86/09/20. 6pp. 47001 037-47001:092. 

6609290304 LER 80*023-00 -on BB0826,Tra)n B of toxic gas Isolation sys (TQIS) Initiated 
both trains of control room emorqoncy air cleanup ays on spurious high ammonle gas 
levol.Cause unknownJGIS actuation lime relays adlusted W/630923 Ur 
MORQAN,H,E. Southern California Edison Co 80/09/23. 6pp 46008.22 2-46908*2 27. 

6610070020 LER 88 026 OO.on 8808 2 7, actuation of control room Isolation sys Train A 
occurred as result of spike on radiation monitor gas channel RT-7B24B1 .Caused by 
failure of relay associated w/monilor "fall low" ofarm circultry.W/000926 Hr 
MORGAN, HE. -Souihern California Edison Co. 30/09/20 5pp. 47031.137-47001:143. 

6610160016 LER 86-026-00.00 8009 10, Control room isofalbn sya (CRIS) train B spurt 
ouB actuation occurred when technician performing 31 -day surveillance of CRIS moni- 
tor irradvertently dopros&od module power on/off pushbotton.W/601i007 Hr 
MORQAN.H.E Southern California Edison Co 38/10/07, 6pp. 47186.178-47166*133 

6610160491 LER 88*01 0 01 .on 6 89506,in operability of both emergency chilled water 
sys trains due to low freon level declared Caused by low component cooling water 
temp w/low froon loval Frooedures re freon levels revised W/001014 ltr 
MORGAN*HE Souihern California Edison Co. 09/10/14. Iipp 47175.158-47175:108. 

6610210074 LER 68*OOa>Ol'on 880 3 30, determined that component cooling water sys 
may have operated outside design basis for leakage prior to 1994 design niod,Caused 
by prooram deffclenclos for establishing dosign basis documentation W/aB1014 Hr. 
MorqaN»H,E, Soulhorn California Edison Co 08/10/14. 12pp 47236 001-47236 012, 


V. Operator Examinations 

6606170160 Gonoric Ltr 68-13 to dll power reactor Hcenseas ^ applicants for OL re op- 
erator licensing exama Svo list end. 

MinAaUA.F.J. Assoclaie Director for Projects (Post 870411) 86/00/06. Consolidated 
Edison Co. of Now York, (no, 56pp. 46958.(}0 1*46950:057. 
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DOCKET ^0-3fi2 SAN ONOFEE NUCLEAR STATfON, UNIT 3 


F. S««iirfty, medical, emergency & fJre protection plana 

#810030028 f^rovides 14‘day followrup rept re atmospheric dump valves being Tnopar- 
able for manual operation required for certain l0CFH&0,App R fire acaeanos.per NRC 
nolifioallon of vioialion of License Condition 2 C (1 2)a 

MORGAN. HE Soulhem California Edison Co 8e/0&/12 MARTIN, JB. Region 5, Ofe 
or the Director, 3pp 47014 071 47014 073. 

8810030224 Forwards Insp Bepts 50*206/80-1 0,50 361/08.19 & 5O'362/eS-20 on 
680703 0816 & nollce of Violation 

ZIWMEBMAN.R P. Region 6. Ofc of the Director 88/08/15 BASKiN^KP. Southern 
California Edison Co 2pp 47009094-47009114 

-8810030232 Insp Bepts 50*206/68*10,50 3S1/8B 10 & 50*362/86-20 on 680703 
OBI 6. Violations noted Major areas inspected, operational safety 

veifflcaijon.fadiologlca) protection, secunty A evaluation o! plant tops & events 
HUBy.F.R, JOHNSON, P,H Region 5, Ofc of the Director. eB/09'/15 17pp. 
47009 099 47009114 

8910050334 Ack recelot of 660907 ftr forwarding scenario package for annual emergen* 
cy exercise to be held on 861 026 Scenario package eufficlenl to meet exercise o^ec* 
lives 

FISH.RF. Region 5, Ole of the Director 86/09/23 BELLI®, KM Southern California 
Edison Co Ip 47060 213 4 7060213 

8810200480 Forwards Rev 6 to secuniy force tralnfng 8 qu-alification plan Changes 
revise tasks affected by upgrades In security computer ays & security operations Rev 
withheld. 

MORGAN,M E Soulfiern California Edison Co 86/10/ 12 Office of Nuefear Reactor 
Regulation, Director fPosI 870411). Ip. 4 722e'25 1*47226 251. 


6810060080 Forwards request for addi Info re mods to control logic to perform dlosol 
generator sfowsiarts per 870409 Issuance of Amends 59 & 48 to Licenses MPF-IO & 
NPF* 1 6,re8pectively. 

HICKMAN.DE, Proocl Directorate V S8/09/27 BASKIN, K P. Southern California 
Edison Co COTTON, QD San Diego Gas & Electric Co 9pp 47070.308*47070 31ft 

8810040143 Provides amend appllcalfon fee for Amend 40 to License NPF-10 8 Arnond 
26 10 License NPF-I5,}nadvertently' omitted from 680901 submittal 
MEDFORD.M O Southern California Edison Co, 86/09/28. DocumenI Gontroi Branch 
(Document Control Desk) Ip. 47041:046*47041.046 

6810060131 Errata to 680913 applfcatlon for amend to Llcenaes DPR<13, NPF-IO & 
NPF-15,refnoving organizational charts 

MEDFORD, MO. Southern California Edison Co 88/09/13. Document Control Branch 
{Document Control Desk) Ip 47071:343 47071.344, 

>-6810060130 Proposed Tech Specs re composition of unit staff 
MEDFORO.MO. Southern California Edison Co 8B/09/13. Ip, 47071 -344 *47071:344 

8810120247 Discusses resuits ot independent assessment of engineering & technical 
support for plant Lttif confident aciions taken to Implement Task Force recommerida 
tions ©Ifecirva in afievfaling NRC concerns re confrol of technical work 
BASKtN,K.P. Southern CaMornla Edison Co. 68/10/03 MARTIN, J.B. Region 6, Ole o1 
the Director. 8pp, 47114’213.471 14,220 

8610170173 Forwards Change Notice 29 to QA Program SC E-1 -A. Change re flee la re- 
duction in commitmenis by ul/ls supplying safety* related mat! & equipmenl. 
MEDFORD, MO. Southern California Edison Co 88/10/03. Document Control Branch 
{Oocumant Control Desk) lp. 47166*122 47166 124 

-8610170189 Change Nollce 29 to OA Program SCE-1-A. 
fiASKiN,KP. Soiilhern Calriomla Edison Co. SCE-1-A. 88/10/03. 2pp 47166 123- 
47166*124. 


Q. Adjudicatory corraspon dance 

8810270148 Memorandum * Board confirms Jlated schedule for compfeljng case as dis- 
cussed w/partles durirra 8B1016 praheanng con far enco Served on 8810^4 
tX)TTER.8.P. Alomfe Safety ana Licensing Board Panel #468 7330, 68/10/21. 2pp. 
47206 129-47206:130 


H. General correspondence 

6610210492 Oommeni on proposed rule 10CFR26 re drugs In nuclear wo^pfaces. 

' Affiliation No( Assigned 68/10/06 NRC • No Detailed Affiliation Gwen 2pp. 
47168.155 47168*156 


J, Insurance & Indemnity Information 


8610050056 Generic Lir 88*18 to all power reactor licensees & applicants re removal of 
cycfa-^cil/c parameter limits from Tech %jecs.Svo list end. 

CRUTCHFIELD, D Associate Director for Projects (Post 670411). 88/10/04. Consoll 
dated Edison Co. of New York, Inc. 48pp. 471 16*145-47116.194. 

8810140222 Forwards Amend Applications 62 & 38 to Licenses NPF-10 6 MPF* 
15,respeclfvely,AfTiends consist of Tech Spec Change NPF-10/ 15*267 A revises Tech 
Specs 3/4 6 2 1 & 3/4,6,2 3 re containment spray sys A containment cooling sys.Fes 
paid. 

BASKIN, KP. Southern California Edison Co. 68/10/11, Document Conlrol Branch 
(Document Control Desk). Ip 47161.039*47151:063 


-8610140224 Amend Applications 52 A 38 to Licenses NPF-1Q A NPF*16 
raspecllvely Amer>ds consist of Tech Spec Change NPF-1 0-257 A revises Tech Spoca 
3/4 021 A 3/4 6.2 3 re containment spray sys A containment cooling sys 
BASKfN.KP, Southern California Edison Co 88/10/11. 12pp. 47 161. 040-471 81 '051. 


8810030171 Forwards onWron assessment A finding of no significant ImpacUe tempo- 
rary exemption from scfiedular requiremenls of property Insurance rule 
tOCFRSQ S4W)(5JC0,6rt«cUve on 881004 

TRAWMELL.C, HICKMAN, DE Project Directorate V 68/09/28 BASKIN, KP South 
Carolina Electric A Gas Co. COTTON,G D San Diego Gas A Electric Co 6pp 
47014 288 47014*291 

-8809260257 Environ assessment A finding of no signincant impact re lemporary ex- 
emption from 10CFB50 54(w}(6J(i) reoulremenls. 

ROOD,H, ProjecI Directorate V. 88/09/26 4pp. 69489 344-69469 346 


-8810140226 Proposed Tech Specs 3/4,6 2.1 A 3/4.6 2.3, ^'Containment Spray Sys” A 
“Conlainment Cooling Sys," respedIvely.Revs Increase 16-month surveillance test In 
lervals to refueling Interval to support nominal 24'month fuel cycle operation 
♦ Soulhern California Edison Co. 88/10/1 1 12pp. 47151:052-47151:063. 

8810170029 Forwards Amend Applications 54 A 40 to Licenses NPF-tO A NPF- 
16, respectivefy, revising Tech Spec surveillance Interval for containment dome air cir- 
culators for nominal 24-month fuel cycle opera(lon.Fee paid, 

BASKtN, KP. Southern California Edison Co. 88/10/11. Document Control Branch 
(Document Conlrol Desk). Ip. 47170.300-47170 316. 


8810110260 Forwa/ds temporary exemption from 10CFR50.54(w)t5)(r) raquirements re 
property Insurance rule that requires licensees to obtain insurance policies (hat priori- 
tize Insurance proceeds (or stabilization A decontamination. 

HICKMAN,DE #>roJect Directorate V. 88/10/03. BASKIN,K.P, Southern California 
Edison Co 6pp. 47108 004 47108.017. 

-BBlOlttXJOB Exemption from 10CFB50,54(w)(5)(i) requlraments re onsHe properly 
damage Insurance until rulemaking iinalEzed but no later then 690401. 

HOLAHAN.QM. Division ot Reactor Frolects - llijV,V A Special Projects (Post 
670411) 68/10/03. Southern California Edison Co 4pp 66508.001*69508 006 


P. Operating licenae stage documents A correspondence 

8809120065 Generic Ltr 88-16 to all power reactor kenaees A appircants re elecfrfc 
power ays * inadequate control over design processes 

CRUTCHFIELD, O. Associate Director tor Projects (Post 8704)1). 88/09/12 Consoli- 
dated Edison Co of New York, Ino. 60pp 47001,239 47001:300 

8669270024 tnlorms that submission of surveillance capsule malls lest rept will be de- 
layed beyond 680920 deadline, due to tnddatlon A degradation damage to flux spec- 
trum monltors.Flept will be submitted ^ 871231. 

WEDFORDMvO. Southern Caiilomla Edison Co. 88/09/20. Document Control Branch 
(Oocumanl Gontiol Desk), ip 46972.127-46972:127 

8610266468 Final response to FOIA request for documents re plant. Forwards App D 
documents 0 documents also available In FDR 

GRiMSLEY.uH NRC - No Detailed Affiliation Given. 88/09/23, WEISSMAN.B Cafl- 
iornle. Stale oL 2pp. 47209,001-47209 002. 


-6303166766 Board NoUhcatlon 83-27:(ofwards 630221 memo A final EGAQ fept re 
addi RELAP-S calcutalton for Semiscale S-5R *2 test 

EISENHDT.DG. Division of Licensing (800426-851124), 83/03/04 PALLADINO,M J. 
Com mission ars. 11(^ 47209 671-47209087. 


•~630422085t Board Nohficaliort 83*42. forwards Info re unanaJyzad reactor vessel ther- 
mal stress during ceoldowr BAW Informed NRC of pfOllminary safety coricern evoMno 
from further cor>8Wefatfon of 800010 St Lucie upper head voWing event. 
EISENHUT,D.G. Divlslbn of Licensing (600428*651124), 63/04/12 PALLAPfNO.NJ. 
Commissioners 20pp, 47209 066-47209 089 


-8810170033 Appllcallon for amends to Licenses NPF-10 A NPF- 15, revising Tech Spec 
surveillance Interval for containment dome air circulators to support 24-moii<h fuel 
cycle operation 

BASKIN.K.P. Southern California Ed<son Co 88/10/11. 9pp. 47170*301-47170.309. 

-8610170038 Proposed Tech Specs Pages 3/4 6-28 A 3/4 6-29 re containment dome 
air drculatore. 

• Southern Cafifornla Edison Co. 88/10/11, 7pp 47170:310-47170.315. 

8610170080 Forwards application for amends to Licenses NPF-10 A NPF-IS, consisting 
of Amend Appficatlof^s 81 A 47 tor Units 2 A 3 respectively, revising 18 month surveil- 
lance Intervals to support 24 month luei cycle operation.Fee paid. 

BASKIN, KP, Southern California Edison Co 68/10/11, Document Control Branch 
(Docurrvenl Conlrol Desk) Ip. 47170.264-47170:264. 

-6810170064 Application for amends to Licenses NPF-10 A NPF-IS, consistinfl of 
Amend Appricalions 61 A 47, revising Tech Spec 3/4.6, 1, "Safety Injection Tanka’^ by 
fftcreaslno 16 month surveillance Intervals lo support 24 month fuel cycio. 
BASKfN,K.P. Southern California Edison Co. 88/10/11. Bpp. 471 70. W5-4 7 170.273. 

-6810170068 Proposed Tech Specs 3/4,6,1, "Safety injection Tanks," Increasing 18 
month surveillance Intervals to "refueling Interval'' to support nominal 24 rnonth fuel 
cycle operation. 

• Southern California Edison Co 80/10/11. 11pp. 47 170 *2 74-47 170*284. 

8610170063 Forwards Amend Application 60 to Ucense NPF-10 A Amend tollcaffon 
46 to Ucense NPF-1 6, re vising Tech Specs re 18-month surveillance Iniervefs to refu 
elmg interval to support rtomlnal 24-ntonth fuel cycfe.Fee p<Jd. 

BASKIN, KP. Southern California Edison Co. 88/10/11. Document Conlrol Brartch 
(Document Control Desk). Ip. 47140 074-47149 097, 

-8610170069 Amend Applications 60 A 46 to Licenses NPF-tO A NPF*16 
respectfvety.rmrislng Tech Specs to change 18-month surveillance Intervals to refuel- 
ing Interval to support nominal 24-month fuel cycle operation 
BASKIN.K.P. Southern Cafifornla Edison Co. M/1 0/11. 6pp, 47149.075-47149.082. 

-8610170100 Proposed Tech Specs re RCS operaltonal leaking, RCS pressure Isolelton 
valves A survellfance requirements for RCS leakage. ' 

• Southern Oalifomla Edison Co. 88/10/11, 15pp. 47149.063-47149.097, 
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0. Inepectfon reports, IC Bulletfne & correspondence 


6809010337 NRC Info Notice 89*073, "Dlrectlon*DopGntfent Leak CliaracterlBlIcs of 
Containment Purge Valves/’ Svc list end 

R03SLCE Divlllon of Operational Events Assessment (Post 670^11). 88709/09, 
Consolidated Edison Co of New York, Ino 119pp, 49959 050*46958.177 

6609300060 Forwards Emergency Operating Procedures tnsp Repts 50 361/88*13 8 
50*362/99*14 On 960601 *14 No violations or deviations laentlfledEmphasizes staff 
commitment to eliminate deficiencies In procedures & training program 
PATE,R J. Region 6, Ofc of the Director 88/09/09. BASKIN, K.P. Southern California 
Edison Co 2pp. 47001:160*47001:186. 

-8809300051 Insp Repts 60 301/88-13 & 60*362/88*14 on 880601 .14.No unsafe oper* 
alional conditions Identified. Major areas Inspected emergency operating 

instructions, Including control room & plant waIKdown & simulator. 

SrEWART.P., GAQllARDO,J.e. Region 6, Ofo of the Director 88/09/08. 34pp 
47001:1 52*47001 *186, 


8809300054 Forwards Insp Rept 50*362/88*22 on 880718*0805 & notice of violation 
PATE,R.J. Region 6, Ofo of the Director. 88/09/09 BASKIN,K.P. Southern California 
Edison Co 2pp. 47002:185*47002:107. 

-B8093000S6 Notice of violation from insp on 880718 0805 Violation noted whife per- 
forming containment Inlegrated leakage rale test caution tags not placed on Valves 3 
LV.0110 A&0. 

PATE.R J Region 6, Ofc of the Director 80/09/09, Ip. 47002-1 87-47002, 167. 

-8009300058 Insp Rapt 60-362/88-22 On 880716 0005. Violation noted Major areas 
Inspected’Bctivitfes re '’as left” Type-A containment Integrated leak rate lost, In eluding 
review of procedures & records 8i Interviews w/personnel. 

CLARK, C , RICH ARDS, S. Region 6, Ofc of the Director. 88/08/23. lOpp 47002:188 
47002:197. 


8010030029 Provides 14-day followup rept re atmospheric dump valves being inopar- 
Bblo for manual oparatlon required for certain 1OCFR60,App R fire scanarlos.por NRC 
notification of violation of License Condition 2.C.(12)a. 

MORQAN.HE. Southern California Edison Co, BB/Ofl/12. MARTIN, J.B. Region 6, Ofc 
of the Director. 3pp. 47014-071.47014.073. 

9810030224 Forwards Insp Repts 60-206/86-19.60 361/86*19 & 60 362/88-20 on 
880 703 '08 16 & notice of violation. 

ZfMMERMAN.R.P, Region 6, Ofc of the Direclor. 80/09/16. BASKIN, K,P. Southern 
California Edison Co. 2pp. 47009.094*47009:114. 


-8810030220 Notice of violation from Insp on 880703 08 16, Violation noted temporary 
pump Installed resulting In Inadvertent siphon path being established between spent 
fuel pool & reactor vessel lower cavity, 

ZIMMERMAN,R.P. Region 6, Ofo of the Director. 89/09/16. 2pp. 47009 096* 
47009.097. 


-8810030232 Insp Repts 50*206/86*19,60*361/86*10 & 60*362/98*20 on 860703* 
0816.Vlolatlon3 not6d.Maior areas Inspected: operational safety 

verjflcatlon,radlolog1cal protection, security & evaluation of plant trips & events 
HIIEY,F.R., TATUM,JE., HON,A,L Region 6, Ofo of tho Director 88/09/16. 17pp. 
47009.098 47009:114. 


06O915OOOB NRC Info Nollce 88*077, "Inadvertent Reactor Vessel Oveffill.'* Svo list 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 69/00/22. 
Consolidated Edison Co of New York, Inc. 111pp. 47114.201*471 1 6-042. 

8609190047 NRC Info Nollce 89*076, "Implemonlatlon of Revised NRC»Admlol8terod 
Reoualiflcatlon Exams,” Svc list end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411), 98/09/22 
Consolidated Edison of New York, Ino. 119pp 47116:043*47116:046. 

W09270129 Forwards NRC Bulletin 88 006,Suppl 2 120 day ropl. 

PILMER,D.F. Southern California Edison Co 88/09/22. Document Control Branch 
(Document Control Desk). 40pp. 46907:076*46067:115. 

0010040227 Forwards revised "Insp Results of San Onofre Nuclear Qeneratirtg Station * 
3 MSIV - 6205.” Provides addi Info re MSIV root cause analysis & Insp resulta repts. 
MEDFORD, M.O, Southern California Edison Co. 86/09/27. Document Control Branch 
(Document Control Desk). 2pp, 47010'112-47019.153. 


0010160099 Responds to NRC 880915 Itr re violations noted In Insp Rept 50 362/80 
20Correciive actions Inadvertent siphoning of water from spent fuel pool to reactor 
vessel cavity pool halted soon after Initiated 

^SKIN,K,P. Southern California Edison Co, 88/10/1^. Document Control Branch 
(Document Control Desk) ijpp. 47186-187-47186:199. 


8010130161 NRC Info Notice 88 083, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys " Svc list and. 

ROSSI, CE. Division of Oparatfonal Events Assessment (Post 870411) 08/10/19 
Consolidated Edison Co of New York, Ino. 119pp 47 196.239-471 96,357. 


88102^103 18 Responds to NRC Bulletin 88-008, "Thermal Stresses in Piping Connected 
to RCS. Welds, heat affected zones & high stress locations of piping section will be 
examined nondestmctlvaly as requested In Action 2 of bulletin. 

MEDFORD, MO. Southern California Edison Co 80/10/19, Document Control Branch 
(Document Control Desk). 7pp 47233.160-47233 156. 


R. Periodic operating reports & related correspondence 

8010210462 Monthly oporaiing repts for Sept 1988 for San Onof/e Units 2 & 3,W/ 
861017 Hr. 

S!ACOR,ER, MORQAN.HE. Southern California Edison Co 88/00/30 lipp, 


S. Reportable o-ccurrences, LERs & related correspondence 

6B10180156 LER 68 005-00 on 8BO0l1,fuel handling Isolation sys Train A actuated by 
radiation monilor parllculata/lodine chan no!. Caused by Intermittent opening of nor- 
maIN closed contact In tost Jacket socket Socket replaced VV/881011 Hr 
MORQAN.HE Southern California Edison Co. 80/10/1 1. 6pp 47174*345*47174:350. 

0810240436 LER 88 009 00 on 860915,dlscovorod lhat dally channel check for con- 
denser air ejector widoTange effluent radFallon monitor not performed on 880915,16 & 
ITCaused by personnel error Event reviewed w/cognizant personnelW/BBIDIS Hr. 
MORGAN, H,E. Southern Calilornia Edison Co. 86/10/19. 6pp 47257:133 47257:136. 


V* Operator Examinations 

0808170150 Generic Ltf 80-13 to all power reactor licensees & applicants for OL re op 
orator licensing exams Svc list end 

MIRAQLIA.FJ, Associate Director for Protects (Post 970411} 65/08/09. Consolidated 
Edison Co. of New York. tnc. 6epp 4695^00 1 *48958 057 


DOCKET 60*304 JOSEPH M, FARLEY NUCLEAR PLANT. UNIT 2 


F. Security, medical, emergency A fire protecllon plans 

00 10040293 Fonwards public version of revised emorgoncy plan Implementing 
proceduresJnclucfingRev 60 to FNP*0*EIP*9, '’Emergency communications*'^ & Rev 22 
to FNP*0*EIP*26, "Radiation Exposure Estimation & Cfasslflcallon...” 

HUDSPETH, J B Alabama Power Co. 80/09/1 s Document Control Branch (Document 
Control Desk). Ip. 47016:179 47010 227. 

-8810040295 Revised ememency plan irnplementing p roce cf u re sjn eluding Rev 69 to 
Procedure FNPO-EIP-8, "Emergoncy Communloalions," Rev 22 to Procedure FNP-0- 
eiP*9, ''Radiation Exposure Rev 2S to Procedure FNP*0*EIP 26, "Offsite Natifi* 
cation ” 

* Alabama Power Co. 08/09/15 48pp 47019.18Q 47010.227. 

0810060266 Forwards Rev 14 to emorQoncy plan A revised emergency plan Implement- 
ing procedures 

HUDSPETH, J.B Alabama Power Co 80/00/29. Document Control Branch (Document 
Control Desk) 2pp. 47061:152*47092 323. 

-6810060266 Rev 14 to emergoncy plan for JM Farley Nuclear Plant Units 1 & 2. 

♦ Alabama Power Co. 60/09/22 400 pp. 47061:164-47062,267. 


-6810040241 Revised "Insp Results of San Onofre Nuclear Qerteratfng Station * 3 
MSIV *8205 " 

CHIU,C„ HERSCHTHAL,MA Southern CaHfornta Edison Co. 88/08/24. 40pp. 
47010:114 47019:163. 


-8810060300 Revised emergency plan Implementing procedures, in eluding Rev 61 to 
FNP*0*EIP*B, "Emergency Communications” A Rev 6 to FNP 0 EJP.14, ’'Re-Entry Pro- 
cedures ’’ 

♦ Alabama Power Co. 60/09/27 63pp. 47062.268 47062.323. 


0809230092 Sufipl 1 to NRC Info Notice 88*060, "Movable Contact Finger Binding In 
HFA Relays Mfg by QE.” Svo list end. 

ROSSI,C.t DMsIon of Operational Events Assessment (Post 870411), 88/09/29, 
Consolidated Edison Co. of New York, Inc. 1 17pp. 47116:163.47116:291. 

0010140172 Ack receipt of 800912 Ilf Informing NRC of steps taken to correct violations 
noted In Insp Repts 50-361/08*15 & 60-362/88-16. 

ZIMMEBMAN,R.P. Region 5, Ofo of the Director, 68/10/04. BASKIN.K.P. Southern 
California Edison Co. Ip. 47166:262*47166.260. 

.in- pjpf^ Movement Attributed to Thor* 

* - Assessment (Post 870411). 88/10/07 

■ . 23pp. 47116:282-47116 286 

0610040086 NRC Info Notice 60*061, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Quallllcallon Testing." Svc hat end 
ROSSI, C.E Division of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co. of New York, Ino. 110pp. 47116:026*47116:144. 


8810190410 Rev 6 to Emergency Plan Implementing Procedure FNP 0-EIP 12, ’Alert.” 
W/801014 ltf. 

MOREY.OG, HUDSPETH, JB. Alabama Power Co. 88/10/14. lOpp 47191.070* 
47191:060. 


J. Insurance 8 Indemnity Information 

8809290211 Forwards environ assosament & finding of no Bignificant impact re exemp* 
Hon from requlremenla 10CFR60S4(wJ(6)(l), increasing amount of onsite property in- 
surance required to be carried by NRC Mwer reactor licensees 
REEVES, E.A. Project Directorate lt-1 88/09/23 HAIRStoN,W Q, Alabama Power Co. 
3pp 46992-t08*48992:114 

-0809290213 Environ assessment & finding of no Bignificant Impact re exemption from 
requirements of 1.0CFR50.S4{w)(6}(l), Increasing amount of onsite property oamage In- 
surance required by NRC power reactor licensees 
KINTNER,L.L Project Directorate 11-1. 68/09/23* 4pp. 46902.11 1-46992.114. 


0810170118 fleaponds to NRC 680909 Itr re violations noted In leap Rept 80-362/08* 
22.(^ed' “ h-- thorough check of caution 

tags prior , ■ • • , o - 

BASKtN.K 1 Document Control Branch 

(Oocumen - ■ ' , 


8810040297 Forwards temporary exemption from 10CFR50.64(w)(6)(i) requirements re 
quldng that licensee obtain Insurance policies that prioritize insurance proceeds for 
stabilization & deconlBrninatlon after accident 

REeVES,e.A, Prelect Directorate 11*1. 06/09/29. HAIR8TON.W.G. Alabama Power Co 
9pp, 47036:269*47036:275 
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-8810040299 Exemption from re^juiramonts of f0CFfl50 64(w) re licensee obtaining in* 
sura nca policies tnal pnontize insurar^ca proceeds for stabilizatton & decontamination 
after accident 

VARGA.SA- Division of Raaclor Proiecis - f/ll (Post 870411) 88/09/29 Alabama 
Power Co 4pp. 47036 272-47036 275 


P, Operating ficense stage document a 8i correspondence 

8809120066 Generic Ltr 88-15 (o all power reactor frcensees & applicants re efoctnc 
power sys - inadequate control over design processes 

CflUTCHFIELDA Associate Director for Profacts (Post 870411) 88/03/12 Consoli- 
dated Edison Co of New York, fnc SOpp 47001 239 47001 300 

8609290376 rewards checklist for plant-specifrc review of inadequate core cooling In- 
strum entalton sys.per Genedc Ltr 82 28 & NURE6 3737, Item II F2 fns1r<(menlalion 
suppffed by C-E fnclucfes aubcooling margin & coro exit temp monitors 
HAImSTON.WG Atsbama Power Co 88/09/20 Document Control Branch (Docif 
meni Control Desk) 78pp 46931,132-46991 209 

8810058050 Generic Mr 88-16 to all power reactor licensees & applicants re removal of 
^cle-speclfic parameter limtis from Tech Specs Svc list end 
CRUTCHFIELD, D Associate Director for Projects (Post 870411) 88/10/04 Consoli- 
datad Edison Co ot New Yoik, tnc Afipp 47116 145-47116 134 


Q. fnepection report a j IE Bullaifns & correspondence 

8809010337 NRC Info Natica 88-073, "Orrecti on Depended Leak Characterfslics of 
Conlalnmanl Purge Valves " Svc kst end 

flOSSLCE, Dfvrsion Of Opefatronal Events Assessment (Post 870411) 88/09/08. 
Consolidated Edison Co oi New York, inc 1 19pp 46958 058-46958.177 

8810140126 Reaueats 90 day extervsran for response (o notice of viotatlon & proposed 
ItnposillQft of cnrd penalty 

HAIRSTON, WG Alabama Power Co 88/09/13 GRACE,J.N. Region 2, Ofc of the Di- 
rector 2pp 47150149-47156 150. 

6809160008 NRC Info NoUcd 86 077, ‘'Inadvertent Reactor Vessel Overfill,'* Svc list 
end 

ROSSLCE Division of Operational Events Assessmem (Post 570411) 68709/22 
Consolidated Edison Cto or Now York, Inc 1 1 ipp 47114 291-471 15 042 

8803190047 NRC fnfo Notice 88-076, "Implementation of Revrsed NRC-AdminJstored 
Recualificaticn Exams '* Svc fist end 

ROSSI, CE, Division ot Operational Events Assessment (Post 870411). 00/09/22 
Consolidated Edison Co ofNawVork, Inc f19pp 47115043*47115.046 

0310100004 Forwards suppi to Insp Repts 60-346/60 10 & £0-364/88-10 consisting of 
confirmatoty measurement results Comparative results in agreement for H 3, Sr 89 & 
Sf-90 0 In arsflgreement for F© 55 

COLLINS.DM Region 2, Ofc of the Director, 88/09/20 HAIRSTON, WG Afabama 
Power Co 4pp 47086 230- 4 7 085 233 

9610100010 Extends response date to notice ot violation & proposed imposition of civil 
penalties re environ qualification deficiencies until 881114. 

GRACe.JN Region 2, Ofc of the Director 88/09/26 HAfRSTON,W-Q Afabama 
Power Co. ip 47086 002 47086 002 

0809230092 Suppf 1 to NRC Info Notice 00 069, "Movable Contact Finger Binding rn 
t^A Relays Mfg by GE " Svc list encl 

ROSSLQc Division of Operational Events Assessnieril (Post 670411) 66/09/29 
Consolfdated Edison Co of New York, Inc 1l7pp 47115*163 47115 281 

0010070264 Responds to NRC 680B03 notice of violation & proposed imposition of civil 

? enaJtv,per fnsp Repts 50 348/60 05 & S0'364/6fl-05 Denies veolating requirements of 
ech Specs or FSAR re Tram A ECCS 

HARlStON.W G Alabama Power Co 88/10/03 Ofc of Enforcement (Post 07D413) 
37pp 47076220-47076 259 

8810030255 NRC Info Nolice 88-080, “Unexpected Piping Movement AHnbuled 10 Tber- 
mat Stratification " Svc list end 

flOSSt.CE Division of Operational Events Assessment (Post 870411) 88/10/07 
ConsokdalMJ Edison Co. of N©w York, fnc 223pp 47115 282 47115285 

0810040066 NRC Infp Notice 60 Oat . "Failure of AMP Window trrdent KVNAR Splices & 
Thcrnas & Belts Nylon Wire Caps Dunng Environ QualiRcation Testing " Svc list and 
ROSSLCE Drvislon of Ope/ational Events Assessment (Post 870411) ea/10/0'7 
Con sefrda led Edison Co ofNewYorkjnc If9pp 47116026 47116144. 

6010130161 NRG Into Notice 66 C83, "Inadequate Testino of Relay Conlftcts in Safely- 
Related Logic Sya " Svc list enct 

ROSSI, CE Drvision of Operational Events Assessment fPcst 8/0411) 88/10/19 
Consolidated Edison Co of New York, fnc 1 iSpp 47 196 239-47196 357. 


V. Operator Examinations 

6600170150 Generic Ltr 88-13 to all power reactor licensees A applicants for OL re op 
©ralor lie ana mg ayams Svc Ul end 

MIRAGLIA,F J Associate Director (or Projects (Post Q7Q41 tj. 86/08/06 Consolidated 
Edison Go. of New York. Inc 56pp 46958 001-46958 057 


DOCKET 60-366 EDWIN I. HATCH NUCLEAR PLANT, UNIT 2 


F- Security, medlcotj emergency & fire protection plans 

0009200119 Forwards exercise rePl for 871208 exercise of offsite radialoolcat emergen- 
cy preparedness plans for plant No deficiencies idenlilied 
KR1MM,RW Federal Emergency Management Agency 88/09/14 CONGEL^FJ Oivi- 
Radiation Protection A Emergericy Preparedness (Post 8704 tl) Id. 
40978 261-46978 328. ax*- \ r v 

-8809200122 "El Hatch Nuclear Power Plant Exercise," conducled on 871 20B 
^ Federaf Emergency Management Agency 86/03/25 67pp 46978 262-46070328 


0009200069 Responds to violations noted In Insp Repts 60 321/08 21 & 50-366/6021 
on 660820-24 Corrective actions personnel reviewed all 196/ 8 193D fire proioctien 
surveillance records & Tech Specs aurvaillance scheduling data base 
HAIRSTON, W G Georgia Power Co 80/09/20 Document Control Branch (Document 
Control Desk) 5pp 46982 333 46982 337 

0809290113 Cancelled Rev 2 to Emergency Plan fmplemonling Procedure 83EP-EIP- 
053 OS, "Prompt Offsite Dose Assessment'’ & Rev 0 to 73EP-EtF 018 OS, "Prompt 
OffailD Dose Assessment " W/880920 Hr 

HAIRSTON.WG Georgia Power Co 88/09/20 17pp 46999 319-46998 335 

8810040257 Forwards Insp Repts 50 321/80-25 & 50-368/08 25 on 880815 t9A(o vio- 
lations or deviations noted weakness noted re licensee current admin is trail va control 
practices to assure that emergency kits contents are current 
COLLINS.DM Region 2, Ofc of the Director 88/09/22 HAIRSTON.WG Goorgla 
Power Co 2pp 47036:248-47036 258 

-0810040203 fnsp Ropis 50-321/88 25 & 50-366/88-25 on B80016 10.No violallonsor 
deviations noted Major areas tospected operational readiness of site emergency pre- 
paredness program Weakness noted re current administrative control, 

GOOOENA Region 2, Ole of the Dirsclor 68/09/22. 9pp 47036 250A7036 259 

0010050243 Forwards Insp Repts 60-321/88 24 & 50 366/80-24 on 800723-0810 4 
0822-24 & notice of violation Four violations from Insp not being cited due to criteria 
for categorization of licensee Identified violations 

BROWNLEE, VL Region 2, Ofc of the Director 88/09/22 HAIRSTON.WG Georgia 
Power Co 2pp 47059‘1 SB 47059 216 

-8018060246 tf>sp Repts 60-321/89-24 & 50-368/80-24 on 880723-0819 & 

24 Violations noted Major areas Inspected operational safety v©nricfltlDn,fiiefnt 
observations, plant motfs.ESF sys walkdowns & review ot licensee operational up^tada 
efforts 

MENNING,J E Region 2, Ofc of the Director. 88/09/22 15pp 47059 202-47059 216 

8810070160 Forwards Insp Repts 50 321/80-27 & 60-366/80-27 on 08Oa22-2e.No vio- 
lations or deviations noted Rept details withheld (ref 10CFR2 790 & 73,21) 

CLINE, WE Region 2, Ofc of the Director 88/09/28 HAIRSTON.WG Georgia Power 
Co 2pp 47081.165-47081 167 

-8010070162 ParOalfy withheld tnsp Repts 50 321/86-27 & 50-366/88-27 on 880922 26 
fref tOCFR2 790 & 73 211 No violations or deviations noted Major areas 
Inspected security program auditjocka.keys & combinations & access controls. 
THOMPSON, D Region 2. Ofc of the Director 80/09/26 Ip 47081-167-47081 167 

6010100061 Ack receipt of 880012 ltr transmitting Juf 1908 reva to physical security & 
guard training <& qualification plans Moat changes consistent w/ 
10CFR50 64(p) Comments withheld (ref 10CFR73 21) 

CUNE,W E Region 2, Ofc of (he Director 80/09/28 HAIRSTON, W Q Georgia Power 
Co 2pp, 47001 180-47081 181, 

8010170294 Revised emergency Implementing pfocedures,fefj 0 ctlng cancellallon of 
procedures, Including Rev 0 to Procedures 63EP-EIP-006-OS & 69EP-EIP-007-OS 8 
repfacement of subf procedures w/Rev 1 to 63EP'EIP-004'OS W/001Ot 1 Hr 
HAIRSTON, WG Georgia Power Co 88/10/11 tSpp 47156 276-47156 290 

8819170371 Revised emergency plan implementing instructions, Including Rev 2 to EPil- 
14, ‘'Emergency Preparedness Drills & Exercises El Hatch Nuclear Planl/Voglle Elec- 
Inc Generating Plant & Rev 2 lo EPH-15, "Emergency Preparedness " W/6&10i1 Ilf 
HAIRSTON.WG Georgia Power Co 88/10/11 108pp 47153 001-47153 103 


J, Insurance & indemnity Information 

0010110130 Forwards environ assessment & finding of no significant Impact ro ©xemp 
lion from 10CFR50 64(wl(5)(i) requirements for onsite properly damage Insurar^co unlil 
rulemaking finalized but no later man 890401, 

MATTHEWS.DB Project Directorate 11-3 88/10/03 HAIRSTON.WG Georgia Power 
Co 4pp 47545 001-47545014 

•-0610 110141 Environ assessment & finding of no significant Impact re exemplion from 
10CFR50 64(W)(5)(I) re onsite property damage insurance until rulemaking finalized bul 
no later than 890401 

MATTHEWS.DB Project Ofractorate 11-3 88/10/03 4pp 47645 005-47545 00ft 

8810190300 Forwards temporary exemption Irom schedular requirements ol property hi 
surance rule, 10CFR50S4|vv)l5)fi), effective 081 D04 Exemplion valid until 890401 w 
cor^etfon of action on ruiemaWng 

MArrHEWS.Oe Project Directorate tJ 3 88/10/07 HAIRSTON, W.Q Georgia Power 
Co 4pp 47202 020-47202 039 

-0610190441 Temporary exemption from schedular requirements of property Insurance 
fuTe.lOCFRSO 54fw)(5Ki),©ffeclive 881004 

VARGA, S A, Project Pirectorale J-2 88/10/07 Georgia Power Co 4pp 47202:032- 
47202 035 


P, Operating license etag© documents & correspondence 

0809120005 Genetic Ltr 86-15 to all power reactor ticenseea & applicants re electric 
power sys - Inadequate control over design processes 

CRUTCHFIELD.0 Associate Director for Proiecis (Post 870411), 88/09/12 Consori- 
dated Edfson Co of New York, Inc 60pp 47001 239 47001.300 

a8O927OO20 Summary of 880815 meeting w/INPO In Atlanta.GA re hsled 
topics, Including World Assoc of Nuclear Opera(Jons,INPO evaluation of vofunlary shut- 
down of facility, third party audits & NRC emergency operating procedures insps 
TAYLOFl,J M OapuN Executive Director (or Regional Operations, EDO (Post 870413). 
08/09/12 Deputy Executive Director for Regional Operations, EDO (Post 070413) 
3pp 46965 100-46965 102 

0009280082 Forwards updated listing of outstanding licensing requests for plant List 
identifies cerlain priority items which ulil respectfully requests early NRC approval. 
HAIRSTON, W G Georgia Power Co 80/09/20, Document Control Branch (Document 
Conhol Desk). 4pfi 46976 216-46976 216 
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S&09290261 Forwards NRR GQ0626 Hr ack receipt of petition filed by Ohio Citizens for 
Rasponsiblo Energy per 10CFR2 206 re health & safety risks posed by thermal hy 
draullc instability In BWRs FR notice of receipt of petition also end 
CROCKER, L P. Project Dirootorate il-3 08/09/26 HAIRSTON, W G Georgia Power 
Co 3pp 46984 047-48984-052 

8610060014 Requesls scheduler relief from initial Implementation of portion of Generic 
Ltr 68 01 re reactor water cleanup sys piping until next scheduled outage for Unit 2 
HAIRSTON, W.G, Georgia Power Co 80/09/27 Document Control Branch (Document 
Cor>(rol Desk), 2pp 47065 380 47065 361 

aaiOOS0263 Responds to 880729 generic SER on Seismic Qualification Util Group reso- 
lulion of USI A-46 Util will integrate resolution of USI A-4G w/resolutlon of other rofat- 
Od Soisoilc ISSUOSi 

HAIRSTON, W.Q Georgia Power Co 88/09/28 Document Control Branch (Documont 
Control Desk) 3pp 47060.124 47060.126 

66100S0058 Generic Ur 68-16 to all power reactor licensees & applicants re removal of 
cycle -specific parameter limits from Tech ^ecs Svc list end 
CRUTCHFIELD.D. Associate Director for Projects (Post 870411). 88/10/04 Consoll 
daled Edison Co of New York, Inc 48pp 47116 145 47116 194 

6610160076 Forwards safety evaluation denying 880711 request for relief from ASME 
Code Section XI pressure test requirement re Class 2 portions of main atoam linos 
between outboard MSIVs & turbine stop valves 

CROCKER.LP Project Directorate 11-3 88/10/13 HAIRSTON.WG Georgia Power 
Co 3pp. 47176 318-47176 323 

HB610 1 B0076 Safely evaluation denying util 08071 1 request for relief from hydrostatic 
test requirements of Section XI of ASME Code for Class 2 portion of main steam fines 
between outboard MSIVs & turbine stop valves 

* Office of Nuclear Reactor Regulation, Director (Post 870411). OD/10/13 3pp 
47176321-47175:323. 


O. Inspection reports, IE Bulletins A correspondence 

6609010337 NRC Info Notice 88 073, "Direction-Dependant Leek Charactorislics of 
Conlalnmanl Purge Valves " Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 08/09/00 
Consolidated Edison Co. of New York, Inc 110pp. 46958 050 40058.177. 

6600160269 Forwards response to 680707 request for addi Info re plant Insen/lco Insp 
program for second Interval. "Second 10-Yr txam Plan," end 
HAIhSTON,WQ Georgia Power Co 08/00/08 Document Control Branch (Oocumoni 
Control Desk). 17pp 46857.072*46859.311. 

--60O9 160292 "Second 10-Yr Exam Plan" 

SWANN,DM.. WILSON, WL Georgia Power Co 87/12/30 G80pp 46867:000 
46859.311. 

e861»27D02e Summary of B60816 mooting w/INPO (n Atlanta, GA re listed 
topics, Including World Assoc of Nuclear OperQtlon8,tNPO evaluation of voluntary shut- 
down of facllity,lhird parly audits 8 NRG emergency operating procedures Insps. 
TAYLOR, J M Deputy Executive Director for Regional Operations, EDO (Post 870413) 
88/09/12. Deputy Exocullve Dlroetor for Regional Operations, EDO (Post 070413) 
3pp 46986- 100-48985:1 02 


of violation from insp on 0B0723 0819 Violations noted Procedure 
34SO N34*00&1N inacfDquate & did nol provide instructions for swapping of lube oli 
coolers 

BROWNLEE,V L Region 2, Ofeof the Director 68/09/22 2pp 47059 200-47059 201 

-6610050246 Insp Repta 50 321/88 24 & 50 366/88-24 on 800723 0819 & 0822- 
24 Violations noted Major areas inspected operational safety venficatlon.mainl 
observations, plant mods.ESF sys waIKdowns & review of licensee operational upgrade 
efforts 

MENNING,J,E , MUSSER.RA, SINKULE.MV Region 2, Ofc of the Director 88/09/ 
22 15pp 47059 202-47069 218 

6610070180 Forwards Insp Hepts 50-321/88 27 & 50-366/88-27 on 880822-2i6.No vio- 
lations or deviations noted Rapt details withheld (ref 10CFR2 790 & 73 21) 

CLINE, WE Region 2, Ofc of the Director 88/09/28 HAIRSTON.WG Georgia Power 
Co 2pp 47081 165 470B1 167 


-8610070162 Partially Withheld fnsp Ropte 60-321/88-27 & 60-366/88-27 on 800822 26 
(rof 10CFR2 700 & 73 21) No violations or deviations noted Major areas 
security program audit, locks,k6ys & combinations & access controls 
THOMPSON, D,, MCuUlRE.DR Region 2, Ofc of the Director 08/09/28, Ip 


8609230892 Suppi 1 to NRC Info Notice 83 069, "Movable Conlact Roger Binding in 
HFA Relays Mfg by GE " Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 070411) 88/09/29 
Consoticfalod Edison Co oi New Yoi k , fnc 1 1 7pp. 47 1 1 5 1 63 4 7 1 1 6*281 , 

8610060210 Summary of 880921 mealing w/ulil in Region N ofes re status of licensee 
actions In response to IE Bulletin 85-003 List of attendees & vlewgraphs end 
CROCKER.LP Project Directorate 113. 08/10/93 MATTHEWS.OB Project Dirodor- 
atoll-3 42pp 47059 120-47059 1 70. 

8610030265 NRC fnfo Notice 68 080, "Unexpected Piping Movement Alinbuted to Ther- 
mal Slrelificatlon " Svc list end 

ROSSI.CE Division of Oparallonal Events Assossmeni (Post 670411) 86/10/07. 
Consolidated Edison Co of Now York, Inc 223pp 47 1 1 5.282-471 1 5 285 

6610040066 NRC Info Notice 88 081. "Failure of AMP Window Indent KYNAR Splices & 
during Environ Qualification Testing ’* Svc list end. 
ROSSI.CE Division of Operational Events Assessment (Post 870411), 88/10/07. 
Consolidated Edison Co of New York, fnc. 1 1 9pp 47116 026-47 116 144 

6610210568 Responds to NRC 080922 Ur re violalioris noted in Insp Ropls 50-321/80. 
24 & 50 368/00 24 Corrective actions plant drawing revised to accurately raftect phys- 
ical arrangement of oleclrohydrau'llc control unit piping 

HAIRSTON, W.G. Georgia Power Co 80/10/11 Documeni Conlrol Branch (Document 
Control Desk) 0pp. 47230.21 6 47230 223. 

6610130161 NRC Info Notice 80 003, "Inadequate Testing of Relay Contacls In Safety- 
Related Logic Sya " Svc list end. 

ROSSI.CE Division of Oporallonal Events Assessment (Post 870411) 08/10/19 
Consolidated Edison Co, of New York, Inc 119pp 47196 239 47196.357. 


R, Periodic operating reports & related correspondence 


6609360069 Responds to violations noted in Insp Ropls 50 321/80-21 & 60-360/80 21 
on 880620-24 Corrective actions'porsonnol reviewed all 1 007 & 1 988 fire prolocllon 
eurvelllanco records & Tech Space surveillance scheduling data base. 

HAIRSTON, W.G. Georgia Power Co. 68/09/20. DocumonI Control Drench (Oocumoni 
Control Desk) 6pp 46982*333-46082337 

6809260078 I^Gsponds to NRC Bulletin 06-007, "Powor Oeclllatiooe In BWRs." licensed 
reactor operators & shift technical advisors thoroughly briefod ro 080309 LaSalle Unit 
2 event within 15 days of receipt of bulletin. 

HAIRSTON, W.Q. Georgia Power Co 88/09/20 Document Control Branch (Oocumanl 
Control Desk) 2pp 46970*001-46978.002. 

6610040108 Forwards SALP Board Ropts 50-321/86 18 & 60 386/8B-16 for Jan 1987 • 
June 1068, 

QRACE.J.N. Region 2. Ofc of tho Director. 80/09/20. HAIRSTON.WG, Georgia 
Power Co, 3pp. 47018.267-47010 336 


6610170074 Monthly operating ropls for Sept 1980 for Hatch Units 1 & 2 W/C81011 Hr 
TUCKER.J.E, HAIRSTON, W.G, Georgia Powor Co 88/09/30. 13pp 47173*214 


8. Reportable occurrencesi LERs A related correspondence 

6610060336 tER 66 021-00*on 08083 1J sola lion of Group 6 primary containment isola- 
tion sys valvos occurrod.Causod by high differential fiow condition due to malfunction- 
ing relief valve Valve repaired & returnod to svc. W/eo 0928 Hr 
TIPPS.SB, HAIRSTON, W. (3. Georgia Powor Co. 08/09/28. 7pp. 47005322- 
47065.328 


V. Operator Examinations 


-6610640116 SALP Ropls 50-321/80-10 A 6O-360/OO-1O for Jan 1987 - June 1988. 

* Region 2, Ofo of the Director. 66/06/30. 67pp. 47018.270 47O1O-330. 

6600160006 NRG Info Notice 68 077, "Inadvertent Reactor Vessel Ovorfill." Svc list 
ervcl 

ROSSI, C.E. Division of Oporallonal Events Assossmant (Post 070411) 88/09/22 
Consolidated Edison Co, of New York, Inc 111pp. 471 1 4*291-471 16,042. 

6609190047 NRC Info Notice 88-076, "Implementation of Rovisod NRC-AdmfnIsterod 
Requalificalion Exams," Svo list end 

ROSSI.CE. Division of Oporallonal Events Assessment (Post 070411). 68/09/22 
Consolidated Edison Co ofNow York, Inc. 1 10pp. 47115*043 47116*046 

8610040267 Forwards Insp Repts 60-321/68 25 & 50-366/00-26 on 08OQ16-19.No vio- 
lations or deviations noted, Weakness noted ro licensee current administrative control 
Maolices to assure that emergency Kits contents are current. 

TOLLINS.D.M. Region 2, Ofo of tho Director. 86/09/22. HAIRSTON, W.Q. Georgia 
Power Co. 2pp 47036.248-47036 26B. 

--6610040263 Insp Repts 50-321/68-25 & 50-366/68-25 on 880815-19 No vlolatlone or 
<l6vlat]on8 notedMaJor areas Inspected* operational readlr^ess of site emergency pre- 
redness program .weakness noted re current odmlnlslratlvo control. 

QOODEN.A., DECKER, T.R Region 2, Ofc of the Director. 80/09/22. 0pp. 47038:260 
47036*260. 

8610050243 Forwards Insp Repts 60-321/08-24 & 60-366/00-24 on 800723-0819 & 
0822-24 A notice of violalion.Fouf violations from Insp not being died due to criteria 
for categorization of licensee Identified violations, 

BROWNLEE, V L Region 2, Ofc of the Director 08/09/22. HAIRSTON.W.G. Georgia 
Power Co, 2pp 47059:100-47059.216. 


6808170150 Generic Ltr 80-13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams Svc list end 

MtRAaLIA,FJ Associate Director for Projocta (Post 870411) 88/00/00 Consolidated 
Edison Co. of Now York, Ino 66pp 48958 001-46058*057. 


DOCKET 50-366 ARKANSAS NUCLEAR ONE, UNIT 2 


F. Security, medical, emergency A fire protection plane 

8809290017 Rev 7 lo emergency pran.W/880921 Hr. 

BOYO.D, HOWARD, DR Arkansas Powor & Light Co 0B/O8/38 147pp. 46961:188- 
46901:326, 

8809200271 Provides status of mods to separate Dlasol Exhaust Fans A,D, C & D by 
upgrading existing wall & Installing new fire door per 880831 App R exemption 
request. All mods completed. 

HOWARD, DR. Arkansas Power A Light Co. 80/09/13. CALVO,J,A. Project Director- 
ato IV 2pp. 48976,073-46976*074 

6609290399 Forwards "Final Radiological Emergency Preparedness Exercise Rept" for 
exercise on 80O323.No deficiencies Idemifiod 

KRIMM.R.W Federal Emergency Management Agency, 88/09/14. CONQELF,J Divi- 
sion 01 Radiation Protection A Emergency Preparedness (Post 870411). Ip. 
46983.3 3 7-48984; 041. 

•»88Od2d04O1 "Final Radiological Emergency Preparedness Exercise Rept." 

• Federal Emergency Management Agency, 86/06/09. eOpp, 46983 336-46984*041. 
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86100703^6 Rev 10 lo Emergancy PJan tmpr^menljng ProcedDra 1904 Od. ‘'Auxihaty 
6(dg Venlilalion Exhatist Emergency Radiation Monitor 
• Arkansas Power Liflhl Co Bdmr22 6pp, 47076 104 47076M09 

8810210313 Forwards fnap Rants 60^313/88-31 & 50-360/68 31 on 860013-16 Vrola- 
lions noted Notice & details of repl withheld (ref 10CFR73 21) 

CALLAN^L J Ren ion 4, Ofc Of the Director 88/10/14. CAMP8EH-,Q Arkansas F’owar 
fi. Uflhl Co 2pp 47231 320.47231 331 

-6810210323 PartiaJly wilhhefd fnsp Repls SO 313/86 31 6 50-36Q/86'31 on 880013 te 
(ref 10CFR73 21) violation rioted inadequate vital area physical barrier Md|or areas 
inspected UERs & physical barriers 

KeUYJ A F Region 4. Ofc of (he Director 68/10/12 Ip 47231 '33 1-47231 331, 

6610240058 Forwards summary of 860008 meeting w/utif in Arlington, TX re previous 
vfof alien in area of contingency response Meeting beneficial & provided for better un 
dersVanding of suh) issues 

OAUlAN,LJ Region 4, Ole of Ihe Director 88/10/14, CAMPB^LL.G Arkansas Power 
6i Ughl Co l^pp 47254 255-47254 25B 

-6610240133 Summary of 880908 jneeling w/util in Arlinaton,TX re previous violation in 
area of contingeiicy response Ubl expressed basis for denial In Insp Repl 50-313/86- 
34 No new requirements irnposed but requirement already fn place 
EARNEST, A 8 Region 4, Ofc of Ihe Director 68/10/12 Region 4« Ofc of Ihe Dfrecs 
tor 2pp 47254 257-47254 26B 


J. rneurance 4 indemnity information 

6009300119 Forwards environ assessment & finding of no significant impact re (empo- 
rary exemption from scheduler requirements of property insurance rule affective on 
66 1 004oef 1 0CFftSO 64 fw)(6Kn 

HARBUDk.CC Frojeci Directorate |V. 68/09/26 CAMPB6LL.TQ Arkansas Power 4 
UghtCo 4pp 47002 330-47002 337. 

-6609300120 Environ assessment & finding of no significant impact re issuance of ex- 
emption ifom requffemenis of 10CFR50 54(w)t5Jfi) concerning Increase of amount o1 
onsite property damage insurance required by reactor Deensees. 

WIGOINTON.D L Project Directorate IV. 86/09/26 4pp. 47002 334-47002 337 

6610130216 Forwards tempofary exemption from schedulaf reqotrements of 
1OCFR5O54(w)C5)(0 ro onsite property damage insurance until rutemaking finalaed but 
no iater than 890401 

HARBUCX.CC Project Directorate IV 88/09/30. CAMPQ61L,TG Arkansas Power & 
UqhfCo 4pp 47135'1 15-47 135 122 

-6810130223 Temporary exernpUon from 10CFR50 54(w0(5)(i), increasing amount of 
onsite property damage Jnsuranca until rulemaking finalized but no later (hen 890401. 
HOLAHAN»QM. Division of Reactor Projacts - 1(1,1 Vy 8l Special Projecla (Post 
87041 f) 88/09/30 Arkansas Power & Light C?o. 4pp. 47135 119 47135 122 

&610 170264 Forwards Endorsements 25 & 26 to NELIA Policy NS-3ei 
HOWARDtOR Arkansas Power & Lighl Co. 85/10/07 bocurnant Control Branch 
(Document (DontroJ Desk) 3pp 47166 302-47156'304 


K. UtWly Floai Safety Analysis Report (FSAR> & amends 

6610260221 Amend 6 lo updated SAR for Arkansas Nuclear One Unit 2 W/ 861020 Hr 
JAMESiDE. Arkansas Power & Ught Co 88/10/20 1,600pp 47343 001-47360255. 


P. Operating license stage documents A correspondence 


6809300141 Forwards Rev 10 to “QA Manual Operaitons '' Rev parlalna pnmaniy lo or- 
ganizational changes & changes to reffect currenl practices in implementing manual 
require men Is 

HOWABD,Da Arkansas Power A UghI Co 86/09/09. MARTIN.R D Region 4, Ofc of 
IheOwecior 2pp 


6609120065 Generic Ltr 08-13 to alf power reactor iicensoes & applicants re electric 
power sys - Inadequate control over design processes. 

CRUTCHFIELD.D. Associate Director tor Projects (Post 870411) 88/09/12 (Jon^oK- 
dflted Edison Co of New York, Inc 60pp. 47001 •239-47001.300. 


program for plant meals requiremania ol 
t0CFfl50,App B & acceptabfe ^ 

CALLANXX Region 4, oJe Df Ihe Direcior. 88/10/03. CAMPBELL, G Arkarjsas Power 
& Ughi Co 2pp. 47 135 035-47135 038 


6010050056 Generic Llr 88-16 to all power reactor licensees A app/icania re removal of 
cvcle-^eclflc parameter [imiis from Tech Specs Sve list enci 
CflUTCHFfELD,D- Assodaie Director (or Projects (Posi 670411). 68/10/04 Consoli- 
dated Edison Co of New York. Inc 40pp. 47116 145-47118:194. 

6610190420 Documents utils commilrnenl to keep publrc & appropriale aaeoctas (n- 
Jorm^ re transfer of mgl & operating responaibiiTty for Arkansas Nucioar One units & 
Waterford 3 unit to Sys Energy Besources.luc. 

^SAflE.JG. System Energy Resources, Inc 58/10/13. Document Control Branch 
(Oocumenl Control Desk) 6pp. 47208.355-47208 360. 

66102 1W55 Forwards Securities & Exchange Commission application to assume ca* 
operauons at plantsjier 880616 meeting. 

HOWAROpB Arkansas Rower & Ught Co 88/10/17. Dooiment Control Branch 
[Document ContrtilDe&kJ 1B3pp 47234’329-47235’294 


Q. Intpeotlon raportSi IE Bulfetint A correapondence 

‘’Direction-Dependent Leak Characloristica of 
C^tawment Purge Vafves ' ' Sve hsl encI 

ROSSIC^, Dfwsion or Operadonal Events Assessmenl (Poat 870411). 86/09/06. 
Consoiidaled Edison Od. w New York, Ino 1 19pp. 46958.056-46958,177.^ 

86^50006 NRC Info Notice 88-077, "Inadvertent Reactor Vessel OverfiiL" Svo flat 

Ojwrational Events Assessment [Posl B70411>. 68/08/22. 
ConsoMatad Edison Co of New York. Inc. 111pp. 471 14'2gt.47l 16.042. 


8009190047 NBC Info Notice 88 078, "Implementation of Revised NRC-Admlnfslcicd 
Remiallflcation Exama " Sve tial oncl 

ROSSI, CE Division of Operational Events Aasesameni (Post 870411). 80/00/22 
Consolidated Edison Co of New Yo/k, Inc 110pp 47116 043-471 16 946 

8010040426 Forwards Insp Repts 60-313/88-28 & 60-368/86-28 on 880822-26 0 notice 
ot violation 

CALLAN.LJ Region 4, Ofc of (be Director 88/09/26 CAMPBELL.G Arkansas Power 
& Light Co. 2pp 47040 100*47040’! 91 

-«88 10040431 Notice of violation from insp on 880822-26 Violation noted licensee fmlad 
to Imptemenl corrective actions to identify, quantify & isolate RCS unideniffied lesksga 
event in (Imefy manner. 

* Region 4, Ofc of the Director. 88/09/26 ip. 47040 182-47040 182. 

-6010040434 Insp Repts 50-313/88^28 & 60 368/88-28 on 880822-26 VKilaHan 
noted Major areas inspected licensee monthfy surveillance testing proQrain,foltewup lo 
previous insp findings A operational safety verlficailon 

MCKERNONJ.O, SEIDLE.WC Region 4, Ofc of the Director. 88/09/26 Spp 
47040:183 47040191, 


0610040454 Forwards Insp Repls 60-313/08-26 A 50 368/88-26 on 680815 0902 0 
notice of violation, 

CALLAN.LJ Region 4. Ofc of the Director. 88/09/27 CAMPBELL, G Arkansas Power 
& Light Co 2pp 47040 301-47040 322 

-^6810040456 Notice pf violation from insp on 880015*0902 Violations noted lie onsofl 
abotistiad organization enlitled Nuclear Sves Involved In design change program w/o 
revlBing procedures prescribing that organizations functions 
CALUN.L J. Region 4, Ofc of the Director, 88/09/27 3pp 47040 303-47040:305 

-0010040467 fnsp Repls 50313/08-26 & 50-368/88 28 on 880815-0902 No violation 
noied Major areas in3pecl0d:program for design changes & mods.reaclor coolant 
pump pressure sensing line failure & inservice Insp activitiea 
ELLERSHAW.L E„ GIL8ERT,LD, TAVLOR.R G Region 4, Ofc of the Director. 88/ 
09/27. 17pp 47O4O'3O8-47O40 322 

6610050078 Notification of 001021 meeting w/util In Russel I vilie^AK to discuss SALP 
assessment for Jan 1987 -June 1988 

CHAMBERLAiN.O Region 4» Ofc o( the Director 88/08/2? Redon 4, Olc cl the 01- 
rector. 2pp. 47057.1 &7 47057- 1 86, 


0BTOO4O41& Forwards fnsp Repts 50-313/88-27 & 50-360/88-27 on 860622-26 A noIlM 
of deviation. 

CALLAN.L J. Region 4, Ofc of the Director 88/09/28. CAMPBELL, G Arkansas Powor 
& Ught Co 2pp. 47030,062-47038:070 


-8810040421 Notice of deviation from insp on 080822*26 Oe vial/on noted healUi phys 
ics superintendent not responsible for radwaste operations 
‘ Region 4, Ofc of the Director 88/09/20 Ip 4 703 8.064 '4 7030 064 


-8610040425 Insp Repts 50-313/88-27 & 50-368/88-27 on 880822-26 Deviations 
noted,Ma)0f areas inspocted radiation protection program jnefuding organization & mat 
controtSitraipIng & quallticatlons & maintaining occupallonei exposures ALARA. 
RlCKETSON.LT, BAER.R.E., MURRAY, B Region 4, Olc of the Director 88/09/26 
6pp. 47038.065-47038.070 


6008230092 Suppl 1 to NRC Info Notice 88-069, "Movabfa Contact Finger Binding in 
HFA Relays Mfg by QB.'* Sve list end 

ROSSLCE Division Of Operational Events Assessment (Post 870411). 88/09/20. 
Consondated Edison Co. of New York, Jnc. 117pp 47115,163 471i5'2ai 

0810130316 Advises of maini team insp scheduled during wks of 801114 & 28 Desire lo 
hold meelinq during wk of 881017 lo present scope ofTnsp requested 
CALUN,L J. Region 4, Ofc of Ihe Director. 88/10/05. CAMP^LU.Q Arkansas Powof 
& Ught Co 2pp 47154 286-47154.206. 


08)0130326 Revised notification of 681021 meeting w/utll in Rub sell vi lie, AR to discuss 
SALP assessment of facitity for Jan 1987 through June 1988 
chamberlain, D Region 4, Ofc of the Director 88/10^5. Region 4, Ofc of the Di- 
rector. 2pp, 471 33.003 47 133,004. 


00100^255 NRC Info Notice 88-000, "Unexpected Piping Movement Attributed to Ther- 
mal Stratiticaiion,*' Sve list end 

ROSSI.Ce. Division of Operatlonaf Events Assessment (Post 870411) 88/10/07 
Consolidated Edison Co. ol New York, Inc 220pp 47115 282-471 1 B.285 

0010040066 NRC Info Notice 68 001. "Failure of AMP Window indent KYNAR Splices A 
Thomas 6 Betts Nylon Wire Caps During Environ Qualification Testing ” Sve flsi end 
ROSSI, C.E Division of Op0;alior)aj Events Assessment (Post 670411) 88/10/07 
Consoiidaied Edison Co or New York, Inc 1 18pp. 47116 026 471 16’ 144 

8010180013 Ack receipt of 880906 llr informing NRC of steps taken to correol violations 
noted In Insp Repts ^-313/68-22 & 60-368/66-22 

CALLAN.LJ, Region 4. Ofc of the Director. 88/10/07 CAMPBELL, G Arkansas Powor 
& Light Co 2pp 47170 271 -471 79-277. 

-8010100016 Responds to violations noted In (nap Repts 50-313/88-22 A 50-368/88 
22,Correctlve actions’ power ascension testing documentation review completed by re- 
actor enQinearixig per Procedure 2302 034 requirements 

IEVINE,J,M, Arkansas Power & Light Co. 88/09/06 CALLAN.LJ Region 4. Ofc ol 
the Director. 5pp 47179:273-47179 277. 

6010190021 Responds to NRC Bulletin 88-008. "Thermal Stress In Piping Connected lo 
RCS." Due lo sys design operating pressure, leakage past HPSI check vatves toward 
RCScoid leg nol possible. 

HOWARD, DR Arkansas Power &. Light Co. 08/10/12. Document Control Branch 
(Document Control Desk) 6pp. 47191 :099-47i9l -104. 

8810210313 Forwards Insp Repts 50-313/88-31 & 50-368/80-31 on 800913-16 Viola 
Dons noted Notice & details of rept withheld (ref tOCFn73.21) 

CALlAN.tJ Region 4, Ofc of the Director 88/10/14. CAMPBELUG. Arkansas Power 
A UghI Co 2pp 47231 ’329-47231 331. 
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-8810210323 Partfalfy withheld Insp Repts 50 313^B8-31 & 

(laf 10CFR73 21) Violation noted Inadequate vital area physical barrier Major areas 

KGCLY,J*A^FT?0giS^I,*olD^^^^^ Director 88/10/12. Ip. 47231 331-4723 1 '331 

8810240056 Forwards summary of 880B08 meeting w/uW h Arlington, TX re previous 
vtolatlon in area of contingency response Meeting beneficial A provided for better on- 

CALUVNlL^^taiorl^^I^Ofc of the Director. 88/10/14 CAMP0ELL,Q Arkansas Power 
& Light Co 2pp 47254.255-47254-258 

-8810240123 Summary of 880908 meeting w/util In Arlinglori.TX ro previous violallpn fri 
area of contingency response Util expressed basis for uanlal Fri Insp Rapt 50-31 3/86- 
34 No now requifoments imposed but r^^iuffement already In pJace 
fARNESTpAB Region 4, Ofc of the Director. 86/10/12 Region 4, Ofc ol the Dfroc- 
lor 2pp 47264 257-47254 250 

6810210236 Forwards Insp Repts 60-313/88 30 A 50-368/88 30 on 8B0912-16.No vlo- 

CAULAKulleglon 4^! 0?c of the Director. 88/10/17 CAMPS EIL*G. Arkansas Power 
& Light Co 2pp 47235 205-47235 302 

-8810210244 Insp Repts 50 313/8B-30 & 50-368/80-30 on 88091 2-1 6. No violations or 
deviations noted Major areas Inspected testing of pipe supports & rostralnt sys 
JOHNSONCE, STETKA,TF Region 4, Ofc of the Director, 88/10/12 epp. 
47235 297-47235 302 

£810130161 NRC Info Notice 88-003, "Inadequate Testing ol Relay Contacle In Safety 
Related Logic Sys “ Svc list end 

ROSSI.CE Division ol Operational Events Assessment (Post 870411) 88/10/10. 
Consolidated Edison Co olNewYorkJnc 119pp 471 96, 239-471 &6' 3 67. 


P. Periodic operating reports & related correspondence 

£810210476 Monthly operaling rept for Sept 1988 for Arkartsas Nuclear One Unit 2W/ 

lcl?AU0ROECK,O , HOWARD, DR Arkansas Power & Light Co 88/09/30. 6pp. 
47231 016-47231 021. 


S. Reportable occurrences, LERs & related correspondence 


6809290379 PNO-IV-8e-062A on 880922.0 1 gpmi reactor coolant Pump A seal sensing 
Ihne leak Identified Caused by tubing rubbing against upstream isolation valve.Llcenaeo 
continulno assessment of problem 

CHAMaERLAIN,D Region 4, Ofc ol the Director 88/09/23, 2pp. 46984-203- 
46984.294 


8810100011 LER 85-002-01 ‘on 6 50 120, discovered that tvro ol four refueling woter lank 
level transmitters failed high Caused by Inadequate freeze protecUon for level Instru- 
mentation Transmitters & sensing lines lhawed.W/860926 Itr. 

TAYL0R,LA, LEVINE, JM Arkansas Power & Light Co. 86/09/28. Gpp, 47081:218- 
47081.222 


6810200027 Part 21 rept re potential butterfly valve failures Drive train replacement kits 
being supplied to purchasers Instructions end. 

SANDLING,M Xomox Corp (subs of Emerson Electric Co ) 66/09/30. MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411) 35pp, 47226.322- 
47226 356 


8810130262 LER 86 01 4 00 on 68 0322 .control room ventilation ays radiation monitor 
high alarm actuated.cBuslng automatic Isolation of sys Caused by procedural 
inadequacy Job order issued to check 8 adjust aelpoint W/&81O06 Itr. 

TAYLOR.L., LEVINE, J M Arkansas Power & Llgnl Co 88/10/06 5pp- 47133.040- 
47133 044. 


8810260043 Part 21 rept re potential deviation from Tech Spec concerning RY Indlca- 
tors due to operating temp effect on analog meter movement Initially reported on 
681006 Customers verbally notified on 881006-07. 

MAHONEY.EE Bailey Controls Co (subs of Babcock & Wilcox Co.) 88/10/10, 
OHIce of Nuclear Reactor Regulation. Director (Post 870411) 10pp, 47364:040- 
47364049 


V. Operator Examinations 

8808170150 Generic Ur 68 13 to all power reactor licensees A applicants lor OL ro op- 
erator licensing exams Sve list end 

MIRAGLfA,F J Associate Director for Projeda (post 87041 1). 88/08/08. Conaolldatod 
Edison Co of New York, Inc 66pp. 46958.001-46658.067 

8809290177 Requests licensee to furnish end rdf mail by 661007 In order to meol 
schedule lor reactor/aenbr operating ficenaing exams scheduled for wk ol 
661212 Requirements lor facility review & conducting exams also end. 

CALLAN.L J Region 4. Ofc of the Director. 88/09/21. CAMPBELL, G. Arkansas Power 
A Light Co. 10pp. 46998 090 48998.099 


DOCKET 50-369 WILLIAM B. MCGUIRE NUCLEAR STATION, UNIT 1 


6610130172 Forwards Rev 37 to security plan.flddrossing record roionllon periods, now 
compensatory actions & clarifying oscorl & search roqulromonts Rev withhold (rof 
10CFR73 21) . ^ 

TL)CKER,H,B. Duke Power Co, 80/10/06 Document Control Branch (Document Con- 
trol Doek). 2pp. 47135:105 47135*106 


8610210265 Corrocls errors In NRC 800923 rosponae lo Rev 36 to physical socurity 
plan Date of Itr ack should be 080B03 not 000631, 

CUNE,WE Roolon 2, Oto ol tho OirGclor. 08/10/17. TUCKER, H.D Duke Power Co. 
2pp. 47395.253-47305-266, 


J. Instiranee A Indemnity tnformallon 

8810070183 Roque 9ls oxomplion from 881004 deadline to comply w/nmondod 
10CFR60.64^)|5)(I) re inaurancoroporlinn roqulromanls 

GRIFFITH, SC Ouko Fowor Co, 08/09/30. Document Control Branch (OocumonI 
Control Desk). 2pp 47072.220 47072 230, 

8610250890 Forwards temporary exomptlona from IOCFRS0 54(w)(6)(i) ro achodular ro 
quiromonta of property InEuranco rulo 

MATTHEWS.D.B Project Dfroctorftlo 11-3 08/10/07. TUCKER.H0 Duke Power Co 
5pp. 47282 210 47282,234 


P. Operating llcenae siege doeumerkts A correspondence 

6809128085 Generic Ur 08-15 lo all powor reaclor Jicensoea A applicants ro olocirjc 
power ays - Inadequate control ovor cfeslgn procossoa 

CRUTCHFIELD.D. Associate Oiroclor for Prelects (Post C7041!). 68/00/12 Consoli- 
dated Edison Co. of New York, Inc, 00pp. 47001-239-47001.300 

8809300164 Roquosis that acllon bo taken on 070027 & 860401 requests lo ro permit 
colleGlion basin & Incorporate instraam admin limit Into permit, 

MALLER.W.A, Duke Power Co, 60/00/10. WAKILD.C Norlh Carolina, Siato of. Ip 
47001: 149-47001:1 40, 

8610040239 Provides vorbal cominllmonl summary re plans for TSC & CMC cfain 
transmission, per 860014 discussions. 

TUCKER.H.D. Duko Power Co 68/00/26, OocumonI Control Branch (Docemonl Con- 
trol Desk), Gpp. 47040' 198 47040 200 

8810040247 Submits rovisod plans ro nonqualified main sironm sys flow control 
transtnllteraUtll will odd condonsolo pots to Inslrumenl linos 8 procuro qualllled ro- 
plocomont transmitters 

TUCKeR.H B. Duko Power Co. OO/OD/27. Dociimoat Control Branch (Documoat Con- 
trol Dosk), Gpp 47040:160-47040:171. 

6610100034 Application for omonds to Llconsea NPF-OO 6 NPF-1 7, revising Tech Spoo 
3/4. 3, 2 re purgo vonlllallon sys oporoUlllty & aulomatfo Isolallon capability. 

TUCKER, H.B Duko Powor Co 06/10/03, Documonl Conlrol Branch [Documont Con- 
trol Desk). 3pp. 47085.160-47065.100. 

'-8810100037 Proposed Tech Specs ro FSFAS instrumon lotion 8 roactor trip Inslrimion- 
tallon. 

" Duke Powor Co 00/10/03. Gpp. 47006:1 01-4r08B: 103 

6819050066 Qonerlc Ltr 63- tO lo all powor roacior liconscos & appllcanis re removal of 
cyclo-BDociflc paramo lor limits fromToch Specs Svo list end, 

CBUTCHFIELO.D. Assoclalo Director for Proiects (Post 870411). 88/10/04. Consoli- 
datod Edison Co. of Now York, Inc. 48pp 471 10:148 47118-104. 

6810130205 Informs that original grant of rollof from hvcfroslallc tosling may bo applied 
to Planned roplacomont of reducer & addi rollof from NRC not roquired, 

TUCKER.H B Ouko Power Co 80/10/05 Documont (^ntroi Branch (Oocumont Con- 
trol DOSk). 3pp, 47146*204 47146*200. 

8810110324 Forwards NRC 071201 Hr Stating position on oxorcising PORVs & POflV 
block valves to hofp rosolvo unresolved Horn nolod In 630900 Inaorvlco tosling meol> 
fng semmary. 

HOOD.D 3. Profocl Dlroctoralo tl-3 68/10/06 TUCKER.H, B. Ouko Power Co 3pp. 
47112001-47112-000, 

8810109022 Forwards Addendum 2 to non piopriotary WCAP-10009 & proprietary 
WCAP-tODao, '*CODnA NO, Analysis of Main sfeamlino Break In Calawba Unit Ice 
Condensor Contalnmonl (Responso lo NRG Questions) ” Supporting dooumontation 

TUCKER.H.B. DuKo Power Co. 86/10/12 Documont Control Branch (Documonl Con- 
trol OosH) 2pp 47199011-47199.100 

-8610160025 Roquosts that proprislary Rept WOAP-1006D ro roaponso lo NRC quos 
Ilona on COBRA-NC/Modol 3 bo withhold from pumic cllsclosuro (rof 
10CFR2 790).A(ildavilencl. 

WJESEMANN.R A, Weslinghouso Eloctric Corp 80/09/20. MURLGY J. Olfico ol Nu- 
clear Reader Reguintlon. DIroctor (Post 870111). 0pp. 47100:013-47190 021. 

-8610100030 Nonpropriolary Addondum 2 lo •'CODRA-NC.Anatyals for Main Stoamllne 
Break in Catawba Linll 1 Ice Condenser Contain ment (Response lo NRC Question s) 

* Weslingheusa EfeOtric Corp, WCAP- 10009 ADD 02 08/99/30, 05pp. 47199 022- 
47109-106. 


P. Sacurity, medical, emergency 8 lire protection plane 

£810130195 Ack receipt of 860B31 Rev 36 to physical security plan.Rev consist enl w/ 
provlslor^s of 10CFR50 64(p) & acceptable End withheld (rol ldCFR73 21). 

CLINE.W.E. Region 2. Ofc ol tho Director. 68/09/23. TUCKER.H B, Duke Power Co. 
2pp. 47146-163 47146,164. 

8810050336 Forwards administrative correction Page 1-6 of Rev 9 to station training 8 
qualification plan, Page developed lo address several word processor errors between 
previous revs W/o end, 

TUCKER, H B. Duke Power Co 80/09/29 Document Control Branch (Document Con- 
trol Desk). 2pp 47050 047-47058 046. 


O. Inspsotlon report s. IE Bulletins 8 correspondence 

8000019337 NRC Info Notice 68-073, **Direction-DepDndonk Leak Charactoriatlca ol 
(Donlalnmenl Purge Valves." Sve list end, 

ROSSliC.E. Division of Oporallonsl Evonts Assessmont (Post 670411), 89/09/08 
Consolidated Edison Ce. of New York, Ino, 1 1Dpp 4aD56'053-4605e:177. 

0BO939OO94 Suppis response lo violations nolod In Insp Ropts fiO-369/aB-12 8 60-370/ 
d6-l2.Correclive actions station oporatlons will place draining of ell aloam supply linos 
On shift round sheets. 

TUCKERiH.B. Duke Power Co. 90/00/21. Documonl Conlrol Branch (Documanl Con- 
trol Desk) 4pp. 47003. 1 82 47003. 185 
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S8091E0008 NHC Infa Notice 68 077. ‘Vnacfvartent Reactor Vassal Ovedili" $vc list 
and 

ROSSI, CE, Divfsion of Oparaljonal Events A&sesamant (Post 6704111 88/09/22. 
Consohdaled Edj&on Co ofNaw Yori<. Inc Ilipp 47114 281 47115*042 

8809190047 NRC Info Notica 88-078, "Imp lament a lion ol Revised NRC-Admlnistered 
Requatitteation Exoma Svc list ©fret 

ROSS),CE. PIvfsIon of Opcirationar Eventd Assassinant (Poai 870411), 88/09/22 
ConsolldalBd Edison- Co. of New York, Inc 1 1 9pp. 471 1 6*043-47 1 16.046. 

6010048251 Fonvards steam genaratcr tube Insp repi for fourth refueling outage fnsarv- 
Ice fnsp completed on 670926 

TUCKEB.H B Duke Power Co. 8 S/09/26 Document Control Branch (Document Con 
trol Daskj. 14pp 47036.309 47036322 , 

6810120369 Forwards Insp Rents 60 369/88-29 & 50-370/60-29 on 880829 0609. Viola* 
tfona noted, Enforcement conrarance scheduled for 661027 to discuss violations 
QflACE.J.N Region 2, Ole of tho Dfrector. 66/00/27 TUCKER,H.a Duke Power Co 
2pp. 47113 032 47113,044. 

**8610120392 Insp Rapts 60-366/86 29 A 50-370/68-29 oh 660826 0909, Violations 
noted Major areas Inspectedjnoperabllfty of safety sys due to Inadequate post mod 
testing 

ORDERS.W. NELSON, V/. CROTEAU.R, Region 2. Ofc of the Director. 88/09/23. 
tlpp 47113.034 47113 044. 

6609230092 SuppI 1 to NRC Info Notice 60-060, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE." Svo hst end. 

ROSSI, C.b. Divlston of Operational Events Assessment (Post 870411). 66/09/29. 
Consolidated Edison Co. of New York, Inc 117pp 47115.163-47116 281. 

8810120396 Cor^firms 680621 telcon between R Gill ^ T Peebles re 861027 enforce- 
ment conference to discuss operability of hydrogen skimmer sya & installation & test- 
ing of plant mods 

ERNST, M.L Region 2, Ofc of the Director. 88/09/29. TUCKER, H B. Duke Power Co. 
ip 47113 009-47113 009. 

8610240205 AcK receipt o1 880916 Itr Informing NRC of steps taken lo correct vioiatlone 
noted In Insp Ropts 50-369/60-20 A 60 370/68-20 

BROWNLE6.V L. Region 2. Ofo of the Dfreclor 08/10/03. TUCKER, H B. Duke Power 
Co Ip 47255.285-47255*285 

8810170426 Forwards propria I ary & nonproprletary WCAPs 11935 5 11038, "McGuire 
Uml 2 Evafuatlon (or tuba Vibration Induced Fatigue/* per NRG Rullerin 6a-OQ2.Propd- 
elary rapt withheld (ref 1CCFR2 760) 

TUCKER, H B. Dtike Power Co. 88/10/08 EHNST^M L. Region 2, Ofc of the Director. 
3pp,47162'30e47163'109. 

*-8810170432 Requests that proprietary WCAP 11935, "McGuire Unit 2 Evaluation for 
Tube Vibration Induced Fatigue/* be withheld Irom public disclosure (ref 10CFR2.790}. 
WIESEMANN,R A Westinghouse Elecldc Corp 68/06/60, MURLEY.T. Office of Nu- 
clear Reactor Regulation, Director (Post 870411) 12pp. 471 62.309-471 62*320 

-8610170437 Nortproprletary WCAP 11936, "McGuire Unit 2 Evaluation for Tube Vibra- 
tion Induced Fatigue ” 

HALUJM., CONNORS, HJ, FRICK JM. Woslinghouge Etectric Corp WCAP 11936. 
aa/10/06 149pp. 47162.321-47163:109. 

8610240372 Ack receipt of 680921 revised response informing NRC of steps takers to 
correct violations noted fn Insp Reple 60-369/66.12 & 60.370/66-1 2.NRC under- 
stands thal Tech Spec 4.7 1.2 b 2 should have been ref In Section 4 of response. 
BROWNLEE, V L. Am Ion 2^ Ofc of (he Director. 66/10/06 TUCKER, H0 Duka Power 
Co. 1p 47255.156 47255:156. 

6810030255 NRC Info Notice 68-060, "Unexpected Piping Movement Attributed to Ther- 
mal Slratillcatlon ** Sve list end 

ROSSI.GE. Division of Operational Events Assessment (Post 870411). 68/10/07. 
Consolidated Edison Co. of New York, Inc. 223pp 47115.262-471 16*265. 

8610040066 NRC Info Notice 80-081, ^’Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Ouafificatlon Testing*' Sve list end 
ROSSICE Division ot Operational Events Assessment (Pest 870411) 86/10/07, 
Consolidated Edison Co. ol New York. Inc. IIOpp 47116.026-47116.144. 

6010280256 Forwards SALP Repis 60 369/88 21. 50-3 70/88-21.50-4 13/08-24 & 50- 
414/66-24 for Aug 1967 - Jul 1088. 

ERNST, ML. Region 2, Ofc of the Director, 88/10/13. TUCKER, H.B Duke Power Co 
2pp. 47339.216 47339 291. 

8810130161 NRC Info Notice 86-083, "Jnadequale Testing of Relay Contacts In Safety- 
Related Logic Sys " Sve list encF 

ROSSI, C.E Divfsion of Operational Events Assessment (Post 870411). 68/10/19. 
Consolidated Edison Co of New York, Inc, 119pp. 47196*239 47196357. 


R. periodic operating reports ft refated cortaspondtnet 

8610 199092 Monthly operating repis for Sept 1 988 for McGuire Nuclear Station Units 1 
&2.W/8B10H 11/ 

REAVIS, J A., TUCKER.HB. Duke Power Co 08/09/30 12pp 47191*279-47191*290 

8610170419 Summary descriptions of changes lo equipment ft procedures described In 
FSAR for CY87. 

TUCKERfKB. Ouke Power Co 86/10/12 Document Control Branch (Document Con- 
trol Desk) 1 3pp. 471 56 341 47 1 56.353 


S. Reportable occurrences, LERs ft related correspondence 

8810070359 Part 21 rapt re condition Involving Inconel 600 mall used lo fabricate steam 
generator tube plugs ft fourvd to possess mlcroslructure susceptible lo stress corro- 
sion cracking 

TAYLOR. J H Babcock ft Wilcox Co 88/09/06 MURLEY,T.E. Office of Nuclear Reac- 
tor flegulalioe. Dreclor (Post 67041 1). 6pp. 

8809290405 LER 68 021-00 00 BBDOt/iturblne driven auxiliary feedwater pump auto- 
matically started Caused by blown lusa Pump discharge regulating vaJves that redirect 
pump discharge flow closed^mp secured ft fuse repTaceaw/8 00919 Itr. 

Leroy, 5 E , TUCKER,H B. Duke Power Co, 88/09/19. 7pp. 46996*134 4 6998:140 


0610070051 Informs of delay In submitting LER re inoperability of Train B of chemical A 
vol control sya discovered on 880629 Rept will be submitted by 801013. 

TUCKER.H0 Duke Power Co 88/09/27, Document Control Branch (Documonl Con 
(rolDesk) Ip 47079 090-47079.090 

8610070069 Informs of delay in submiaslon of LER re containment spray ays vaArc thal 
coufd not be opened from control room as designed Rept will be submlll^ by 
881013. 

TUCKER.H B Duke Power Co 88/09/27 Document Control Branch (Document Con- 
trof Desk) Ip* 47001 050-47081.060, 

8810120094 Advises that LER re failure to open conlalnmenl spray aya valve from con 
irol room as designed, will be seni by 661 Oi 3 

TUCKER, H B. DuKe Power Co 88/09/30 Document Control Branch (Documonl Con- 
Irol Daak) Ip 47118:321-47110 321 

$010130105 LER 66-022-00 on 860922, during fire protection audit, discovered that 
hourly fire watch not performed on 670626- 0603 for Inoperable Halon fire auppres 
slon sya Caused by personnel error New damper plate Installed W/601003 itr 
LEROY,S E . TUCKER.H B, Duke Power Co 08/10/03. 6pp 47154*354-47164,361 

6810130221 Advises that submittal of LER re 660608 missed valve retest will bo do- 
fayad until 681017. 

TUCKER, H B. Duke Power Co, 68/10/03 Document Control Branch (Documonl Con 
trof Desk) 1p 471 36.096-471 35 096. 

8810170443 LER 86 024 00*on 680912, unit entered Tech Spec 303 when Train A of 
ECCS A Train B of component cooling HX declared Inoperable Caused by HX failing 
performance lest due to seasonal environ factors HX water ffushed,W/e31012 Hr, 
LeROY.S.E , TUCKER.H B. Duke Power Co 00/10/12. 0pp. 47153*256 47153*263 

$810210251 LER 66-025-00, On 6&0629,oloctr(cal Link 1-1 found In open position ft func- 
tional verification for mod failed lo ensure Link (-1 closod.Caused by rngl 
deficlency.LInk 1-1 closed ft Maint Mat Procedure 1 3 replaced w/1.6.W/081ul3 Itr 
LEROY, SE., TUCKER.H B, Duke Power Co. 68/10/13, Bpp 47232.018-47232.026 

8610210623 LER 66 026-00 On 06O9O2iECCS sys permissive Interlock rendored non- 
functional due to improperly wired limit switch Caused by breakdown of functfonal ver 
fflcatlon program Resident NRC personnel notified VV/081013 Itr 
LEROY.SE, TUCKER.H.B. Duke Power Co 00/10/13 lOpp 47237.241 47237.260. 

8810210481 LER 68 023-00, on 6809 12, discovered that snubber on nuclear sampling 
ays piping & chemical ft vol control sys Inadvertently omitted from snubber visual Insp 
llstuaused by lack of adminlatrative controls on list W/eB1014 Itr. 

LEROY.S,E , TUCKER, H.B. Duke Power Co 88/10/14. 8pp. 47236,210 47236,226 


V. Operator Examinations 


8808170160 Generic Ltr 66-13 (o all power reactor licensees & applicants for Ol ro op- 
erator licensing exam9.Svc list end 

MIRAGLIA,F J Associate Director for Projects (Post 070411). 86/06/08 ConsoWalod 
Edison Co of New York, Inc 56pp 46958 001-46958 057 


DOCKET 60-370 WfLUAM B. MCGUIRE NUCLEAR STATION, UNIT 2 


Security, medical, emergency ft flra protection plans 

6810130105 Ack receipt of 800831 Rev 36 to physical security planRov consistent w/ 
provisions of 10CFR50 S4(p) ft accept able. End withheld (ref 10CFR73 21). 

CLINE, W.E Region 2, Ofc of the Director 88/09/23. TUCKER, H B Duke Power Co 
2pp 47148.163-47146*164 

8810050336 Fomrards administrative correction Page 1-6 of Rev 9 to etallon training & 
qualification plan Page developed to address several word processor errors between 
previous revs W/o end 

TUCKER, H B. Duke Power Co 86/09/29 Document Control Branch (Document Cen 
trol Desk) 2pp 47058 047-47058.048. 

8810130172 Forwards Rev 37 to security plan.addr8ssing record retention p0fiods.nflw 
compensatory actions ft clarifying escort ft search requirements Rev withheld (ref 
10CrR73 2 1J. 

TUCKER.H. 6 Duke Power Co 88/10/06 Document Control Branch (Document Con- 
trol Desk) 2pp 47135*105 47135.106. 

8810280268 Forwards SALP Repts 60-369/88.21.60-370/88.21,60-413/68-24 ft 60- 
414/88-24 for Aug 1987 - Jul 1988 

EHNST.M.L Region 2, Ofc of the Director 88/10/13 TUCKER.H B. Duke Power Co 
2pp. 47339.216-47338*291 

$81021028$ Corrects errors In NRC 860923 response to Rev 38 to physical secunty 

g lan Date of fir ack should be 680603 not 680631 
UNE,W.E. Region 2. Ofc of the Director. 88/10/17 TUCKER.H.B. Duke Power Co 
2pp 47395’253-47395.25B. 


J. Inaurance ft Indemnity Information 

8810070163 Requests exemption from 881004 deadline lo comply w/amendod 
10CFR50,54(w)[5)tii re Insurance reporting requirements 

GRIFFITH.S.C, Duke Power Co, 88/09/30 Document Control Branch (Document 
Control Desk)- 2pp, 47072,229-47072*230, 

8810360090 Forwards temporary exemptions from lOCFR5O.54(w)(6)(0 re schedular re- 
quirements of property insurance rule 

MATTHEWS.OB Pfolect Directorate 11-3. 88/10/07 TUCKER.HB. Duke Power Co 
6pp 47282:218-47262.234 
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P. Operating license stage documents & correspondence 

8609120085 Qenenc Ltr 68' 16 lo all power reactor licensees & applicants re olectric 
power sys • Inadequate control over design processes 

CftUTCHPIELD.D. Associate Director lor Projects (Post 670411) 08/0D/12 Consoli- 
dated Edison Co. of New Yorh, Inc 60pp 47001 239 47001 300 

8609300164 Requests that action be taken on 670927 & 660401 requests to re-permIt 
collection basin & Incorporate instream admin limit into permit 
HALLER.W.A Duke Power Co. 88/09/19 WAKILD,C. North Carolina, Slat© of Ip 
47001:149-47001 149. 

8610260468 Final response to FOIA reauesl for documents re plant Foiwards App D 
docuntents App D documents also available in PDR 

GRIMSLEY.OH NHC - No Detailed Affiliation Given 88/09/23 WEISSMAN.S Cali- 
fornia, State of. 2pp 47209.001-47209 002 

*>6303 160760 Board Notification 83-27 forwards B30221 memo & final EQ&G rapt re 
addi flELAP'5 cafcufation for Semiscale S-SR-2 lest 

EISENHUT.DG Division of Licensing (000428 051124) 83/03/04 PALLAOINO.N J 
Commissioners 1 1pp. 47209 071 -47209 067 

*>6304220661 Board Nolificalion 83 -4 2 ’forward a Info re unanalyzod reactor vessel thor 
mal stress during cooldown B&W Informed NRC of preliminary safety concern evolving 
from further consideration of 600610 SI Lucie upper head voiding event 
EISENHUT.DG Division of Licensing (800426-851124) 83/04/12 PALCADINO.NJ 
Commissioners. 20pp 47209 083 47209,089. 

8610040230 Provides verbal commitment summary re plans for TSC & CMC data 
transmisslomper 880914 discussions 

TUCKER, HO. Duke Power Co, 88/09/26 Document Control Branch (Document Con 
trol Desk). 3pp 47040 1 98-47040-200 

8810040247 Submits revised plans re nonqualified main stream ays flow control 
transmitters Util will add condensate pols lo Instrument linos & procure qualified re 
placement transmitters 

tLICKER,M.B Duke Power Co. 68/09/27. Document Control Branch (Documonl Con 
irol Desk) 3pp 47040.169 47040-171 

8610100034 Application for amends lo Licenses NPF 09 & NPF-1 7, revising Tech Spec 
3/4 3 2 re purge ventilation sys operability & automatic isolation capability. 

TUCKER, H.B Duke Power Co. 86/10/03. Document Conlrol Brancfi (Documonl Con 
irol Desk) 3pp. 47065:168 47085-168 

*-6610100037 Proposed Tech Specs re ESFAS Instrumonlallon & reactor trip hstrumon* 
talion. ! 

• Duke Power Co 88/10/03. 8pp. 47086,161-47005 160. 

B8100500S6 Generic Ltr 68-16 to all power reactor llconseos & applicants re removal of 
cycle pacific parameter limits from Toch ^ecs Sve list end 
CRUTCHFiELD.D Associate Director for Projects (Post 670411). 68/10/04 Consoli- 
daled Edison Co ol New York, Inc. 48pp. 47116.145-47116 194 

8810130206 Informs that original grant of relief from hydrostatic testing may bo applied 
to planned replacement of reducer & addI relief from NRC not required 
TUCKER,H.8, Duke Power Co 68/10/05. Documonl Conlrol Branch (Document Con 
trot Desk). 3pp. 471 48;284-47 146:266. 

BS101 10324 Forwards NRC 071201 Hr stating position on exercising PORVa & PORV 
block valves to help resolve unresolved item noted in 880908 insorvico testing moot 
ing summary. 

HOOD.D.S. Project Directorate 11-3. 88/10/06. TUCKER,H.0. Duke Powor Co 3pp 
47112 001-47112 006. 

8810170229 Forwards rod swap methodology review criterion failure rapt for Cycle 5 
sledup physics test on 880/27, Rapt summarizes evaluation performed to explain 
over-prediction of ref bank worth for Cycle 5. 

TUCKER,H0 Duke Powor Co 88/10/10. Document Control Branch (Document Con- 
trol Desk). 8pp. 47164.204-47184.299. 

8810180022 Forwards Addendum 2 to non-proprietary WCAP-10989 & proprietary 
WCAP-109e8, "COBRA-NC,AnalyBl8 of Main Steamllno Break In Catawba IJnM Ice 
Condenser Containment (Response to NRG Questions) " Supporting documentation 
end. 

TUCKER, H.B. Duke Power Co. 88/10/12. Document Control Branch (Document Con- 
lrol Desk . 2pp. 47109.01 1-47199.106. 


Q. Inspection reports, IE Bulletins 8 correspondence 

8809010337 NRG Info Notice 88-073, "Direction-Dependent Leak Characterisllcs of 
Containment Purge Valves." Svo list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 070411), 00/00/06 
Consolidated Edison Co. of New York, Inc. 119pp. 40958 060-40960-177, 

8809300094 Suppis response to \rio1atlons noted In Insp Ropts 50'369/66-12 & 50-370/ 
88- 12. Corrective actions: station operations will place draining of all steam supply lines 
on shill round sheets. 

TUCKER.H B Duke Power Co. 80/09/21. Document Control Branch (Document Con 
trol Desk). 4pp. 47003:182-47003:185. 

8809160000 NRC Info Notice 88-077, "Inadvertenl Reader Vessel Ovarflll." Svo list 
and. 

ROSSI.C.E. DMsIon of Operational Events Assessment (Post 870411). fiO/00/22 
Consolidaled Edison Co. of New York, Ino. I11pp 47114.291 47116:042 

8809190047 NRC Info Notice 88-078. "Implementation of Revised NRC-Atfminlsterecf 
Requaiificatiqn Exams." Svo list end. 

ROSSI.C.E. Division of Operational Events Assessment (Post 670411) 00/09/22 
Consolidated Edison Co. of New York, Ino. 110pp. 47116-043 47116:046. 

8810120369 Forwards Insp Repts 60-369/88 20 & 50-370/60-29 on 88OO2O-O0O&Viola- 
tlons noted.£nforGement conference scheduled for 801027 to discuss violatfons* 
GRACE.J.N. Region 2; Ofo of the Djreolor. 08/09/27 TUCKER.H & Duke Power Co. 
2pp. 47113:032-47113:044. 


-8810120392 Insp Ropls SO 369/80-20 & SO 370/80-29 on 880029-0909 Violations 
noted Major areas Inspected inoperabLIity of safety sys dua lo inadequate post-mod 
tostinn 

ORDE^RS.W, NELSOM.W. CROTEAU, R Region 2, Ofe of the Diredor 88/09/23 
Itpp 47113 034 47113 044 

6609230092 SuppI 1 to NRC Info Notice 83 059, "Movable Conlact Finger Binding In 
HFA Relays Mfg by GE " Sve list end 

ROSSI, C E Division ol Operational Events Assessment (Posl 870411) 88/89/20 
Consolidated Edison Co of New York, Inc 1 17pp 47115 163 471ilS 281 

8610120398 Confirms 830921 telco n between R Gill & T Peebles re 881027 enforce 
moni conference to discuss operability of hydrogen skimmer sys fi inslallation & test- 
ing ol plant mods 

ERNST,M L Region 2, Ole of the Director 86/09/29 TUCKER.H B Duke Power Co 
ip 47113 009 47113 009 

8810240205 Ack receipt of 030916 ltr informing NRC ol steps laken lo correct violations 
noted In In^ Ropls 50'369/a0 20 S 50-370/88-20 

BROWNLEE.VL Region 2, Ofc of tho Director 88/10/03 TUCKER.H B Duke Power 
Co Ip 47255 285-47255 285 

8010120332 Responds to violations noted in Insp Root 50-370/88-23 Corrective 
aclions Incident will be covered w/all operating shifts during upcoming segment of op 
orator roquallficatlon training & valve tost procedures revised 
TUCKER, H.B Duke Powor Co 00/10/06 Document Control Branch (Documonl Con 
trol Desk) Spp 47148 131-47146 135 

8610170428 Forwards prop rlolaiy & nonproprielary WCAPs 11935 & 11936. "McGuire 
Unil 2 Evfttuallon for Tube Vibration Induced Faliguo," per NRC Bulletin 88-002 Propri- 
elary ropt withhold (rof 10CFR2 790) 

TUCKER.H 0 Duke Power Co 68/10/08 ERNST.M L Region 2. Ofc of the Director 
3pp 47162 306 47163109. 

—0010170432 Requests that proprietary WCAP 11935. "McGuire Unit 2 Evaluation fur 
Tube Vibration Induced Fatigue," be withheld from public disclosure fref 10CFR2.79()) 
WIESEMANN.RA Woslinghouse Eleclrit Corp 80/08/30. MURLEY.T Office of Nu 
cfoar Reactor Regulallon, Dtroclor (Post 87041 1), I2pp 47 162 ’309-47 162 320 

-0010170437 Nonpropriatary WCAP 11936, '^McGuire Unit 2 Evaluation for Tube Vibra- 
llon Induced Fatigue " 

HALL,JM, CONNORS.H.J, FRICK J.M, Westinghouso Electric Corp. WCAP 11936 
66/10/06 149pp 47162 321-47163 109 

8010240372 Ack receipt of 0G0921 revised response informing NRC of slops laken to 
correct violations noted In Insp Ropls 50-369/88-12 & 50-370/68-1 2.NRC under- 
stands that Toch Spec 4.7,1 .2.b 2 should have boon ref In Secifon 4 of response. 
BROWNLEE, V.L Region 2 , Ofc of the Director 08/10/06 TUCKER.H B Duke Power 
Co Ip 47265168 47255.168 

8010030266 NRC Info Nolico 08 000, "Unexpected Piping Movemenl Atlnbuled to Ther- 
mal Stratification " Sve list end, 

ROSSI, C.G. Division of Operalional Events Assessment (Post 870411) 88/10/07 
Consolldatod Edison Co. of New York, Inc 223pp 471 15.202-471 15 265 

8810040066 NRC Info Notice 00 001. "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Belts Nylon Wire Caps During Environ Qualification TeslIng." Sve list end 
ROSSI, C.E. Division of Operational Events Assessment (Post 070411) 66/10/07 
Consolidated Edison Co. Ol Now York, Inc 119pp 47116.026 471 16 144. 

8010170060 Forwords Rev 0 to "InservIce Insp Repi McGuire Unit 2 1986 Refueling 
Outage 4 " 

TUCKER, H.B Duke Powor Co 60/10/07 Document Control Branch {Document Con- 
lrol Desk). 3pp 47170.083-47170 235. 

-0610170059 Rov 0 lo "tnsorvice Insp Ropl McGuire Unit 2 1958 Refueling Outage 4 " 
HOGQE,AJ. BARBOUR, Q.. CHERRY, J.E. Duke Power Co BB/Ofi/22 163pp. 
47170.006 47170.235, 


8010130161 NRC Info Notice 88 063. "Inadequate Testing of Relay Conlacis In Safoly- 
Rolaled Logic Sys " Sve fist end 

ROSSI.C.E Division of Oooratlonal Events Assessment (Post 87041 1) 68/10/19 
Consolidaled Edison Co of Now York, 1nc 1 l&pp 47106 239 47108.357 


R. Perlodio operating reports & related correspondence 


6610190092 Monthly operating ropts for Sopl 198B for McGuire Nuclear Station Units 1 
a 2.W/801014 Hr. 

nEAVIS,J,A. TUCKEaHB Duke Powor Cc 88/00/30 12pp 47191 270 471 01 ■280 

6610170419 Summary descriptions of changes to equipment a procedures described In 
FSARforCy87 

TUCKER.H B, Duke Power Co 68/10/12 Documonl Conlrol Branch (Document Con- 
lrol Desk). 13pp 47156.341-47160:353. 


S. Reportable occurronces, UERs & related oorrespendence 


8810070359 Part 21 ropl re condillon Involving Inconel 600 mall used lo fabricate steam 
generator tube plugs a found to possess microsiruclure susceptible to stress corro- 
sion cracking 

TAYLOR, J H. Babcock a Wilcox Co 88/00/06 MURLEY.T E, Office of Nuclear Reac- 
tor Regufalion, Director (Post 870411) 0pp. 

8010210470 LER B6-01D-00 on 68 062 7, personnel discovered wire placed on wrong ter- 
minal polnl on valve actuator terminal block Caused by personnel errcr.Temporary test 
procedures written a addi functional verifications per1o/med.W/801O17 ltr 
CEROY.a E . TUCKER.H 0. Duke Power Co 88/10/12 9pp, 47241 ’185-47241:1 13 
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V. Operator ExarntnalFona 

a 808170150 Generic Ltr 88 13 to alt power reactor licensoaa A applicants tor OL re op- 
eraior licenslno exams Svc list end 

uiaXGLlA FTAssodale Director for Proiects (Post 870411) 88/06708 Consotidaled 
Edison ^ of New York, (nc 56pp 46958 001^46958 057 

«8toi 20332 Responds to violat/ons noted in tosp ftept 50-370/88 23 Corrective 
actions incidenl wilf bo covered w/a\i operalfng shifts during upcoming segment of op‘ 

eralOrrequalificaUonUatnin9& valve test procedures levlsod 

TUCKER HB Duke Power Co, 86/10/06 Document Control Branch (Document Con- 
trol Oeskj 5pp 47146.131 47146 135 

docket 50-373 LASALLE COUNTY STATION, UNIT 1 


^6810050114 Insp Repts 50-373/66 24 & 50-374/08-23 on 680831 -0008. No violatlona 
noted Major aroas inspected llconsee liquid & gaseous radwaste mgt program & pre- 
vous open Hams 

PAUL,RA. GREGER.LR Region 3, Oto of the Director 68/09/23 7pp 4705B 162- 
47058 168 

6809230092 SuppI 1 to NRC Info Notice 66 069, "Movable Contact Finger Binding In 
HFA Rafays Mfg by GE." Svc list end 

ROSSI, C E Division of Operational Events Assessment (Post 6704 1 1 ) 89/09/29 
Consolidated Edison Co of New York. Inc 117pp 47116 163 47116.261 

S8 10070267 Responds to NRC Bulletin 88-006 SuppIs 1 & 2 re review of HCS to Wenib- 
fy any connected^wnlsofable piping subj to temp dislribulions which would result in un- 
acceptable thermal stresses 

MORGAN.WE Commonwealth Edison Co 88/10/03 Document Control Branch 
(Document Control Desk) 22pp. 


F. Security, medical, emergency A fire pro! eel Ion plana 

86 IQ 120003 Rev 3 to Emergency Plan Implementing Proedure LZP- 1620-1, "Assign- 
ment of Personnel to GSEP Posilions & Associated Training Requirements ” 

* Commonwealth Edison Co 88/09/09. Bpp 47 134:002-47 13 4-009 


J, Insurance A indemnity Information 

8810200006 Forwards environ assessment & finding of no significant Impact re exemp 
tron from 10CFR50 54{w)(5)(i) of property Insurance rule 

MULLER, DR Project Directorate m-2 86/09/30. BLISS ,H Commonwealth Edison 
Co.gpp 47233237-47233-275. 

-8610200015 Environ assessment A finding of no significant Impact re exemption from 
19CFB50 54(w)1S)W on property insuTanco lule 

MULLER.DR Project Directorate IJ I 2 88/09/26. 6pp 47233 258-47233-263 

8810200402 Forwards temporary exemption from requirements of property Insurance 
rufeJOCFRSO 54(wU51[i) exemption valhd unlil rulernaklng completeo 
MULLER, DB. Project Directorate Ilf-2 66/10/03 BLISS, H. Commonwealth Edison 
Co 3pp 47205 284 47205 322 

-88 10200342 Temporary exemption from schedular requiremenis of property Insurance 
wla^pef 10CFR50 54(w)(5)t0^nding completion of rulemaking nol later than 890401. 
HOLAHAN.G M Division of Reactor Projects • lfJ.IV,V A Special Projects (Post 
6704 n) 68/10/03 Commonwealth Edison Co 6pp 47205 302-47205 306. 

8810120257 Forwards Endorsement 33 to MAELU Policy MF-104 A Endorsement 51 fo 
NELIA Policy NF-253. 

OSTERiJ Cibmmonwealth Edison Co. 68/10/04 DINITZ,!. Office of Nuclear Reactor 
Regufallon, Director (Post 870411) 3pp. 47119.077-47119 079. 


P. Operating license stage documents A correspondence 

8809120065 Generic ltr 86-15 to si I power reader ficenseas A applicants re electric 
power sys - Inadequate control over design processes 

CftUTCHFIELO.D Associate Director for Projects (Post 870411). 88/09/12 Consoli- 
dated Edison Co of New York, Inc. 60pp. 47001:239 47001:300. 

8810100001 Forwards 680826 Hr ack receipt of OGRE 2 206 patition on request for )m- 
madiale action re BWRs 

SHEMANSKIP. Projecl Directorate 111-2 88/09/28 BLfSS.H E Commonwealth Edison 
Co 4pp 47064-235-47084 242. 

0610050058 Genenc Ltr 68-16 to all power reactor licensees A applicants re removal o1 
CYCle-specifrc parameter limits from Tech Specs Svc list encf 
Cn:UT(;HFIEtD,D Associate Director for Projects (Post 870411). 68/10/04. Consoli- 
dated Edison Co of New York, Inc 48pp. 471 16.146-47116-194 

8810190286 Wtcation for amends to Lfeensas OPR-10.DPR.25,DPn 29. OPR-30,NPF- 
11 A NPF-18/omoving corporation organization cherts from Tech Specs Fee paid 
DEYOUNG, G L Commonwealth Edison Co. 86/10/05 MURLEY.TE Office of Nucle- 
ar Reactor Regulation, Director (Post 87041 1). 2pp 47190.317-47190*352 

-8810190274 Proposed Tech Specs re administrative controls. 

* Commonweal^ Edison Co. 88/10/05. 33pp 47190.319-47190.352. 

8810170347 Advises that 660912 Rev 52 to OA Topical Repl CE-1-A conslstenl w/re- 
qufremenls of 10CFR5O,App 0 A acceptable 

WRIGHT, Q.C. Region 3, Ofc of the Director. 68/10/07 REHO,C. Commonwealth 
Edison Co. 2pp. 47166.066-47186.067. 


Q- Inapedlon reports, IE Bulletins A correspondence 

8809010337 NRC info Notice 88-073, "Difeclon-£>epond6nt Leak Characlerfstics of 
Containment Purge Valves." Svo list orrcL 

ROSSI, CE Division of Operational Events Assessment (Post 87041 1L 88/09/08. 
Consofidated Edison Co. of New York. Inc, i i6pp 46958.058-46956. t77. 


8809150008 NRC Into Notice 88*077, ''Ifradverlent Reaclor Vessel Overfill " Svc list 
enci. 


ROSSI,CE Division of 
Consorted Ecflson Cto. 


Operational Evente Assess men t (Posl 670411). 88/09/22. 
of New York, me nipp 47114-291-47115.042. 


‘Tmplemenlalton of Revised NRC-Adminlatert 

R^alrflcation Exams " Svc list encl, 

C^raUqnal Events Asses smeni (Post 870411). 68/09/2 
Consolidated Edison Co, ofNewYork, Ino, 110pp 47116043-47115046. 


60.573/68-24 A 50 374/68-23 Ort 880831- 

vsw NO VKxauons rtoied. 

issLTi^r4^8iVw»'6i. 


6810140186 Confirms Reg Guido 1 97 Insp on 801017-21 re post accident monltorwH} 
Instrumentation LIstod aroas will be Inspected 

HARRISON, JJ, Region 3, Ofc of the Director 88/10/03 REED.C Commonwoallh 
Edison Co 2pp 47160.169-47160170 

6S10030256 NRC Info Notice 68 000. "Unexpected Piping Movement Attributed loTher 
mat Stratification," Svc fist end 

ROSSf.CE Division of Operationel Events Assessment (Posl 670411). 86/10/07 
Consolidated Edison Co, of New York, fne, 223pp 471 15 282-47115 28S. 

8810040066 NRC Info Notice 80-081, "Failure of AMP Window Indent KYNAR Splices A 
Thomas A Betls Nyfon Wire Caps During Environ Ouellficaflon Testing," Svc fist end 
RO$Sf,CE Division of Operational Events Assessment (Post 870411),. 86/10/07. 
Consolidated Edison Co. of New York, Inc 1 16pp 471 16-026 471 16 144 

8810190439 Responds to NRC 600909 ltr re violations noted In Insp Repts 50-373/88- 
16 A 50-374/68-15 Corrective actions control room diesel generator start log exam 
ined A procedure re diesel generator valid test log A frequency written A approved 
8LiSS.H.E Commonwealth Edison Co 68/10/07 DAVIS, A B Region 3, Ofc of the D- 
reclor 2pp. 47186.081-47106.002 

8610130161 NRC Info Notice 06-003, "fnadequate Testing of Relay Contacts In Safely* 

ROSSI.CE Division of Operational Events Assessment (Post 870411} 66/10/19. 
Consolldafed Edison Co of New York, fnc. 1i9pp 47196,239 47196.367 


R, Perfodfo operating reports & related correspondence 

6810190254 Monthly operating repts for Sept 1668 for LaSalle Lfnlls 1 & 2.W/B6t010 
ttr 

THUNSTEOT.J.W , OIEOERICH.GJ Commonwealth Edison Co 88/09/30 30pp 
47191.248 47101.278. 


S. Reportable occurrences^ LERs & related correspondence 

8609290365 LER 66 018-00 on 680822,0 diesel generator cooling pump motor failure 
caused by overheating due to failod breaker Motor & breaker replacediteating com- 
pleted & sys declared operah)o.W/60O92D Ur. 

SPENCER.D., DlEDERfCH.GJ Commonwoailh Edison Co. 88/09/20. 5pp 
4^902:181-48902 155 

8809290377 LER 88 O17-00.on 80O821,conlrol room HVAC sys B ammonia deleelor A 
tripped Maint dept found takeup spoof dnve motor had jammed Caused by design defl- 
cfoncy In chemcasselle tape mechanism Tech Spec amend request sobmitted.W/ 
860920 itr 

ROUMEUOTIS.G., DiEDERICH.G J. Commonweallh Edison Co. 86/09/20 Bpp 
46999:011-46999.010. 

6610030411 LER 86-019 OO.on 000820, diesel generator IB output breaker ACB 1433 
failed to close onto dead bus within 13 s Tech Spec limit Caused by failure of diesel 
generator to close on first attempt, Output breaker replaced,W/08Q92B Itr. 

SAMPSON, PS., DIEDERICH.G. J Commonwealth Edison Co. 88 / 09/28 6pp, 
47008 036 47006.041. 


V, Operator Examinations 


8806170150 Generic LIr 68-13 to all power reactor licensees & applicants for OL re op- 
eialor kcervslnQ exarr^s Svc list end 

MIRAQLIA,F.J. Associate Director tor Projects (Post 870411) 68/08/08. Consolldfliod 
Edison Co. of New York, fnc. 56pp. 46968.001-46958 057. 

8809290074 Forwards proposed operator licensing & requaliflcatlon exam schedule 
format fn response to 880608 Qeneno Ltr 60-13 

MORGAN.WE. Commonwealth Edison Co. 88/09/21. HANNON,J, NRC - No Detailed 
Affiliation Given. 1 9pp 46092-1 63-46992. 171. 

6610130302 Forwards grading & answer sheets for 860921 generic fundamentals pilot 
exani.W/Q ends. 

PERKINS,K.e, Curator Ucensing Branch 88/10/07 FITZPATRICK, E General Public 
Lhlirtles Coro • GPU Senrice Corp. RAQUSE.RH. Commonwealth Edison Co 
DEXTER, CT. Tennessee Valley Authority, 37pp, 47198.001-47136,037. 
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f , Security, medical, emergency A fire protection plana 

0810120003 Rev 3 to Emergency Plan Implementing Proedure LZP-1620-1. ‘'Assign 
men! of Personnel to QSEP Positions A Associated Training Roqufremenls." 

* Commonweallh Edison Co 88/09/09 8pp 47134.002-47134:009. 
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J. Insurance & Indemnity Information 

6&10200Q06 Forwards environ assessment & finding of no significant impact re exemp* 
lion from 10CFR50 54(w)(5)(i) of properly insurance rule 

MULLER, DR Project Diroctoralo lll'2 00/09/30 BLISS, H Comnrionwoaltli Edison 
Co 3pp 47233 237-47233 276 

»aS10200015 Environ assessment & finding of no significant impact re exompifon from 
10CFR50 54(wjf5)(i) on property Insurance rule. 

MULLER,DR Meet Directorate 111-2 80/09/26 6pp 47233 258-47233 263 

0010200402 Forwards lomporary exemption from requfromenls of proparty insurance 
rule,10GFR50 54(w)(6){l) Exemption valid unli) rulemaking complGtod> 

MULLER, DR Projoct Directorate Ml 2 88/10/03 BLISS,H Commonwealth Edison 
Co 3pp. 47206'284-47205 322 

-0010200342 Temporary exemption from schedular requlremonts of pfoporty Insurance 
fule,per 10CFR60 54 (w) (5) (i), ponding cornplolion of rulemaking not lator than 890401, 
HOLAHAN,G M Division of Reactor Projects • lll,IV,V & Special Projects (Post 
870411} 08/10/03 Commonwealth Edison Co 5pp 47205 302-47205 306 


P. Operating license stage documents & correspondence 

6009120065 Generic Llr 68-15 to all power reactor licensees & applicants ro olectnd 
power sys • Inadequate control over design processes 

CRUTCHFIELD,D Associate Director for Projects (Post 870411) 88/09/12 ConsoH- 
deled Edison Co of New York, Inc. 60pp 47001 .239-47001 '300. 

0810100061 Forwards 680626 Hr ock receipt of OCBE 2. SOB potdion on request for Im-^ 
me d late action re BWRs, 

8H EMANSKI.P Project Directorate 111-2 86/09/28 BU&S,HE Commonwoellh Edison 
Co, 4pp 47004.235 47084.242 3 

8610050058 Generic Llr 80 16 to all power reactor licensoos 0i applicants ro romovat of 
cycle spociltc parameter limits from Tech Specs Sve list onci 
CRUTCHFIELD, 0 Associate Director for Projecis (Post 870411) 88/10/04. Consoll 
dated Edison Co of Now York, Inc. 48pp 471 16.146 471 16*1 94 

0610190266 Application for amends to Licenses DPR- 19, DPR 25,DPR'29, DPR-30,NPF- 
1 1 A NPF-1 8, removing corporation organization charts from Tech Specs Fee paid 
DEYOUNG,G L Commonwealth Edison Co 86/10/05 MURLEYJ.E. Office of Nude- 
ar Reactor Regulation, Director (Post 67041 1). 2pp 47190.317-47190*352 

'•6010190274 Proposed Tech Specs re administrative controls 
* Commonwealln Edison Co 00/10/06. 33pp 47100.319-47100 352 

8610170062 Responds to 880816 request for NRR assistonce re potonlial enforcemont 
issues associated w/plant 880300 oscillations event Llconsoe did not intonllonally do 
vlale from compliance w/QDC 12 Util failed to provide operating proceduros 
HOLAHAN.QfvT Division of Reactor Projects - 111,1V; V & Special Projects (Post 
870411). 68/10/07 DAVIS,A6, Region 3, Ofc of the DIreclor 4pp. 47166 346- 
47166340, 

-6610170064 Requests assislenco ro potemial onforcomonl issues associatod vr/facllity 
oscillations event of 860309 Aspect requiring assistance Involves calculatlons.analysis 
A fnfo presented to NRC by util 

DAVIS, A B Region 1, Ofc of the Director 80 / 00 / 16 , MtlRLEY.TE Offico of Nuclear 
Reactor Regulation, Director (Post 87041 1) Ip. 471 86-349-47 160*349 

0010170347 Advises that 860912 Rev 62 to QA Topical Ropt CE-1-A consistent w/ro 
fluiremenls of 10CFR50,Apn 0 A accoplaWo. 

WRIGHT, QC. Region 3, Ofc of the Director 08/10/07 REEO.C. Commonwoalth 
Edison Co 2pp 471G6 086 47160 087 


Q. Inspection reports, IE Bulletins & correspondence 

06O90 10337 NRG Info Notice 68 073, ^'Direction Dependent Leak Characteristics of 
Containment Purge Valves " Sve list end 

ROSSI, CE Division Of Operational Events Assessment (Post 070411), 88/00/00 
Consolidated Edison Co of Now York, Inc 1 iOpp, 46956 056 46958.177 

8009160000 NRC Info Notice 86 077, "Inadvertent Reactor Vessel Overfill *' Svo list 
encL 

ROSSI, CE Division of Operational Events Assessment (Post 870411), 00/09/22 
Ck>nsolldated Edison Co of New York, Inc t lipp, 471 14 291-471 15 042. 

0009190047 NRC Info Notice 8&07B, "Implementation of Revised NRC-AdmInIstorod 
Requaiificalion Exams." Sve list end. 

ftOS8l.CE. Division of Operational Events Assessment (Post 870411) 80/09/22. 
Consolidated Edison Co of Now York, Inc t19pp 47115 043 47115 040 

0810050106 Fonvards Safely Insp Repls 60-373/86-24 A 50-374/00 23 on 880031- 
0908 No violations noted 

SHAFER, W.D Region 3, Ofc of the Director 88/09/23 REED,G, Commonwealth 
Edison Co 2pp 47058:160 47058.168. 

-0010050114 Insp Repts 60-373/66-24 A 60-374/88-23 on 880831-0908 No violations 
noted Major areas Inspected.llcenseo liquid A gaseous radwaste mgt program & pre 
VOU8 open items 

PAUL.RA, GREGER.LR, Region 3, Ofc of the Director. 88/09/23 7pp 47050.162- 
47058*160, 

0009230092 SuppI 1 to NRC Info Notice 68-069, "Movable Contact Pingor Binding fn 
UFA Relays Mfg by QE." Sve list end. 

ftOSSI.C.t. Division of Operational Events Assessment (Post 870411) 80/09/29, 
Consolidated Edison Co. of New York. Inc 11 7pp. 47116 163-471 16 2D1. 

8010070267 Responds lo NRC Bulletin 68 008 Supple 1 A 2 re review of RCS to idonti 
fy any con necled.uni sol able piping subj to temp distrlbuilons which would result In un- 
acceptable thermal stresses. 

MORGAN.WE Commonwealth Edison Co, 08/10/03 Document Control Branch 
(Document Control Desk) 22pp 

6610140166 Confirms Reg Guido 1 97 insp on 881017 2t ro posl-accldent monitoring 
Inslrumentation Listed areas will bo Inspected. 

HARRlSON,JJ. Region 3, Ofc of the Director 88/10/03, REED.C, Commonwealth 
Edison Co. 2pp 47160'169-47150‘170 


6610030255 NRC tnfo NoHce 86 080, "Unexpected Piping Movement Allribiilod to Ther- 
mal Stratification " Sve list end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 88/10/07 
Consolidated Edison Co of Now York. Inc 223pp 471 15 282 471 15*285 

0810040066 NRC Info Notice 83 081, "Failure of AMP Window Indent KYNAR Splices A 
Thomas A Betts Nylon Wrre Caps During Environ Qualification Testing" Sve list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 98/10/07 
Consoll dated Edison Co, of Now York, Inc 1 19pp 47116.026 471 16,144, 

8810190439 Responda to NRC 880909 Ur r© violations noted in Insp Repls 50 373/00- 
16 A 60 374/88 1 5 Cor reclivo actions con Ifol room diesel generator start log exam 
ined A procedure re diesel generator valid test log A frequency written A approved 
BLISS, H E Commonwoallih Edison Co 83/10/07 DAVIS.A B Region 3, Ofc of the Di- 
rector 2pp. 47186061-47106 082 

6810130161 NRC Info Notice BO 0B3, "Inadequate Testing of Relay Contacts in Safety- 
Related Logic Sys " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 86/10/19 
Consolidated Edlsor) Co of Now York. Inc. 119pp. 47106‘239-47ig6 357 


ft. Periodic oporaling reports A related correspondence 

8810100254 Monthly operating ropta for Sept 19D8 for LaSalle Units 1 A 2.W/881010 
Itr 

THUNSTEDT.J.W,, DIEDERICH.G J, Commonwealth Edison Co 88/09/30 30pp. 
47191:248*47191*276, 


S. Reportable occurrences, LERs A related correspondence 


86 10040091 Special ropt'On 8808 17, fire door blocked open to provide adequate space 
for lomporary setup of tost equipment Fire door InoperabJe for more than 7 
daya.iongor terminal loads Insialfod to allow relocation of fast equipment 
DIEDERICH.G J Commonweallh Edison Co 80/09/21 DAVIS, A B Region 3, Ofc of 
the Director Ip. 47021: 101 -47021; 102 

-8810040099 Special rept'on 860817,liBtod lire detection zones removed from operable 
avc duo to const activldes associatod w/ instotlation of roaclor vessel water level In 
atrumontatlon Hourly (Iro watch oalabiishacJ 

DIEDERICH.G J Commonwoaltfi Edison Co 08/09/21. DAVIS, A B Region 3, Ofc of 
tho Director, ip 47021 102 47021:102 

6810060120 LER 80-O10-Q0'on 860831, unit shutdown duo to automatic depressurization 
ays nitrogen backup pressure regulator folluro Caused by slow response of south side 
botlle bank raoulatlrig valve Compressors repaErod.W/8G0928 llr 
AYER.R, OJ^ERICH.G.J, Commonwealth Edison Co. 08/09/20 5pp 47061 042- 
47061:946 

8810070108 LER 08 011-00 on 380901, Div II RCIC steam lino differential pressure high 
Inboard isolation occurred Caused by procedural inadequacy i personnel 
error. Wolkdown of all aafoty-rolatod Instrument racks Initialed W 880920 Itr 
MCLAUGHLIN, A, J . DIEDERICH.G J. Commonweallh Edison Co 88/09/29 lipp 
47070 023-47079 033. 

8610160014 LER 08 005 01 on 000412,1low switch found w/selpoint out of tolerance 
below reject limit for applicatjon.Caused by solpoint drift Flow switch replaced A old 
switch sent to mfo lor dlassombly A lr\$p W/661<>0d llr, 

MCLAUQHLIN.AJ, DIEDERICH.G J Commonwealth Edison Co. 60/10/06. 6pp 
47172.268 47172273. 

8810160211 LER 68 008 01 on 680617, LPC5 A RCIC Equipmoni Cubicle Cooler Fan 
2VY04C breaker tripped duo to thermal overload Caused by loose connections on 
load side of food broaker.LPCS A RCIC sys declared oporablo W/881006 Itr. 

LYON, DM, DIEDERICH.G J. Commonwealth Edison Co 06/10/06. 5pp 47170 356- 
47179'3e0. 


V. Operator Examlnallona 

8806170150 Goneric Ltf 06-13 to all povrer reactor Itconsees A applicants for CL re op- 
erator licensing oxams Sve list end 

MIRAGLIA.F.J Associate Director (or Prolocts (Post 870411). 88/08/08 Consolidated 
Edison Co of Now York, Inc, &6pp 46956.001-46958 057 

0606290074 Forwards proposed operator licensing A roquallfi cation exam schedule 
format in response lo 080008 Generic Ltr 60-13 

MORGAN.WE Commonweallh Edison Co 88/09/21. HANNON,d. NRC - No Delailad 
Affiliation GIvon lOpp 40992153-46902 171 


DOCKET 60-302 WATERFORD GENERATING STATION, UNIT 3 


F. Securllyi medical, emergency A (Ira protection plans 

0610040394 Application (or amend to License NPF>3Q,cor^slsting of Tech Spec Change 
NPF-a8-A7, removing fire preteclion roqulramenta A adopting std fire protection license 
condllion,per Qenenc Ltrs 06-10 A 88-12 Tee paid 

DEWEASE,J,Q, Louisiana Power A Light Co. 66/09/20. Document Control Branch 
(Document Control Desk) Bpp 47045M 12-47046 1B4 

-0010040396 Existing A proposed Tech Space, In eluding Sections 3/4 2 A 3/4 3,reflecl 
Ing removal of certain fire protoctlor\ adoption ol std protedClon license condition 
* Louisiana Power & Light Co. 80/09/20 64pp 47045*121 47046:184 

0010100068 Revised emergency plan implementing procedures. In eluding^Rov 4 to EP*2- 
031, *1n-Planl Radiological Conirola A Surveys During Emergencies," Rev 11 to EP 2- 
060, "Radiological Fiow Monitoring" A Rqv 5 to 6P-2 061 W/861004 Hr. 

BUf^SKI.R F Louisiana Power A Light Co 68/10/04. 32pp. 47084 *106 >4700 4 138. 
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88191 700S1 Forwards Arkansas Power A Li^ht.Louisfana Power & Light A Sys Energy 
Resources, Inc proposed operating agreements submitted to SEC for review A approve 
al on 881007 A 1 1 P elated info end 

BL/RSKI.H F. Louisiana Power A Light Co 88/10/12 Document Control Branch (Doc* 
umenl Control Dosk^ 200pp 47155 059 47156 015 


J. Insurance A indemnity Information 

8810030161 Forwards environ assessment & finding of no significant impact re tempo 
rary exempllon form scheduler requirements of properly insurance rule 
10CFR50 54(w)(5)0).e«ect(ve on 881004 

WiGQINTON.O L Prolacl Directorate \V 88/09/26 DEWEASE.JG Louisiana Power 
A Ught Co 4pp 47015-265-47015 272 

-8810030164 Eni4rcn assessment A finding of no significant Impact re exemption from 
10CFR6D 54tw)(S){i) requirements lor property damage Insurance required to be car- 
ded by licensees 

WIGGINTON.DL Profocl Directorate IV 00/09/26 4pp 47015 269 47015 272 

8810180149 Forwards temporary exemption from schedular requirements of 
10CFR50 54 (w)<5)(j), properly Insurance rula Rule requires ftcensea to obtain insurance 
policies that pnontizes insurance proceeds for stabilization alter accident 
WIGGINTON.DL Project Dire ctoral a fV 88/09/30. DEWEASE.J Q Louisiana Power 
& Light Co 4pp 47121 195 47121 202 

-8810130152 Exemption from requirements of 10CFfl60 54(W) re increased amounl of 
onsilo property damage Inauranco required to be earned by licensee 
HOLAHAN.G M Division of Reactor Projects - III, IV, V & Special Projects (Post 
070411) 80/09/30 Louisiana Power A Light Co 4pp 47121 199 47121 202 


P. Operating license stage documents A correspondence 

830912Q8B5 Gonedc Ltf 66 IS to all power reactor licensees A applicants ra electric 
power eys - inadequate control over design processes, 

CRUTCHFIELD, O Associate Director for Prolects (Post 870411) 88/09/12 Consol;* 
dated Edison Co of New Voik, Inc 60pp 47001 239 47001 300 

8810040394 Applicalion for amend lo License NPF-Sft.conststing of Tech Spec Change 
N PF-38- 8 7,re moving fjre protecLon requiremenls A adopting std lire protection license 
condiliorT,per Genenc Ltrs 66*10 A 80-12 Fee paid 

DEWEASt,J G Louisiana Power A Light Co 68/09/20 Documont Control Branch 
(Documenl Control Desk) 0pp 47046 112 47045.184 

-8810040396 Existing A proposed Tech Specs.including Sections 3/4 2 A 3/4 3, reflect 
ing removal of certain lire proteclion adoption of std protection Irconse condition 

• Louisiana Power A Lighl Co 60/09/20 64pp 47045121-47045.184 

661)9290214 ^plication for amend lo License NPF-3a*consistlng of Tech Spec License 
Amend NPF-3a86.der&fjng ammonia detection sys from chemical detection sys A 
Tech Spec for ammonia detection sys Fee paid 

DEWEASE.JG Louisiana Power & Ughl Co 06/09/21 Documwl Control Branch 
(Document Control Desk) 12pp 45990304 46998318 

*'8809299215 Proposed Tech Specs .delelmg ammonia detection sys from chemical de- 
le cl Ion sys 

♦ Louisiana Power A Ught Co. 88/09/21 3pp 46990316 46998 318 

9809290361 Forwards safety evaluation accepting uiil responses to Generic Ltr 63-28 re 
post-mamt test program for safety- related components 

WIGGINTON.DL Project Directorate (V 68/09/22 DEWEASE.JG Louisiana Power 
A Light Co 3pp 46982 146*46962 150 

-8309290382 Safety evdiualjon accepting util responses to Generic Ltr 63*28, Items 
3 1 1,3 1 2.3 2 1 A 3 2 2 re post maJnt test program for safety related componenls 

* NRC • No Detailed Affiliation Given 88/09/22 2pp 4 6902 149 46982 150 

881O0SOOO3 Forwards Rev 6 lo "'Pump A Valve Inservice Test Plan/' consisting of Uvo 
eddi relief requests & enhancemenls A additions lo plan Summary of changes to plan 
efso end Fee paid 

BURSKLR.F Louisiana Power A Light Co. 80/09/22 Documenl Control Branch (Doc- 
ument Control Desk) 4pp. 47059 229 47060052 

-0010050004 Rov 6 to "Pump A Valve Inservice Test Plan " 

• Louisiana Power A Light Co 80/09/22 leopp 47059 233 47060052 

8610260460 Final response to FOIA lequesi (or documents re plant Forwards App D 
documents App D documents also available In PDR 

GRIMSiEY.D H NRC * No Detailed Affilialion Given. 08/09/23. WEISSMAN.S- Cali* 
lornla. State of 2pp 47209 001*47209 002 

-6303160700 Board Notitication 83 27 forwards 830221 memo A Imal EGAG repl re 
addl RELAP-5 calculation for Semiscale S Sn-2 tesi 

EISENHUT.DQ Division of Licensing (800428 851124) 63/03/04 PALLADINO.NJ 
Commissioners 11pp. 47209071-47209 087 

-0304220651 Board Notification 83 42 forwards info re unanalyzed reactor vessel ther- 
mal stress during cooldown BAW informed NRC of preliminary safety concern evolving 
Iron; further corvSKteraHon oi 800610 SI Luefe upper head voiomo event. 
EISENHUT.DG Divr^ron of Licensing (600426*851124) 83/04/12 PALLADJNO.NJ 
Commlsstoners ZOpp 47209006-47209 009 

8810030197 Forwards environ assessment A finding of no significant impact re 880718 
application to change Tech Specs to allow 4 10% U 235 ennehedi fuel to be stored in 
spent (uelpooL new fuel storage vault A containment temporary slorage 
WGGINTON.D L Proiwt Directorate IV 88/09/20 DEWEASE,J,G Louisiana Power 
A Light (Do 3pp 47019 037*47019 043 

-0010030202 Environ assessment A finding of no signdicanl impacl re 880718 applica- 
tion for amend lo License NPF- 3 8, changing Tech Specs lo allow 4 10% U-236 en- 
riched fuel lo be $lor©d 

WIGGINTON.DL Project Directorate IV 88/09/26 4pp 47019 040-47019 043 

6610049338 Forwards SER: for diverse Inp features lestmg (Generic Llr asaa.ltem 
4 5 1) LftiE responses acceptable 

WfGGINTON.OL Project Direct ora Ce tV 68/09/26 DEWEASE.JG Louisiana Power 
A Ught Co 4pp 47036 077*47036 062, 


-6010040341 Safety evaluation supporting util 040206 response lo Generic Ltr 89' 
28Jtem 4 51, "Reactor Trip Sys Reliability (Sys Functional Testing) 

• NRC - No Detailed Affiliation Given 80/09/28 2pp 47036 001-47036 002 

8810050056 Generic Ltr 86-16 to all power reactor licensees A applicants re removal of 
cycle-speciftc parameter limits from Tech ^ecs Sve list end 
CRUTCHFIELD, D Associate Director for Projects (Post 870411) 08/10/04- Consoli 
(fated Edison Co of New York, Inc, 46pp 471 16*145*471 16 194 

6810120204 Ack granting of enforcement discretion on 800929 from provisions of Tech 
Spec 33 1, "Reactor Protecliva Instrumantallon,'* lo allow continued power operallon 
for 24 h while missing seismic brackets Installed 

CALLAN.LJ Region 4. Ofc of the Director 08/10/05 DEWEASE.JG Louisiana 
Power A Ught Co 2pp 47113 047-471 13 049 

6810190394 Forwards "Compliance W/10CFR50 62, Reduction of Risk From A7WS 
Events " Design A function of diverse scram sys A turbine trip described 
BURSKLR F Louisiana Power A Light Co 60/10/07 Documenl Control Branch (Doc 
umsnt Control Desk) 2pp 47168 118 47150 280 

-6810120135 "Compliance W/10CFR50 62, Reduction of Risk from ATWS Events " 

• Louisiana Power A Ught Co 88/10/31 169pp 4715D’12O-47t50'2OO 

6810170051 Forwards Arkansas Power A Light, Louisiana Power A Light A Sys Energy 
Resources, Inc proposed operating agreements submilled to SEC for review A approv- 
af on 801007 A 1 1 Related info enef 

BURSKLR F Louisiana Power A Light Co 88/10/12 Documont Conlrol Branch (Ooc* 
ument Contro) Desk) 200pp 47155 059-47155 015 

0810160136 Forwards Amend 43 to License NPF-38 A safety evaluation Amend per- 
mits assistant plant manager, if not acting as chairman, to bo membar of plant oper* 
aliens review committee lo comprise a quorum 

WfGGINTON.DL. ProjacrOiroclorate IV 88/10/12 DEWEASE.JG Louisiana Power 
A Ught Co 4pp 47175 307*47175 317 

"6610160146 Amend 43 to License NPF SS.revisIng Tech Speed to pemnfl assistant 
plant mar^ager.lf not acting as chairman, lo be member of plant operations review com* 
millee to comprise quorum 

CAUVO.J A Project Directorate IV 88/10/12 5pp 47175 311-47175 316 

-8810180149 Safety evaluation s^porting Amend 43 lo License NPF-30 

• Office of Nuclear Reactor Hogufallon, Director (Post 070411) 80/10/12 2pp 
47175316 47176317 

8610190420 Documents ulils commitment lo keep pubtlc A appropriate agencios in* 
formed re transfer of mg^t A operating responsibility tor Arkansas Nucleer (Jne unlla A 
Waterford 3 unit to Sys Energy Resourcesjnc 

CESARE,JG System Energy Resources, Ino 88/10/13 Document Control Branch 
(Documont Conlrol Desk) 6pp 47208 355 47206 380 

6010 190159 Responds lo Item 2 2 (Part 2) of Generic Ltr 83-28 re program for vendor 
interface Key component list w/manufaclurer/vendor and Util endorsed NUTAC docu- 
mont, "Vendor Equipment Technical Info Program " 

BURSKI.RF Louisiana Power A Lighl Co 88/10/14 Documenl Control Branch (Doc- 
umenl Conlrol Desk) lOpp 47203 326 47203 335 

6610210450 Forwards Securities A Exchange Commission application to assume re> 
sponsibikiy for licensed oporalions at plantsj>er 000615 meeting 
HOWARD, DR Arkansas Power A Light (Jo 88/10/17. Documenl Control Branch 
(Document Control Desk) 1 03pp 47234 329 47235 204. 


Q. Inspection reporiSi IE Bulletins A correspondence 

6609010337 NRC Info Notice 80 073, "Direction-Dependent Leak Charact eristics Of 
Containment Purge Valves " Sve list end 

ROSSI, C E Oiwsion of Operational Events Assessment (Post 870411) 88/09/00 
ConsoWaled Edison Co of New York, Inc 119pp 46958,058-46950177 

0809150008 NRC Info Notice 80*077, "Inadvertenl Reactor Vessel Overfill” Sve list 
end 

ROSSI, C£ Division of Operational Evenis Assessment (Post 870411) 88/09/22. 
(Consolidated Edison Co of New York, Inc 1 lipp 47114 291-471 1 5*042 

8809190047 NRC Info Notice 88 070, "Impfomentalion of Revised NRC-Admfnistered 
Requalification Exams " Sve list end 

ROSSLCE Division of Operational Evenis Assessment (Post 870411) 89/09/22- 
ConsoMaled Edison Co of New York, Inc 1 19pp 47115 043-47115 046 

8609290275 Notification of 881004 Significant licensae meeting/ enforcement confer- 
ence vr/utll m Region IV ofc to discuss equipment qualification issues, 

CHAMBERLAIN.O Region 4, Ofc of the Director 8B/O0/22 Region 4. Ofc of the Di* 
rector 2pp 46990 142-46990 143 

8809280118 Responds to radwaste iramlng open Item from Insp Rept 50*382/88-20 Nu 
clear operallons training dept will Issue semiannual training schedule Initial radwasle 
training scheduled lo begin on 001114 

BURSKLR F Louisiana Power A Light Cg 88/09/23 Document Control Branch (Doc- 
ument Centro) Desk), 2pp, 46971.199*46971 200 

6809300136 Forwards Rev 1 lo “Actions Completed by Louisiana Power & Light In Re- 
sponse to NRC Bulletin B8 005," fdcnli^ng certain flanges supplied oy Prping 
Supplies, Inc, 

BURSKLR. F Louisiana Power A Ught Co 00/09/23, Document Conlrol Branch (Doc 
umenl Contro) Desk) Ip 47084 076-47084 105 

-8610070037 Rev 1 lo "Louisiana Power A Light Co Response to US-NRO Bulletin 68- 
005" 

GRU8IC.DD Louisiana Power A Light Co 80/09/09. 35pp 47084.079 47084:105 

6610030359 Ack receipt of 060817 Hr Informing NRC of steps taken to correct violations 
noted in fnsp Rept 50*382/60*13 

CALLAN.LJ Division of Reactor Projects - IIMV.V A Special Projects (Post 870411) 
88/09/26 DEWEASE,J G Louisiana Power A Lighl Co 2pp. 47009.065*47009 074. 
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« 10030300 Responds to violattons noted In Insp Rapt 50-382/08-19 Correctivfl 
actions Operating Procedure OP-4-020 revised to change aeguence fn which operator 
responds to bypassed & Inoperable status Indication ays. 

BURSKI,R.F. Louisiana Power & Light Co B8/09/26 Documer>t Control Branch (Doc- 
ument Control Desk) 14pp. 47015,224-47016.237 

8809230092 Supp! 1 to NRC Info Notice 88-069, ''Movable ContacI Finger Binding in 
HFA Relays Mfg by GE “ Svc list end. 

ROSSI, C.E. DMalon ol Operational Events Assesamenl (Post 870411). 88/09/29, 
Consolidated Edison Co of New York. Inc 117pp. 471 16;163-471 15,281. 


8810060273 Notice of violation from Insp on 880822-26 & 0919-23. Violation noted'17 
svo bulletins from emergency diesel generator vendor were nol reviewed tor com- 
pleteness & checked for documentation of technical review. 

^ Region 4, Ofc of the Director, 86/09/29, 3pp. 

8810040136 Updates response lo Insp Repi 50-382/88-10 Invesllgatlon of compatibility 
of Nstod greases delayed unlit 661231. 

BURSK(,R.F. Louisiana Power & Light Co. 88/09/30, Document Control Branch (Doc- 
ument Control Desk) Ip 47021 '08M7021:087. 

8810110227 Responds to NRC Bulletin 68-008. ''Thermal Stresses In Piping Connected 
to RCS," Welds downstream of Vaives V-O A V-7 on auxiliary spray line will receive 
NDE lests before end of refueling outage 

BUnSKI.R.F, Louisiana Power & Light Co, 88/10/05 Document Conlrol Branch (Ooc- 
umenl Control Desk). Opp 47 107*09 5-4 7 107: 100 


8810030255 NRC Info Notice 68-080, "Unexpected Piping Movement Attributed to Ther- 
met Stratification " Svo list end ^ ^ . 

ROSSI, C.E. Dwlslon of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co of New York, Inc. 223pp. 47116:^82-47116:285 


8810040066 NRC Info Notice 88 081, "Failure of AMP Window Indent KYNAR Splices A 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing “ Svo list end. 
ROSSI, CE. Division of Operational Events Assessment (Post 870411), 88/10/07. 
Consolidated Edison Co. of Now York, Ino. 11 9pp. 47118.026-47116:144. 


8810160010 Ack receipt of 860923 Hr Informing NRC of steps taken to correct viotetiona 
noted In Insp Repl 60-382/88-20, 

CALLAN.LJ Region 4, Ofo of the Director. 88/10/07. OEWEASE,J.Q. Louisiana 
Power A Light Co. 2pp, 47179:259-47179.262. 


8, Reportable occurrences, LERe A related correspondence 


8609290239 LER 68 023 OO.or> 8aOB27,determlned that containment spray pump may 
not have met ASME pump Inservlce lest requirements when vibration detector found 
out of calibr Caused by Inadequate procedural controls, Detector calibr W/660926 Itr 
VINCl.DW, CARNS.NS Louisiana Power A Light Co 88/00/26 6pp 46901 ‘350 
46991:355, 

8810040144 LER 68-01 9-01 'on 880521, Condition Identification 2656^5 initiated when 
transfer trip drcuils for press urizer healer backup banks 3 8 4 found incorrectry 
wired.Cau8ad by personnel error.Subl circuits rewired,W/6B0930 Itr. 

GAINES,C.R , (5aRNS,N.S Louisiana Power A Light Co 08/09/30. 9pp 47026.135- 
47026:143 

8810040152 LER 87-031 -01*00 S7l02l,contBlnmonl atmosphere purge Isolation Valves 
103 A 205 exceeded required stroke lime surveillance Caused by Inadequate adminis- 
trative controls Procedures adequately revised W/B BO 9 30 Hr. 

SCHULTZ, 0. A., CARN8.N.S Louisiana Power A Light Co. 88/00/30. 7pp 47010.350- 
47016:360. 

8610040156 LER 67-030-01 ion 87001 O^gas decay tank hydrogen A oxygen samples nol 
analyzed within 4 h of sampling Caused by plugged sample Injection syringe for gas 
chromatograph. Station moa Implemented W/ 8 80930 Hr, 

ALLeN.R.E., CARNS.N.a Louisiana Power A Ughl Co. 80/09/30 fipp 47026'ie2- 
47026.166 


V. Operator Examinations 

6606170150 Generic Llr 88-13 to all power reactor licensees A applicants for OL re op- 
erator licensing exams.Svc list end 

MIRAQLIA,F.J. Associate Director for Projecta (Post 870411), 8S/08/0B. Consolidated 
Edison Co of New York. Inc 66pp 48958 001-46958.057 
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P. Operating license elago decuman te A correspondence 


6810140060 Responds to violations noted In Insp Rept 60-382/86-20 re transportation- 
related violations Issued by State of NV against low level radioactive waste 

S its Corrective actlonsiprocedural revs A review of violations. 

l,n.F Louisiana Power A Light Co, 08/10/10. Document Control Branch (Doc- 
ument Control Desk). 27pp. 47160:321-47160:359. 

6610210576 Forwards Insp Rept 60-362/68-21 on 680801-0916 A notices of violation A 
deviation 

CALLAN,L.J. Region 4, Ofc of the Dlreotor, 88/10/13. DEWEASE.J.Q, Louisiana 
Power A Light Co 3pp. 47236:090-47236.106. 


-6610210563 Notice of violation from Inao on 88060 1-09 16. Violation noledtackup pro^ 
lection for pressurlzer backup Heater Banks 3 A 4 Inoperable from Initial atanup In 
1985 until 660614 A 0522.re8peGtlvely. 

^ Region 4, Ofc of the Director. 86/10/13. Ip, 47236.003-47236:093. 

-8610210587 Notice of deviation from Insp on a80a22.Oevlatlon noted: evaluation of 
ventilation sys root valve documenlatlon. Including schedule of corrective action, not 
compldted,per 880701 commllment. 

" Region 4. Ofc of the Director. 08/10/13. Ip. 47238:094-47236.094. 


-8810210590 Insp Rept 60-382/06-21 on 880001 -08 16.Vlolatk)n A deviation 
noied.Major areas InspecledrplanI 8tatU8,on8lto followup of evont8,followup of previ- 
ously fdenlified flemSiOperaHonal safety verification A monthly malnl observation. 
SMITH,W,F., STAKERT.R . CHAMBERLAIN.D. Region 4, Ofo of the Director, 86/10/ 
12, 12pp. 47236096-47236:106. 


8610260468 Final response to FOfA ra quest for documents re plant Forwards App D 
document8.App D documents also available in PDR 

QRIMSLEY.D H NRC - No Detailed Affiliation Given 6B/06/23 WEISSMAN,S. Cali- 
fornia, State of. 2pp. 47209 001-47209.002. 


-8304220651 Board Notification 83 42 forwards Info re unanalyzed reactor vessel ther- 
mal stress during cooldown.BAW Informed NRC of preliminary safety concern evolving 
from fu-rther consideration of 600610 8t Lucie upper head voiding event 
EISENHUT.O.Q. DMalon of Llconslna (600428-651124). 83/04712. PALLADINO,N.J, 
CommlsslonefS. 20pp 47209:OB8-472o9.O89. 
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F, Security, medical^ emergency A fire protection plana 

8610050124 Rev 2 lo Emergency Plan ImplemenlFng Procedure EP-IP-0B1, "Radioactive 
^tnple Transport During Emergency." 

* Pennsylvania Power A Ughl Co, 68/0 9/23, 6pp. 47050 24 4*47050:24 8 

8610170203 Revised ernergency plan Implementing procedures, Including Change 1-88- 
0669 to Rev 6 to EP IP-013, *'Nearelto A Olfsilo Emorgency Monitoring Teams" A 
Chanoe 1-8B-oe70 to Rev 6 to EP- IP-01 9, "Mg I of Neareilo A Farsiie Emergency...." 
TABORrW.F. Pennsylvania Power A Light Co. 88/10/08. fipp. 47169 095-47169.103. 


8819240111 Advises of Insp initiative Implemented for all operating reactors.lrisp evalu- 
ales licensee malnt performance, both safety-related A balance of plant, against exist- 
ing regulallons, Industry aids A accepted Industry practice. . „ . ^ . , , 

C ALLAN, L.J. Region 4, Ofo of the DIreclor. 68/10/13. DEWEASE,J.Q. Louisiana 
Power A Light Co 2pp. 47257:096-47257:096. 

6810190138 Forwards reply A answer to notice of violation A proposed Imposition of 
civil penalty re Insp Rept 50-362/66-16 A EnforcemenI Action EA-e8-144,Operatlons 
mgl A operating shifts Involved In event counseled lo prevent recurrence. 

BlJRSK(flF, Louisiana Power A Light Co. 88/10/14. Ofo of Enforcement (Post 
870413). 22pp. 47191:219*47191:240. 


6810130181 NRC Info Notice 68-063, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys." Svo list end. 

ROSSl,CE Division of Operational Events Aaeeasment (Post 070411), 60/10/19. 
Consolidated Edison Co of New York, Ino. 119pp. 47196.239-47196:357, 


R. Perlodio operating reporta A related correepondenee 


8610210315 Forwards Safety Insp Repta 60-387/08-12 A 60-366/88-16 on 0BO7O3- 
001 3.No violations noted. . 

WIQGIN8.J.T. Region 1, Ofc of the Dlreclor, 08/10/13. KEISER,H.W. Pennsylvania 
Power A Light Co. 2pp. 47233:131*47233:149. 

-8810210321 Insp ReptS S0-3B7/68-12 A 60-388/30-15 on 800703 001 3.No violations 
.... . ..... security, plant 

findings. 

3:133-47233:140. 


noted.Ma)or areas inBpeoieq.piam opereiions, .pnysicBi 
events, aufvelllance,n[ialnt activities A licensee action on previous Insp 
BLOUQHA.R. Regbn 1, Ofo of the Director. 88/10/13. 17pp 4723 


J. Ineurance A Indemnity Information 

8610080256 Forwards environ assesamerX A finding of no significant impacl re exemp- 
lion from 10CFR50.54(wK6}(i),lncrea8lng amouni of onsite property damage insurance 
required by NRC llcenseee. 

TKADANI,M.C. Project DIreciofale 1-2, 88/09/27. KEISER.H.VV. Pennsylvania Power A 
Light Co. 4pp. 47(»8'217-4700B*224. 


6810190163 Monthly operating repl for Sepl 1960 for Walerfoid 3.W/ 661014 tr. 
CENTOLANZI.P., BURSKLR.F. Loulatana Power A Ught Co. 08/09/30. 7pp. 
472O3.205-472O3291. 

6810170266 Forwards "Waterford Bieam Electric Station Unit B.Basemat Monitodng 
Program,Spocia1 Rept 2." Rept documents continued Integrity of basemat as verified 

» ram from time of Inception of monitoring In 1986 through Aug 1986. 

I,R.F. Louisiana Power A Light Co. 80/10/11, Document Control Branch (Ooc- 
ument Control Desk). Ip. 47162:04047162:094. 

-8810170274 "Waterford Steam Electric Station Unit 3,Baaemat Monitoring 
Prc«ram,Specla1 Repl 2," from Inception to Aug 1988. ^ 

BaHm.. MUNSHI.s: loulslana Power A Light Co. 68/09/30. B5pp. 47162:041- 
47162094. 


-8110030267 Environ assessment A finding of no slgniflcanl Impact re exemption from 
10CFR60,64(w)(6)(ij,lncrea8lnfl amount oi onelle property damage Insurance required 
by NRC licensees. ElS will not be prepared, 

BUTLER, W.R. PfO)ect Dlrectorale 12. 80/99/27, 4pp 47008:221-47000:224. 

8610110286 Forwards {emporaiy exemption from schedular requirements of property in- 
surenoa rule 10CFRSO.^(w)(5)(i). 

THADAN(,M.C, Projocl Directorate 1-2. 86/10/04. KEISER.H.W. Pennsylvania Power A 
Ughl Co, 4pp. 47111.903 47111:010. 

-AB101 10289 Exemption from requirements of 10CFn6O.64(w)(6)(l) until completion of 
pending fulamaklng extending Impfemantation dale, but nol later than fiBO^I. 
^RGA.S.A. Division of Reactor Promts - I/ll (Post 070411). 88/10/04. Pennsylvania 
Power A LfghI Co. 4pp. 47111.007*47111:010. 



160 DOCKETED ITEMS 


?, Op«rall/ig llc^nsa atage documenls & corraepondenca 

88ttH701J7 Towards Amsnds 02 & 50 to LrcDnses NPr ^14 & NPF-22, respocKvely & 
safely evafuation Amends- revise Tech Specs to correct errors.achieve 
consls1o^cy,c^a^ge no/ae/iolature & delete previously dated roquiremonta already 
completed 

BUTLER, WR Project Diroctorale f 2 8&/0S/30 KEISER.HW Ponnsyivanta Power & 
UghlCo 3pp 47171 036^4 71 71 171 

"8810170141 Amends 02 & 50 lo Licenses NPF-f4 A NrP-a2.resp actively, changing 
Tacti Specs to correct e^rors.ac^lrsvo consistency, chango nomenclal ur© & delete jir©- 
viously dated raquirerrenls already comp) a tod 

BUTLER, Wn Projocl Oirectorate J-a 88/03/30 136pp 47171 '039^47171 169. 

-8810170143 Safety evfliualjon supporting Amends 83 & 50 lo Licenses NPP 14 & 
NPF*22,re spec lively 

• OffiCG 01 Nuclear Reactor Regulation, Dcrodor (Post 87041 ij 88/08/30 2pp 
47171 170 47171 171 

6809120065 Genorre Ltr 68-15 lo all powor reactor licensees 6 appiicanls ra electric 
power eys - inadequMa conliot over design processes 

CRLITCHFIELD,D Associate Director for Projects (Post 870411) 88/00/12 Consoli 
dalod Edison Co o( New YotK Inc 60pp 47001.239 47001 300. 

8009299162 Informs that util canceling Air Quality Permit 40-316-006 tor pfantper T 
Chabon slie visit on 880901 & agreement that permit unnecessary since booth dis- 
mantled 

FIELDS, JS Pennsylvania Power & Light Co 68/09/16 PATEL, B H Pennsylvania, 
CommonwGahh of ip 47001 101-47001 101 

66092 9023 S Forwards NRR 800820 ltr (o OCRE which ack receipt of petition filed by 
OCRE under 10CFR2 206 & responds in negative lo pelllioner request lor immediate 
action re BVVRs stability 

THADANJ,M. Projeci Drreclorale i 2 08/09/21 KaSER.HW, Pennsylvania Power & 
UghlCo 3pp 46992'340 4B99234B 

8609260274 Responds to questions re cracking fn CRD bolls removed during Iasi relU' 
ellog & fnsp outage pfioiooraph of fillet area where elongated MnS stringers shown 
parallel (a fillet surface enci 

KEISER.MW Pennsylvania Power & Ifohl Co. 68/09/23. RUSSELL,W.T Region 1, 
Ofeof in 0 Director 3pp 4 6975.0 70*46978 072 

660929691 2 ''Susquehanna Sleam Eiectric Stalion.Unfl 2, Cycle 3 Startup Test Summa- 
ry” W/CB0923 ltr. 

CjOXSEYJ.R, KEISER.HW Pennsylvania Power & Light Co 86/09/23 
RUSSELL, WT Region 1, Ofc of the Director. 20pp. 46993.110-46998*129 

0010048001 Requests emergency permit for temporary tie-ln of sile well sys (PWS ID 
2400994) lo domestic sys normally supplied by nvor wafer treatment sys (PWS fD 
2400998) .per 660923 tolcon TiQ fn necessary until raain dnve impeller repaired 
SAXTON,C Pennsylvania Power & Light Co 06/09/26 OOmBLLVJR J Pennsylva- 
nia, Commonweallh of Ip. 47041 016*47041 016 

0810060054 Forwards util evaluation of fncumbenl radiological operations supervisor 
qualifications lo rneel Tech Specs Assurance that incurnbem has received training 
appropriate & sufficleat for position Jncluding indrvjdualized program. 

KaSER.HW. Pennsylvania Power & Ughl Co 88/09/29 BELLAMy,R.R Regpon 1, 
Ofc of the Director. 13pp 47070:100-47070.1 12 

6619950050 Generic Ltr 60-16 to all power reactor licensees & appiicanls re removal of 
cycle specrfic parameter limits from Tech Specs Sve list end 
CRUTCHFIELD, D Associate Director for Projects (Post 870411) 88/10/04 Consoli 
dated Edison Co. of New York, fnc 48pp 47116 145-47116.194 

881017'0366 Forwards listed Tech Spec pages fnadvertenlly omitted from Amends 62 & 
50 lo Uce-nses NPF<14 5. NPF-22 ^sued on 880830. 

THADANI,W C. Prplect Direoloral© 1*2 88/10/04. KEISER.H.W Pennsylvania Power & 
UghlCo 3pp 47187.338 47167 346 

"6610170390 Errata lo Amends 82 50 to Ucenses NPF-14 & NPF 22, respectively 

• Prelect Directorate 1*2. 86/10/04. 8pp. 47167 341*47167 346 

6610100172 Advises that review bnefing for fisted pfants scheduled for 881013 View- 
graphs end 

BUTLER,WR. Project Directorate 1-2 8S/10/0S BOGER.BA Assistant Director for 
Region I Reactors. lOOpp 47081.264-47081:348, 

6810190103 Informs that final evafuatlon of well cross-tie project completed & recom- 
mendatioa & funding to install projeci approved, per 860928 tefcon Const of well 
cross-lie will be completed by end o1 yr 

SAXTON,C.H Pennsylvania Power & light Co 88/10/12 LABUZ.JP. Pef>nsylvanfa, 
Com^monwealth oL 1p, 47191 033*47191 033. 

8610190319 Forwards application for amend to Ucenses NPF-14 & NPF-22, consisting 
of proposed Amends 1 16 & 85, revising Tech Spec 4 7 2 d 2 to verify that control room 
emergency air supply sys automatically switches to operator) mode.Fee paid 
KEISEfl.H.W. Pennsylvania Power & UghlCo. 65/10/14. BUTLER, W.R Project Direc- 
tor ale 1*2, 4pp. 47203-27 7 -47203.264. 

"6010190320 Application for amends to Licenses NPF-14 & NPF-22, consistmg of pro- 
posed Amends 1 15 & 65,r0visf[ig Tech Spec 4 7 2 d 2 re control room emergency out- 
side air euppfy sys 

KEISERH W. Pennsyfvanla Power & Light Co- 86/10/14 2pp. 47203. 2S1 -47203 262 

"8811)190333 Proposed Tech Specs on control room emergency outside air supply sys. 

• Pennsylvania Power & Light Co 88/10/14 2pp, 47203'263 4 7203 284. 

6610240285 Forwards safety evaluation accepting utii 870406 proposal for compflance 
W/10CFR50 62, "ATWS” Finding based on test lo verify that alternate rod inleclion 
function lime within design limil 

THADANI.MC Projeci Directorate 1-2, 60/10/18 KEISEH,HW. Philadelphia Eloclnc 
Co. 4pp 47243015 47243.025 

"8610240334 Safety evaluation- supporlng uld actions re compliance w/ 10CFR5062, 
"ATWS," apecificafly alternate rod Injection, standby liquid control sys & recirculating 
pump tnp sys 

‘ Office of Nuclear Reactor Regulation, Director (Post 870411), 8a/10/lB. 7pp 
47243.019-4724 3 025 


Q Inspecifon reports, IE BuNetins & correspondence 

6009010337 NRC Info Nottco 00 0/3, ' ‘Dire c Ifon -Dope n do nt Leak Characteristics cl 
Containment Purge Valves ” Sve list end 

ROSSI,CE Division of Operational Events Assessment (Post 670411) 80/09/08 
Consolidated Edison Co of New York, fnc 1 19pp 46958 058 4695B 177 

6610000219 Discusses Insp Ropts 50-387/86 21,50-387/86-25,50-300/86-22 6 60- 
366/86-20 on 860915-19 8 1117-21 & forwards notice of violation & Imposition of 
penalty In amount of $50,000 re maint of records for electric equipment 
RUSSELL.WT. Region 1. Ofc of the Director 80/09/19 KEfS^.H W, Pennsylvarla 
Power & Light Co 4pp 47070 203 47070 210 

"6010060222 Notice of violation & proposed imposition of civil penalty In amount of 
$50,000 Noncompfiance noted quafi/ication of three Marathon terminal blocks & four 
Rave hem splices not demonstrated to bo environmentally qualified 
RUSSELL.WT Region 1. Ofc of the Director 80/09/19 4pp, 47070 207 47070210 

8809260087 Forwards response to NRC Bulletin 88-007. "Power Oscillations in DWRs'* 
Util also provides perspective & planned future actions re core stability issue 
KEISER.HW Pennsylvania Power 8 Light Co 88/09/21, RUSSELL.WT Region 1, 
Ofeof the Director. lOpp 46978 134 46970 143 

8809150008 NRC Info Notice 88 077, "Inadvertent Reactor Vessel Overfill," Sve list 
©ncl 

ROSSI, C£ Division of Operational Events Assessment (Post 870411), 00/09/22 
Ck)naolfdated Edison Co of New York, Jnc 1 1 1pp 471 14 291-471 16 042 

6809190047 NRC Info Notice 88 070, "implementation of Revised NRC AdmlnistoraJ 
Requalificallon Exams " Sve list end 

ROsSl.CE Division of Operational Events Assessment (Post 870411) 68/09/22 
Consolidated Edison Co of New York, Inc IIBpp 471 15 043*471 15 046. 

6809280274 Responds to questions re cracking in CRD bolts removed during last rafu 
eling & insp outage Photograph of fillet area where elongated MnS stringers shown 
parellef to fillet surface encT, 

KEtSER.H.W Penn^lvanla Power & Light Co 80/09/23 RUSSELL, W.T Regton 1, 
Ofc of the Director 3pp 46978 070-46978 072 

6810030-332 Responds to Bulletin 88 008 re thermal stresses In piping connected lo 
RQS Review determined thal facility design does not contain any unisolabfo seclions 
of piping which could be sub) to thermal cycling fatigue 

Kfc)SER,H W Pennsylvania Power & light Co 88/09/28 BUTLER, W R. Project Diroc* 
torale 1 2 4pp 47003,350 47003 353 

8809230092 SuppI 1 to NRC info Notice 80-069, "Movable Contact Finger Binding in 
KFA Relays Mfg by QE." Sve list end 

ROSSI.CE DMsIon of Operationat Events Assessment (Post 670411) 88/09/29 
Consolidated Edison Co of Now York, Inc 1 17pp 47115 163-471 15,281 

8610070336 Discusses Insp Repis 60 387/88-16 & 50 308/88-18 on 880727-0804 & 
forwards notice of violation 

KANE.WF Region t, Ofc of the Director 88/09/30 KEiSER,HW Pennsylvania 
Powor & Light (5o 4pp 47076'306-47076 349 

"6810070338 Notice of violation from insp on 880727*0804 Violation noted four main 
steam tunnel Delta T modules were Inoperable due to mfswiring Forwards fist of alien 
dees & vioworaphs used for enforcement conference 
* Region 1, Ofc of the Director 88/09/30 40pp 47076 310 47076 349 

8810030255 NRC Info Notice 88-OBO. "Unexpected Piping Movement Attributed to Thor, 
mat Stratificallon,” Sve list encf 

ROSSI.CE Division of (Operational Events Assessment (Post 870411) 88/10/07 
Consolidated Edison Co of New York, Inc 223pp 47115:262-471 15 285 

8810040068 NRC Info Notice 88 081, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Bells Nylon Wire Caps During Environ Qualification Testing " Sve fist cnef, 
ROSSI.CE Division of Operational Events Assessment (Post 870411). 88/10/07 
Consolidated Edison Co of New York. Inc 1 19pp 47116 026-471 16 144 

8010210316 Forwards Safety Insp Repts 50 387/88-12 & 50-388/88 16 on 680703- 
0813 No violations noted 

WIQQINS.JT Region 1, Ofc of the Director. 88/10/13 KEISER.HW Pennsylvania 
Power & Light Co 2pp 47233 131*47233.149 

"8810210321 Insp Repts 50-387/88 12 & 50-308/86-15 on 880703-0813 No viofalfons 
noted Major areas Inspected plant operations, physical aecunty.fvlant 
ev0nl8,8Uiveiliance,malnt activities & licensee action on previous insp findings, 
BLOUGH.AR Region 1. Ofc of the Director 88/10/13 17pp 47233 - 1 33*47233. 149. 

0010130181 NRC Info Notice 88-083, "inadequate Testing of Relay Contacts In Safely* 
Related Logic Sys " Sve list encl. 

RO&S1,C.E Division of Oparatlonai Events Assessment (Post 870411) 88/10/19. 
(>>n80lPdeted EdrsonCo of New York. Inc. 119pp 47196 239 47196'357 


R. Periodic operating reports & related correspondence 

8010030391 "Dtscharge Monitoring Rept for Aug 1988 '* W/880923 ftr 
FIELDS.J.S. Pennsylvania Power & Light Co 88/06/31, BRE2fNSKI.R. Pennsylvania. 
Commonweallh of 13pp. 47008 143 47008 165 

8810170001 "Model State Info Sys Bacteriological or Turbidity Analysis Input,** tor Sept 
198B.W/8B1006 ltr. 

SCHMIDT.O A , BYE.D,, SAXTON.C.H, Pennsylvania Power & Light Co 66/09/30, 
HUL L.P. CRCP-Steriing Systems, Inc, 2pp. 47171:349-47171,350 

8810190106 Monlhly operating repts tor Sept 1980 tor Susquehanna Urtlts 1 & 2.W/ 
881014 ftr 

HlflT,J,A, KRISER.H W Pennsylvania Power & Light Co. 88/09/30, 10pp. 47199.349- 
47199'356 

0011030133 Forwards "Drinking Water Operational Rept, Sept 1988 ’* Elevated turbidity 
detected. 

SAXTON, CH Pennsylvania Power & Light Co, 86/10/11, SAGER,R, Pennsylvania, 
Commonwealth ot Ip 47400 109*47400110 
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-8810190102 "Drinking Walar Ropt for Sepl 1980 " 

SCHMIDT.DA Pennsylvania Power & Light Co 00/09/30 1p 47400,110 47400 110 


S. Reporia|}le occurrences, LERg & related correspondence 

8609290379 LER 08-01 8*00 on B60824.discovored that RWCU pump room ambient 
temp sensor not installed per design Caused by lack of installation detail on design 
documents for steam leak detection $ys Tech Spec change submitted W/fi 8 0923 fir 
RYDER.TS, BYRAM, RG Pennsylvania Power & Light Co 88/09/23 4pp 

46991 356 40991 359 

8610060217 LER 88 020 00 on 800901, Zone III HVAC isolated & atanelby gas Iroatnnent 
& control room emergency outside air supply actuated Caused by personnel 
error.Event will be reviewed w/operallons personnel W/OB0920 Ur. 

WEHRY,RR. BYRAM, fl.G Pennsylvania Power & Light Co 88/09/29 4pp 

47072116 47072 119 

3810200027 Part 21 rept re potential butterfly valve failures Drive train replacement kits 
being supplied to purchasers fnstructiens end, 

SANDLING.M Xomox Corp (subs of Emerson Efoctric Co ) 88/09/30, MUniEY.T E 
Office of Nuclear Reactor Rogulation. Director (Post 870411). 35pp 47226 322* 
47226 356 


V. Operator Examinations 

8308170160 Generic Ltr 88 13 to oil power reactor liconsoos & applicants for OL re op 
erator licensing exams Sve list end 

WIRAGLIA.P J. Associate Director for Profocls (Post 070411) 88/08/08 Conaolfdated 
Edison Co of New York, Inc. 58pp 46958.001*48958 067 ^ 

6310130302 Forwards grading & answer sheats for 880021 generic fundomentals pilot 
axam.W/o ends 

PERKINS, K E. Operator Licensing Branch 80/10/07 FiTZPATRICK.E General Public 
Utilities Corp • GPU Service Corp, LOWTHART,W H Pennsylvarila Powor & Light Co 
SCASE,SE Northeast Utilities 37pp 47136001-47136 037 


DOCKET 60*308 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


F. Security, medfcal, emergency & fire protection plana 

0010050124 Rev 2 to Emorg^ency Plan Implementing Procedure EP-IP-051, ''Radloacllvo 
Sample Transport During tmorcioncy " 

* Pennsylvania Power & Light Co. 80/09/23, 6pp 47060,244*47050:248 

8810170203 Revised emergency plan implementing procedures, including Chango 1*88 
0669 to Rev 6 to EP*IP*013, ‘'Noarsite & Olfsilo Emergency Monitoring Teams" & 
Oharme 1*88 0870 to Rev 5 to EP-IP 019, "Mgt of Nearsilo & Farsilo Emerge ncy " 
TABO^Fl.W F Pennsylvania Powor & Light Co 08/10/06. Opp. 47169 095 47169 103 

8819210315 Forwards Safely (nsp Ropts 50 387/88-12 & 60*300/08*16 on 680703 
0813 No violations noted, 

WIGGINS, JT Region 1, Ofc of Iho Director 80/10/13 KEfSER.H.W. Pennsylvania 
Power & Light Co. 2pp. 47233 131*47233 149, 

-8810210321 Insp Ropts 50*387/68*12 & 60 380/08*15 on 600703 0013 No violations 
noted Ma[or areas (nspoctodplant operations, physical security, plant 

ovents,sufvolllBnco,malnt activities & licensee action on previous (nsp findings 
BLOUGH,AR Region 1, Ofc of llio Director. 68/10/13 17pp, 47233.133 47233140 


d. Insurance & Indemnity Inforrtiatlon 

0810030256 Forwards environ assessment & finding of no significant Impact re oxemp- 
lion from 10CFR50,54(w)(6)(i), Increasing amount of onsite proporly damage insurance 
required by NRC licensees 

THADANI.M.C. Project Directorate 1*2. 80/09/27 KElSER.H W Pennsylvania Power « 
Light Co 4pp 47006 217*47008 224 

-8810030257 Environ assessment & finding of no significant impact re exemption from 
10CFR50 64(w)(6)(i), Increasing amount of onsite property damage fnsuranco required 
by NRC licensees EIS will not be prepared 

BUTLER, WR. Project Directorate 1-2 68/09/27. 4pp 47008‘221*47006‘224. 

8810110206 Forwards temporary exemption from schedular requirements of properly In 
surance rule 10CFR50 64(w)(6)(l), 

THADANLMC Projo cl Directorate 1-2 D8/10/04. KEISER,H W Pennaylvan la Powor & 
Light Co. 4pp 47111 003-47111-010 

-9810110269 Exemption from roquiremonls of 10CFR5064(w)(5)(l) until complotion of 
pending rulemaking extending Implementation date, but not later than 600401 
VARQAjSA. Division of Reactor Profecta • I/ll (Post B70411) 68/10/04. Pennsylvania 
Power i Light Co 4pp 47111.007*47111.010. 


P. Operating license stage documents & correspondenoe 

8816170137 Forwards Amends 02 & 60 lo Licenses NPF 14 A NPF*22, rospociivoly & 
safety evaluation Amends revise Tech Specs to correct orrora, achieve 
consistency, change nomenclature & delete previously datod requlromonta already 
completed. 

BUTLER, W.R Project Directorate 1*2. 88/06/30. KE(SER,H.W Pennsylvania Powor & 
Light Co 3pp 47171.036 47171.171 

-9910170141 Amends 82 & SO to Licenses NPF'14 & NPF*22, respective ly, changing 
Tech Specs to correct errors .achieve consistency, change nomenclature A delete pre- 
viously dated requirements already completed. 

butler, W.R Project Direcloralo 1*2 68/00/30, 136pp 47171.039 47171.169 

-0810170143 Safely evaluation supporting Amends 82 & 50 to Licenses NPF* 14 & 
NPF- 22, respectively 

^ Office ol Nuclear Reactor Regulation, Director (Post 870411) 88/08/39 2pp 
47171.170 47171.171. 


8809120085 Generic Ltr 80-15 to all power reactor licensees & applicants re electric 
power sys - inadequate control over design processes 

CRUTCHFIELD, P Associate Director for Projects (Post 870411) 80/09/12 Consoli- 
dated Edison Co of New York, Inc 80pp 47001 239-47001 300 

8809290162 Informs that util canceling Air Quality Permit 40-318 005 for plant.por T 
Chabon site visit on 680301 & agreement that permit unnecessary since beoln dis 
mantled. 

FIELDS.JS Pennsylvania Power & Light Co 88/09/19 PATEL ,a H Pennsylvania, 
Commonwealth of. Ip 47001 101-47001*101 

aa 09290238 Forwards NRR 800826 Hr to OCRE which Bck receipt of petition filed by 
OGRE under 10CFR2 208 & responds in negative to petitioner request for Immediate 
action re BWRs stability 

THADANLM, Project Directorate 1-2 88/09/21 KEISER.H W Pennsylvania Power & 
Light Co 3pp. 46992 340 45992.346 

0809280274 Responds to questions re cracking in CRD bolls removed during last refu- 
eling & insp outage Photograph of filfot area whore elongated MnS stringers shown 
parellel to fillot surface end 

KEISEr.H.W Pennwivania Power & Light Co. 80/09/23 RUSSELL, W.T Region 1. 
Ofc of the Director 3pp 46978 070-46978 072 

8910040001 Requests emergency permit for temporary po-in of site well sys (PW8 ID 
2400994) to domestic sys normally supplied by river water treatment sys (PWS ID 
2400990), per 060923 tolcon.Tia in necessary until main dnve impeller repaired 
SAXTON.G Pennsylvania Power & Light Co 88/09/26 DONNELLY, R J Pennsylva 
nla, Commonwealth of ip 47041 016-47041 016 

0810060054 Forwards util evaluation of incumbent radlolaglcal operations super\ri$or 
qualifications to meet Tech Specs Assurance that Incumbent has received training 
appropriate & sutflclonl for position, including individualized program 
KEISER.HW Pennsylvanfa Power & Light Co. QB/09/29 BELLAMY, RR. Region 1, 
Ofc of the Director 13pp. 47070 1 00 47070 112 

8010050066 Generic Ltr 88 15 to all power reactor licensees & applicants re removal of 
cycle specific parameler limits from Tech ^ecs.Svc list end, 

CRUTCHFIELD.D Associate Director for Projects (Post 870411) 98/10/04. Consoli- 
dated Edison Co of Now York, Inc. 4Dpp. 47116 145-471 16* 194. 

8910170386 Forwards listed Tech Spec pages Inadvertently omitted from Amends 82 » 
60 lo Ucensos NPF- 14 & NPF 22 fesued on 880830. 

THADANLMC Pfoiocl Dfrectoralo I 2 08/ 10/0 4 KEfSER.HW. Pennsylvania Power S 
Light Co, 3pp 47167 338 47167.346 

-8910170390 Effala to Amends 92 & 60 to Licenses NPF-14 & NPF-22, roapectivoly 

• Project Dlreclorale 1*2 88/10/04. Cpp 47107 341*47167:346 

8910100172 Advises that review briefing for fisted plants scheduled for 881 013 View 
graphs end 

OUtLER.WR. Project Directorate t-2. 89/10/05 BOGER.BA Assistant Director for 
Region I Reactors lOOpp 47081 254*47061.340 

9910190103 Informs that final evaluation of well cross-tia project completed & recom 
mendatlon & funding to Install project approved, per 880928 tefcon.Const of well 
croas-iie will bo complelod by end of yr. 

SAXTON, CH Pennsylvania Powor & Light Co, 88/10/12 LABUZ.J.P. Pennsylvania, 
Commonwealth of Ip 47191.033-47191 033 

8810190319 Fonvards application for amend to Licenses NPF-14 5 NPF*22, consisting 
of proposed Amends 1 1 5 & 65, revising Tech Spec 4 7 2 d 2 to verify that control room 
emergency air supply sys aulo mail call/ switches lo operation mode Fee paid. 
KEISER,HW. Pennsylvania Power &, Light Co 08/10/ 14 BUTLER, WR Project Diroc- 
toralo 1*2 4pp. 47203 277-47203 204 

-9810190329 Application (or amends lo Licenses NPF-14 NPF-22, consisting of pro- 
posed Amends 1 15 & GB^revIsing Tech Spec 4 7 2d 2 re control room emergency out- 
side air supply sys 

KEISLR.HW Pennsylvania Power & Llghl Co 88/10/14. 2pp 47203,291 *4 7203'2e2. 

-9610190333 Proposed Tech Specs on control room emergency outside air supply sys, 

* Pennsylvania Power & Light Co. 88/10/14. 2pp. 47203.263 47203 284 

6910240295 Forwards safety evaluation accepting util 870406 proposal for compliance 
W/10CFR60 82, “ATWS." Finding based on tost lo verify that allornalo rod fnjeclion 
function time within design limit 

THADANI.M.C Project Oirectorsto 1-2. 88/10/16 KEISER.H.W. Philadelphia Electric 
Co 4pp 47243 016 47243 026 

-0810240334 Safety evaluation supporting util actions re compliance w/ 10CFR50 62, 
'^A'RVS," specifically a Hern ale rod Injection, standby liquid control sys & recirculating 
pump trip sys 

' Office of Nuclear Reactor Regulation, Director (Post 870411) 06/10/18 7pp, 
47243 010 47243 026 


Q, Inspection reports, IE Bullsllns A correspondence 

6909010337 NRC Info Notice 96-073, " D Irec lion- Dope n do nt Leak Characteristics of 
Containment Purge Valves.” Sve list end. 

ROSSI, CE Division of Operational Events Asfeessmonl (Post 970411) 68/09/08 
Consolidated Edison Co o-f Now York, Inc. 119pp. 46958 058 46958 177 

9910060219 Discusses Insp Reals 50-397/86-21i,50 367/66 25,60-366/86-22 & 60* 
388/06-20 on 060915 19 A 1 11 7 21 & forwards notice of Violation & imposition of Civil 
penalty In amount of SSO.QOO re maint of records for electric equipment 
RUSSELU.W.T Ragion 1, Ofc of the Director. BB/09/1B KEISER,H.W. Pennsylvania 
Power & Ught Co 4pp 47070*263 47870 218 

-9610060222 Notice of violation & proposed imposition of civil penalty In amount of 
$50,000 Noncompifanco noted qualification of three Marathon terminal blocks & four 
Raychem splices not demonstrated to be environmentally qualitied 
RUSSELL.WT. Region 1, Ofc of the Director 88/09/10. 4pp 47070 207-47070 218 
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ee09 280087 Forwards response to NflC Bullotin 88 007, ‘Tower OsciJIations fr> BWRs " 
UIJ also provfcfQs perspeclivo & planned future actions re core stability issue 
KCfSEfl.HW Pen^sy^vanra Power & Ught Co 88/09721 flUSSELL.WT Region 1. 
Ole of the DirecEor 10pp 46978, 134 '4 6978 143 

0609160008 NRC Info Notico 86 077, "Inadverl&nt Reactor Vassot Overfiir*' Sve list 
enei 

ROSSI, CE Olvisfon Of Operational Events Assessment (Post 870411) 88/09/22 
Consafrdated Edjson Co of Mew YorK, Inc 1 1 1pp 47114 291 471 1 5 042 

8889190047 NRC Info Notice 88 076, "Implementation of Revised NRC-AdminIsterad 
fieaualifjcatior) Exams " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/00/22 
Conaolldaied Edison Co. of New Yorft, fnc 1 J9pp 471 15043 47ti5 046 

6609260274 Responds to quesifons re cracking in CRD bolts removed during last refu 
elrng & insp oulageP/iotograph of fillet area wtiero elongated MnS siringers shown 
parellet to fillet surface end 

Reiser, HW Pennsylvania Power & Lighi Co 06/09/23 RUSSELL, WT Region 1, 
Ofc of me Director 3pp 46978 070 46976 072, 

0009290030 Forwards ’’Susquehanna Sleam Electric SialFon Inservica Jnsp Ouiage 
$umrnafy Ropl Unit 2 Second Refualing Oulags 1988 

KEISER,H W Pennsylvania Power & Light Co. 86/09/23, BUTLER.W R Project Difoc- 
toraie 1-2 2pp 46995 001.46997 162 

-88D 9290036 "Susquehanna Steam Electric Station Inservice Insp Outage Summary 
Rept for Unit 2 Second Refueling Outage 1 988 '' 

» Pennsylvania Power & Light Co flB/09/23 700pp 46995 003-46997.182 

8610030332 Responds to Gullelln 83 008 re thermal stresses in pFpIng connected lo 
RCS Review determined that facility design does nol contain any unlsolabf© sections 
of plpif^ which could be subj to 1 her mat cycring falfnuo 

KEISER.HW Pennsyfvanla Power A Light Co BB/09/28 BUTLER. WR Project Direc- 
torate 1-2 4pp 47003 350 47003 363 

6B00230092 Suppf 1 to NRC Info Notice 68 069, "Movable Contact Finger Binding in 
HFA Relays Mfg by GE " Sve list enct 

ROSSI, CE. Division of Operational Events Assessment (Post 970411) 88/09/29. 
Consolidafed Edison Co of New York, Inc 1 1 7pp 471 16 163-471 16 281 

8610070236 Discusses Insp Repts 50 387/96-15 6 50-386/88-18 on 880727-0804 a 
forwards nolfca of violation 

KANE,W,F Region 1, Oic of the Director 88/09/30 KEISER,HW. Pennsylvania 
Power a Light Co 4pp 47076 306-47076 349. 

-8810070336 Notice of violation from Insp on 880727 0804 Vrolalion noted lour main 
sleam tunnel Delta T modules were inoperable due to mlswinng Forwards list of atten- 
dees & vlownraphs used for enforcement conference 
* Region 1, Oic of the Director 08/09/30 40pp 47076 310 47076 3 49 

6B100302S5 NRC fnio Notice 60-060^ "Linoxpectod Piping Movement Attnbuted to Thar- 
maJ Stratification " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/10/07 
Consolidated Edison Co of New York, Inc 223pp 471 15 282-471 15 285 

8810040068 NRC fnfo Notice 8S-O01, "Failure of AMP Window Indent KYNAR Splices & 
Thomas 8 Betts Nylon Wire Caps During Environ Ouaiificetion Testing " Sve list end 
ROSSI, CE Division of Oparationaf Events Assessment (Post 870411) 88/10/07 
Consolidated Edison Co of New York, Inc 1 19pp 471 16 028-471 18 144 

6810210315 Forwards Safety Insp Repts 50-387/86-12 8 50 366/88-15 on 660703- 
0813 No vIoflabOTiB noted 

WIGGINS, JT Region 1, Ofc of the Director 88/10/13. KEISER^aW Pennsylvania 
Powers Light Co 2pp. 47233 131-47233.140. 

-9810210321 Insp Repta 50-387/68-12 & 50 368/88-15 on 860703-0013 No vrofalfens 
noted Major areas Inspected plant operations, physical security, plant 

evenis.survel Nance, mainf aclrvities 8 li-cansee action on previous insp findings 
GLOUQH.AR Region I, Ofc of the Di/eclor. 96/10/13 17pp 47233 133-47233 149 

8610130161 NRC Info Notice 98 083, "Inadequate Testing of Relay Contacts in Safety- 
Relatad Logic Sya " Sve list enci 

ROSSI, CE Division of Oporaiional Events Assessment (Post 870411) 88/10/10 
Consolidated Edison Co oi New York Inc T19pp. 47196 239 47196 367 


R. Periodic operating reports & related correspondence 

8810030301 "Disebargo Monitoring Rept for Aug 1988.” W/880923 Itf. 

FIELDS,JS Pennsylvania Power & Light Co 88/08/31, BREZINSKJ.R Pennsylvania, 
Commonwealth of t3pp 47008 143-4700B 155 

0810170001 "Model Stale Info Sys Bade rJologi cat or Turbidity Analysis Input," for SepI 

i988.w/aeioo6rtr 

SCHWIDT.OA, BYE.D,. SAXTON, CH Pennsylvania Power & Light Co 86/09/30 
HULL.P CROP -Sterling Systems, Inc. Zpp 47171'349 4717l'350 

8610190105 Monthly operating repts for Sept 1988 for Susquehanna Units 1 4 2,W/ 
881014 Itr 

HIRT.J A . KRIS£R,H,W Pennsylvania Power & Light Co 68/09/30 fOpp 47199 349- 
47193 358 

8811030133 Forwards "Dunking Water Operational RepUSepi 1968" Etevatad turbidity 
datecled 

SAXTON.CH Pennsylvania Power & Light Co 88/10/11 SAGER, R Pennsylvania, 
Commonwealth of ip 47400.109-47400.1 IQ 

*-8810190102 "Drinking Waler Ropl for Sept 1988 
SCHMiDT.D A. Pannsylvanift Power & Light Co 88/09/30 Ip 47400 1 10-47400 1 10 


5. Reportable occurrencea, LERs & related carreapondence 

8810208027 Part 21 repi re potentfal butterfly valve failures Drive train repfacement kits 
being supplied lo purchasers Instructions end 

SANroLING,M Xomox Cwp (subs of Emerson Electric Co ) 88/09/30 MURLEY.TE 
Office of Nuclear Reactor Regulation. Director (Post 87Q411} 35pp. 47226 322* 
47226 356 


V. Operator Examinations 


9806170160 Generic Ltr 66-13 to all power reactor licensees & applicants for OL ra op- 
erator Iteonsmg exams Sve ilsl enct 

MIRAQLIAiF J Associate Director for Projects (Post 870411) 86/08/08, Consolidaiwf 
Edison Co. ot New York, Inc 5Bpp 4B958 001-46958 057 
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F Security, madlcai, emergency & lire protection plans 


8609270043 Forwards Rev 6 to safeguards contingency plan Rev withhold (ref 
10CFR2 790(a)(3) 8 73 21) 

CONWAY, W F Fforfda Power & Light Co, 88/09/21 Document Control Bra ncfi (Oocu- 
ment Control Desk) 2pp 46967*139 46967 140 

8810040261 Advises Ihal 860917 Rev 16 to physical security plan consistent w/provi- 
sions of 10CFRS0 54(p} & acceptable, 

CLINE.WE. Region 2. Ofc of the Director 88/09/21 CONWAY.W F. Florida Powofi 
Light Co 3pp 4703a'317-4703B319 

8809280025 Revised emergency plan implementing procedurea/ncluding Rev 16 lo 
3100022E, "Classification of Emergancies," Rov 38 (o 3100023E, "’Onsite EmergeiKy 
Organization & Roster” & Rev 15 to 310D024E, "Natural Emergencies " W/860922 Itr, 
HARRiS.K N , CONWAY.W.F Florida Power & Light Co. 88/09/22 65pp 4 6003 006 
46983 070 

8809290322 Rev 0 to Emergency Plan Implementing Procedure 1101, "Dulioa of Emei 
floncy Control Olbcer.Ottsito Emergoncy Organization ” W/e0O9a2 ltr 
CONWAY.W F FJorJda Power 8 Light Co 86/09/22 20pp 46993 012-48993031 

6610040107 Application for amends lo Licenses DPR 67 & NPF-I6,nnaking changes to 
physical security plan.Eocts withheld 

CONWAY.W F Florida Power & Light Co 06/09/27 Document Control Branch (Oocu 
mani Control Desk) 3pp 47010 305-47019 307 

0610100171 Forwards rev to fire protection safety evaluation based on exemptions from 
1OCFR50,App R for auxiliary feedwater pump areas 

TOURIQNY.EG Project Direcioroie lf-2. 88/10/04 CONWAY.W F Florida Power 6 
Light Co 6pp 47084,153 47084 158 


J. Insurance & Indemnity Information 

8609280036 Forwards Endorsements 73 & 74 & 95 & 98 to NELJA Poijcles NF-227 4 
NF-165.resp0Clively & Endorsements 60 & 61 & 82 & 83 to MAELU Policies MF 06 8 
K4F-55,re^ectively 

CARTER.RJ Marsh & McLennan. Inc 86/09/16 DINITZ.f. NRC • No Delaiied Afiilh 
ation Given, 9pp 46978 042-46978,050 

0809290040 Forwards environ assessment & finding of no significant impact re exorrp* 
lion from 10CFR60 54(w){5)(j) concerning property insurance rule effective Ort 661004 
TOURIQNY.EG. Project Direclorale IN2 88^9/23 CONWAY.W F Florida Power 6 
Light Co 4pp 46992.128-46092 139 

-6809290044 Environ assessment & finding of no significant impact concerning exemp- 
tion irom lOCFR60 54(w)(5)(i) requirements re jnereaso in amount of onsllo property 
damage insurance 

BERI^W.HN Project Directorate U 2 88/00/23 4pp 46992 136 46992 139 

8010100235 Forwards temporary exemptions from 10CFR50 54(w)(5)(i) afihodular fo- 
qutfemenls o1 property Insutance rule 

fOURIGNY.E G Project Directorate 11 2 00/09/29 CONWAY.W F Florida Power S 
LvgW Go 4PP 47085 226-470B5 237 

-6010100260 Temporary exemption from 10CFfl50 54(w)(5)(i) requiramenls re property 
Insurance rule 

VARGA,SA Division of Reactor Projects - l/jf (Post 870411) 88/09/29 Florida 
Power & Light Co 4pp 470B5 230-47085 233 


P. Operating license stage documents & correspondence 

86091200B5 Generic Ltr 06*15 lo all power reactor licensees A applicants re eleclfic 
power sys • inadequate control over design processes 

CRUTCHFIELO.D Associate Director for Projects (Post 870411) 80/09/12. Conscfl 
dated Edison Co of New York, Inc 60pp 47001.239 47001 300 

8809290098 Forwards Amend 35 to License NPF-16 & safety evaluation. Amend revises 
Tech Spec Sections 4 7 1,5 & 4 7.1 6 for MSlVs & main feedwater isolation 
varves.respecliveiy 

TOURIGNY.E G, Projact Dxaclorato 11-2 66/09/22 CONWAY.W.F Ftortda Power 6 
Light Co 2pp 47001:103-47001 114 

-8609290100 Amend 35 to License NPF-16, revising Tech Specs Seclrons 4.7 1.5 A 
4 7 1 6 for MSIVs & main feedwater isolation valves, re spec lively 
0ERKOW.HN Project Directorate JI-2 86/09/22, 7pp. 47001:106-47001 111. 

“8909290102 Safety evaluation st^porling Amend 35 lo License NPF-16. 

* Offfce of Nuclear Reactor Regulation, Director (Post 870411) 88/09/22, 3pp. 
47001.112-47001 114 

8809290160 Informs that 880829 request for withdrawal of 870904 amend request re 
specral team generator insp region granted, 

TOURIGNY^ G Protect Directorate U 2 88/09/23, CONWAY.W F Florida Power A 
Light Co 2pp 46999 359 46999 360 

6610260466 Final response to FOIA request for documents re plant Forwards App D 
documents App 0 documents also available in PDR 

GflfMSLEY.D H NRC - No Dataffed Affiliation Given 88/09/23 WEISSMAN.S Cait 
torn la. State of 2pp 47209 001-47209 002 
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.^<1303 160760 Board Nolificatfon 83*27 forwards 030221 momo & (tnal EGAQ rapt ro 
addi RELAP-S colculallon for Semfscalo S SR-2 test 

EfSENHUT.DG D/visior^ of Ucensinfl (800420 051124) 83/03/04 PALLADINO.NJ 
Commiss/onors UpP 47209 071*47209 007 

-8304220661 Board Notification 83 42 forwards Info ro unanal/ 2 ed reactor vressel Ihor- 
jnal stress during cooidown B&W Informed NRG of preliminary safety concern evolving 
from further consideration of 600610 St Lucie upper head voiding event 
eiSENHUT.DG Division of Licensing (600420 861124) 03/04/12 PALLADINO.NJ 
Commissioners 20pp 47209 080 47209 089 

8810040107 Application for amends to Licenses DPR*67 & NPF- 16, making changes to 
physical security plan Ends withheld 

CONWAY, W F Florida Power & Light Co 68/09/27 Document Control Branch (Docu 
inahl ^ntrol Desk) 3pp 47019.305-47019 307 

8610100114 Summary of 860922 moating w/util in Rockville, MD ro status of licensing 
actions Agenda end 

TOUFIGNY.E.Q, Project Directorate 112 88/10/03 Project Directorate 11-2 4pp 
47086 067 47086 070 

«810D500S8 Generic Ltr 68-16 to all power reactor licensees & applicants re removal of 
cycle specific parameter limits from Tech ^ocs Svc list end, 

CRUTCHFIELD, D Associate Director for Projocls (Post 670411) 68/10/04 Consoli- 
dated Edison Co of New York, Inc 4Dpp 471 16*145 47116 194 

66191 4{H)57 Notification of 681012 meoling w/utll in Rockville, MD (o discuss status of 
Dcensing actions 

TOUniGNY.EG Pfoied Directorate 112 80/10/07 WURLEY,! . SNIEZEK,J. 

MIRAQLIA.F NRC • No Detailed Affiliation Given 3pp 47156 269-47156 271 


Q Impaction reports, IE Bulletins & correspondence 


8609010337 NRG Info Notico 88 073, "Direction Dopondent Leak Characteristics of 
Containment Purge Valves " Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 070411) 88/09/06. 
Consolidated Edison Co of Now York, Inc 119pp. 46956 058-46958*177 


6609280146 Forwards response to NRC Bulletlng 08 005 re purchasinp documentation 
& listing of all nonconforming matl.matl use disposition status & justlficelion of contin- 
ued operation for all malls supplied by West Jersey Mfg Co 

CONWAY, W.F. Florida Power & Light Co 88/09/15 Document Control Branch (Oocu- 
monf Confrol Desk) 11pp. 46976'244-4607e.264 


88091 5000B NRC fnfo Notice 80 077, "Inadvertent Reactor Vessel Overlill." Svc list 

RO^I,CE Division of Operational Events Assessment (Post 070411) 80/00/22 
Consolidated Edison Co of New York, Inc 111pp. 471 14.261-471 16*042, 


8809190047 NRC Info Notice 88 078, "Implementation of Revised NRC-Admlnlstorad 
Roquelification Exams." Svc list one! 

ROSShCE Division of Operational Events Assessment (Post 870411). 88/00/22 
(^nsolidalad Edison Co. of New York, Inc 119pp 47116.043-47116*046 


6809280063 Responds to NRG 860826 ltr ro deviations noted in Insp Ropte 60-335/66- 
06 & 50 3e9/8e>08 Corrective actions new curve will bo Incorporated In next rev of 
emergency operating procedures 

CONWAY, W F Florida Power & Light Co 88/09/22 Document Control Branch (Docu- 
ment Control Desk). 3pp 46982*369 46982 381. 

6809260076 Forwards response NRC Bulletin 88 003, "inadequate Latch Engagement 
In HFA Typo Latching Relays Mfg by QE " Twenty HFA relays of type described by 
bullalin insbilod in safety-relatod sys 

CONWAY ,W F Florida Power & Light Co 00/09/22 Document Control Branch (Docu- 
ment (Control Desk) 3pp 46978 236 46978.230. 

8609290160 Informs that 080829 request for withdrawal of 870904 amend request ro 
special toam generator Insp region granted 

■rX)URIGNY,E Q Project cSiroctoralo 11-2. 86/09/23 CON WAY, W.F. Florida Power A 
Light Co. 2pp. 46999.350 46999*360 

6610130165 Forwards Insp Repts 60-336/68-21 A 60-389/88-21 on 860801-0903 A 
nollco of violation. 

WILSON, B.A Region 2. Ofc of the Director. 68/09/23. CONWAY, W.F. Florida Power 
A Light Co 2pp, 47120.196 47120*210 

-891013D166 Notice of violation from Insp on 860801 0903 Violation noted.fallure to 
control facility thermometers A hydromelers used as measuring A test equipment for 
verification of Tech Spec 3/4 8 2 requirements for 125 volt dc elation batteries. 
WILSON,B A Region 2, Ofc of the Director 06/09/23, 2pp. 471201198 47120:199, 

-0810130166 Insp RoplS 60-335/80-21 A 60-389/08-21 on 880801-0903. Violation 
noted Major areas inspectod.Toch Spec compliance, operator porformanco.overall 
planl operations, QA practices, station A corporate mat practices A corroclivo malnl. 
PAULK.QL, BIBB,HE, CRLENJAK,RV Region 2, Ofc of the Director 88/09/22, 
iipp 47120.200-471 20 210. 

88 10030436 Responds to NRC Bulletin 80-000, "Thermal Stresses In Piping Connected 
to RCS " No unisolabla sections of piping connected to ROS at plant can bo sub) to 
axe a salve thermal si res s as from lamp si rat if I cation 

CONWAY, W.F. Florida Power A Llghl Co. 80/09/28. Document Control Branch (Oocu 
meni Control Desk). 4pp. 47008 310 47000*322. 

8009230092 SuppI 1 to NRC fnfo Nollco BB-0B9, "Movable Contact Finger Binding fn 
HFA Relays Mfg by GE " Svc list end. 

ROSSI, C.E DWslon of Operational Events Assessment (Post 870411). 68/09/29 
Consolidated Edison Co. of Now York. Inc 117pp 47116.163 47116*281. 


8810030265 NRC Info Nollco 08*060, "Unexpecied Piping Movement Attributed to Ther- 
mat Stratification," Svc list end. 

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 68/10/07. 
Consolidated Edison Co. of New York, Ino. 223pp. 47115 282-47116*285, 


8810040066 NRC Info Notice 8B-0B1 '*Fallufo of AMP Window Indent KYNAR Splices A 
Thomas A Betts Nylon Wire Caps During Environ Qualification Testing " Svo llat and. 
ROSSI.CE Division of Oporalional Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co. of New York. Inc. 110pp. 47116026 47116:144. 


S610130161 NRC fnfo NIolice 68 083, "Inadequate Testing of Raley Contacls in Safety- 
Related Logic Sya " Svc list end, 

ROSSI, ChE. Division of Oparational Events Assessment (Post 67041 1). 66/10/10 
Consolidated Edison Co of New York. Inc. 1 1 9pp 47196 239 47 1 98 357 


R. Perlodio operating reports A related correspondence 

8610210659 Monthly operating repts for Sept 1883 lor Turkey Point Units 3 A 4 A St 
Lucie Units 1 A 2.W/6ei017 Hr. 

BONETT.D M Florida Power A Llghl Co. 88/09/30 IBpp 47231 064-47231 081. 


V, Operator examinations 

8808170150 Generic Ltr 66-13 to all power reactor licensees A appllcanls for OL re op- 
erator licensing exams Svc list end, 

MIRAGMA.FJ Associate Director for Projecis (Post 87041 1) 88/08/00 Consolidated 
Edison Co of New York. Inc Sepp 46958001-46956 057 


DOCKET 60-390 WATO BAR NUCLEAR PLANT, UNIT 1 


A. Applicatlon/construotlon stage documents A correspondence 

8609120006 Generic Ltr 88 16 to all power reactor licensees A applicants re electric 
power sys • inadequate control over design processes 

CRUTCHFIELD.D Associate Director for Projects (Post 870411) 88/09/12 Consoli- 
dated Edison Co, of New York, Inc. 60pp 47001 ,230 47001*300. 

6810039440 Forwards proprietaw Addendum 2 to WCAP-1O90S. "COBRA-NC, Analysis 
for Main Steamline Break In Catawba Unit 1 Ice Condenser Containment (Response 
to NRC Questions)," per NRC 600715 request Real withheld (ref 10CFR2.790) 
QRIDLEY.n. Tennessee Valley Authority. 88/09/22. Document Control Branch (Oocu- 
manl Control Desk). 2pp. 47013:252-47013*202 

8010030190 Notification of 861011 meeting w/utll in Rockville, MD to discuss weld eval- 
uation project at facjlity.Aganda end 

AULUGK.R. Ofc of Special Projects. 68/09/28. BLACK.S Ofo of Special Projects 
6pp. 47007:138-47007^142. 

6610050058 Qenarlo Ltr 88-18 to all power reactor llcenseea A appllcanls re removal of 
cycle-soeclflc parameter limits from Tech ^ec3.Svc list end 
CRUTCHFIELD.D. Associate Director for Profecls (Post 070411). 86/10/04 Conaofl- 
dated Edison Co. of New York, Inc. 48pp 47116:145-47116*104 

8810190423 Requests that date for audit of DCRDH program be mutually finalized to 
facilitate scheoullng of TVA resources A contract sves needed to support audit, 
QRIDLEY.R. Tennessee Valley Authority 88/10/13, Document Control Branch (Docu- 
ment Control Desk). 2pp. 47202,069-47202.090. 

8610200017 Requasis NRO approval of proposed alternalfves to const code of record 
for ASME Section XI welding activities performed after completion of N-S 
repts Related lnfo,lncluding llat oflndlvldual commitments, end. 

QflIOLEY.R. Tennessee Valley Authority 68/10/13. Document Control Branch (Docu 
men! Control Desk). 17pp 47526,077-47226.093. 

6610190250 Informs of change In submittal schedule for correotive action program plan 
for design baseline A verlllcallon program Plan wifi bo submltled by 861028 
QRIDLeV.R. Tennessee Valley Authonly, 68/10/14. Document Control Branch (Docu- 
ment Control Desk). 2pp. 47191:148-47101:140. 


H. General correepondenee 

6010070271 Ack receipt of 680921 ltr notifying Commission of plans to appoint OD 
Kingsley to succeed SA While as senior vice presldenl Notification satisfied request 
contained In NRC 8ER on util revised corporate nuclear performance plan, 
PARTLOW,J.Q, Ofc of Special Prelecis. 88/10/04. RUNYON, M. A. Tennessee Valley 
Authority, app. 


J. Insurance A Indemnity Information 

8610100036 Advises that 1988 financial Info, submitted In 860900 Hr, satisfies 10CFR140 
requirements re deferred premiums. , 

NASH,D.A. Policy Development A TechnJoal Support Branch (Po&t 870411). 86/09/ 
22, QRIDLER,R.L. Tennessee Valtey Authority, ip, 47084.211-47084.211. 


Q, Inspection reports, IE Bulltllna A corroapondartca 


8009010337 NRC Info Notice 06 073, "Direction -Dependent Leak Characteristics of 
ConlalnmeAl Purge Valves." Svc list end. 

ROSSLO.E. Division of Operational Events Assessment (Post 870411). 88/09/00. 
Consolidated EtHson Ce. or New York, Inc 1 10pp, 46950,058-48958:177. 


8610030104 Requests technical pro^am evaluation of util response to deviation re fail- 
ure to properly document Class IE equipment qualification noted In Insp Repts 50- 
390/87-20 A 60-391/87-20 In order for NRC to establish proper position. 

MCCOY^F.R. Ofo of Special Projecls, 88/09/20. BLACK, SC, Ofo of Special Projecls. 
Ip 47010:1 05-47O1O,iO6. 

8610040287 Ack receipt of 680617 ltr re deviation noted In Inap Repts 50 390/67- 
20,50-3 9 1/87-20,50 3^/86-01 A 50 391/66-01 .UtH will be advised of decision at 
completion of re^ew. 

MGCOY^F.R. Ofc of Special Projecle. 58/09/20. WHITE, S A. Tennessee Valley Au- 
thorlty, 2pp- 47028:1 67*47026:1 66. 


8609290112 Provides revised response lo violations noted in Insp Repts 50-390/86 26 
i 60 39 1/86-26 .Correotive aollona-memo Issued by quality manager emphashing Im 
portance ol nonconformance rept review process. . _ , , „ 

GRIOLEY.R. Tennessee Valley Authority. 88/09/21* Documenl Control Branch (Docu 
ment Conlrol Desk). 6pp 46996.061-46698 066. 
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£SD91S9Q06'NRC fnfo Notice £8 077, ''In advertent Reactor Vessel Overfill" Svc list 
cnci 

ROSSl,C,E Division ol Oparafional Evenla Assessment (Post 070411), 68/09/22 
Co nsoif dated Edison Co of Now York, Inc I11pp 47114 291'471 15 042 

6809190047 NRC Info NotJce 88-078, "ln>pfeinentatlon of Revised NRC-Adminisle/ed 
R squall fi cation Exams." Svc list end 

ROSSI, CE Divfbion of Operational Events Assessment (Post 8704111 88/00/22 
ConMlida led Edison Co of New York, Inc IIQpp 47115043-47115046 

800923 tM}&2 SuppI 1 to NRC (nfo Notice 88 069, “Movable Contact Finger Binding In 
HFA Relays Mfg by GE " Svc Irst end 

ROSSf.CE. Division of Operational Events AflsessmenI (Post 870411) 80/09/29. 
Consolidated Edison Co of New York, Inc, 1 17pp 471 15 163 471 16 201. 

8810000200 Responds to NRC questions in NRC Bulletin 68 04 ro adequacy of mlniffow 
sys for safely related pumps Schedule lor plants except Belfefonte per 660701 
dIscussron.Bellefonid schedule submitted after resumption of design & const activities 
GRIDLEY,R Tennessee Valley Authority 86/09/30. Document Control Branch (DWJU 
meat Control Dosh) 7pp 47070'236 47070 242 

8B1D03D25B NRC Info Notice 63-060, "Unexpected Piping Movement Attnbuiad to Ther- 
mal Slralilvcalvcn “ Svc hsl enct 

flOSSI,OE Division of Operational Events Assessment (Post 87041 IJ 88/10/07 
Consolidated Edhson Co of New York, Inc 223pp 47116 282-47115,205 

8Bi004W>66 NflC Info Notice 80-081, "Failure ol AMP Window Indent KYNAft Splices & 
Thomas & Betts Nyfon Wire Caps Duong Environ Qualification Testing " Svc list end 
ROSSl,C,E Division of Operaljonal Evenis Assessmenl (Post 870411) 88/10/07. 
Consolidated Edison Co or New York, Inc. 1 19pp 471 16 026 471 16 144. 

0810140146 Advises that response to nottea of violation re Investigation Repia 2-65-034 
& 034S wH be sent by 8BI014 

GRIOLEV.RL Tennessee Valley Aulhonty, 68/10/07 Docurnent Control Branch 
(Document Control Desk) 2pp. 47150 360-47160 361, 

8010130161 NRC Inlo Notice 86-053, "Inadequale Testing of Relay Contacts In Safety- 
Related Logic Sys " Svc list and 

R0SSI,GE Drvfslon ol Operational Events Assessment (Post 870411) 86/10/10 
Consolidated Edison Co of New York, fnc 119pp 471 9Q'239-47 196*357. 


S. Reportabfa occurrencoB, LERs 8 related correspondence 

8009290165 Revised final deficiency rept re Improper fabricationjnsp & documentation 
of waif mounted instrument panels Initially reported on 07O2t9.Two panels dosiruc- 
IrvOly tested wli) be replaced w/paneis fabricated, per engineering drawings 
GRIDl.EY.fl Tennessee Valfey Aulhonty 88/09/21 Document Control Branch (Docu- 
ment (Control Desk) 6pp 47001 037-47001.042 

0809290166 Pari 21 8 fourth Interim delicfency repi re failed motor pinion keys & motor 
shaft In Limllorque operator. Initially reporteo on 88 1009 Further evaluation 8i/or test- 
ing required In order to determine root cause Next rapt due by 690404. 

GHlDLEV,n Tennessee Valiev Airthoirty 88/09/23. OocumonlConrtroi Branch IDocu* 
menl Oonlrof Desk! 6pp 46999 046-46990051, 

6610200027 Part 21 repl re potential butlertly vafve failures Drive train repfacement kits 
being supplied to purchasers Instructions end 

SANDLING,M Xomox Corp (subs of Emerson Elec tnc Co } 68/09/30. MURLEY.T.E. 
OtflCQ of Nuclear Reactor Regufalton. Dwector (Post 07041 1>. 05pp. 47226 322- 
47226 356 


V. Operator Examfnallona 

8608170150 Generic Ltr 88 13 to ail power reactor licensees 8 applicants for Ol re op- 
erator licensing exams Svc list end, 

MIRAGUA,F J Associate Director for Projects (Post 870411) 66/06/08. CansoHdated 
Edison Co. ol New York, Ino. 56pp 46956 001-46958 05T 


DOCKET 50-391 WATTS BAR NUCIEAR PIANT, l/NIT 2 


A. Applies tion/construcllan stage documents 8 correspondence 

8608120086 Generic Ltr 86-15 to all power reactor licensees & appllcenis re efectrlc 
power sys * Inadequate control over design processes 

CRUTCHFIELDcD Associate Director for Projecls (Post 870411) 80/09/12 Consoli- 
datsd Edison Co. o1 New York, Inc 60pp. 47001.239 4700T-300, 

a61003044'l> Forwards proprietary Addendum 2 lo WCAP-t098B, "COBRA NC, Analysis 
lor Main Sleamtlne Break In Catawba Unit 1 lea Condenser Containment (Response 
to NflC Questions),*’ per NRC 86071 5 request R^t withheld (ref 10CFR2.790). 
GRIDLEYiR. Tennessee Valley Aulhonty 8B/09/Z2 Document Control flranen (Docu- 
ment Conuol Desk). 2pp 47013.252-47013 262 

6019060056 Genenc Lfr 86-16 to ell power reactor licensees & applicants re removal of 
cycfa-speclfic parameter limits from Tech Specs Svc list end, 

CRUTCHFIELD, D. Assoclale Orreclor for Projoefs (Post 870411) 88/10/04. Consoli- 
dated Edison Co. of New York, Inc 4epp. 47116:145-47116.194. 

6610190423 Requests the I date for audit of DCRDR program be mutually finalized lo 
facilitate scheduling of TVA resources & contract sves rieeded to support audit 
QRIDLEY.R. Tennessee Valley Aulhority 66/10/13, Document Control Branch (Docu- 
ment Conlrol Desk) 2pp. 47202 089-47202 090. 

661D200017 Requests NRC approval of proposed alternatrves to const code of record 
for AS ME $eclfon XI weldind acwities performed after compfatlon of N-5 
repts Related Info, Including list ofindivldual cammilmenls.encl 
GRIDLEY,R Tennessee Vallay Authority 88/10/13 Document Control Branch (E>ocu- 
ment Control OeaK). 17pp, 47226 077-47226.093 

8010190250 Informs of change In submittal schedule for correctlva action program plan 
for design baseline & verfflcatlon program Plan will be submitted by 661028 
GRIDL^.n. Tennessee Valley Aulhority. 68/10/14, Document Control BraiKh ((Toco- 
meni ConlroP Desk). Ppp 47t9M 48 471 91 . 1 49 


H. General correspondence 

6810070271 Ack receipt of 800921 Hr notifying Commission of plana lo appoint CO 
Kingsley to succeed SA While as senior vice president Notification satisfied roquoM 
contairaod fn NRC SER on uhl revised corporate nuclear performance ptan 
PARTL0W.J6 Ote of Special Projects 88/10/04. RUNYON, M. A. Tonn&ssofl Valley 
Aulhonty 3pp. 


J. Insurance & Indemnity Information 

8810100038 Advises lhat 1988 financial info.submilted In 860909 ltr, satisfies 10CFfll40 
requiremenia re deferred premiums. 

NASHOA Policy Development & Technical Support Branch (Post 670411} 89/09/ 
22 GflIOlEfl,RL Tennessee Valley Authority Ip 47084:211-47084.211. 


O. Inspection reports, IE Bulletins A correspondence 

66D9O10337 NRC Info Notice 88-073, "Direction- Dependent Leak Charaoloristfos of 
Containment Purge Valves ” Svc list end 

ROSSI, CE. Division ol Operational Evenis Assessment (Post B70411). 88/09/66. 
Consolidated Edison Co. o/ New York, Inc, 119pp 46958’O60.46958.177. 

0910030104 Requests technical program evaluation of util response to de\4ation ro fdO- 
ure to properly document Class iE equipment qualification noted In Insp Repis 60- 
390/87-20 6 50 391 /87-20 In order for NRC lo esiabllsh proper position 
MCCOY, F.R Ofc of Special Projects 80/09/20 BLACK, SC Ofe of Special Projocis 
Ip 4701 0*1 86-4701 0-206 

8010040267 Ack receipt of 880817 ltr re deviation noted fn Insp Repts 59 390/67' 
20,50-391/87-20,50-390/66 01 & 60-391/68-01.Utll Will be adviaed of decision at 
conation of re'^ew. 

MCCOY, F.fl. Ofc of Special Projects. 88/09/20. WHITE.S.A. Tennessee Valloy Au- 
thonly 2pp 4 7026.1 67-47026- 168. 

B0O929O112 Provides revised response lo violations noted In Insp Repts 50-390/6825 
0 60-391 /86-25,Correc live actions memo Issued by quality manager emphasizing lm» 
poflance ol nonconformance rapt review process. 

GRIDLEY,R. Tennessee Valley Aulhority 68/09/21. Document Control Branch (Docu- 
ment Control Desk) Bpp. 48998-061-46998 066. 

0809150006 NRC Info Notice 88-077, "Inadvertent floaclor Vessel Overlllf." Svc lilt 
ervcL 

ROSSI, C.E Division of Operational Evenis Assessment (Post 070411). 86/09/22 
Consofidaled Edison Co of New York, Inc Ilipp 471 14:201 -47 115'042, 

6609190047 NRC Info Notice 68-078, "Implementation of Revised NRC-AdmInIsterod 
flequaiification Exams Svc list end. 

ROSSI, C.E Dfvlaion of OMrallonal Evenis Assessment (Post 870411). 86/09/22. 
Cot\sollda\6d Edison Co of New York, Inc TiOpp 47116',043-47116 046. 

6009230092 Suppf 1 to NRC Info Notice 88 069, "Movable CJoniacI Finger Binding In 
HFA Relays Mig by GE." Svc list end. 

ROSSI.Cb, Division of Operational Events Assessment (Post 870411). 86/09/29 
Consofidaled Edison Co. of New York, Inc. 117pp. 47115:163-471 16.261, 

6810060260 Responds to NRC questions in NRC Bulletin 88-04 re adequacy of mfnlllotf 
sys for safely -related pumps.Schedule for plants except Bellefonte per 880701 
discussion Bellefonte schedule submitted after resumption of design & const aciMlios 
QRIDLEY.R Tennessee Valley Authority, 08/09/30. Documenl Control Branch (Docu- 
ment Control Desk). 7pp. 47070 236-47070.242. 

6810030255 NflC Info Notice 68-060, "Unexpected Piping Movement Attributed (o Ther- 
mal Stratification " Svc llsl end 

ROSSI, CE. Division Of Operational Events Assessment (Post 870411). 86/10/07, 
Consolidated Edison Co. of New York, Inc. 223pp. 47115:282*47116:265. 

0610040006 NRC Info Notice 88-081, "Failure of AMP Window Indent KYNAR Splices A 
Thomas & Betts Nyfon Wire Caps During Environ Qualification Testing/’ Svo lisl one). 
ROSSLC.E. Division of Operational Events Assessment (Post 670411). 08/10/07. 
Consolfdaied Edison Co. of Now York, Inc. 110pp 471 16.026-47116.144. 

6810140145 Advises that response to notice of violation re Investigation Repts 2-05 034 
& 034S will be sent by 88 1014, 

GRIDLEY,R.L TennesBee Valley Authority 88/10/07. Document Control Branch 
(Document Control Desk) 2pp. 47150:360-47160.361, 

6610130161 NRC Info NoUce 88-083, "Inadequate Testing of Relay Contacis In Safety- 
Related Logic Sys " Bye list end. , ^ 

ROSSI.C.i Dmslon of OMratlonal Evenis Assessment (Post 870411). 86/10/19. 
Consolidated Edison Co. of New York, Ino. 119pp 471 96*239-471 06:357. 


8. Reportable occurreneea, LERa ft related correapondenca 

6609290185 Revisod Fmal deficiency rept re Improper fabrication, Insp ft documentailon 
of wall-riDounlod Inslrument panels. Initially reported on 87021 fi.Two panels deetruc- 
lively tested be replaced w/panels labrlcafedper engineering drawings 
GRIDLEY.R. Tennessee Valley Authority. 88/09/21. Document Control Branch (Docu- 
ment Control Desk) 6pp 47001:037-47001:042, 

661D200027 Part ?* .-'op* ro ht:**nrP'.' va'vn W-res 1 ^ 1/0 t'a’n •■ftplacemenl kits 

being supdfed * • 1 tv I .i'i< 1 1 li *’> u* o-.'i ' 

SANDL1NQ,M. k-jiruii ’% rp ■b.l'a ni F \.tiV W'OJ oj. MURLEY,T-E 

Otflee of Nucmii fVucro nv Hin-.. (' .ov. 47226:322 

47226.356, 


V. Operator Examinations 

0808170150 Generic Ltr 88-, 13 jo all power reactor licensees ft applicants for OL re op- 
erator licensing exanis.SVo list etwL ■ ^ ' „ ' . . ^ 

MIRAGLIA,FJ Associate dreclor for Prelects (Post 670411). 8B/OB/O0. Consolidated 
Edison Co of New York, Inc. 60pp 46958.001-46958 057, 
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DOCKET 60-395 VIROIL C. SUMMER NUCLEAR STATION, UNIT 1 


F. Securltyi medical, emergency & fire protection plans 

AB092B03d2 Summary of 860B1 7 meoting w/util In RockvIlla.MD to discuss romova! of 
fire protection Tech Specs for facility & recont Issuance of Generic Ltr 89-12 Attend* 
a nee fist & supporting documentation onci 

HAYES.JJ. Project Directorate 11*1. 88/09/20 Project Diroclorate IM, 21pp, 
4697S.220-46976*240, 

BBI 0170331 Rev 13 to Emergency Plan Implementing Procedure EPP*019, "Emergency 
Equipment Checklist " W/081012 Hr. 

BflAWAM.OS. South Carolina Eleclrlc A Gas Co 00/10/12 46pp 4716O'20O 
47160324. 


d. Inaurance & Indemnity Information 

B8 100 50 129 Forwards temporary exer^tlon from schedular roquirements of property fn- 
8 urar>c 0 rule (10CFR50.64(wH6](l))<Temporary oxemplion valid until 690401 or until 
such lime as aclion on rulamaking complotod. 

HAYES.JJ. Project Directorate Ihl. 08/09/20 BFIADHAM.OS South Carolina Electric 
A Oa$ Co 3pp 47050-268-47050.273 

-^310050194 Temporary exemption from achedular requirements of property insurance 
rule. 

VARGA.S A Project Directoralo 1*2 88/00/29 South Carolina Electric & Gas Co. 6pp 
47050.269-47056:273. 

BB 10 11 0173 Informs NBC that utn cognizant of 801004 deadline to document under- 
stendlng of actions pending by NRG & to slate reliance on assurance that ttlll to bo 
relieved from 681004 deadline. 

GRAOHAMiOS South Carolina Electric & Gas Co 80/10/03. Documoint Conirol 
Branch (Documenl Control Desk). 2pp 47 1O0'346-47 108-347. 


8810070283 Concurs w/ulll 080916 request to change Tech Spec 3 6 1.6. “Conlain- 
mant Structural Irtlegnty " Util v^lf revise Tech Spec bases to Include ref to Surveil 
lance Test STP- 160 001, "Containment Tendon- Test ” 

BRADHAM.OS South Carolina Electric & Gas Co 80/09/29 HAYES.JJ Documenl 
Conirol Branch (Document Control Oosk) 4pp, 47080 226 47080'229, 

8010060328 Forwards supplemental info lo 880520 radiological impact assessment re 
VANTAGE 5 fueI.Evalualion perfornned of environ consequences for FSAR Chapter 15 
accidents Inpacted by fuel change using reactor coolant & core source terms 
BRAOHAM-.OS Souih Carolina Electric & Gas Co. 88/09/30 Document Control 
Branch (Document Control Desk) 67pp 47070 032 47070.098 

B81005005B Generic Ltr 66-16 to all power reactor licensees & applicants re romovaf of 
cycle decide paramolor Kmits from Tech Specs Sve list end 
CBUTCHFIELD.D. Associate Oireclor for Projects (Post 070411) 88/10/04 Consoli- 
dated Edison Co. of New York, fnc 4Bpp 47116-145 47116.194 

8810130135 Informs that 080603 response to Generic Ltr 88-05. "fiorfe Acid Corrosion 
of Carbon Sleol Reactor Boundary Compononis in PWR Plants" provided assurance 
that program In place deals w/boric add leakage re Integrity of RCPB 
HAYES, JJ Project Directorate 11-1 88/10/06. BRADHAM.O S. South Carolina Electric 
& Gas Co 2pp. 47120. 194-471 20' 195. 

6010170426 Discusses Tech Spec change re uao of VANTAGE 5 fuel Use of VANTAGE 
6 fuel will bo restricted (o ennehmanta of loss than or equal to 4 25 weight percent U- 
235 & burnups not lo exceed 60 GWD/MTU 

BRADHAM.O.S. South Carolina Electric & Gas Co 88/10/11 Document Control 
Branch (Documenl (^nlrol Desk), 2pp 47166*127 47166.120 

B610190014 Forwards addl Info lo support request to amend Tech Specs lo allow rolu 
ellng & operation w/VANTAGE 6 fuef Graphics illuslraling reactor core safely llmils w/ 
three loops in operation & moderator temp coefficient vs power (oval end 
BRADHAM.OS, South Carolina Electric & Gas Co 88/10/13, Documer^t Control 
Branch (Document Conirol Desk) 8pp 47191.343 47101*355. 


P, Operating ilcenea stage documents & correspondence 


0. Inspection reports, IE Pulls tins A correspondence 


BB0912(K)85 Generic Ltr 80-15 to all power reactor llcenseea & applicants re electric 
power Bvs • Inadequate control over doaign processes. 

CRUTCHFIELO.O Associate Director for Projecls (Rost 070411) 00/09/12. Consoli- 
dated Edison Co. of New York, Inc. 60pp. 47001 •239-47001:300. 


6809010337 NRC Info Notice 88 073, "Dirac I ion- Depen dent Leak Characlorlsiics of 
Containmeni Puiqg VaW&s.” &vc ©net 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/09/08 
Consolidated Edison Co. of New York, Inc 1 igpp. 46958,058 46958.177 


BB100S0001 Forwards Topical Report WCAP- 11726, "Analyala of Capsule V from South 
Carolina Eieotric & Gas Co Virgil C Summer Unit 1 Reactor Vessel Radiation Surveil- 
lance Program " No specific Toch Spec changos roqulrod to Incorporate rosuKa of 
Irtap. 

BRADHAM.OS. South Carolina Eleclrlc & Gas Co 88/09/ 16 Document Control 
Branch (Document Control Desk). 1p 47057.302-4705fl'036 

•-MIOOSOOOS "Analysis of Capsule V from South Carolina Electric A Gas Co«Vfrgll 0 
Summer.Unlt 1 Reactor Vessel Radiation Surveillance Program " 

COLBURN, DJ., UMANTIA.LA., ALBERTIN.L. Weslinghouao Eloctric Corp. VI/CAP- 
11726. 80/01/31, 94pp. 47057.303-47058 036 

0809260161 Forwards envlronm assessment & finding of no significant Impact ro Eempo- 
lary exemption from 10CFR50,54(w)(6jjl) 

HAYESJ J, Project Directorate 11-1 06/00/23. BRADHAM.O.S South Carolina Eieotric 
A Oas Co. 3pp 48976.286-46976:272 


-$809260167 Environ assessment & finding of no significant Impact ro exemption from 
1C>CFR60,54(\^{6}(i) requirements tor facifily 

KINTNER.LL, Pro act Plreotorate 11-1 86/09/23. 4pp 40976.269-46976 272 


9610260460 Final response to FOIA request for documents ro plenl. Forwards App 0 
documentsApp D documenia also available in POR 

QRIMSLEYAH. NRG - No Detailed Affiliation Givon. BO/09/23. WEISSMAN.S Call 
fofiVa, Slate of. 2pp. 47209:001-47209:002. 

-9211040053 Board Notfflcallon 8 2-93. forwards addl Info ro somiscolo tost rosulls con- 
cerning feed & bleed mode ol core cooling, 

EISEr^UT.D.Q. Division of Licensing (800420 051124). 82/09/24 PALLADINO.N., 
ROBERTS. AS8ELSTINE Commisslonera 1p 47209 040-475^00 040. 

-0303160760 Board Nolification 63-27:rorward5 830221 memo & final EO&G rept ro 
eOdi RElAP-6 calculation lor Semjscalo S-SR-2 test. 

eiSENHUT.D.Q. Division of Licensing (000420-851124). 83/03/04 PALLADINO.N. J., 
ROBERTS, ASSELSTINE Commla Slone ra. 1 1pp. 47209.071-47209:007. 


B81 0080097 Forwards Insp Ropt 60 395/80-17 on 880001-31 & notice of violallon 
VERRELLI.D M. Region 2, Ofe of Iho DIroctor 80/00/16 BRADHAM.O S. South Caro 
llna Eleclrlc & Gas Co. 2pp. 47071,043-47071.054 

-8610060101 Notice of vIofatlQn from Insp on 8B060l-31.ViolQilon8 noted* operations 
allowed solid stole protection sys Train B lo remain In bypass for over 6 h & Train 0 
not returned to norma! after not being able to completo surveillance 
VERRELLLD.M Region 2, Ole of the DIraolor 80/09/16 2pp 47071 046 47071 046 

-0010060107 Insp Ropt 69 305/88 17 on 8BODO I -ST Violations noted Major areas 
inspected unresolved ltonis.moiithly surveil lance & mainl observe tie ns, operational 
safety vorJftoalfon^ESF sys walkdown & onsite followup of events 
PREVAnE,R.L., HOPKINS.PC., DANCE, H.C Region 2, Oto of the Director 68/09/ 
16.0PP 47071:047-47071-054 

8809160000 NRC Info Notice 88 077, "Inadvertent Reactor Vessel Overfill " Sve list 
end 

ROSSI.CE Division of Operational Evanla Assessment (Post 870411). 88/09/22 
Consolidated Edison Co. of New York, Inc. 111pp. 47114-201-47116 042 

0809190047 NRC Info Notice 88 078, "Implemontotlon of Revised NRC-Adminlsterod 
Roquallfjcation Exams " Sve list end 

ROSSI.C.E. Division ol Oporallonal Events Assessment (Post 870411). 88/00/22. 
Consolidated Edison Co of Now York, Inc 110pp. 47116.043-47116 048. 

6010070328 Forwards Insp Ropt 50 395/68/18 on 880020 0902 No violations or devi 
aliens noted 

HERDT,A,H. Region 2, Ofo of the Director. 88/09/26. BRADHAMAS South Carolina 
Efodrfc & Gas Co. 2pp 47063 355 470B3'362 

-0610070327 Insp Rept 50 395/66-18 on 080829-0902 No violations or devtolions 
notod.MaJor areas Inspectod.NRC bulletins & mail jrienlifloalion Investment In mobile 
spectographic aquipmenl is positive example of mgl Involvement in QA. 
KLGINS0RGE,W.P.. BLAKE.JJ Region 2, Oto of Iho Director 08/09/23. 6pp. 
47083:367-47063-362. 


0010060020 Notification of 801 01 B meeting w/ulll In JenklnsvlIlo.SC to discuss status of 
Hcenslug activities. 

HAYES,J,J. Profeot Directorate I1 1. 86/09/27 ADENSAM.EQ, Project Directoralo j|- 
1.2pp. 47050:1 W-4706B-161. 

0010030209 Summary of 800901 meeting w/utll in RockvIlle.MD re status of licensing 
fssuds for faclllty.Llat of attendeea A handouts end. 

HAYE8.JJ, Project Directorate II- 1. 08/09/28. Project Directoralo IM. lipp, 
47019.014-47010.024. 

0010030341 Summary of 800921 meeting w/ulil & Qllbert/Commonweallh Assoc In 
Rockville, MO re proposed change to Tech Spec 3 6.1.6, "Containment Structural In- 
tegrih.” “ 

HAYESaIvJ. Project Directorate IM. 68/09/28. Project Directorate IM. 4pp. 
47000 ‘206-4700a.209, 

0010030030 Forwards notice of consideration of Issuance of amend to License NPF'12 
A oppoftunihr for hearing on 880001 request to allow allernative for tube plugging or 
aleevtog In sleam generators 

.HAYE^J.J, Project Directorate IM 80/09/29 BRADHAM,OS South Carolina Elec Wc 
A Gas Co. 2pp. 47015.273-47016-278. 

-0010030032 Notice of consideration of iaauanco of amend to License NPF-12 A op 
oortunity for hearing on 660801 request to allow alternative for tube plugging or sleav- 
mg In steam generators for Indications that occur In tube&heel area 
KfNTNEfl,LL. Project Directorate IM. 88/09/22. 4pp. 47016-S75 47015 270. 


0010040023 NotifIcaKon of 801006 mooting w/ulil In RockviltoiMD to discuss ulil pro- 
gram lo respond to NRC Bullolln 88-008, "Thermal Stresses In Piping Connected to 
Reactor Coolant Pumps." 

HAYES, J.J. Prolect DireGtofate 11- 1. 08/09/27 ADEN8AM,6 G Projec.l Diraclorale II 
1.2PP 47036.026-47036:329 

6610030289 Summary of 660901 meeting w/ulil In Rockvilto,MD re status of llcenalng 
Issues for (acllily.Llsl of attendees A handouts end. 

HAYES, JJ. Pro eel Directorate ill. 66/09/28 Project Direclorate IM tipp 
4701 0:01 4-470fd.024. 

0609230092 SuppI 1 to NRC Info Notice 88-069, "Movable Contact Fmgar Binding In 
HFA Relays Mfg by GE " Sve list end. 

ROSSLC.t Division of Operational Events Assessment (Post 870411). 86/09/29 
Consolkialod Edison Co. of New York, Inc. 117pp 47115.183 47M6'281. 

0010060242 Forwards Initial technical response to NRC Bulletin 88-000, "Thermal 
Stresses In Piping Connecied lo RCS" End oullines action plan A technical basis for 
Insp A monitoring programs to be Implemented during current refueling outage. 
BRADHAM.O.S. South Carolina Electric A Gas Co. 88/09/29 Document Control 
Branch (Documenl Conirol Desk). 2pp. 47072 010-47072*036. 

-8610130322 "Program ol Compliance lo NRC Bulletin 80 008 for VC Summer Nuclear 
Power PfanL'Pari I Aclion Plan." 

* South Carolina Electric A Gas Co, 88/09/30 24pp 47072.012-47072 036 
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M 10030255 NRC fnfo Notice 88 080, “Unexpected Piping Movement Altnbuted to Ther- 

RO^^C^^^&o^of'opemllonat Events Assessment (Posl 870411). 88/10/07. 
SldaledSnO) ofNewYorK. fnc. 223pp 47115 282*47115 205 

M 10040068 NRG info Notice 88 061. "Paifure of AMP Window Indent KYNAR Splices & 
Nylon Wire Caps During Environ Qualification Teajng” Svc iVst end 
R^&CE Orriston of Operational Events Assessment (Post 670411). 88/10/07. 
S^lidated Edison CO ofNflW York, Ina 119pp 47116-026 471 16 144 

8810180383 Responds to NRG 880916 Hr re^olattons noted In ln8p ReptS0-396/88. 
17 Corrective actions precautions section of Sujveiltence Test Procedure STP*345 074 
amended to reoulre utilization of local switch 

BRADHAM.OS South Carolina Electric & Gas Co. 88/10/14. Document Control 
aranch (Document Cont/ol Desk) Spp 47172 173*47172*182, 

B8 10200200 Summary of 881006 meeting w/utll In Rockville, MO re util response lo 
NRC Bulletin 88*008. "Thermal Stresses In Piping Connected to RCS " 

HAYES.JJ Project Directorate 11*1 88/10/14 Projecl Directorate 1-4 55pp 
47227001-47227 055 

8810130161 NRC Info Notice 88 083. "Inadequate Testing of Relay Contads In Safely- 
Rfifated Logic Sys " Svc list end 

ROSSf.CE Division of Operational Events Assessment (Post 870411) 88/10/19, 
Consolidated Edison Co, of New York, InC 119pp. 47196 239 47 1 96.357 


R Periodic operating reports & related correspondence 

8810160362 Monthly operating repl for Sept 1968 for VC Summer W/861011 Hr. 
HALTIWANGER,J , BRADHAM.OS South Carolina Elecldc & Qas Co 88/09/30 
BARRY.LW Document Control Branch (Document Control Desk) Spp. 47172.310* 
47172 314. 


S. Reportable occurrences, LERs & related correspondence 

8810070358 Part 21 rept re condition Involving Inconel 600 mail used to fabricate steam 
generator tube plugs & found to possess microstructure suscepbble to stress corro- 
sion aacking 

TAYLORJ K. Babcock & Wilcox Co. 88/09/06 MURLEY.T B Office of Nuclear Reaci* 
lor Regulation. Dfreclor (Post 87041 1) 6pp 

8810120289 LER 86 010 00 on B80630, failure to perform fire watch following fire ays 
compular malfunctiom Induced by lightning sinking meteorological tower.Caused by ir)* 
adequate training & procedural guidance Event reviewed W/681 006 Ur. 

HIGQINS.WR, BRA^DHAM.OS South Carolina Electric & Gas Co. 88/10/06. 6pp 
47112344-47112 349 


V. Operator Examinations 

8806170150 Generic ttr 86*13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams, Svc list end 

MIRAGLIA.PJ Associate Director for Projects (Post 870411} 68/06/08 Consolidated 
Edison Co of New York, Inc 58pp 46958 001*46958 057 


DOCKET 50-396 UNIV. OF VIRGINIA CAVALIER REACTOR 


F. Security, medical, emergency A fire protection plana 

8810030160 Advises of no objection to 880909 plans to transfer fuel elements from 
CAVALIER reactor to Untv of Virginia reactor Transfers must be consistent w/applica* 
ble facility OLs, NRC-approved physical secunty plan & Internal procedures 
ADAMS, A. Standardization A Non-Power Reactor Project Directorate 80/09/27. 
MULOER.R U Virginia, Univ of, Charlottesville, VA. 3pp, 47008066*47006.068. 


P. Opereting license stage documents A correspondence 


8810030244 Advises that 880520 Rov 7 to emergency preparedness plan contmuos to 
meet stds In l0CFR50 47(b).Undor8tands that Soctfon Q would have to bo rovlsod ri 
changes to Procedure 13 1,i are made as result of Insp Root 60 397/80-25 
FIShTIf Region 6. Ofc of the Director. 00/09/23. SORENSEN, QC. Washlnglwi 
Public Power Supply System. 2pp 47009.056 47000 057, 

8610140183 Submits revised response to SER Question 26 ro fire prolecllon A safe 
shutdown capability Analysis performed to Identify hlgh-to-low prossuro (ntorfaca valVe 
motor DOwer feeder requiring protection against lire related reconnocls 
SORENSEN, GO. Washington Public Power Supply System 88/09/30 DocumonI 


6810240175 Forwards updated schedule of commllmenls for completion of fire prelec- 
Hon issues, per concerna noted In Insp Rept 6O-397/C0-1 6 A open items notod duir >9 
fire protection audit on 000606*10. 

SORENSEN, G.C, Washington Public Power Supply System 08/10/07. WARTfN,JB 
Region 5, Ofc of the Director. 14pp 47253*208*47263 310. 


J. Insurance A indemnity Information 


8610060104 Forwards environ assessment & finding of no significant (mpaci fo terrupo* 
■ ‘ ‘ onslto property 


SORENSEN, QC Washfng-lon 

Puyc Power Supply System 5pp 4707 1 . 1 61 *4707 1 • 1 65. 


-8610030129 Environ assessment & finding of no signlllcant impact re exempHon from 
10CFR50.54(w)(5)(ij, Increasing amount of onsite property damage Insurance required 
by NRC licensees 

ROOD.H. Project Directorate V. 88/09/26. 5pp 47071*1 66*47071. 169 


8810110182 Forwards temporary exemption from schedular requlromonls of properly In- 
surance rule 10CFR60 64(w](5)(l) until rulemaking formalized but no later than 3904 01 
SAMW0RTH,R.8. Project Directorale V 80/10/03. SORENSEN.Q.C. Wflshinglon 
Public Power Supply System. 4pp. 47 107'262*47 107*265 


-8810050264 Exemption from requirements of 10CFR60 54(w)(5)j[l) re onslto properly 
damage Insurance until rulemaking complete but no later than 8D0401. 

HOLAHAN.GM Division of Reactor Projects - 111,1 V.V A Special Projects (Post 
870411), 00/10/03. Washington Public Power Supply System. 6pp 47107:266* 
47107,269 


P. Operating license stage documente A correspondence 


6810160390 FOIA request for Revs 1 & 3 of stated rept for plant re design aasossmeni 
CONNOR.L Ooc*Search Associates 88/00/12, NRC * Dotallad Affiliation Given 
Ip, 47154.070-47164:070 


6809120085 Generic Ltr 86*15 to all power reactor licensees A applicants re electric 
power sys * Inadequate control over design processes 

CRUTCHFIELD, D Associate Director for Prcriocts (Post 870411) 00/09/12. Consdh 
dated Edison Co. of New York, Inc. 60pp. 47001*239 47001:300, 


8810180395 Final response to FOIA request for repts re plant design assessment App A 
documents available In PDR 

GRIMSLEY.O.H. NRC * No Detailed Affiliation Given. 00/00/16 CONNOR, L. Doc- 
Search Associates 2pp. 47154:071*47164:072. 


8809290227 Forwards NRR 080026 Hr ack receipt of petition filed by Ohio Cillzena for 
Responsible Energy per iOCFR 2. 200. Request for im mod late relief denied. 
SAMWORTH.RB. Project Directorale V. 80/00/23. SORENSEN.Q.C. Washington 
Public Power Supply System. 4pp 46992* 12O*48092;1 27. 


8810050058 Generic Ltr 80*16 to all power reactor llcensoos & applicants ro removal of 
cyclo-wwcific parameter limits from Tech ^ecs.Svc list end 
CRUTCHFfELD.D. Associate Director for Pfojecls (Post 070411) 88/10/04. Consoli- 
dated Edison Co of New York, Inc 4Bpp. 471 16.145*471 16 1 94 


8810030180 Advises of no objection to 880909 pfans to transfer fuel elamenls from 
CAVALIER reactor lo Unrvol Virginia reactor Transfers must be consistent w/ applica- 
ble facility OLs, NRC-approved physical secunty plan & internal procedures. 

AOAMSA Standardization A Non Power Reactor Projecl CSrectorale 88/09/27 
MUloeR.RU Virginia, Univ of, Charlottesville, VA 3pp 47008 066 47008066 


DOCKET 50-397 WPPSS NUCLEAR PROJECT, UNIT 2 


F. Security, medical, emergency A fire protection plana 

8810050164 Forwards "Emergency Preparedness Exercise Phase I Exercise Manual."’ 
Transrrwia] represents complete scenario package w/ exception of certain admlnistra 
Uva section under development 

SORENSEN.G(5 Washington Public Power Supply System 88/07/22. MARTIN, J.B 
Region 5. Ofc of the Directof Ip. 47048311-47050 212. 

-W10050187 F^ards "WNP-2 Annual Emergency Exercise * 1988" objectives A liml- 
ta^ as firtt 75 (tey submittal lo annual exercise program .Remafnlng 45*day submit* 
descnpHon o( exercise scanarfo A actions, 

System. 88/06/16 MARTIN, J.B 
Respon 5, Ofc of the Direclor. 18pp 47048 312-47050 212 

Ekwciss Phase 1 Exercise Manual." 

Washington PuWw Power Supply System. 88/09/13 603pp. 47040,330 47050 212. 
8W390333 Rev 7 to Pages 89 A 6*10 of emergency preparedness planW/ 880914 

4^82^011 Washington Public Power Supply System, 00/09/21. 1 tpp 46962.001* 


Q. Inspection reports, IE Bulletins A correspondence 

8809010337 NRC Info N'Atice 00-073, "Direction Dependent Leak CharactcrlBtics of 
Containment Purge Valves " Svc list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 06/09/08. 
Consolidated Edison Co. of Now York, Inc. 119pp. 46960.050-46950 177 


88091 5000B NRC Info Notice 80 077, "Inadvertent Reactor Vessel Overfill*’ Svc list 
end. 

ROSSP.C.E Division of Operational Events Assossmonl (Posl 070411). 00/09/22 
Consolidated Edison Co of New York, Ino 1 lipp 47114:291-471 16 040. 

8809190047 NRC Info Nolice 86 070. "Implemenlatton of Revised NRC* Administered 
Requallficatlon Exams " Svc list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 08/00/22 
Consolidated Edison Co, of Now York, Inc 11 9pp 47115 043-471 16,046. 

8809^114 Responds to NRC 080024 Hr re violations noted in Insp Repl 60*3e7/aa- 
21 Corrective actions.pfant heatup Immediately terminated when determined to be 
e^83stve,endnBarlng evaluation performed & Procedure 7 4 4.6, 1,1 revised 
SORENSEN.Q.C. Washington Public Power Supply System 68/09/23. Documenl 
Control Branch (Document Control Desk). 4pp. 46997:103 46997:186. 


8810030244 Admes that 0BO52O Rev 7 lo emergency preparedness plan conbnues to 
rneet slds in 1OCFR5O,47(b).Und0fsland9 that Section 6 would have to be revised If 
Procedure 13,1.1 are made as reaull of Insp Repl 60-397/80*25. 

FISH,fi F. Region 6, Ofc of the Director. 80/09/23 SORENSEN,Q.C. Washington 
Public Power Supply System 2pp. 47009 056-47009 057. 


eeiui70ll0 Forwards Insp Rept 50-397/88*27 on 860708*0823 A nollce of 
vioiaiion Repl Paragraph 3 h addresses followup, enforcement A unresolved items fiom 
examined A found nol ready for closeout. 

WRSCH.aF. Region 6, Ofo of the Direclor. 68/09/23. SORENSEN.Q.C. Washington 
Public Power Supply System. 2pp. 47169:057-47169*072. 
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**fi6 10 170117 Nollcs of violation from insp on 000700 0823 Vjolatron noted procodurca 
not established to provide tor installation & roplacement of air intake filters In event of 
volcanic ash lallout 

KIRSCH.DF Region 5. Ofc of tho Director 08/09/09 lp 47169 059 47160 050, 

-B81 01701 24 Insp Rept 60*397/08-27 On 800708 0823 Viofalio ns noted Major areas 
Inspected ESf status.sarvQtiiance & maint program, L^Rs spoclal insp topics & licons 
ee action of previous Insp findings. 

BOSTED.CJ,, SORENSEN.BC, JOHNSOf^.PH Region 5. Ofc o1 lb© Oiroclot B&/ 
09/21 13pp 47169 000-47169 072 

8310060362 Responds to IE Bulletin 88 004, "Potential Safely Related Pump Loss," 
Short terrn program evaluation yielded listed results Need for any 30 day reporting of 
completion of long term action resolution not anticipated 

SORENSEN.GC Washington Public Power Supply System 80/09/20 Document 
Control Branch (Document Control Desk) 2pp 47072 042*47072 043 

6809230092 SuppI 1 to NRC Info Notice 88 009. "Movable Contact Finger Binding fo 
t^FA. Relays Mfg by GE ” Svc Hal end 

ROSSlOE Division of Onaratlonal Events Assessment (Post 670411) 66/00/29 
Consolidated Edison Co of New York, Inc. 117pp 47115.163 47115-281 

3610149183 Submits revised response to SER Question 25 re fire protection & aafo 
shutdown capability Analyais performed to Idoritify high to low pressure intorfaco valve 
molar power feeder requiring protection against firo rolatod roconnocia 
SORENSEN.GC, Washinglon Public Power Supply Syatam 08/09/30 Document 
Control Branch (Document Control Desk) 2pp 47166:254*47156 255 

8610210693 Forwards Insp Ropt 5O'397/0O*33 on 000906 09 & oolico of 
violairon Preventable nature of failure to provido cominuous sampling of main plant 
vent re Ineffoctive corrective action takon for previous violation o) 800507 
YUHAS.QP Region 5, Ofc of tho Director 80/10/08 SORENEN.GC Washington 
Public Power Supply System 2pp. 47235 330*47235.350 

^6610210606 Notice of violation from Insp on 080006 09 Violation noted main plant 
vent release monilor not operable & no effluent sampler flow rata ealimalians made 
nor continuous sample collecllon conducted 

YUHAS.Q P Region 5, Ofc of (he Director 00/10/06 2pp 47235 340 47235 341 

^6610210612 Insp Rept 50 397/08 33 on 000006 Og Violation noted Malor areas 
inspected organization & mgl controls, followup, gaseous wPsto & tours of facility. 
CldorTE,Gfl, NORTH,HS. Region 6, Ofc of the Director. 00/10/04 9pp 
47235-342 47235 350 

8810240169 Forwards SALP Maoting Ropt 50*307/00 31 on 800010 & SALP Ropt 60- 
367/66 QO (or June 1907 * May 1900 Concerns raised w/IIconseo performance 
listed, Including inefficient oporalor attention to procedures in face of uncortainty. 
MARTIN, J0 Region 6, Ofc of the Diroctor 00/10/06 MA2UR,DW Washington 
Public Power Supply System, 3pp 47255.200 47255-330 

*-8810240203 SALP Mooting Rept 60*397/00 31 on 000010 Concerns raisod re r^umbor 
of personnel errors & number of near misses occurring since beginning of iGQO.Major 
sraas discussed corrective actions In rosponso to SALP findings. 

CALOWELUCW., JOHNSON, PH. Roglon 6, Ofc of the Director. 00/10/06 6pp. 
4725$ 293 47265 330 

68 100302 65 NRC Info Notice 08 000. "UnoKpeciod Piping MovomonI Attributed to Thor* 
mal Strati Heal Ion ” Svc list end 

ROSSI, CE Division of Operational Events Assossmonl (Post 070411). 00/10/07. 
Consclldatod Edison Co, of Now York. Jnc. 223pp. 47116 282*471 16 205 

6810040066 NRC Info Notice 08-081, "Failuro of AMP Window Indent KYNAR Splices A 
Thomas A Betts Nylon Wire Caps During Environ Qualification Testing," Svc fist one! 
ROSSLCE Division of Operational Events Assessment (Post 870411) 00/10/07. 
Consolidated Etllaon Co of Now York. Inc llBpp 47116.026*47116-144. 

8010240026 Forwards Mgt Mooting Ropl 50-307/88-38 on 600825 ro SALR NRC had 
number of concerns w/util poriormanco In areas of operations, orvginooring A OA 
dudna SALP period, 

WARTiN,Ja. Roglon 5, Ofc of tho Diroctor 80/10/07 MAZUR,DW. Washfnglon 
Public Power Supply Systom 2pp 47267-056 47267 062 

-0B1O24OO29 Mgt Meoilng Ropl 50 397/80 38 on 880826.Ma|or areas 
discussed waakn 05808 In performance reviewed In oporetlons. enginooring A QA 
areas A ojramplos llluslrallna major concorns ro Insufficient mgt involvomont Tn ecllvi* 
tics. 

QOSTEO,CJ, JOHNSON.P.H Region 6, Ofo of the Director. 88/10/07, 6pp. 
47257:050 47267.082. 

8618249176 Forwards updated schedulo of comrriltmenls for cempletlon of lire protoc* 
twn Issues, per concerns noted In Insp RepI 60-907/80*18 A open Items noted during 
fire prolocHon audit on 800606 10 

SCDRENSEN.G.C Washington Publfo Power Supply System. 80/10/07 MARTIN, J. 8, 
Region 5. Ofc of the Diroctor 14pp 47263:206*47263.310 

6619190243 Responds to IE Bulletin 60*007, "Power Oscillations In BWRa." Confirms 
that Bliifl tectinical advisors also rocolvod training 

SORENSEN.GC. Washington Public Powor Supply Syslem. 88/10/13 Document 
Control Branch (Documenf ConUol Desk). 1p 47202 098 47202,098. 

0310139181 NRG Info Notice 88*083, "inadequate Testing of Relay Contacts In Safely- 
Related Logic Sys." Svc list end, 

flOSSLC.E Division of Operational Events Assessment (Post 870411). 88/10/10 
Consolidaled Edison Co. of New York, Inc. lIGpp 47106-239*47196:357. 


R. Periodic operating reports A related correspondence 


8 Reportable occurrences. LERs A related correspondence 


8610079091 Summary of Operating Reactors Events Meelln'g 88*37 on 880920 info oncJ 
9^ long-term followup assignmonis A summary of reactor scrams 
JAUDON.Jp, Events Assessmenl Branch 88/09/20 ROSSI, CE Division of Oper- 
ational Events Assessment (Post 07041 1), l2pp 47079 034 47079.045 

8610030261 LER 88 030 00 on 860525, full reaclor protection sys actuation occurred 
due to momentaiy loss of power to both divs Caused by deslon fimilallon of powor 
supmy fransfar switch Caution tag placed on swilch.W/B80926 Itr. 

WYRICK,Tr, POWERS.C.M Washington Public Power Supply System 88/09/22 
6pp 4791 0 228*4 7010-233 / 


8810040071 LER 88-029 00 on 050824, RCS unidentified leakage noted lo bo in excess 
of 5 gpm Tech Spec limit A RCIC atoam supply Inboard Isolation vafv© had large 
pack ng faak Caused by maint program deficiency vV/800922 Hr, 

OAVISON.WS, POWERS.CM, Washington Public Power Supply Syslem 88/09/ 22 
5pp 47036,060 4703B 054 


8810040074 LER 80 028-00 on 650B23, determined that on 870220-21 A 0019 Tech 
Spqc heolup/cooldown limit of 100 F In ar»y 1 h poriod oxceodad Caused by program 
* cooldown trandin g program added W/ 080 922 Itr. 
WASHINGTON.S L , POWERS.CM WasnSnglon Public Power Supply Syaiem. 88/09/ 
22 6pp, 47038-071*47030 07 a x x 


8810110371 LER 80-023 01 on 680620, Tech Spec viofalion of secondary containment 
lo oulsioe dlfferonlial proasuro occurrodCaused by sys conflQuratlon error Instrument 
setpoint change request (nitiated W/aQ0930 Itr 

WASHINGTON, S L . POWERS, C M V/ashinglon Public Power Supply Sya lem 88/09/ 
30 7pp 47 10S 027*47 1 00 033 


®®1®1^f1® LER 88 031 oO'on 06O9O2,found thal due lo single failure conirol room 
HVAC sys could opera lo In roclrcufalion modo. Motor operators tor tour ramolo air 
intako Isofaifon valves repfaced w/manual oporalora W/601003 Itr 
WASHINGTON, S.L,, POWERS ,CM Washington Public Powor Supply System. 80/10/ 
03 8pp 47114,232-47114 239. . 


8010140190 LER 80-032*00.on 06O9O6.lnadvarton1 conlaInmQnl isolation of RC(C sys 
atoam supply lino occurred while reactor pressuro hold al 00 pslg Caused by person- 
nel orror.Startup halted A excess flow check valves roopened W/BB1005 Hr. 
DAV(SON,WS, POWERS,C M. Washinglon Public Power Supply System 08/10/05, 
6pp 47150-203 4 7160 207. 

8610140194 LER 08 039 00 on 00OOO7,dot6rmlned thal Tech Spec re control room 
omorgonoy fdtration aya verification not performed since startup In Deo 1983 Caused 
by porsonnal error, Tempo reiy procedure vs^ll be init !a tod. W/Oa 1(307 hr 
WASHINGTON.S L , POWERS.C.M. Waahinglon Public Power Supply Systom 68/10/ 
07. 7pp 47146335-47146.340 x x 


8810280043 Part 21 ropt ro polenliaf daviallon from Tech Spec concerning RV Indies- 
lora duello oporaling temp effect on analog moior movomoni initially reported Of» 
881000.Cusfoma/e verbelfy nolM-oix OBiOOd 07. 

MAHONEY,EE Bailey Controls Co. (subs, of Babcock A Wilcox Co). 88/10/10. 
Office of Nuclear Reactor Regulallon. Dlreclor (Post 870411) 10pp. 47364 040- 
47964-040. r kx- 


V. Operator Examlna Ilona 

0608170160 Generic Ltr 08-13 lo all powor reactor Hcensoes A applicants ior OL re op 
orator licensing exams.Svc Hal end 

MiRAQLIA,F.J Associate Diroctor for Projecla (Post 870411) 80/08/08. Consolidated 
Edison Co of Naw York, lac. 66pp 46058001*46056.057 


DOCKET 60*400 SHEARON HARRIS NUCLEAR POWER PLANT, UNIT 1 


P. Security, medical, emergency A tfre protection plans 

8810030201 Forwards SALP Rept 50 400/80*17 for Jul 1987 • Juno 1988 Two func- 
tional areas docreaaad In performance from provioua assessment period .Two recent 
socurlty ovonis should be rovlowod to ensure that performance does not decrease 
QRACE.J.N. Region 2, Ofo et Ihe Director 88/09/16 UTLEY.E E. Carolina Power A 
Light Co. 2pp 47004-201 47004:318. 

-8610030293 SALP Ropl 50 400/88*17 for for Jul 1967 • Juno 1608. 

• Roglon 2, Ofo of the Diroctor. 80/09/16 3epp 47004:203*47004:318. 

8910070072 Revised emergoncy plan ImptomenlinG procedures Including Rev 4 lo PEP* 
323, "Solup c! Emofoenev Facilillas,*' Rev 3 to PEP 202, "Emergency Repair Direc- 
tor" A Rev 3 lo PEP- 103, ^'6 He Emorooncy Coordinator . Support Clr W/880'929 Ur. 
WATSON, R.A Carolina Power A Light Co 80/09/29 84pp 

6810170129 Advises of compfellon of corroclive actions for human ©nglnoering dfscrep* 
ancles (HEOs) for DCROh Disposition A status for HEOs re SPDS A emergency rs* 
eponse faclllN Info sys will bo addressed In SPDS final sum-mary rept. 

L0FHN,L1 Carolina Power A tight Co. 68/19/0? Document ConUol Branch (Oocu- 
meni Confrol Desk), Ip. 47160 346*47 160.346 < 

8810140049 Forwards response to violations noted In Insp Rept 60*400/80*21 Re- 
sponse withhold (ref 10CFR73 21). 

WATSON, R A, Carolina Power A Llghl Oo Q0/16/12 Document Conirol Branch (Doc- 
ument Control Desk). Ip 47160.202*47159,282 


8810198462 Monthly operoling rept for Sept 1000 for WPPS 2,W/8B1006 Hr. 
MUTCHISOn.L, powers, C.M. Washington Public Power Supply Syslem, 09/00/30 
4pp. 47260.100 47200-103. 

8810180125 Provides quarterly rept re License Condition 2,C,{16), Attachment g.rtem 
3(b) "VV Ido. Rang a Neutron Monitor." Next quarterly rept will bo submiltod by 990106. 
SORENSEN, G.C. Washington Public Power Supply System 80/10/06 Ddcumonl 
Control Branch (Documont Control Desk). 2pp 47135.140 47136-150. 


J. Insurance A Indemnity Information 

6809290159 Forwards environ assessment A Ming of no significant Impact re tempo- 
rary exemption from schedular roqulremonis o1 property hsuranca rulo 

M0CFR60.54j:w))- 

auCKLEY.B C, Project Direclorale ll*1. 88/09/23. UTLEY, EE. Carolina Power A Light 
Co. 3pp. 46983 376*46963-282. 
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-8^4^290193 Environ assessment & finding of no significant Impact re exemption from 
schodufar requirements of p/opeity inisurance rule (IOCFR60 54 (w)) 

KINTNER.LL Project Dir eclerale 11- K 88/09/23 4pp 46983 279*46983 282 

8610060015 Forwards temporary exemption from schedular requirements of property in 
surarkca nile 10CFR50,54(wJ(5)(i).effectivo 881004 Grants temporary exemp1ior» until 
890401 or compCotion of rufemaklnfl 

BUCKLE Y,B C Prelect Directorate II 1 88/09/29, UTLEY, E E Carolina Power & Light 
Co 3pp 47074*247-47074.253 

-8ai60&0016 Exemption from 10CFR50 54(w)(5J(i> requirements ra schedular require- 
ments of property insurance rule effective 881004 Examption extends specified imple. 
mentation data»not faler than 8904 01. pending completron of rulemaking 
VARGA .S A Of^^sion of Reactor Projects - f/ll (Post 870411) 88/09/20 Carolina 
Power & Light Co 4pp 47074 250 4 7074 253 


P, Operating license stage documents & correspondence 


6610310301 aummary of 880031 mealing w/ulll In Rockville, MD re short & lonq term 
programs for enhancement of plant performanco List of aUendoes & vieworaphs end 
BUCKLE Y, B C Project Directorate 11-1 88/10/25 Projoct Directorate 11-1 5^ 
47373 308-47373 363 ^ 


0, Inspection reports, IE BuKetIns & correspondence 

8809010337 NRC Info Notice 88 073, “Direction Dependent Leak Characteristics cl 
Containment Purge Valves," Sve fist on cl 

ROSSI,CE Division of Operational Events Assessment (Post 87041 1J. BB/09/08 
ConsolJdatad Edison Co. of New York, Inc 1 19pp 46958 058 46968 177 

8810030291 Forwards SALP Rept 60 400/88-17 for Jul 1987 - June 1988, Two func- 
llorial areas decreased In performance from previous aasessmeni periodTwo recent 
security events should be reviewed to ensure that performance does not decrease 
QflACE.JN Region 2, Ofc of the Director 88/09/16 UTLEY.E E Carolina PowerA 
Light Co 2pp 47004 281-47004 318 


ee09120€65 Genenc Ur 88-16 to all power reactor licensees & applicants re electric 
power sys - inadequale control over design processes 

CRUTCHFIEtD.D Associate Director for Projects JPoat 870411) 8B/09/12 Conaoli 
dated Edison Co of New York, fnc, 60pp, 47001,239 47001 *300, 


6309260158 Forwards guidance for processing request to extend current limits on en- 
nchmeat & irradiation of fuels, per 860729 Itr 

CRUTCHFIELD,D Associate Director for Projects (Post 870411) 88/09/16 NRC - No 
Detailed Affiliation Given Ip 46931001-46981 010 


-8609280167 Suggests lhat NRR assessment be titled, *'NRR or NRC Assessment of 
Environ Erfects /* did 8 any changes physically attached to environ assessment (EA) 
for first use & added to other EAs by ref to FR cilaUon 

SCINTO.J F Assistant General Counsel for Hearings 88/07/29 MIRAGLIA,F.J. Office 
of Nuefear Reactor Regulation, Director (Post 870411) 9pp 46981 002 460B1‘O1O, 

8810050043 Forwards results of final control room surveys, per Secllon 6 1 3.2 of CROR 
final summary rapt Survey resuKs Indicate that no signiricani discrepancies w/NUREG- 
0700 guldefines exist License Condition 2 C(e> considered closed, 

LOFLiN,LI Carolina Power & Light Co 68/09/26 Document Control Branch (Docu 
ment Control Desk) 7pp, 47061 :(feg 47061 071 

8810030005 Forwards safety evaluation granting util 830606 revised Relief Request RV* 
3 for inservice testing of valves & denying Relief Request RV-2 for performing teals 
on Valve 1 AF^1 17 dunng shutdown dire tolnadequate justification 
ADENSAM.EG. Project Directorate 11- 1. 83/09/29 UTLEY, EE Carolina Power & 
Light Co 3pp 470 19.006*4701 9 013 

-8810030006 Safety evaluation granting reilef from 10CFR605Sa(g)(ej(l} tor testing of 
Vafves 1AF-201 through 206 & denying Relief Request RV'2 for performing testing of 
Valve 1AF-117 dunng cold ahutcfowiis. 

♦ Office of Nuefear Reactor flegufalion. Director (Post 670411) BS/09/29. 5pp 
47019 009-47016,013 


8810030143 Forwards safety evaluation accepting util 330517 submittal of WCAP-1ieiO 
re natural recirculation cooldown analysis, per Technical Posllton R SB 6-1 3 SSER 
4,Sectlon 5 4 7 5 

BUCKLEY, BO Project Directorate I1 1, 38/09/29 UTLEY, EE Carolina Power & Light 
Co 2pp 47014 074-4701 4:0B2. 


-8810030166 Safety evaluabon accepting util aubmlttafs & commitments to modify ex- 
Istifig procedures re plant natural circulation cooldown tests, per Branch Technical Po- 
sition RSB 5-1 

* Office of Nuclear Reactor Regofatlon, Director (Post 870411), 88/09/29 7pp 
47014.070*47014 082. 


-8810030293 SALP RepI 60 400/88-17 for for Jul 1937 - June 1688 
» Region 2, Ofc of the Director 80/09/16 36pp 47004 283-47004.318 

8810040242 Forwards Insp Rept 50-400/68-24 on 880816-19 No violations or dovt- 
atjons noted 

CXDLLINS.D M. Region 2. Ofc of the Director. 80/09/21 UTLEY.E E. Carolina Power & 
Light Co. 2pp 47026.016-47026026 

-8810040244 Insp Rept 50 400/68-24 on 860815-19 No violations or devfsbens 
noted Major areas Inspecled liquid & gas effluents 

HUGHEYiC A , KAHLE.J B. Region 2, Ofc of the Director 80/00/20 10pp. 47026017* 
47026-026. 

6809160008 NRG Info Notice 88 077, "Inadvertent Reactor Vessel Overfill." Sve IsSt 
end 

ROSSI,C.E Division of Operational Events Assessment (Post 070411) 86/09/22 
Consolidated Edison Co of New York, Inc 1 1 1pp 47114 291-47115 042 

6609190047 NRC Info Notice 86 078, "fmplementallon of Revised NRC Adn^ (nisi cred 
Requaliflcatton Exams," Sve list end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co of New York, Inc 1 1 9pp 471 1 5.043*471 1 5 046. 

6810070321 Forwards Insp Rept 50 400/88-31 on 8B0822-26N0 violations or devl* 
aliens noted 

HERDT.A.R. Region 2, Ofc of the Director 88/09/26 UTLEY,EE, Carolina Power A 
Light Co 2pp. 47072 001-47072.006 

-8610070322 Insp Rept 50-400/86-31 on 880022-26 No violations or devfalieits 
noted. Major areas Inspected areas of previous enforcement matters Licensee demon'' 
strates high level of professionalism & safety consciousness In organization 
CAflRION,R P., BLAKE, J.J Region 2, Ofc of the Director 88/09/22. 4pp 47072003- 
47072-006 

8810050163 Submits results of long term insps completed on 880630, per NRC Bullebn 
68-001, "Defects In Westinghouse Circuit Breakers" Weld on right pole lever o1 Re 
actor Trip Breaker B found unacceptable, per Figure 1 of NSjD TB 87*11 
MCDUFFIE, M A Carolina Power & Light Co. 08/09/27. Document Control Branch 
(Document Control Desk). 2pp 47060 058-47060 059 

88100401 92 Responds to NRC Bulletin 88 008, "Thermal Stresses In Piping Cornecied 
to RGS." 

MCOUFFIE,M.A Carolina Power & Light Co, 88/09/28 Document Control Branch 
(Document Control Desk). 4pp 47019 (TSI 47019 054, 


8810060010 Grants reilef from exam requirements tor Wefd ll•SI026S(-FW*64^,par 
B80826 request Relief will not enefanger life or property or common defense A security 
& o'theTwise In pdbtic Interest 

ADENSAM.E.G Project Directorate 111. 86/09/30 UTLEY,E E Carolina Power & 
UghlCo app 47068:295 47068 207 


0809230092 SuppI 1 to NRG Info Notice 88-069, "Movable Contact Fingsr Binding In 
HPA Relays Mfg by GE," Sve list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411), 88/09/29 
Consolidated Edison Co. of New York, Inc 1 17pp 47116-163 47115 281 


6610080239 Forwards safety evaluation of uill 880201 submittal re consequencas of 
design basis steam generator tube rupture event Methodology & analysis adequate & 
acceptable W/o end 

BUCKLEY,B.C. Project Diraclorata I1 1 88/09/30. UTLEY,e.E Carolina Power & Light 
Co 2pp. 47066 293-47068 294 


6810060010 Grants relief from exam requirement tor Weld JI-SI 026SI FW 543,pef 
680826 requasLRelief will not endanger fire or property or common defense & securiiy 
& othenMse fn public interest. 

ADENSAM,EG. Project Directorate 11-1. 88/09/30 UTLEY, E.E Carolina Power & 
Light Co. 3pp. 47O68.295-47O60-297. 


6610050058 Generic Ltr 88-16 to alt power reactor llcenaees & applicants re removal of 
cycle pacific parameter limits from Tech %}ec 5 Sve Hat end. 

CRUTCHFIELO,D Assoefata Director tor Projects (Post 670411). 68/10/04. ConsoN- 
daied Edison Co of New York, Inc 48pp, 471 16.145-471 16‘1 94 


6610120052 Advises thal 830520 response to Generic Ltr 88 03, "Steam Binding of 
Auxiliary Feedwater Pumps" acceptable, 

LO,R H Project Directorate I1 1 88/10/05. UTLEY,E.E. Carolrna Power & Light Co. 
3pp. 4 7 1 3 5 040-4 7 1 35*042. 


8810129313 Forwards "...Emergency Response Facility Into Sys Venflcation & Valida- 
tion RnalRepr 4 ''SPDS Dynamic Oparatonaf/ Human Factors Evaluation " Analysis 
required by NUREG 0737, SuppI 1 completed. 

MCDUFFIE.M A Carolina Power & Ltoht Co. 88/10/06. Document Control Branch 
(Document Control Desk) 3pp. 471 1 1.016 47111 .229. 

-6410120316 Revfs^ ."Shdarori Harna Nuclear Power Plant Emergency Response Fa- 
cility Info Sys Venflcation & ValidaUon Rnal Rept." 

(formerly Science Applications, Inc) SAIC- 
88/6151 . 88 /07/3 1 . 1 52pp 471 1 1 :0t9 47 1 1 1 .1 7 1 . 

"SPDS Dynamic Operational/ Hu man Factors Evaluation," final rept. 

• RMS Associate s 113-001. 88/05/31 . 58pp. 4711 1:1 72*471 1 1 :229. 

corrective actions for human engineering discrep 
ancles (HEDs) for DCR DR .Disposition 4 status tor HEDs re SPDS & emergency re- 
wnse faclfi^ Into sys will be addressed In SPDS fin a! summary rept. ^ 

LOFLIN.L r. Cwolria Power 4 Lfaht Co. 8B/10/07. Document Control Branch (Docu- 
ment Control Desk) ip. 47160.346-47160.346 


8610170420 Forwards safety evaluation accepting licensee first 10-yr interval inscrvice 
Insp program plan & associated relief requesLTechnIcal Evalualion Rept EGG-MS 
6090 also end. 

ADENSAM.EG Project Directorate 11-1 88/09/30. UTLEY.E. E. Carolina Power 5 
Light Co 3pp. 47180.110 47169.176. 

-6610170429 Safety evalualion supporting first 10 yr inservice Insp program plan 
* Project Directorate 11-1. 88/09/30, lipp 47169.113 47169.123 

-6810170435 "Technical Evaluation Rept on First 10*Yr Interval Inservice Insp 
Program Shearon Harris Nuclear Power Plan!, Unit 1." 

BROWN, B.W,. MUDLIN,J.D. EG&Q Idaho. Inc (subs of EQ&G, fnc ) BROWN.B.W, 
Idaho National Engineering Laboratory. FIN D 6022 EQQ-MS 8090 88/07/31 NRC * 
No Detailed Afflllallon Given 63pp, 47169 124-47169,176. 

8010240206 AcK rocelpt of 680902 ltr informing NRC of steps taken to correct violations 
noted In Insp Red 60 400/88 20 

VERflELLI,D.M. Region 2, Ofc of the Director, 88/10/03 UTLEY.E E Carolina Power 
a Light Co. Ip, 47269-290-47259.290 

8810030255 NRC Info Notice 88-080, "Unexpected Piping Movement Attributed to Ther- 
mal Stratlflcalion." Svo list end 

ROSSI.CE, Division of Operational Events Assessment (Post 870411], SB/tO/07. 
Consolidated Edison Co of New York, Inc. 223pp. 47116-282-47116-286. 

8810040066 NBC Into Notice 88 081, "Failure of AMP Window IndenI KYNAR Splices A 
Thomas a Bells Nylon Wire Caps During Environ Qualification Testing." Sve list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 68/10/07. 
Consolidated Edison Co. of New York. Inc, 119pp 47116 026-47116.144, 
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S810140049 Fowards response to vtolallons noted In Insp Rept 50-400/06 21 Re- 
sjK>ns0 withhold (ref 10CFR73 21) 

WATSON.R A Carolina Power & Light Co 00/10/12 Document ControJ Branch (Doc 
ument Control Desk) Ip 47160 202 47150 202 

8310130161 NRC Into Notice BO 003, "Inadequate Testing of Relay Contacts In Safoty- 
l^elaled Logic Sys Svc list end 

ROSSI, CE Division of Operational Events Assessment (PosI 870411), 08/10/19 
Consoiidated Edison Co of New York, Inc 119pp 47196 230 47106 357 


R. Periodic operating reports & related correspondence 

03 101 90047 Monthly operating rept for Sept 1080 for Harris Unit 1. W/0B1O13 Hr 
HALE.M W , WATSON, R A Carolina Power & Light Co 88/09/30 5pp 47200 046 
47200050 


S Reportable occurrences, LERa & related correapondence 

0806300132 Special rept on 0009 12, first insorvlco insp of steam generators 
completed, per Tech Specs 4465a&80 2, Reporting requirements of IE Bulletin 60 
□02 will be submitted under separate cover 

WATSON,R A Carolina Power & Light Co 80/00/19 Document Control Branch (Doc- 
ument Control Desk) 2pp 47001.110 47001*119, 

8810070234 Summary of Operating Reactors Events Mooting 66 30 on 600927 re 
events which occurred since iast meeting on 000920 

JAUDON,J P Events Assessment Branch 68/09/28 ROSSt,C E Division of Oper- 
ationat Events Assessment (Post 87041 1) 22pp 

6810240225 Part 21 rept ro deficiency in control & power circuits for dc motor operated 
valves due to lack of surge protection, Initially reported on 600510 miodm measures 
established to ensure proper operation of valves until surge Installed 
WATSON,R A Carolina Power & Light Co 00/09/20 QRACE.J N Region 2. Ofc of 
the Ertrector Ip 47255 284 47255 284 

8310070350 LER 80 025 00 on 080903,turbino bldg ventilation slack wide range gas 
monitor 0M-01TV*353B-1 found inoperable duo to problems w/sample flow.CausocTby 
Ineffective procedural guidance Appropriate wiring drawings rovised W/600930 Hr. 
JOHNSON, J R Carolina Power & Light Co 88/09/30 6pp 

881020003d Part 21 Rept 146 re defect In left intorcoolor inlol adapter on standby 
diesol engine generator Recommends utila inspect left Inlako manifold drain ns part of 
operallng plan Addl Into expected by 8Q1015 

GUNTRuM,G IMO Delaval, Inc 60/10/05 Offico of Nuclear Roactor Regulation, Dl 
rector (Post 070411) 3pp 47225 323-47225 325 

6810120264 LER 68-026 00 on 660831, cracking of Insulation on wires & on terminal 
blocks In lop works portion of valves noted On 680909 concludod valves inside con- 
lainmenl not qualified for harsh environ following postulated accident W/801 006 Hr. 
HOWE,AJ, WATSON, R.A Carolina Power & Light Co 66/10/06 6pp. 47114.282* 
47114,286 

6610170236 LER 86 027 00 on 680907, chemistry technicians failed to obtain gas grab 
sample at required time Specific technician designated to perform compensatory sam- 
pling until all compensatory surveillance requirements mol W/6Q1010 Itr 
JOHNSON,JR, WATSOff,RA Carolina Power & Light Co 66/10/10 4pp 
47170,236 47170 239 

8019170161 LER 88 029 00 on 860915.short equipment start pulses gonorotod, causing 
safety injection, motor driven auxiliary feedwater & emergency svc water pumps to 
start Caused by failure of relay In sequencer tost circuit W/6B 1012 Hr. 
SCHWABEN8AUER, WATSON, R A Carolina Power & Light Co 88/10/12 4pp 
47 163*354 47153 357 


V. Operator Examinations 

8606170150 Qonoric Ltr 86 13 to all power reactor Ijcensoea & applicants for OL ro op 
crater licensing exams Svc list end 

MIRAQLIA,F J Associate Director for Projects (Post 870411). 80/08/00. Consolidaled 
Edison Co of Now York, Inc B6pp 46950 001-46960,057 

8010030291 Forwards SALP Rept 50 400/80-17 for Jul 19^7 • Juno 1066- Two func- 
tional areas decreased In performance from previous assosamont period Two recent 
socurily events should bo reviewed to ensure that performance does not docroose. 
QRACfeJN. Region 2, Ofc of Iho Director. 80/09/16. UTLEY, E-E, Carolina Power & 
Light Co. 2pp 47004.201-47004.316, 

-8610030293 SALP Ropt 50 400/00-17 for for Jul 1987 - June 1960 
* Region 2. Ole of the Dlroclor. 88/09/16 36pp, 47004‘2G3-4 7004*31 B 


DOCKET 60-409 LA CROSSE BOILING WATER REACTOR 


F. Sscirrlty^ medical, emergency & fire protection plans 

6810060249 Public version of revised emergency plan Implomenling 
procedures, Including Issue 12 to EPP-1, "Emergency Conditions & Response, " Issue 
1 9 to EPP-3, "Communications Sys" & Issue 13 to EPP-5 W/080930 roleaso memo 
* Dairyland Power Cooperative 88/09/30 64pp 47066 050 47066114. 


P. Operating license stage documents A correspondence 

8609120066 Generic Ltr 83-15 to all power roactor licensees & applicants re elecLric 
power sys - inadequate control over design processes 

CRUTCHFIELD, D. Associate Director for Projects (Post B70411) 80/09/12. Consoli- 
dated Edison Co of New York. Inc 60pp 47001*239 47001 300. 

6610050276 Resportds to NRC 680707 request for addi info re decommissioning 
plan, Info includes Hooding potential & protection roquiromenis, flood conditions A ef- 
fects of high water level on structures 

TAYLOR,/ W Daliylond Power Cooperative 88/09/30 Document Control Branch 
(Document Control Desk) 26pp 47060,074 47060*117. 


6810050O5B Generic Lir 86-16 to all power reactor licensees & applicants re removal of 
cyclO'MeolfIc parameter limits from Tech ^eca Svc list end 
CRUTCHFIELO.D Associate Director for ProlectB (Post 870411) 68/10/04 Consoll 
dated Edison Co of Ne-w York, Inc 4Bpp 47116 145-47116 194 

6810240259 Requests Immediate relfef from several sampling & analysis requirements 
of radiotoglcal environ monitoring program to chock for presconce of 1-131 Tech Spec 
changes end, 

TAYLOR, JW. Dalryfand Power Cooporahve 68/10/13 Document Conirol Branch 
(Document Control Desk) 2pp 47263 201-4 7253'20S 

-6610240338 Proposed Tech Specs, revising radiological environ monitoring program for 
checking for proscence of 1-131, 

* Dairyland Pov^ef Caoperalive 88/10/13 3pp 47253 293-47253 295 


Q. Inspection reports, IE Bulletins & correspondence 

6609010337 NRC Info Notice 08 073, "Direclion-Dependenl Leak Characlerislics of 
Conlainmonl Purge Valves " Svc list end 

ROSSLC.E DlvlSon of Operational Events Assessmenl (Post 070411) 80/09/08 
Consolidated Edison Co of New York, Inc 11Gpp 4695B.058 46958 177. 

68C9160008 NRC Info Notice 68 077, "fnadvarlent Reactor Vessel Overfill" Svc list 
end 

ROSSI.CE Division of Opgralional Events Assessmont (Post 070411) 06/09/22 
Consolidated Edison Co of Now York, fnc 11 Ipp 47114 291-471 15 042 

6809190047 NRC Info Notice 08 078, "Implomentation of Revised NRC Admin Islored 
RequalHication Exams " Svc list end 

ROSSLCE Division of Operational Events Assoasmont (Post 870411) 88/09/22 
Consofidaled Edison Co of New York, fnc IIDpp 471 15043 471 15 046 

0609238062 SuppI 1 to NRC Info Notice 06 069, "Movable Contact Finger Binding in 
HFA Relays Mfg by GE " Svc list one! 

ROSSI.CE Division of Operational Events Assossmonl (Post 070411) 88/09/29 
Consolidated Edison Co of Now York, Inc 1 17pp 471 15.163 47116*281 

8B1003O2S6 NRC Info Nolice 00 080. "Unoxpoctod Piping Movement Alin bu tod to Ther- 
mal StiaWMoiv" Snc list end 

ROSSI.CE Division of Operational Events Assessmenl (Post 870411) 80/10/07 
Consolldatod Edison Co of Now York, Inc 223pp 471 16*282-47115 285 

6B10040066 NRC Info Notice 88 061, "Failure of AMP Window Indent KYNAR Splices A 
Thomas & Bolts Nylon Wiro Caps During Environ Qualification Toslinn ” Svc list end 
ROSSI, C.E Division of Operational Events Assessment (Post 870411). 88/10/07. 
Consolidated Edison Co of New York. Inc 1 19pp, 471 16 026 47116 144 

8810130161 NRC lr»fo Notice 80 003, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys " Svc list end 

ROSSI, CE Division of Oporalfonal Evonis Assessment (Post 870411) 88/10/19 
Consolidated Edfson Co. of Now York, Inc. 1 19pp 47196 239 47196 357 


V. Operator Examinations 

6608170160 Generic Lir 88-13 to all power reactor licensees & applicants for OL re op- 
erator licensing oxams Svc list end. 

MiRAQtlA,F J Associate Director lor Projecls (Post 870411). 68/00/08. (Consolidated 
EdfsortCo of New York, fnc 56pp 46050 001 46958 057 


DOCKET &0<410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F, SecurHYi medicalj emergency & lire protect] an plans 

0810030131 Forwards Emorgency Rasponso Fadlilies Insp Repis 50 220/68-25 & SO 
410/80 24 on 880801-04 No violallons or deviations noted Plans showing estimated 
date of complallon of findings in App A roquosted within 45 days 
BELLAMY, RR, Region 1, 0(c of the Diroctor. 88/09/26 MANGAN.CV Niagara 
Mohawk Power Corp. 4pp 47016,241 47015 262 

-0810030134 Emergency Rosponso Appraisal Insp Roots 50 220/60 25 A 50 410/88 
24 on 88080 1*04, No Violations or dovialione noted Major areas inspeclod review of 
selected procedures, supporting documents & represonlativo records 
FOX.E.F Region 1. Ofc oflho Director 80/00/16 lOpp 47016,245 47016 262 

6810120112 Informs that util propoaos to hold plant 1089 emergency preparedness ex- 
ercise on 690516 Requosls formal confirmahon that date acceptablo 
TERRY.C.D. Niagara Mohawk Power Corp 88/10/05 LA2ARUS,WJ Region 1. Ofc 
of the Director, ip 47134 022-47134 022 

6610120230 Rovisod omerflenev pJan implementing proceduros.lncludlng Rev 6 to EAP- 
3, "Emergency ParsonnoT Acifon Procedures," Rev 11 to EPP6. "In-Pfanl Emergency 
Surveys" & Rov 1 1 to EPP-7, "Downwind Radiological Monlloring " W/ OB 1005 Itr 
TERRY.CD, Niagara Mohawk Power Corp. 88/10/05. I34pp 47110 001 47118*135 


H. General correspondence 

6610030034 Fgiwards,ror Info.NRR 800028 Itr to OCRE acK receipt of petition hlod by 
OCRE tinder I0CFR2 208,rosponding ncgstivoly to pelitloner request for immediate 
action ro ell BWRa & stating that poCitlGn being treated under 10CFR2 306 
ABELSON,H. Project Oiroclorato T-l. 68/09/23 BRONS.JC New York Power Author- 
ity (formerly Power Authority o1 the Slate of Now York) 2pp 47015*190 47015 210 


J. Insurance 6 Indemnity Information 

0610120174 Forwards exemption from 10CFR50 54(w)(5)(l) roquiromenis te property In 
sumneo rule effecHvo 081004 Rule requires licensees to obtain Insurance policies that 
prlonlizo Insurance proceeds for slablllzalion & decontamination 
HAUGHBY,M.F, Projecl Diroctorale II. 88/10/04 MANGAN.CV Niagara Mohawk 
Powof Corp. 3pp 47110.175 47119 181 
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~0fl 101201 77 Exemption from 10CFR50 64{w|(5){i) reqijJremenls re property (nsuranco 
njfa effective ©81004 Rule fncreasos amount of onsite property damage Insurance re- 
quired to be carried by power reactor licensees 

VARGA, S A Division of Reactor Projects - l/H (Post ©70411) 88/10/04 Niagara 
Mohawk Power Coup 4pp 47119 178-47110:181 


p. Operating license stage documents & correspondence 


8809120086 Generic Ltr 88-15 to all power reactor licensees & applicants re electric 
power sya - inadeeuate control over design processes 

CRUTCHFIELDA Associate tractor for PfO)ect8 (Post 870411). 88/09/12. (Donsoll* 
dated Edison Co of New York, Inc. eopp 47001 *239 47001 '300 


8808290122 Forwards NRR ©80826 Hr acke receipt of petition filed by OCRE under 
iOCFRa 200, responds In negative to petitioner request for Immediate action re BWRa 
& states that petition being treated under tOCFR2 206, 

HAUCHEY.MF. Project Dareclorate 1-1. 80/09/26. MANQAN.C.V. Niagara Mohawk 
power Corp. Spp 46994 334-46994:339. 

©$09290221 Forwards environ assessment & finding of no significant Impact re exemp- 
tion from requirmenls of 10CFR50 54(w)(5Jfi}, Increasing amount of onsite property 
damage Insurance required by NRG power reactor licensees 
HAUQHEY.M F. Project Diroctorale I-1 88/09/26 MANGAN.C.V. Niagara Mohawk 
Power Corp. 3pp 46983*296-46983.302. 

-8909290240 Environ assessment & finding of no significant Impact re exemption from 
10CFR60 S4tw)(51(i) requrremants re amount of onsite property damage Inaorence re- 
quired by NRC power reactor licensees EIS will not be prepared 
CAPRA.R A PfOlecl Direclorale 1*1 88/09/26 4pp. 46963.299 46983.302. 


©B 19050282 Forwards application for amend to Ucense NPf-69, (ncorporatlr>g changes 
specified h Generic Llr 67-09 

ItflRY.CD Niagara Mohawk Power Corp 88/09/29. Document ConUel Branch 
(Document Control Desk). Ip 47066:151-47066 175, 


-8919050286 Application for amend to License NPF-69, changing Tech Specs to Incof- 
porale Info In Generic Llr 87-09 

TERRY.C D Niagara Mohawk Power Corp. ©8/09/29 2pp. 47066.152-47066*153. 


-9910050286 Proposed Tech Specs re power diSlnbuUon limits, RCS, recircutatlon ays A. 
Ioops,contalnment & radioactive & liquid effluents 
* Wagara Mohawk Power Corp. 88/09/29 22pp 47066.154-47066*176. 


8119100049 Forwards revised Retief Requests GVRR-1 re containment Isofallon valves 
A CPS-VRR-1 re containment purge valves a$ pari of Inseivfce testing program. 
TERRY, C.D. Niagara Mohawk Power Corp 88/09/30. Document Control Branch 
(Document Control Desk). 14pp 470B5;1 44-47065.157 


8819050058 Generic Ltr 8fi-l6 to all power reactor Itcenseea & appllcanls t$ removal of 
cycle speciffo parameter limits from Tech Specs Sve list end 
CRUTCHFIELD, 0 Associate Diraclor for Projects (Post ©70411) 80/10/04. Consoll- 
daled Ed so ri Co of New York, Inc 48pp 47116 145-47116:104. 


8819170338 Advises that GB has proposed to util that one Isolation configuration be 
replaced w/aafety- related qualified Gfass IE Isolation device Re placemen I will be 
completed by end of firat refuelirra outage 

TERRY.C D Niagara Mohawk Power Corp 88/10/11. Document Controf Branch 
(Document Control Desk) Ip 47166 105 47166 195. 


Q. Bnspecllon reports, IE Bulletins & correspondence 


©809010337 NRC Info Notice 86 073, "Direction- Depen dent Leak Charactenatics of 
Containment Purge Valves." Sve list end 

ROSSI.CC Division of Operational Events Aasassmenl (Poal 870411). 68/09/09 
Consolidated Edison Co^cf New York, Inc 119pp. 46956059-46959:177. 

©8 1 0050287 Ack receipt of 880812 ltr inlormind NRC of steps taken to correct vlofatlons 
noted in fnsp Repts 50-220/88-22 & 50-410/88-23. 

MARTIN, T.T Region 1, Ofo of the Director. 88/09/19. MANGAN.C.V. Niagara 
Mohawk Power Corp 2pp 47057 113 47057.138 


©800150008 NRC Info Notice ©©'077. "Ii>advertenl Reactor Vessel Ovortlll.” Sve list 
end 

ROS€l,CE Division of Operational Events Assessment (Post 870411). 88/09/22. 
Consolidaled Edison Co. of New York, Inc 111pp. 47114 201-47115,042, 

88091 B9047 NRG Info Notice 88-076. Implementation of Revised NRC- Administered 
Raqualificalion Exams " Sve list erve! 

ROSSI, C.E. Division of Operational Events Assessment (Post 9704111. 68/09/22. 
Ck>nsolidated' Edison Co of New York, Inc 1 19pp. 471 15 043-471 15.046 


8810030128 Forwards Safety Insp Repts 50 220/88-29 & 50*410/68-28 on 880822- 
26 No violations noted 

$ELLAMY,Rft Region 1. Ofc of the Director 68/09/26. MANGAN.CV. Niagara 
Mohawk Power Corp. 2pp 47008 987-4 7 008* 100. 


-8810030127 Safety Insp Repts 50*220/68-29 A 50 410/8B 28 on 880822-26 No viola- 
tions noted Ma)or areas Inspected liquid & gaseous effluents pfogram8,tncludIng efflu- 
ent control In&lrumeAtalion.air deanmg sys & procedures, 

JANO,JG. PASCIAK.W J Region 1, Ofc of the Director 88/09/22. 12op. 47009*089 


8119030131 Forwards Emergency Response Facilities fnsp Repts 50 220/88-25 A 50- 
419/88-24 on 680891 04 No violations or deviations noled,PTans showing estimated 
date ol comptelton of findings in App A requested wilhin 45 days, 

^ Region t, ofc of the Director. 88/09/26. MANGAN.C.V, Niagara 
Mohawk Power Corp. 4pp. a 791 5 24 1 -47015 262. 


-8810030134 Emergency Response Appraisal Insp Repis 60-220/88-25 & 50 410/80 
24 on 889801 -04 No violations or deviations noted Major areas Inspected .ro^ew of 
supporting documents & representative records 

Region 1, Ofc of the Director. 88/09/16. 18pp 47016*245 

47915 262. 


8810030253 Informs that commitments made in 680612 ltr In response to fnsp Ropls 
60-220/68-22 & 60 410/88-23 completed except for rev to nuclear training Instruction 
10 include requirements for contractor senior reactor operator certification 
MANGAN.C.V Niagara Mohawk Power Gorp. 89/09/26 Document Control Granch 
(Document Control Desk). Ip. 47005’293-47005,293 

8810040417 Responds to NRC Bulletin 68 008 & Suppls 1 8 2 re review of RCS b 
fdenti^ any unisolatable piping that could be subj to thermal stresses resulting- fmrn 
temp osclflatlons Sys Isolated from RCS by isolation valves which are leak tested 
TERRY.C.O. Niagara Mohawk Power Corp. 68/09/28 Document Control Branch 
(Document Control Desk) 3pp, 47019 345-47019.347. 

8800230092 SuppI 1 to NRG Info Notice 88 069, "Movable Contact Fingar Binding In 
HFA Belays Mfg by GE." Sve list end. 

ROSSI, CE DMsfon of Operational Events Assessment (Post 870411) 88/09/29, 
Consolidated Edison Co. of New York, Inc 1 17pp 471 16*1 63-471 16 281. 

6810060327 Advises that no unresolved safety issues re flow fluctuations A neutron flux 
noise exist, per NRC 880527 Hr requesting summary of plans to mitigate oscillations In 
APRM algnals A tola! core flow. 

TERRy,C.O Niagara Mohawk Power Corp 88/09/29. Oocumenl Control Branch 
(Document Conlrol Desk), ip. 47070 118-47070.118 

8810070263 Forwards "Evaluation of Min Flow Unas for Safety-R elated Pumps al Nine 
Mile Polnl Unit 2," fn response to NRC Bulletin 80 004 

TERRY.C D Niagara Mohawk Power Corp, 88/09/30, Document Control Branch 
(Document Control Desk) 2pp 

6810030256 NRC Info Notice 68-080, "Unexpected Piping Movement Atlnbutod (o Ther- 
maf Stratiflcatfon," Sve list end 

ROSSI, C.E. Division of Operational Events Assessment (Poal 870411). 88/10/07 
Consolidated Edison Co ofNew York, Inc. 223pp, 471 16*282-47116 285 

9810040066 NRC Info Notice 68 081, "Failure of AMP Window Indent KYNAR Splices & 
Thomas A Betts Nylon Wire Caps During Environ Qualification Testing," Sve list end 
ROSSI, C.E, Division of Operational Events Assessment (Post 870411) 88/10/07. 
Consolidated Edison Co. of New York, Inc, 119pp. 471 16 026-47116*144 

8810130181 NRC Info Notice 68 083, "Inadequate Testing of Relay Contacts In Safoly- 
Relaled Logic Sys." 8vc list end 

ROSSI, C.E. DMsIor) of Operational Events Assessment (Post 670411), 88/10/19. 
Consolidated Edison Ck>. of New York, Inc. 119pp. 47196 239 47190 357. 


R. Periodic operating reports A related correspondence 

6810190444 Monthly operating rept for Sept 1988 for Nine Mile Point Nuclear Slatton 
Unlt2W/8B1013rtr. 

TOMLlNSON,ES,. WILLIS, JL Niagara Mohawk Power Corp 88/09/30. 19pp 
47202*070 47202.0B8. 


8. Reportabie ocourrencee, LERa & related correepondence 


9819200027 Part 21 rept re potential butterfly valve fallure3.Dnve train replacement kits 
being supplied to purchasers Instructions end, 

SANDLINQ.M. Xomox Corp. (subs of Emerson Electric Co,). 88/09/30 MURLEY.T.E. 
Office of Nuclear Reactor Regulation, Director (Post B70411), 35pp 47226322- 
47226:366. 


8819110276 LER 66-01 1-01*on 880301, ESF ac(uatlon,con si sting of Inboard primary con- 
tainment Isolation valve l$o(atlon,eKperlenced. Caused by defective trfp/calibr unit.Untt 
replaced & defective unit sent to vendor for analysIs.W/BSIOOl ltr. 
MAZZAFERRO.PA, WILLIS, J.L Niagara Mohawk Power Corp. 88/10/01. 5pp 
47106,356-471(^.360 

8810110290 LER 88 040-00.on 880901 , determined that plant not in compliance w/Toch 
Spec 3/4.7,6, "Snubbera " Caused by lack of formulation of proper Tech Spec snub- 
ber list & controls. Controlled list for snubbers developed.W/881001 llr 
WARD,K, WILLIS.JL. Niagara Mohawk Power Corp 08/10/01. Spp 47100 165- 
47100:159. ,, 

8910190364 LER 68-044-00:on 8809 12, discovered design deficiency In Div I A II emer- 
gency diesel generator control cIrcults.Caused by Inadequate design revlew.Temporery 
moo performed A request for permanent mod submltteo to engineering W/881010 llr. 
WARD.K., WILLIS, J.L. Niagara Mohawk Power Corp 68/10/10 Spp. 47203352- 
47203 358. 


9910190168 Part 21 rept re potential problem w/EMD 20 646E4,Typ0 999 excilation sys 
circuit breaker A wiring, Potential for field circuit breaker to trip due to comt^ned air 
temps & field current exists at all plants w/Model 999 sys 

KULCHAK,R.O. Morrison- Knodsen Co., Inc. 88/10/12. MURLEY.T Office of Nuclear 
Reactor Regulation. Director (Post 870411), Spp. 47263*360 47263 357. 


8610190462 LER 66 046 OO.on 86091 ©.deficiency discovered In ESF which could com- 
promise safety fund Ion .Caused by Inadequate review of design change Operating pro- 
cedure revised & mod requesl will be |88ued.W/801O12 ltr, 

WARD,K., WILLIS,J.L Niagara Mohawk Power Corp 60/10/12. 6pp. 47200.094- 
47200,099. 


9910190350 LER 68*047-00:on 86091 6, secondary containment Isolated & standby oas 
treatment & emergency reactor bldg ventilation sys initiated Caused by personnel im- 
properly removing luse during Iroubleshooting of monitor W/881 01 3 ltr 
SMITH, B.G., WILLIS, J.L. Niagara Mohawk Power Corp. 88/10/13 5pp 47202.043* 
47202.047. 


V. Operator Examlnallona 

9608170160 Generic Ltr 66-13 to all power reactor licensees & applicants for OL re Op 
orator ilceneing exams, Sve hst end, 

MinAGLIA,F,J Associate Diredor for Projects (Post 87041 1). 80/00/08. Consolidated 
Edison Co. of New York, Inc. 66pp. 46958 001-46956.057. 
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DOCKET 50-412 BEAVER VALLEY POWER STATJON, UNPT 2 


B. NRC SaP«ly EvafuatJon Report (SER), supple i correspondence 

B 70 S 120079 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
BEAVER VALLEY POWER STATION, UNIT 2 Docket No 50 412 (Duquosno Li^)ht 
Company, et al) 

^ DivJston of Reactor Projects - l/ll (Post 870411) NUFIEG-10S7 SOS 07/05/31 
I76pp 41186104-41186 279 


F. Security, medicalj emergency & firo protection plans 

S8HW30t86 Forwards Safety Insp Repts 50 334/88 23 & 50 412/98-10 on 880716- 
0031 S notice of violations Response requested re use of aluminum cable In Class IE 

?3g§1ns!jT Region 1. Ofc of the Director 80/09/23. SIEBER.J D Duqtiosno Light 
Co 2pp 47013 325 47013 345 

-8810030194 Insp Repts 50-334/89-23 & 50 412/88 18 on 880716-0831 Vfofalions 
noted Major areas inspected plant operations, security, radiological 

controls, housekeeping, fire protection, main!, surveillance testing & omergency pro- 
parednesa 

E Region 1, Ofc of the Director 08/09/21 18pp 47013 328-47013 345 

8010070330 Advises that Rev 3 to physical security & guard training & qualkficallon plan 
consistent w/provislons of 10CFR50 54 (p) 

BELLAMY, R R Region 1, Ofc of the Director 88/09/30 SIEBERJ D Dtrquosne light 
Co Spp 47076110 47076 112 


J. Insurance & Indemnity Information 

6810040303 Forwards environ assessment & finding of no significant rmpaci re oKomp- 
tion from 10CFR60 54(w)(5)(i) requirements, increasing amounl of onsilo proper^ 
damage insurance required to be carried by power reactor llcensoes. 

TAM,p.S. Project Directorate J 4 88/00/27. SIEBERJ.D Ouquesno Light Co 4pp 
4m0 212-47040219. 

-6610110361 Environ assessment & finding of no significant Impact ro temporary ax- 
emptlon from 10CFR50 S4(w)(5)(i),ln creasing amount of onsite property damage Insur- 
ance required to be carried by power reactor licensees 
HEnNAN,R,W. Project Directorate 1-4 80/09/27 4pp 47040 216 47040.210 

6810130364 Forwards exemption from 10CFR50 64(w)(6)<i) re schedular require montB 
of property Insurance rule effective 881004 

TAM,PS Project Directorate 1*4 88/10/03 S1E6ER,J D Duquosno Light Co 4pp 
47136.060-47136 067. 

-6610130370 Temporary exemption from scheduler requlromonla of property fnsuranco 
rule (10CFR50 64(W}(ii) effective 881004 

VARQA,SA. Division of Reactor Projects • I/ll (Post 870411). 08/10/03. Duquosno 
Light Co 4pp 47136 084-47136 067. 


8610180209 Forwards Amends 131 a 7 to Llcor>sos DPR 66 a DPR-73, rospoclively & 
safety evaluation Amends revlso Toch Specs to roflocl llconaoes current organization 
& 10 comply w/ gufdanco In Generic Ltr 80 06 , 

TAM.P.S Projocl Diroclornto 14, OB/ 10/08 SIEBER.J D Duquosno light Co 2pp 
47172 206 47172 236 

-8010160221 Amends 131 A 7 to Licenses DPR 66 & NPF-73,rospoclivoly, revising 
Tech Specs to roflocl licensee current mgl orgoni^alion & comply w/guidanco in Oe 
none Ltr 68 06 

ST0L7.J F Project DlrecloralQ 1-4 00/10/00 26pp 47172 20B 47172 233 

-8010180240 Safely evaluation supporting Amends 131 &. 7 le Llcorvses DPR-BG & 
NPF-73.f0Spec lively 

* Office of Nuclear Reactor Regulation. Director (Post 870411), 80/10/06 Spp 
47172 234 47172,236 

8810210303 NotiWcalion of Signllicant Llconaeo Woeling 08-162 on 881109 w/ulil in 
King of Prussla.PA for presentation of llconsoo efforts ro safety sys functional ovalua- 
lions 

TflIPP.lE Region 1, Ofc of itio Direclor. 89/10/12 Region 1, Ofc of the Dlroclor 
2pp 47232359 47232 360 

8618180370 Forwards request for addi Infe ro ulfl 070410 ro^onso to TMI Item HD 1, 
"Safety/ Rol for Volvo Testing " Util should make uso of EPRJ document preparod tor 
subi item, Response roqueslod wilhin 60 days of ltr rocoim, 

TAM,PS Project Diroctorata I 4 GD/10/14 SIEBER.JD Duquosno Light Co, lOpp 
47172 121 -47 172 130. 


Q. Inapecllon reportA» IE Bullatins A correspond once 


880D010337 NRC Info Notlco 88 873. "Dirocllon Dopendont Leak Charoc tori sties of 
Conlalnmonl Purge Valves ** Sve list end 

ROSSI.CE Division of Oporatlenal Events Assess men I (Post 070411) 00/00/08. 
Consofidaled Edison Go. of Now York, Inc. I lOpp 46058 058 40058.1 77 

8809280143 Advlsos Ihnt SALP Ropis 60-334/57-00 & 60 412/87-89 provided Insight 
on needed rmprovomonia lo licensed operator train! ng.UbI cornmlltod to revising ro- 

g jalllication program formal por NUREO 1 122 as veriflad by Job task analysis 
IE8ERJD Duquosno Light Co 88/00/14. Document Control Branch (Documont 
Control bosk). 3pp 46978 070- 4 6078 081 

0009280300 Forwards rosponso lo NRC Bulfdlin 08 008, "Thermal Slrossos In Piping 
Connoclod to RCS" Plans & schedule lor ImnTemonling program roquirotf by Aollon 
Itom 3 of bullelin will be submiltocl by G51 130 

StEBERJ D. Duquosno Light Co 08/09/20, Documont Control Branch (Document 
Control bosk) 4pp 46970347 46070 3 59 

6609150006 NRC Info Notlco 08 077, "InniJverlonl Reactor Vos bo) Overfill." Sve list 
oncL 

ROSSI.CE. Division of Operational Cvenis Assessmonl (Post 070411) 08/00/22. 
Consolldotod Edison Co of Now York, Inc t11pp 47114.201*47115 042 


P. Operating license stage documents & correspondence 

6009120085 Generic Ltr 86-15 to all power reactor llconseoe & applicants ro oloctric 
power sys • Inadequate control over design processes, 

CFIUTCHFIELD.O. Associate Dlroclor for Projects (Post 870411), 88/00/12. Consoli* 
dated Edison Co of New York, Inc 00pp. 47001 •230-47001.300 

6609300176 Summary of 680907 meoting w/util re thermal atrall If cation In prassurlzor 
surge line Attendance list & collection of slides used In presentation end, 

TAM,PS Project DIroclorale 1-4. 80/09/20 Project Directorate 1*4. 10pp. 47002 311* 
47OO2'320. 

6609290243 Notification of 800929 meeting w/util In Rockvlllo,MD to discuss currant 
activ 0 licensing actions. 

TAM, PS Project Directorate 14 88/09/22. STOLZ.JF Project DIrocloralo M 3pp. 
46984044 46984:046. 

6609290305 Forwards Amend 5 to License NPF-73 & safety evaluation, Amend rovisos 
allowable pressurizer & main steam safety valve setpoint tolerance, 

TAM,P.S Project Directorate 1-4 00/09/23 SIEBER.J.D Duqueane Light Co 3pp. 
46998,342 46998 353 


0609190047 NRC Info Notice 08-078. "fmplomonlalion of novisocl NRC-Ad minis! orod 
Roqualificalfon Exams " Sve list end 

ROSSI, C.E. Division of Operational L'venla Assossment (Post 670411), 00/08/22 
Consolidated Edison Co of Now York, Inc llOpp 47116,043-47116 04Q. 

0810030186 Forwards Snfoly Insp Ropts 50 034/80 23 & 60 412/88-10 on OOOriC* 
0031 & nolfco of violations Response roquostod ro uso of alumlnunn enUa Iri Cloas IE 
equipment. 

w1qGINS.JT. Rqglon 1, Ofc of tho Dlroclor, 68/00/23. SIE0ER,J,D Duquosno Light 
Co 2pp. 47019.025-47013.045, 

-6610030193 Notlco of vlolollon from Insp on 080716 0831 .Violation noloddofoct IdoO' 
tlflod In Ihroo containmonUsolaifon valves nol analyzed until 10 months after rocolpt 
of documoniatlon. 

» Region 1, Ofc of (ha DIroctor. 08/09/23 ip. 470I3‘327-47013 327 

-0810030194 Insp Ropis 50 334/80 23 & 60 412/89-10 on 680718 0831 Violations 
noted Major areas Inapoc tod plant operaUona, socurliy,rnUio logical 
conlfol8.hoiisokoopino,flro protocilon. rnainlBun/ojllanco lostlng & omcrgoiicy pro- 
arodnoss 

RIPP.L.E Region t, Ofc of the Dlreciof. 06/00/21. lOpp. 47013 328-4 701 0'346. 


-66D6290939 Amend 5 lo License NPF-73,roviBlng allowable pressurlzor & main stoam 
safety valve setpoint tolerance. 

STOL2.J F. Projecl Directorate 1-4, 80/09/23 7pp 46900.346 469 98 351. 

-8609290393 Safety evaluation supporlinn Amend 6 to License NPF-73. 

* Office of Nuclear Reactor Regulation. Director (Post 670411). 88/09/23, 2pp. 
46998 362-46990 353. ' 

68 100301 73 Forwards Amends 130 & 6 tO Licenses DPR-eO & NPF-73, rospoc lively & 
safety evaluallon Amends clarify surveillanco frequency of safety Injocllon fnpul lo ro- 
aclor trip sys 

TAM.P.S. Project Directorate 1-4. 60/09/23 SIEBER.JD Duquasno Ughl Co 3pp 
47014 034 47014:057. m « pk 

-0610030177 Amends 130 & 6 lo Licenses DPR-e6 & NPF-73, fGap 0 ctlV 0 ly, clarifying 
surveillance frequency of safety Injection Input to reactor Irip sya & dololing backup 
Initiating signal for auxiliary fee a water sys 

STOL2,JF. Projecl Directorate 1-4. 88/09/23, 18pp, 47014.037-4701 4'054. 

-8610830107 Safely evaluation supporting Amends 130 & 6 to Llcansofi DPR 66 a 
NPF-73, respectively 

' Office of Nuclear Reactor Regulation, Director (Post 070411). 86/09/23, 3pi). 
47014 055-47014.057. i , hi ♦ 


661O6SOO50 Generic Ltr 80-16 to all power reactor licensees & applicanls re romoval of 
^lo MecIflo parameter limits from Tech Specs Svo list ericl. 

CRUTCHFIELD, D Associate Director for Projects (Post 070411). 66/10/04, Conaoli- 
daled Edison Co of New York, Ino 48pp 471 16.1 46*471 16'194. 


0010060176 Ack rocolpt of 880010 rosponso lo Jnsp Ropi 50 412/08 08OL 
QAtLO.R.M. Region 1, Ofc of iho Dlroclor. 88/00/27 SEIDER.J.D Duquosno Ughl 
Co. 2pp 470Q6'330-47065 342. 


00O923OD92 Suppi 1 to NRC Info Nollco 00 060, "Movablo ConlQCt Finger BMdIag In 
HFA Relays Min by QE '* Sve Hat oncl. 

flOSSI.C.t. Divisron of Operational Evonla ABSoasmonl (Post 070411) O0/Ofi/2f), 
Consolldatod Edison Cio, of Now York, Ino. 1 17pp, 471 1 &:1C3-47 1 15 281 , 

6610030265 NRC Info NolICQ 88 060, "Unoxpoctod Piping Movoinent Attributed lo Thor- 
mal Stratification " Svo list oncl. 

ROSSI.C.E. Division of Oporallonal Events Aasossment (Post 8704111 00/10/07. 
Coftsolldalad Edison Co. of Now York, fnc 223pp. 471 15,262-471 16:266. 


6610D4D066 NRG Info Notice 00 001. 'Talltiro of AMP Window Indonl KYNAR Spllcos & 
Thomas & Batts Nylon Wiru Capa Durlr^g Environ QuollDcallon Testing," Svo llsl oncl, 
ROSSI.CE Division of Oporatlenal Evonis Assossmonl (Post 070411). 80/10/07. 
Censolldalod Edison Co, of New York, Ino 1 16pp 471 16 026-471 1C.144. 


6610130161 NRG tnfo NotlCo 00 003, "Inadoquato Toatlng of Relay Contacia In Snfoly* 
Relaied Logic Sys," Svo Hal oncl, 

ROSSLC.E. DIvIsiori of Operational Evonis Assessmonl (Post 070411) 80/10/10 
Consotldalod Edison Co of New York, Inc 11Ppp, 47160'23O 47196.367. 


R. Periodic operating reporte & re rated cor re spon donee 
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att«030l86 Fwwatds Salaty Insp ReplJ SO 334/M 23 A SO 4IJ/88-1B «n 880716- 
0-831 & notes of vlolfltons Hssponso roquested ra use of eluminum caWe in Class it 

vSg^TnsIjT Redon 1, Ofc ol ihs Direelor 8B/09/23 SieBERJO Doqvesntf Llghl 
Co 2pp 47013 325-47013 345 

-8810030194 Insp Repis 50-334/80-23 & 50 412/06-10 on 880716 0631. Wolallons 
noted Major areas Inspected pfanl operetions, securilyjadlologicai 
conlrofScOousekeapJngJire protection^ rnaintsuivalllance testing & emergonc/ pre- 
paredness 

TRfPP.LE nepiQn 1. Ofc of the Director 88/09/21 16pp 47013 328 47013 345 

0810190269 Monthfy operatmg repts for Sepi 198B for Beaver Valley Power Station 
Units 1 & 2W/B0IO1O Hr ^ 

WIWGeB.M.A, SIE&ER.J.D Doquasne Ught Co. 88/09/30. 9pp 47202116- 
47202:123 


S. RepoKable occirrrencflti LERs & related correspondence 


8809280170 UER 08-012 00 011 88 0022, control room afr pressurization sys 
actuated Caused by oxidizing gas release Air compressor placed in sve for 
repressunzabon W/0BO922 Itr 

NOONAN.TP- Duquesne LfgW Co. 00/09/21. 8pp 48976 353 46976360. 


8899280141 UR 80Ot1 00 on 600823. automatic leedwater Isolation occuTred Caused 
by high sicam flow spike Station startup procedure revised to fnclurfe caution atete- 
ment immedialely pnor to turbine trip test W/880922 Hr* 

NOONAN.T,P Duqueane Ught Co, 08/09/22 5pp 46972.147-46972.151. 


9810200027 Paii 21 rept re potenllal butterfly valve failures Dnve tram replacement kits 
being suppliecF to purchasers InstnJctions end 

SAMDLINQ.M Xomox Corp ^ubs of Emerson Electric Co | 80/09/30 MURLEYJE 
Oirice of Wuefear Reactor Begulallon, Director (Post 87041 1) 35pp 47226,322 
47226'356. 


8810190188 Part 21 rapt re potential problem w/EMD 20 645E4Jype 999 excitation sys 
circuit breaker 6 wiring Potantiaf for field circuit breaker to trip due Id combined air 
temps & field current exists at all plants w/Medel 999 sys ... 

KULCHAK.RD Morrfson Knudsen Co* Inc. 88/10/12. MURLEYJ. Office of Nuclear 
Reactor FtegulaOon, Director (Posl 070411) 8pp. 47263 '350-47263,357 


V. Operator Examinations 

8808170150 Genenc Ltr 85 13 to all power reactor licensees & applicants for OL re op 
erator ficensfriig exams Sve list end 

M1RAQLIA.FJ. Associate Director for Projects (Post 070411) 08/08/08. ConsolFdafod 
Edison Co of New York* Inc, 66pp. 46955 001-46950 057 

8510060175 Ack receipt of 880518 response to fnsp Rept 50-412/88 06OL. 

GALLO, R.M Region 1, Ofc of the Director, 88/09/27 SEiaERJO, Duquesne Lfght 
Co 2pp. 47065 339.47065-342. 
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F. Security, tnedlcaL emergency & fire prelection plane 

8810040455 Forwards public version of revised emergency pfan ImplemenUng 
procedure 8, In eluding Rey 0 1o HP/O/B/ 1000/04* "Environ Monitoring for Emergency 
OondiUons Within 10 Mila Radius ** W/660930 release memo 
TUCKER, H B, Duke Power Co. 86/09/20 Oocumenl Ccfltrol Branch (Document Con 
Uol Desk) epp. 47020.013 47020 097. 

-8810040458 Public vereion of revised emergency plan Impfemenllng 
proceduresjnduding Rev 0 to HP/O/ 0/1 009/04, "Environ Monitoring for Emergency 
Condiilons Withfn Ten Mita Radius 
* Duke Power Co. 88/09/20. 46pp 47020.019 47020.097. 

88(^280291 Advises that 680805 Rav 20 Id physical sacunty plan consistent w/reqolra- 
mants of 10CFR5054lp) & acceptable 

CLfNE.WE Region 3, Ofo of the Olraclof BB/Cfl/21. TUCKEaKB. Duke Power Co. 
3pp. 46976 263-4697 6265 

8810280258 Forwards SALP Repts 60-369/68 21,60 370/58 21.50-413/88-24 8 50- 
414/68-24 lor Aug 1907 - Jul 1006. 

ERNST,M.L. Hegm 2, Ofo of the Director. 66/10/13. TUCKER, H B. Duke Power Co 
2pp. 47339 216-47339 291 


J. Insurance & Indemnity Information 


8810030370 Appllcatloft lor amende to Licenses NPF-36 & NPF-62, changing setpotuti 
for steam generator loval trips due to relocation of level taps Foe paid 
TUCKER.H.B Duke Power Co 88/09/19 Document Control Branch (Document Corv 
trol Desk) 3pp, 47004 239 47004 253 

-8810030365 Proposed Tech Specs .changing setpoints lor steam generator ffivol tnps 
due to relocation of level taps 

• Duke Power Co 88/00/19 12pp 47004 242-47004 253 

8809290172 Forwards fisting of proposed OL & Tech Spec amends which shoyW be 
given priority status over all othar proposed amends 

TUCKER.HB Duke Power Co 08/09/20 Document Control Branch (Document Coo- 
trof Desk)- 4pp 46999 070 46999,073. 

0609290363 Forwards "Catawba Nuclear Station 316(a) Demonstration Chemical A 
ological Characteristics of Lake Wylie, SC, During First Yr of Operatfon of UnJIs 1 5 i 
of Catawba Station" & correspondence ra NPDES permit mod 
TUCKER, H B. Duke Power Co. 08/09/20 Document Control Branch (Documont Ccft- 
IfolDesk), 19pp 46993.125-46994-190 

--0009290373 "Catawba Nuclear Station 315(a) Demonstration.Chemfcal & Blologica] 
Characteristics of Lake Wylle,SC,Durlng First rr ol Operation of Units 1 & 2 of Csuat 
ba Nuotear S»ation " 

* Duke Power Co 88/09/30 400pp 46993 144 46994.190 

8009200173 Requests withdrawal of 861117 application to amend Tech Spioc 46f 94 
re surveillance requirements lor containment air release & addition ays valves based 
on NRO &707d1 dantat of proposal 

TLICKER,H.B Duke Power Co 08/09/21. Document Controf Branch (Document Con- 
trol Desk) 2pp 46978-077-46970.070 

8011)030440 Forwards proprietary Addendum 2 to WCAP-10980, "COBRA NC, Anafy^s 
for Main Steamllne ureak in CaiaMia Unit 1 ica Condenser Containment (Respensa 
1o NRC Questions),*' per NRC 800715 request Rept withheld (ref 10CFR2 790), 
QflIDLEY.R. Tennessee Valley Aulhonly. 80/09/22 Document Control Branch (Docu- 
ment Control Desk). 2pp 47013 252-47013 262 

-.0810030441 Requests that proprietary Addendum 2 to WCAP-10985, "COBRA- 
NC,Analy8ls for Main Steamline Break rn Catawba Unit 1 fee Condenser CV>ntalnmenl 
(Response to NRC Quasllons)" be withheld from public disclosure (ref 1OCFR2.790) 
WIESEMANN,R.A Westinghouse Electric Corp. 06/09/06 MURLEY.T Oflice of Nu- 
clear Reactor Regulation, Director (Post 870411} flpp 47013'264 47013 262. 

8810260468 Final response to FOIA request for documents re plant Forwards App 0 
documenla App D documents also available in FOR 

GRIMSLEY.D H NRC • No Detailed Affiliation Given 06/09/23 WEISSMAN.S 
fornla. State ol. 2pp. 47209 001-47209,002 

-8303100760 Board Notification 83 -27: forwards 830221 memo & final EQ&G rept rs 
addi RELAP-5 calculation for Semiscale S-SR-2 test. 

EfSENHUT.D.G. Division of Licensing (000420-051124) 03/03/04. PALLADINO.NJ, 
Commissioners tipp. 47209-071 -47209.007. 

8610030294 Forwards Amends 52 & 45 to Licenses NPF-95 & NPF-62, respecWvely 0 
safety evaluallon Amends revise Tech Spec 3/4.7.6 re snubbers 
JABBOUR.KN Project Directorate 113. OB/09/26 TUCKER, H,0 Duke Power Co 
3pp 47003:258-47003276. 

-6810030295 Amends 62 & 45 to Licenses NPF-35 & NPF-52,f0Sp©c(lvfify, changing 
Tech Spec 3/4, 7.6 re snubbers. 

MATTHEWS, DB Project Directorate 11-3 88/09/26 1 3 pp, 47003.261-47003:273 

-8510030298 Safety evaluation supporting Amends 52 &. 45 to Licenses NPF-35 4 
NPF-62jespectrve)v 

* Office or Nwefear Reactor Regufallon, Director (Post 870411), 88/09/26 Opp 
47003,274.47003‘276 

8010100092 Forwards Amends 53 & 46 to Licenses NPF-35 & NPF-52, 
respectively.aafety evaluation & notice of Issuance of amends to licenaes AmeneJs 
modify Tech Specs for nuclear sve water sys & associated bases 
JABBOUR,K.Ar Project Dlrectorale lf-3. 88/09/29. TUCKER, H.B. Duke Power Co 
3pp. 47061 .226*47081 -251 

-8810100094 Amends 63 & 46 to Licenses NPF-36 A NPF-52, respectively, modifying 
Tech Specs for nuclear sve water sys & associated bases, 

MATTHEWS,O.B. Project Directorate 11-3 80/09/29 tBpp. 470B1'229 47061 -244. 

-8810100096 Safety evaluation supporting Amends 53 A 46 to LfeenaeS NPF-35 8 
NPF-62, rospecllvely. 

♦ Office of Nuclear Reactor Regufallon, Director (Post 070411). 86/09/29 6pp 
47061*24 5 4 7081.249. 


6610070183 Requasts exemption from 881004 deadline to comply w/amende<f 
10CFR50,54(w](5}{iJ re insurance reporting requirements 

GRIFFITH, SC Duke Power Co 66/09/30 Dooumenl Control Branch (Document 
Control Desk) 2pp 47072.229-47072 230. 

8010260090 Forwards temporary exemptions from 10CFR50 54(*w)(5)(i) re scheduler re- 
quirements of property insurance rule 

MATrHEWS.D.B. Project Oirectorala il*3. 08/10/07. TUCKER, H.8 Duke Power Co. 
5pp. 47202:218-47202234 


K. Utility Final Safely Analyais Report (PSAR) (b amends 

8809200060 Corroded FSAR Pages 13 5-3,1 3.5-4, 13*5'5 A 13 5 e^Origtiial Pages 13,6 3 
A 13.6 5 contained printing error. 

CRANE,K L Duke Power Co 08/00/16, 6pp, 46970.037-46976-041. 


P. Operating flcenae stage documents A correspondence 

6609120085 Generic Ltr 66-15 to all power reactor licensees A applicants re electric 
power sys - inadequate control over design processes. 

CRUTCH fielded. Associate Director for Profeefs (Post 670411), 86/09/12 Gonsotf- 
daled Edison Co. of New York, Inc 60pp. 47^ '239-47001.300. 


-0810100099 Noirce of Issuance of Amends 63 A 46 to Licenses NPF-35 A NPI^ 
62,respecilv©ly.Amend9 modify Tech Specs for nuclear sve water sye A associated 
bases, 

JABBOUR,K,N. Project Directorate l|-3, 88/09/29. 2pp. 47081.250 47081:261. 


681006005S Generic Ltr 08-16 to all power reactor IlcenBoes A applicants re removal cf 
cycle-specfffc paramoler Nmlts from Tech Specs.Svc list end. 

CRUTCHFIELD, O. Associate Director for Projects (Post 870411) 68/10/04. Oonsdn 
dated Efllsor> Co. of New York, Inc 40pp. 471 16:145-471 16 194. 


8810070249 Advi&es that 660315 submittal of Rev 7 to ulll response to NURE6- 
0737,Suppl 1 re human angfneenng considerations acceplable. 

JA0BOfjR.K.N. Protect ofrectorate 11-3. 88/10/04. TUCKER.H.B. Duke Power Co 
2pp. 47076:360 47076 351. 


0910130063 Application for amends to Licenses NPF-36 A NPF-62, alfowfng report^ 
failures on per diesel generator basis A allowing Diesel Generator 1 A to be tealea 
once every 31 days, Fee paid 

TUCKER.H.B. Duke Power Co. 88/10/06 Document Control Branch (Documeni Con- 
trol Desk). 4pp. 47132,010-47132 019. 


-801O13fXI'35 Proposed Tech Specs 3/4 8-7 A 3/4 8-9 re diesel generator testing le* 
<tulrements 

* Duke power Co. 88/10/05. 6pp. 47132,014-47132.019. 
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sai 0130350 Forwards nolica of withdrawal of 660506 application for amonds to LI 
censes NPF-35 & NPF-52, adding valves & penotralions to Tech Specs 3 6-1»3e«2a & 
3 8 2b Application withdrawn since new valves & penetrations not required 
JABBOUR.KN Project Directorate il-3 66/10/05. TUCKER^H B Duke Power Co 
3pp. 47223 317*47223 321 

>-8810136356 Notice of withdrawal of 680506 application for amends to Licenses NPF- 
35 & NPF-52 Application withdrawn because new valves & penetrations no longer 
reaiiiredfPer 660624 Itr 

JABBOUR.KN Project Directorate 11-3 90/10/06. 2pp, 47223‘320.47223‘321. 

6610136265 Forwards corrected Amends 63 & 46 to Licenses NPF‘35 & NPF-52 
JABBOUR.KN Project Directorate II-3. 68/10/06 TUCKER, HB Duke Power Co. 
2pp 47121.303 47121.300 

-6010130296 Corrected Amends 53 & 46 to Licenses NPF-35 & NPF-52, 
re spec lively, changing Tech Specs 3/4 3-46 & 3/4 7-12. 

• Project Directorate 11-3 88/10/06 2pp 47121.305-47121.306 

6810170042 Forwards Amends 54 & 47 to Licenses NPF-35 & NPF-52, respocllvaly & 
safety evaluation Amends revise number of channels for auxiliary feedwater flow 
rate.PORV position Indicator & PORV block valve position Indicator 
JABBOUR,K.N. Project Directorate 11-3. 88/10/08 TUCKER, HB Duke Power Co. 
3pp. 471 70-339-471 70 350 

>-661017>0045 Amends 54 & 47 to Licenses NPF-35 & NPF-52, respectively, revising 
number of channels for auxiliary feedwater flow rate.PORV position Indicator & PORv 
block valve position Indicator. 

MATTHEWS, DB. Project Directorate 11-3 86/10/06. 6pp. 47170 342-47170347 

-8810170046 Safety evaluation supporting Amends 64 & 47 to Licenses NPF-35 A 
NPF'62,f0sp0Cllvely. 

• Office of Nuclear Reactor Regulation, Director (Poat 870411) 80/10/06 3pp 
47170348 47170'360 

8810170264 Responda to 660812 Itr denying util 680612 request to revise Tech Spec 
33-3 to refleci proposed changes jn actuation logic for NSSS acfieduled lor Jan 
166 6, Justification for change & no significant hazards analysis end 
TUCKER, H B. Duke Power Co. 68/10/06 Document Control Branch (Document Con- 
trol Desk). 9pp 47169 046 47160 066 

-B610170269 Proposed Toch Specs Table 3 3-3 ro ESP actuation sys Instrumentation 
» Duke Power Co 88/10/06. Opp 47169:049 47169 056 

88101 70431 Application for amends to Licenses NPF-36 & NPF-52, deloting organization 
cliarts from Section 6, per Generic Ltr 08-06 Fee pafd 

TUCKER, H.B. Duke Power Co 88/10/07. Document Control Branch (Document Con* 
Ifol Desk) 3pp. 47163 264 47163 276. 

-8810170436 Proposed Tech Specs re onsite & offsite organization 

• Duke Power Co 88/10/07. Opp, 47163-267-47163 276 

8610100022 Forwards Addendum 2 to non proprietary WCAP-10980 & proprietary 
WCAP- 10086, “COBRA NC.Anafy8i8 of Main Stoamllne Break In Catawba Unit Ice 
Condenser Containment (Response to NRC Questions)." Supporting documentation 
end. 

TUCKER, M B. Duke Power Co 86/10/12. Document Control Branch (OoctimenI Con- 
trol Desk) 2pp 47169 011-47199 106, 

-8610180039 NonproprIotary Addendum 2 to "COBRA NO, Analysis for Main Stoainlino 
Break In Calawba Unit 1 Ice Condenser Containment (Response to NRC Quosliona).*’ 

• Woalinghouso Electric Corp, WCAP-10989 ADD 02, 06/09/30 BSpp 47100.022- 
47109,106 

80 10 18051 B Forwards Amends 55 & 40 to Licenses NPF-35 & NPF-52, rospoclivoly A 
safety evaluation Amends modify OLs to allow extension of time (or rosolulion of ac- 
cumulator lank Instrumentation Issue, 

JA0BOUR.K N. Project Directorate l!-3. 68/10/13. TUCKER,H B. Duke Power Co 
3pp. 47 176.306-471 70-3 14. 

-0810180520 Amends 55 & 46 to Licenses NPF-36 A NPF-62,re8poct(voly, modifying 
OLs to allow extension of lime for resolution of accumulator tank Instrumentatfon 
Issue. 

MAnHEWS,D0 Project Directorate 11-3. 80/10/13 4pp. 47170 300*47176.312 

-8610180522 Safety evaluation supporting Amends 55 & 46 to Licenses NPF-3S A 
NPF-S2jespeclivo!y 

• Office or Nuclear Reactor Regulation, Director (Post 670411) 08/10/13, 2pp, 
47176 31 3-471 76-3 14 

881C2403B7 Forwards request for addi Info re review of NUflEQ 0737,l1om 11,0,1, "Per- 
formance Testing of Relief & Safety Valves," per util 880429,0531 & 0614 
submittals Response requested within 60 days of Itr dale 

JABBOUR.KN. Pfolect Directorate 11-3. 86/10/18. TUCKER, H.B. Duke Power Co. 
7pp. 47265.364 47266*360. 


0. Inspection reports, IE Bulletins A correspondence 

8609010337 NRC Info Notice 88-073, "Direction Dependent Leak Characteristics of 
Containment Purge Valves." Svc list end. 

ROSSI.C.E. Division of Operational Events Assessment (Poat 670411) 68/09/03, 
Consolidated Edison Co of Now York, Inc. 110pp 46958.050 46956:177, 

8809280123 Forwards Insp Ropts 60*413/68-27 A 60-414/06-27 on BB0719-22 A nollce 
of vlo1alK)n,Writton statement describing actions taken to Increase plant awareness of 
or serisitivity to radiological control requirements requested. 

GRACE.J.N. Region 2, Ofc of Iho Director. 86/09/16. TUCKER,H.a. Duke Power Co. 
2pp. 46080,344-46960:369. 

-8809280125 Notice of violation from Insp on 860719 22 Violation noled^ licensee failed 
to adhere lo radiological control procedures In that on 860604, operationa personnel 
stopped leaking valve w/o wailing for surveys, evaluations or job coverages. 
QRACE,JN. Region 2, Ofc of the Director 66/09/16. 2pp, 46980,346 46900 347. 


-8809280130 (nap Repts 50 413/80 27 A 50-414/06-27 on 8BO710-22 Violations 
noted Major areas Inspected radiation protection, Including organization & mat 
controls.solid waste program, tronsporlalion & licensee action on previous Insp find- 
ings 

BASSETT,CH, HOSEY.CM Region 2. Ofc of the Director 88/09/09 12pp 
46980 34 6 46930.359 

8809300180 Forwards Insp Ropts 50-413/83 30 & 50-414/86 30 on 680726- 0826 No 
violalfons or deviations noted Unresolved Items Identified 

BROWN LEE,V L Region 2, Ofc <rf the Director 86/09/20 TUCKER,H 8 Duke Power 
Co 2pp 47003 026 4 7003 037. 

-8009300162 Insp Repts 50-413/88 30 & 50-414/38-30 on 880726 0826 No violations 
noted Major areas Inspected review of plant oparat ion s,survoi1 lance observation, maint 
obaervalfon,r6vlow of licensee nonroullne event repts & Part 21 repla. 

VAN DORNp.K., LESSER, MS., PEEBLES, T A Region 2. Ofc of the Director. 03/09/ 
20 10pp. 47003*028 47003037 

8809160008 NHC Info Notice 68 077, "Inadvertent Reactor Vessel Overfill " Svc list 
end, 

ROSSI.CE Division of Operational Events Assessment (Poal 870411) 83/09/22. 
Consolidated Edison Co. of Now York, fno it Ipp 47114.291-47115,042 

8009190047 NRC Info Nohce 63 073, *'lm pie mental ion o( Revised NRC-Admfnisterod 
Requallflcation Exams " Svc list end. 

ROSSI.CE Division of Oporational Events Assessment (Post 870411) 88/09/22. 
Consolidated Edison Co of Now York, Inc tlDpp 47116.043-47116 040. 

8609230092 SuppI 1 to NRC Info Notice 06-009, "Movable Contact Finger Binding fn 
HFA Relays Mlg by QE " Svc list end 

ROSSI, OE Division of Operational Events Assessment (Post 670411), 66/09/29 
Consolidated Edison Co of New York, Inc 11 7pp 47116,103 47116:261 ^ 

8810120365 Ack receipt of 980916 Hr Informing NRC o1 steps taken to correct violations 
noted In Insp Repts 50-413/08-26 A 50-414/68-25. 

BROWNLEE, V L Region 2, Ofc of the Director. 08/09/29 TUCKER, H 0 Duke Power 
Co. Ip. 47137.051-47137 051 

8610130122 Responds to NRC 800700 Itr ra violations noted In fnsp Ropts 50 413/63 
22 & 50 4 14/86-22 Corrective actlons’Tech Spec Interprotaiion & station directive will 
be revised to belter define method (or controlling overtime 

TUCKER, HB Duke Power Co. 88/09/30, Document Control Branch (Document (^n- 
trol Desk) 3pp. 47135 076-47136,077. 

8010120319 Revises response to NRC Ur re violations noted In Insp Repts 60 413/88- 
29 A 60-414/08-29 Ckirroclive acllons.ulll preparing Toch Spec rev lo clarify functions, 
responsibilities A authority of plant safety review group 

TUCKER,HB Duke Power Co 88/10/04, Document Control Branch (Document Con- 
trol Desk). 6pp 47114.276-47114*201 

8810170426 Forwards propriotafy & nonproprlatary WCAPs 11936 A 11936, "McQuIro 
Unit 2 Evaluation for Tube Vibralion Inaucod Fatigue," per NRG Bulletin 88 002 Propri- 
etary root withheld (ref 10CFR2790), 

TUCK6R,H.B. Ouke Power Co. 88/10/08. ERNSLM.L. Region 2. Ofc of the Director. 
3pp, 47162 306-47163.109 

8810030255 NRC Info Notice 86 060, "Unexpected Piping Movement Attributed to Ther- 
mal Stratification " Svc (isl one! 

ROSSI.CE Division of Oporational Events Assessment (Poat 870411). 80/10/07 
CJensolldaled Edison Co. of Now York, Inc. 223pp 471 16 282 471 15.265 

6810040066 NRC Info Notice 86 001, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualilicatlon Testing " Svc list end 
ROSSI.CE Oivlaion of Oporalionat Events Assessment (Post 870411) 60/10/07. 
Consolidated Edison Co. of New York, Inc. 1iepp 471 16*026 471 15*144 

8810130161 NRG fnfo Notice 60 083, "Inadequate Testing of Relay Contacts In Safoly- 
R elated Logic Sys " Svc list and. 

ROSSI.CE Division of Operational Events Assessment (Post 370411). 36/10/19. 
Consolidated Edison Co. of New York. Inc 119pp. 47106 *239-47196 367 


R, Periodic operating reports A related correspondence 


8810196079 Monthly operating ropts for Sept 1986 for Catawba Nuclear Station Units 1 
& 2,W/531014 Ur. 

REAVIS, J.A., TUCKER, H B. Duke Power Co 88/09/30. 14pp 47203-263-47203 *266. 


8. Rape rtabls occurrences, LERs A related correspondence 

8809296013 LER 66 032 OO.on 8B061 1 .discovered (allure to retest containment isolation 
valve following Installation lo verify that valve properly closed Caused by failure to 
follow appropiTato procaduresJralnlng initialed W/606916 Hr. 

TORRE/g Duke Power Co 88/09/16 6pp 46904.284-46994*269 

8810200039 Part SI Ropt 146 re defect In left intercooler inlet editor on standby 
diesel engine genorator.Rocommends utils Inspect left Intake manifold drain as pari of 
operalino plan AddI Info expoclod by 631015. 

GUNTRUM.B. IMO Delaval, (nc 88/10/05 Office of Nuclear Reactor Regulation, Di- 
reolor (Post 8704 11) 3pp 47225.323-47226*325 


V, Operator Examinations 

6808 170 150 Generic Ltr 93-13 to ell power reactor licensees & applicants for OL re op- 
erator licensing examSvSvo list end 

MIRAQLIA.FJ Associate Director for Projects (Post 870411) 86/05/03 Consolidated 
Edison Co. of Now York. Inc. 66pp 46058*00-1 46958.057 
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F. Security, medical, emergency & fire protection plana 


8610040455 Forwards public version of revised emergonoy plan implementing 
procetfirre 9 .including Rev 0 to HP /O/B/1 009/04, ^'Environ MonStorir^g for Emergency 
Condiltona Within 10 Mile Radius ” W/8B09Sa release memo 
TUCKER ,H B. Duke Power Co* 08/09/20 Document Control Branch (Document Con* 
IrolDesk) 6 pp 47020 013 47020097 


*•6610040458 Public version of revised emergency plan Implementing 
proceduresjncluding Rev 0 (o HP/O/B/ 1009/04, "Environ Monitoring for Emergency 
Conditions Within Ten Mile Radius " 

* Duke Power Co 88/09/20* 4 5pp 47020 019-47020 097 


0809280291 Advises that 880808 Rev 20 to physical sacunty plan consistent w/require- 

ments of 10CFR50 54(pi & acceptable 

CCINE^W.E Region 2 , Ofc of the Director 88/09/21 TUCKER. H B Duke Power Co 
3pp 46976 263*46976 265 


J. Insurance & indamnliy Information 


8810070163 Reauesls exemplioh from 881004 deadline to comply w/amended 
1 0CFR50 54 (wH 5K0 re insurance reporting requiremenls 

GRIFFITH.se Duke Power Co 88/09/30 Document Control Branch (Document 
Control Desk) 2pp 47072 229-47072 230 

8810250090 Forwards temporary exemptions from 10CFR50 54(w)(5){i) ra scheduler re- 
quirements of propofty insurance rule 

WATTHEWS,D B Project Directorate lf-3 88/10/07. TUCKER, H.B. Duke Power Co 
Spp 47282:218 47282:234. 


K, Utility Final Safety Analysis Report (PSAR) & aniends 


“>8810100094 Amends 63 & 46 to Licenses NPF’35 & NPF-52, respectively, modifying 
Tech Specs for nuclear sve water sys & associated bases 
MATTHEWS.DB. Project Directorate II 3 88/09/29 16pp. 47081.229 47 081,244 

">8610100096 Safety evaluation supporting Amends 53 & 46 to Licensos NPF -35 4 
NPF 52,resp0Clivoly 

" Office of Nuclear Reactor Regulation, Director (Post 870411) 86/09/29 Spp 
47081 245 47081 249 

**8610100099 Notice of issuance of Amends 53 & 46 to Licenses NPF-OB & hPF- 
62, respectively Amends modify Tech Specs for nuclear sve water sys & assodal^ 
ll}fl&QS 

JABBOUP.KN Project Directorate II 3 08/09/29 2pp 47081 250-47081 261 

6810050058 Generic Ltr 88-16 to all power reactor licensees & applicants re removal of 
cycle-specific parameter flmlts from Tech ^ecs Sve list end 
CRUTCKFfELD.O Associate Director for Projocts (Post 870411) 08/ 10/04. Coasofi- 
dated Edison Co. of New York, Inc 40pp 47116 145-471 16' 194 

6810130033 Application for amends to Licenses NPF’35 & NPF- 52, a If owing ropoflng 
failures on per diesel generator basis & allowing Diesel Generator 1 A to be !q$|(m 
once every 31 days Foe paid 

TUCKER, H B, Duko Power Co 88/10/05 Document Control Branch (DocumonI Con- 
trol Desk) 4pp 47132 010-47132 019. 

-8810130035 Proposed Tech Specs 3/4 8-7 A 3/4 8-9 re diesel generator tosling lo- 
quiremonls 

^ Duko power Co* 88/10/05 6 pp 47132 014 47132 010 

6810130350 Forwards notice of withdrawal of D80506 application for amends (q LL 
conses NPF-35 & NPF-62, adding valves & penetrations to Tech Specs 3 6-1 ,3 8-29 6 
36 2b Application withdrawn since new valves & penetrations not required. 
JABBOUR.KN. Project Directorate 11-3. 88/10/05 TUCKER,H B Duke Power Co 
3pp 47223'3 17-47223 321. 


8809280060 Corrected FSAR Pages 13.5 3,13.5 4,13.5 5 & 13 5 6 Original Pages 13 6-3 
& 13 5-5 cenlafned jrrlnling error 

GRANE.KL Duke Fbwer Co 86/08/16 Spp. 46978037-46978 041. 


-6010130356 Notice of withdrawal of 880506 application for amends to UcenGos NPF 
35 & NPF-52 Application withdrawn because new valves & penetrations no longer 
required, per 880624 Hr 

JABBOUP.KN Project Dlreclorata 11-3 88/10/06 2pp 47223.320-47223.321 


P. Operating llcenae stage documents & correspondence 


8S0912006S Generic Ltr 68*15 to all power reactor licensees & applicants re electric 
power sys • irtadequate control over design processes. 

CRUTCHFIELD.D Associate Director for Projects (Post 870411). 88/09/12 Consoli- 
dated Edison Co. ol New York, Inc 60pp 47001 239-47001.300. 


3810030370 Application for amends to Licenses NPF-35 & NPF-62, changing selpolnls 
for steam generator level laps due to relocation of level taps Fee paid 
TUCKER, HB Duke Power Co 88/09/19. Document Conlrol Branch (Documenl Con- 
trol Desk) 3pp 47004.239 47004 253 

-8810030365 Proposed Tech Specs .changing setpointa for steam generator level trips 
due to relocation of (aval taps 

* Duke Power Co 88/09/19 12 pp. 47004 242-47004*263 


8809290172 Forwards listing of proposed OL 8 Tech Spec amends which should be 
given priority status over all other proposed amends 

TUCKER,H B Duke Power Co 6B/09/20 Document Control Branch (Document Con 
trol Desk). 4 pp 46999070 46999 073 

8809290363 Forwards "Catawba Nuclear Station 316(a) Demonstration. Chemical & Bl 
ological Charactenstlcs of Lake Wylie, SC. Dunrig First Yr of Operation of Units 1 & 2 
of Catawba Station" & correspondence re NPDES permit mod 
TUCKER,H B Duke Power Co 88/09/20. Document Conlrol Branch (Document Con 
trol Desk). 19pp. 46993 125 46994:190 


-8609290373 "Catawba Nuclear Station 3t6(a) Demonstration. Chemical & Blotogical 
Charactenstlcs of Lake Wylie. 8 C.Dunng First Vr of Operation of Units 1 & 2 ol Cataw- 
ba Nuclear Station " 

* Duka Power Oo. 88/09/30 400pp. 46993*144 46994.190 


8810130295 Forwards corrected Amends 53 & 46 to Licenses NPF 35 A NPF-52 
JABBOUaKN Project Directorate 113. 88/10/06 TUCKER, HB Duko Power (Jo 
2pp. 47121*303-47121.306. 

-8810130298 Corrected Amends 63 & 46 to Licenses NPF-3S A NPF-52, 
respectively, changing Tech Specs 3/4 3 48 & 3/4 7-12 

• Project Directorate 11-3 86/10/06 2 pp 47121:305-47121:306 

8810170042 Forwards Amends 54 & 47 to Licenses NPF-3S & NPF 52, reapocIlveY A 
safety evaluation Amends revise number of channels for auxiliary foeuwater flow 
rate.PORV position indicator & PORV block vatvo posllion Indicalor. 

JABBOUR.KN Project Dlrectorale 11-3 88/10/^6 TUCKEn,HB Duke Power Co 
3pp 47170.339-47170 350 

-8810170045 Amends 64 A 47 to Licensos NPF-35 A NPF-52, respeclivoly, revising 
number of channels for auxiliary feedwater flow rate, PORV position Indicator & POFw 
block valve position indicator 

MATTHEWS.DB. Project Directorate II 3 08/10/06 epp 47170 342-47170 347. 

-8610170049 Safely evaluation supporting Amends 64 & 47 to Licensos NPF-35 A 
NPF-62, raspectively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 08/10/06. 3|)p 
47170 346-47170 350. 

6810170264 Responds to 060812 ltr denying util 880812 request to revise Tech Spec 
3.3 3 to reflect proposed changes in actuation logic for NSSS schodufed for Jan 
1989.Jusiiflcalion for change A no significant hazards analysis end 
TUCKER.HB Duke Power Co 88/10/06. Document Control Branch (DocumonI Coo- 
trol Desk). 3pp 47169 046-47169 056 


8809260173 Requests withdrawal of 661 1 17 application to amend Tech Spec 4 6 1,9 4 
re surveillance requirements for containment air release & addition sys valves based 
on NRG 670731 denial of proposal 

TUCKEfl,H B Duke Power Co. 88/09/21 Document Conlrol Branch (Document Con- 
trol Desk) 2pp 46978 077-46978,078. 

8810260468 Final response to FOIA request fox documents re plant Forwards App D 
documents App D documents also available in PDA 

GRIMSLEY^OH. NRC - No Detailed Affiliation Given 68/09/23 WEISSMAN.S Cali 
fornia. State of. 2 pp. 47205 001 -47209 002 

-6303160760 Board Notification 83-27. forwards 830221 memo A final EGAQ repi re 
addi RELAP-5 calculation for Semlscale S-SR 2 lest 

EISENHUT.OG Division of Licensing (600428-651124} 83/03/04. PALLAOINO.NJ 
Commissioners 1 tpp. 47209.071-47209.087, 

8810030294 Forwards Amends 62 A 45 to Licenses NPF-35 A NPF 52, respectively A 
safaW evaluation Amends revise Tech Spec 3/4 7 8 re snubbers 
JABBOUR,K N Project Directorate fl-3 8B/09/26 TUCKER.H B, Duke Power Co 
3pp 47003.253 47003 276 

-8810030295 Amends 62 A 45 to Licenses NPF-35 A NPF-52, respectively, changing 
Tech Spec 3/4.7 8 re snubbers. 

MATTHEWS.Da Project Dlrecto rale «-3. 88/09/26. 13pp 47003.261-47003 273. 

-8610030298 Safety evafuBlior> supporting Amends 62 & 45 to Licenses NPF-36 A 
NPF-52, respectivery , 

* OHica of Nuclear Reactor Regulakon, Diroclor (Post 870411) 68/09/28 3pp 
47003,274.47003:276 

8810100092 Forwards Amer>d 8 63 A 46 to Licenses NPF-35 A NPF-52, 
respectively.sarely evaluation A nollce of issuance of amends to licenses, Amends 
modify Teen Specs for nuclear sve water ays A associated bases. 

JABBOUR^KN. Project Directorate 113. 88/09/29. TUCKER.HB Duke Power Co. 
3pp 47081 226 47081.251, 


-8810170266 Proposed Tech Specs Table 3 3 3 ro ESP actuation sys Instrumentation 

* Duko Power Co. 00/10/06. Bpp 47169.049 47169 056 

6810170431 Appllcalion for amends to Licensos NPF-35 A NPF-52, doteling organbabon 
charts from Section 6 ,p 0 f Generic Ltr 80 06. Fee paid 

TUCKER,H.B. Duke Power Co 08/10/07 Documenl Control Branch (Documant Con- 
trol Desk) 3pp 47163.264 47163 875 

-8810170438 Proposed Tech Specs re onsite A offsite organization 

* Duke Power Co. 08/10/07 Qpp 471 63.267-47 163*276^, 

6810180022 Forwards Addendum 2 to non propriolary WCAP-109a9 A pfOpneiAry 
WCAP-10988, "COBRA-NC, Analysis of Main Steamline Break In Catawba Unll Ico 
Condenser Contain monl (Response to NRC Questions) " Supporting documenlBlon 
end 

TUCKER.HB Duko Power Co 00/10/12. Documenl Conlrol Branch (Documant 0«s- 
trolOesk). 2pp 47199*011-47190.106 

8810180518 Forwards Amends 56 A 40 to Licenses NPF-35 A NPF-62. rospwlivoY 8 
safety evaluation Amends modify OLs to allow extension of lime for resoIuUon oi ac- 
cumulator tank Instrumentation Issue . 

JABBOUR.KN Project Directorate 11*3 88/10/13. TUCKER.H.B, Duke Power Oo 
3pp 47176.308-47176:314 

-8810180520 Amends 55 A 48 to Licenses NPF-35 A NPF-52, respectively, fswdilying 
OLs to allow extension of time for resolution of accumulator lank Instrumoniawn 
Issue. 

MATTHEWS.D B Profecl Directorale 11-3 88/10/13. 4pp, 47176.309-47176*312. 

-8810180522 Safety evaluation supporting Amends 65 A 48 to Licenses NPF 35 A 
NPF-52, respeclivoly, ^ ^ 

* Office of Nuclear Reactor Regulation. Director (Post 870411) 80/10/13, ?pp 
47176.313-47176^314 
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6510240387 Forwards request for addi fnfo re review of NUREQ 0737, Item II 0.1, "Per- 
fwfuance Testing of Relief & Safety Valves,” per util 880425,0531 4 0814 
subdiitlals Response requested within 60 days of Hr date 

JAPBOUR.KN Proiecl Directorate 11-3. 68/10/18 TUCKGR.H B Duke Power Co 
7pp 47256 354-47255 360, 


Q. Inspection repOrtSj IE Bufiellns & correspondence 

8809010337 NRG Info Notice 88 073, “Direction- Depen den I Leak Characterislica of 
Containment Purge Valves ” Svc list end 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 63/09/08 
Consolidated Edison Co of New York. Inc 1 19pp 46950 058-46950.177 

8809280123 Forwards Insp Repis 50 413/88-27 & 60-414/60*27 on 800719-22 a nofice 
of vfalaUon Written statement descnbing actions taken to Increase plant awareness of 
or sensitfvily to radiological control requirements requested 

GRACE,J.N Region 2, Ofc of the Director 80/09/16 TUCKER, H.B. Duke Power Co. 
2pp. 46980344 46980 359 

-*8809230126 Notice of violation from Insp on 880719-22 Violation noted licensee failed 
to adhere to radiological control procedures In that on 88 0604, operations personnel 
stopped fesking valve w/o waiting for surveys, evaluations or lob coverages 
grace, j N Region 2, Ofc of the Director 88/09/18. 2pp, 46980.340 46980.347 

-*009230130 Insp Repts 60 413/80-27 & 60-414/80-27 on 080719-22 Viofalions 
noted Major areas Inspected radiation protection. Including organization & mgt 
control a, sol Id waste program, transportation & licensee action on previous insp fino- 

^|sETT,C,H, HOSEY,CM. Region 2, Ofc of the Director. 00/09/09 12pp 
46980 348-46980359 

8B0930016Q Fonvards Insp Repts 50-413/88 30 & 60-414/66-30 on 8B0726 0026 No 
viofalions or deviations noted Unresolved items Identified. 

BROWNLEE,V.L Region 2, Ofc of the Director, 88/09/20. TUCKER, H.B Duke Power 
Co 2pp 47003.026-47003-037. 

-8009300162 Insp Repts 50-413/88-30 & 50-414/88 30 on 800726-0826 No violations 
noted Major areas irtspected review of plant ope rat Ions, surveillance observatlon.nnaint 
observation, review of licensee nonroutine event repts & Part 21 repts. 

VAN DORN,PK, LESSER, MS., PEEBLES, T.A Region 2, Ofc of the DIreclor 68/09/ 
20 lOpp 47003.028 47003-037. 

B809I50008 NRG Info Notice 88 077, “Inadvertent Reactor Vessel Overfitl." Svc list 
encl. 

ROSSI, GE Division of Operational Events Assessment (Post 070411). 88/09/22 
Consolidated Edison Co of New York. Inc. Ilipp 47114.201*47 11 5.042. 

8809190047 NRG Info Notice 66-078. “Implementation of Revised NRC-AdmInIstored 
ReqiiaDllcatlon Exams Svo list encl. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co ofNsw York, Inc 110pp. 47115-043 47115-046. 

8609230092 SuppI i to NRG fnfo Notice 80 060, “Movable Conlecl Finger Binding In 
HFA Relays Mfg by QE “ Svc list end, 

ROSSf,CE Olvialon of Oporallonal Events Assoaamont (Post 870411) 68/09/20 
Consolidated Edison Co of New York, Inc 117pp 47116 163 47115*281. 

6810120305 Ack receipt of 000916 Itr Informing NRG of etepa taken to correct viofalions 
noted in Insp Repts 50*413/80-25 & 60 414/88-26 

BROWNLEE, V.L. Region 2. Ofc of the Director 00/09/29. TUCKER.H B Duke Power 
Co Ip 47137.061-47137-061. 

8*18190122 Responds to NRG 680706 Itr ro violations noted In Insp Repts 60 413/88- 
22 & 60-414/88-22 Corrective actions, Tech Spec inlerpreletlon & station directive will 
be revised to belter define method for controlling overtime 

TUCKER, K.B, Duke Power Co 08/09/30, Document Control Branch (Document Con- 
trolDesk) 3pp. 47135:076-47136.077 

B$10120316 Revises response to NRC Itr ro violations noted In Insp Repts 60-413/88- 
29 8 60 414/80 29 Corrective actions.util preparing Tech Spec rev to clarify functions, 
res^nsibiljtles & authonty of plant safely rovlew group. 

TUCKER, H.B. Duke Power Co 08/10/04 Document Control Branch (Document Con* 
trelDeskJ 6pp. 47114*276-47114:281, 

B810170426 Forwards proprietary & nonproprietary WCAPs 11935 & 11938, “McQuIro 
LTnil 2 Evaluation for Tube Vibration Ineuced Fatigue/' per NRC Bulletin 88 002.Proprl- 
eUry repi withheld (ref 10CFR2,790). 

7UGKER,H.8. Duke Power Co 88/10/08. ERNST, M L. Region 2, Ofc of the Director. 
3pp 47162 306 47163:109 

*610038266 NRC Info Nollce 86 080, “Unexpected Piping Movement Attributed to Ther- 
mal Stratification.'* Svo list encl 

ROSSLC.E. Division of Operational Events Assesament (Post 870411). 88/10/07. 
Consolidated Edison Co of New York, Ino. 223pp. 471 16.262-471 16:285 

8610040066 NRC Info Nollce 80 081, "Faifure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing.’' Svo list end. 
ROSSI, CE DMsIon of Operational Events Assessment (Post 870411), 0B/1O/O7. 
Consolidated Edison Co. of Now York, tnc. 1 10pp. 47116:026-471 16:144. 

*810130161 NRC Info Notice 00 003, “Inadequate Testing of Relay Contacts In Safely- 
Refaied Logic Sys.” Svc fist encl. 

ROSSLC.E. Division of Operational Events Assessment (Poet 870411). 88/10/19 
Consolidated Edison Co of New York, Inc 1l0pp 47106*230 47196'367- 


5. Repotiabie occnrrencee, LERb & related correspondence 

8810070359 Part 21 rapt to conditlofii Involving Inconol 800 matl used to fabricoto sioem 
generator lube plugs 8 found to possess microstruclure susceptible to stress corro* 
Sion crackmg 

TAYLOR, J H Babcock & Wilcox Co. 68/09/06, MURLEY.T.E. Office of Nuclear Reac- 
tor Regufatlon. Director (Post 0704 1 1) 6pp 

8609290344 LER 6B019 01.on 880527 ,undDrvo II ago condition occurred on auxiliary 
control power sys distribution panol 2KXPB Caused by mgt doficlency duo to Jack of 
training to operators & design deficiency. Unit atabllized In Mode 3.W/680015 lir 
TORRE, J.Q , TUCKER, H B Duka Power Co. 66/09/16. flpp 46008 102-46908.109. 

8609290331 LER 88-007'0l.on 08O222.maln feedwater pump turbine (CFPT) 2A tripped 
due to low vacuum In CFPT 2A condenser ro suiting In automatic start of belh motor 
dnven auxiliary feedwater pumps.Cau3ed by dalamlnated pipe coating W/860D10 Itr. 
TORRE, J G , TUCKER.H B Duke Powor Co. 68/09/19. 6pp 40994:342 40004 347. 

880929033* LER 8e-020-01.on 8B0S26,manual reactor triplnitietocl by control room per- 
sonnel to prevent aulomallc challenge of reactor protection eye on sleam generator 
2C lo-)o ieveL Caused by malfunction of convertors W/6D0916 Itr 
rORflE,JQ . TUCKER.H B Duke Power Co. 08/09/19. 7pp 46994 317-46904-323 

8610120361 LER 66-01 3-01. on 6803 14, feedwater isolation caused at earn generator 
high level setpoint. Caused by equipment failure & personnel err or.Ope ratio ns person 
nel re established bfowdown & reduced stoam generator levels W/8 8 1003 Itr. 

TOR RE, JG, TUCKER, HB Duke Power Co 86/10/03 Bpp. 471 13' 1 10 471 13-1 17. 

6810180404 LER 87-021 01. On 67 0727, Condensate transient occurred which resulted Jn 
reactor trip causing booster pump suction pressure to doer ease. Do f act ivo procedure 
contfibulod to Incident Now transient test dovelopad.W/801003 Itr 
TORREJQ. TUCKER, HB Duke Power Co 86/10/03 10pp. 47172:167-47172,176 

6610130021 LER 8&014-01,on 880317, main feedwater pump turbine tripped on low 
condenser vacuum Caused by delaminated condensor circulating water sys Interior 
gtpo coaling, reatrlcllng flow through condenser. Restricting matf romoved,W/0Q1004 

TORRE, ^fQ„ TUCKER.H.B Duko Power Co. 08/10/04. 6pp 47136.203-47136-260. 

8610200039 Part 21 Ropl 146 ro dofoct In foft intercooler Inlet adaptor on standby 
diosol engine genorator.Racommends ulila (nspeci left Intake manifold drain aa part of 
operating plan.AddI Info expected by 681016 

QUNTROm.B. IMO Oefavai, Inc. 60/10/05, Office of Nuclear Reactor Rogulallon, Dl* 
rector (Post 670411). 3pp 47226:323-47226:325, 


V. Dperaioz Examinations 

6006170150 Generic Llr 08-13 to all powor roactor llconseos 8 applicants for OL ro op 
erator licensing exams, Svo list end. 

MIRAQLIA,F.J. Associate Director for Projecls (Post 670411), 68/00/08 Consolidated 
Edison Co of New York, Inc. 58pp, 40958:001-46058.057. 
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F. Security, metfloalj emergency A ffre protection plana 

6810190303 Rovisad omorgoncy plan ImpJomontlng procoduro8,lncludlng Rov 6 lo 10 S- 
01*0, “Fire" A Rov 5 to 10-S 01-10, ''Natural Cjccurrotices'' A Rov 3 lo 10*3 01*27, 
"Publio ln1o.''W/6*1014IU. 

CESARE,J.Q. System Energy Rosourcos, Inc. 86/10/14. Oecumenl Control Brandi 
(Document Control Desk), 25pp 47208.104*47206,216. 

B810190445 Advance Cf>ango Notice 1 to Rev 0 to CEPP-370, "’Em ergoncy Opera lion a 
Facility Activation*’ A Advance Change Notice 1 to Rov 0 to CEPP-oOB, “Emorgonev 
Oporallons Facdky Operallon “ W/ 681 014 Itr. 

KAVANAUQH.M.W., 8ANF0flD.J., CESARE.J.Q. Sysiom Energy Resources, Ino. 08/ 
19/14. 16pp. 47202:090-47202.114 


H. General eorrespondence 

6810110229 Requests that OD Kingsley be deleted from dlslributlon M used for NRC 
correspondence to utif Prlntaiy addressee (or atl corro spondonco Is TH Clonlnger. 
CLONfNQER,T.H. System Energy Rosources, ho. 08/10/05 Document Control 
Branch (Document Control Desk). Ip. 47100:165 47100:165. 


J„ Insurance A Indemnity Information 

6810040279 Forwards lemporary oxomptlon from 10CFR60.64(w}(6)(i) requlromonls ro- 
gufrlng that ficenseea obtain Insurance pollcfes timl prioritize Insurance proceeds for 
atabiirzallon A docontamtnallon aftor accident. 

KINTNER,LL, Project Diroctoralo IM. 60/09/29. KINQSLEY,O.0. fiyslom Energy Ro- 
sources, Ino. 3pp. 47021:106-47021:204. 

-8810040280 Exemption from requirements of 10CFR60.64(w) re llconaoo obtaining In- 
eurance policies that prforjLizo Insurance proceeds for stabilization A deccataminelion 
after accldenL 

VARGA^SA. Division of Reactor Projects - I/ll (posl 870411), 80/00/29. System 
Energy Resources, Inc. 4pp. 4702 1:201 -4702 1:204. 


R. Perlodio operating reports A related correapondenoe 


F. Operating license stage documents A correspondence 


BB1D190079 Monthly operating repts for Sept 1908 for Catawba Nuclear Station Units 1 
A2W/8d1014llr 

REAVIS.J.A, TUCKER, H.B. Duka Powor Co. 58/09/30. 14pp. 47203*253 47203*265. 


8609120066 Generic Llr 88*16 lo ell power reactor llconsoes A appllcanls re olaoldo 
power ays • Inadequate control over dsBlgn processes, 

CRUTCHFIELD,D, Assodale Director for Projects (Post 870411). 60/09/12. Consoli- 
dated Edison Co. of New York, ho. 60pp. 47001:239-47001:300, 
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ee09290106 l^oiwards NRR B80826 Hr to OCRE ack receipt of petition filed under 
>0CFR2 208 responding negalivety Co request for [mmediaCe action ra 8WRs,for Info 
KtNTNEFI.LL Project Directorate IM, aa/09/20 KINGSLEY,© D System Energy Re- 
sources. Inc 2pp 46997,237-46997 242 


8609230092 Suppl 1 to NRG Info Notice 88 069, "Movable Contact Finger Blndino in 
HFA Relays Mfg by GE ” Svc list end ^ ^ 

ROSSI, CE Division of Operational Events Assessment (Post 670411). Qft/M/M 
Consolidated Edison Co of Now York, Inc 1 17pp 47116 163-47115 281 


080929013-3 Forwards notice of corks iderataon of issuance of amend to License NPF-29 
& opportuniW for hearing re uti) 880831 application for amend to License NPF- 
29,ch angina tech Specs 3 5 2, “ECCS Shutdown” & 3,S 3, "Suppression Pool " 
KINTNEfl.LL Project Directorate 11-1 88/09/23 KINGSLEY,© O System Energy Re 
sources, Infi, 1 p 46997 207 46997 211 

-8609260303 Notice of consideration of Issuance of amend lo License NPF-29 & pro- 
posed NSHC determination & opportunity for heanng Amend changes Tech Specs 
3 6 2, "ECCS-Shutdown" & 3 63, "Suppression Pool " 

KINTNER.LL. Project Directorate II-1 88/09/16 4pp 46997' 208-4 69 97 211 

8809290196 tForwaids Amend 48 to License NPiF-29 & safety evaluatiorr Amend de- 
letes Room 0C606 from Table 3 3 7.9 1 as result el design change to enlarge control 
bldg focker room, 

KINTNER,L L. Project Directorate 11-1 86/09/23 KINGSLEY, OD Sysfem Energy Re- 
sources, Inc 3pp, 46983 101-46983 110 

-8809290199 Amend 4 B to Ucense NPF 29,def8ting Room OC506 from Table 3 3 7 91 
as result of design change to enlarge control bldg locker room 
ADENSAM,EG Project Directorate 11-1- 88/09/23 4pp 46983 104-46983107 


8810050145 Forwards response to NRG Bulletin 88-008, "Thermal Stresses In Piftrw 
Connected to flCS," requesting thal licensees review reactor coolant pressure bomdP 
anas & Identify connected, unisolable piping vulnerable to thermal stresses 
KINQSLEy,OD System Energy Resources, Inc. 88/09/29 Document Control Bfanih 
(Document Control Desk) 4pp 47059.114-47059 117 

8810210483 Forwards Insp Repl 60-416/88-19 on 880020 0923 & notice of vbfaton, 
VERRELLLD.M. Region 2 , Ofc of the Director 88/10/06 KINGSLEY,O.0 System 
Energy Resources, Inc 2pp. 47230 237-47230’249 

-6810210464 Notice of violation from Insp on 880820 0923 Violation noted failum to 
follow Administrative Procedure 01-5-06-1 Ip evaluate whether opening tweaker had 
any effect on other equipment & plant operation 

VtflREULLDM Region 2 , Ofc of the Director. 88/10/06, Ip 47230 ‘23 9-4 7239 239 

-8810210486 Insp Repl 50-416/88-19 on 800820-0923 Violations noted Major s/eas 
inspected operational safety V0filica1ion,malnt & flurvoillartce 
observatlon,ROs,operating reactor events & followup & unresolved items. 

MATHIS. J.L, DANCE,HC Region 2 . Ofc of the Director 88/10/05 10pp 47230 240- 


-8809290201 Safety evaluation siroporting Arnea-d46 lo License NPF-29 
* Office of Nuclear Reader Regulaion, Director (Post 670411) 88/09/23 3pp 
46983.108 46983110 


8810074)4)09 Application lor amend to Ucense NPF-29, changing Tech Specs to add al- 
ternate DHR sys Fee paid 

KINGSLEY,0 D System Energy Resources, fnc. 88/09/23. Document Control Branch 
(Documenl Control Desk) 33pp 47079 099-47079 230 

-8810070019 Proposed Tech Specs adding alternate DHR sys 
* System Energy Resources, me 68/09/23 e4pp 47070 137-47078 230 

8810050058 Generic Ur 88-16 to all power reactor licensees & applicants re removal of 
cycle-specific parameter hmils from Tech Specs.Svc list end 
CRUTCHFtELD.O. Associate Director for F^olects (Post 870411), 88/10/04 (Consoli- 
dated Edison Co of New York, Inc 4Bpp 47116:145-47116.194 


8810110121 Requests fees for 880428 & 0701 applications re neutron nrionitorfng sys 
design evaluation & re struct unng utlld, respeclivaV 

DIGGS,R.M. License Fee Management Branch 66/10/05, KINQSLEY,O0, System 
. Energy Resources, Inc. Ip, 47107 115-47107:115. 

8810110317 Requests add I info re util 860819 request to change Tech Spec Sections 
^ 0 & 4,0,per Generic Ltr 87 OS.includlng safely analysis for each change to provide 
new operating flexibility due lo proposed change 

KINTliER.LL Project Directorate 11-1 88/10/06 CLONINQER,T.H. System Energy 
•Resources, Inc 3pp. 47111:358 4 711 1.360 

8610170231 Application for amend lo Ucense NPF*29.changing ref point used to estab- 
lish refueling platform main hoist downtravel cutoff setpoInT 
CLONlNGER,TH System Energy Resources, fnc 68 / 10 / 10 . Document (Doolrol 
Braoch (Document Control Desk). 7pp 47173:230-47173 237 

-BS10170233 Proposed Tech Specs .changing ref point used lo establish refueling plat 
form main hoist downtravel culoff setpoint 

‘ System Energy Resources, Inc 66n0/10, Ip 471 73.237-47 173’237 

8810190420 Documents utils commilmenl to keep public & appropriate agencies In- 
formed ra transfer of mgt & operating responsibility for Arkansas Nuclear One unllB & 
Waterford a unit lo Sys Energy Re sources.! no. 

CESAREikf.G System Energy Resources, inc. 68/10/13 Document Control Branch 
(Document Control Desk). 6 pp. 47206 365 47208 360, 


8810180482 Forwards notice of consideration of issusitca of amend to License NPF-29 
opportunity for hearing 88681 9 application m Amend allows operational condition 
changes w/o meeting limiting conditions for opsiallon requirements, 

KINTNER,LL Pfojecl Directorate 11 - 1 . 88/1(5/14 CLONINGER.T.H. Syslem Energy 
Resources, fnc 2pp , 47172. 1 06 47 1 72 .1 1 2. 


—8810180490 NoUca of oonsfderalio-n of Issuance of amend to Ucense NPF 29 & op- 
portunity for hearing Amend revises Tech Spec to allow operational condition changes 
w/o meeting limiting conditions for operation requirements, 

KINTNER.U. Project Directorate ll-i. 88/10/12. 5 pp. 47172*108 47172:1 12. 


6810210632 Notification of 8B1021 meatfng w/util In Rockville, MD to discuss proposal 
for sale & lease back of email portion of plant 

Project Dfrectorale fM. 88/10/17. MURLEVT., SNIEZEK.J.. 
MIRAGLIA,F NRC • No Detailed Affillalion Gwen 3 pp. 47233,344-47233,346 


G. Inspection reports, IE Bulletins 4c correspondence 


8810030266 NRC Info Notice 88 080, "Unexpected Piping Movement Altributod to ?lw. 
malStralf(ication"Svcllalencl 

ROSSI,C E Division of Operational Events Assessment (Post 070411) 86/10/07 
Consolidated Edison (Do of New York, fnc. 223pp 47115.202-471 16 286 

6810640066 NRC info Notice 80 001, "Failure of AMP Window Indent KYNAR SpNcos 4 
Thomas & Belts Nylon Wire Caps During Environ Qualification Tasting,'" Svc Ini end 
ROSSI, CE. Division of Operational Events Assessment (Post 870411), 86/ 10/07 
Ck)n sol Waled Edison Co of New York, fnc 1 19pp 47116:026-471 16:144 

8610138161 NRC Info Notice 08 083, "Inadequate Testing of Relay Contacts In Safely* 
Related Logic Sys," Svc list end, 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411), 80/1 g/ip 
Consolidated Edison Co. of New York, Inc IISpp 47198*239 47196'357. 


R. Periodic operating reports 4 related correspondence 

8810210424 Monthly operating rept for Sept 1986 for Grand Gulf Nuclear Slaikin Umt 
1.W/88t014 Hr 

eDGE,W E., CESAREpJ Q. System Energy Resources, Inc. 88/09/30 6 pp 47233 tCT^ 


8 , Repoliable occurrences, LERs 4 related correspondence 

8810070234 Summary of Operating Reactors Events Meeting 86*38 on B60927 ra 
events which occurred since lad meeting on 880020. 

JAUDON,J.P. Events Assessment Branch. 88/09/28 ROSSI,C E Division ol Oew 
atlonal Events Assessment (Post 87041 1) 22pp. 

6810200027 Pari 21 repl re potential butterfly valve failures Drive train replacement Ms 
being supplied lo purchasers. Instructions end 

SANDLING,M. Xomox Corp (subs of Emerson Electric Co.). 88/09/30 WURLEYJE 
Office of Nudear Reactor Regulation, Director (Post 870411). aspp. 47226322* 
47228 3 &&, 

8810240230 Part 21 rapt ro diesel generator loft bank intercooler tubes^mlg bylWO 
Delavaf Leaks Initiated when lubes ruptured by diffuser plate In Inlel adaptor Inllia^ 
reported on 680930. Intercooler replaced. 

KINQSLEY.O.D. System Energy Resources, Inc 00/09/30, GRACE.J.N, Region 2, 
Ofc of the Director, epp. 47269:291-47259*296. 

8810120036 LER 88-013*00:on 880905, secondary containment Isolalion valve faJlod to 
close within required time limil Caused by personnel error.DIscIplinarv aclwt 
Initialed, personnel trained & labels Installed on ESF powar panels.W/SBIOOS lir. 
8 YRD,R., CeSARE,J.G System Energy Resources, Inc, 86/10/05. 5pp, 47118223 
47118227. 

88102(KM)39 Part 21 Rept 146 re defect In left Intercooler Inlet adapter on slandtiy 
diesel engine generator. Recommends utils Inspect left Intake manifold drain as pad of 
operating plan AddI info expected by 081015. 

GUNTROMiB. IMO Delaval, Inc. 88/10/05. Office of Nuclear Reactor Rogul alien, Os* 
rector (Post 870411). 3pp 47226 323-47225.326 

6810170268 LER 88-014-00:on 88091 1.RWCU sys Isolated oh high della flowCauwd 
by air trapped In flow transmitter, Util changed RWCU operating Insiruclion 10 m 
bypass switch whert aligning RWCU blowdown to main condenser W/sa 101 1 Hr 
DIFFERENT, P.M., CESARE.J.G. System Energy Resources. Inc. 68 / 10 / 11 . 4pp 
47173 050-47173:053. 


8809010337 NRC Info Notice 88 073, ''Oirectioii-Dependenl Leak Characteristics of 
Containment Purge Valves." Svc list end 

ROSSI ,C.E. Kvislori of Operational Events Assessment {Post 870411). 88/09/08. 
Consolidated Edison Co. of New York, Inc ligpp, 40958.056-46958:177. 

8809290251 Confirms 880926-28 meetings at site In preparation for maint team insp 
dunng wks of 881017-21 & 1031-1 104, per 880906 telcon ^ 

HERDTAR Region 2 , Ofc of the Director. 88/09/14 KINGSLEYAD System Energy 
Resources, Inc 4pp. 46999039-46990 042. m cue yy 

8809150008 NRC Info Nottca 88 077, "Inadvertent Reactor Vessel Overfill." Svo list 
end, 

ROSSLCE DMsfon of Oppralional Events Assessment (Post 670411) 86 / 00 / 22 . 
Consolidated Edison Co of New York, fnc mpp. 471 14,291-471 16:042. 

88W190047 NR<3 Info Notice 8 B 076, "ImpIfimeniaUon of Revised NRC -Administered 
Requallficabon Exams." Svc Ifst end. 

Assessment (Post 870411) 08/09/22. 
Consolidated Edison Co. of New York, Inc. ligpp. 47115 043-47115*046. 


8610180479 LER 88-01 6*00*on 8809 16, discovered water draining from Div 2 diesel 
engine left bank Intake manifold drain line Caused by ruptured lubes In Intercooler 
Inlet adapter.Div 2 diesel generator left bank intercooler replaced.W/QB1014 Hr, 
BYRD.R., CESAnE,J.G. System Energy Resources, Inc 80/10/14. 6 pp. 47174.356* 
47174:361. 


V. Operator Examinations 

BS06170150 Generic Ltr BB*13 to all power reactor licensees & appllcante for DL re ep* 
erator licensing examaSyc list end. 

MIRAGUA,FJ. Associate Director for Projects (Post 870411). 00/08/08. Conwlidaled 
Edison Cp, of New York, Ino 56pp, 46968 001-46958.057 

8810130302 Forwards grading & answer sheets for 880921 generic fundamanlats piM 
exam, W/o ends 

PERKINS,K.E. Operator Licensing Branch. 88/10/07 FITZPATR(CK,E., eoOHEfl,JE, 
General Publio Utilities Corp. - GPU Service Corp. KINQSLEY,0,D. System Energy Re- 
sourcas, Ino. 37pp. 47136 001*47136'037. 
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DOCKET BO-417 GRAND GULF NUCLEAR STATION, UNIT 2 


A Appllcallon/construcllon stase documents & correspondence 

6309120065 Generic Ltr 86 15 to all power reactor licensees & applicants re electric 
power sys • Inadequate conirol over design processes 

CRUTCHFIELD, D Associate Dlreclof for Projects {Post 870411) 88/09/18. Consoll 
dated Edison Co of New York, Inc 60pp 47001 239 47001 ^300. 

6610050056 Generic Ltr 88 16 to all power reactor licensees 6^ applicants re removal of 
cvcla specific parameter limits from Tech Specs Sve list end 
CRUTCHFIELD, D Associate Director for Projects (Post 870411) 86/10/04- Consoti- 
daled Edhson Co of New York, Inc 4epp 47116145-47116*194 

6810190420 Documents ulits commitment to keep public & approprialo Moncies In- 
formed re transfer of mgl & operating responsibility for Arkansas Nuclear One urtils 6 
Waterford 3 unit to Sys Energy Resources. Inc 

CESARE,JG System Energy Resources, Inc 88/10/13. Documaril Control Branch 
(Oocumenl Control Desk) 6pp 47208.355 47208 360 

8610190457 Advises that util will submit response to Generic Ltr 83-28, Hem 4 5 when 
surveillance procedures & Tech Specs for unit exist. 

CESAREiJ.G Sysloin Energy Resources, Inc 80/10/14. Document Conirol Branch 
(Documenl Control Desk). 2pp 47200 104-47200.105 


Q. Inspection reports, IE Bulletins & correspondence 

890901:19337 NRC Info Notice 00 073, Dirac II on- Dependent Leak Characteristics of 
ConlaInment Purge Valves." Sve list end. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 88/09/08, 
Consolidated Edison Co. of New York, Inc. 119pp. 46958’O5B-46950.177 

68091 50009 NRG Info Notice 88 077, "Inadvertent Reactor Vessel Overfill Sve list 
end 

flOSSI,CE Division of Operational Events Assessment (Post 870411). 66/09/22 
Consolidalod Edison Co. of New York, Inc 111pp. 47114*201-47115.042 

8609190047 NRC Info Notice 08 070. ‘‘Implementation of Revised NRC^Admfnlstored 
Requaliflcation Exams " Sve list end. 

ROSSI, O.E Division of Operational Events Assessment (Post 070411). 88/00/22, 
Consolidated Edison Co. of New York, Inc 119pp. 47116.043-47116:046. 

8609230092 SuppI 1 lo NRC Info Notice 68 069, "Movable Contact Finger Binding In 
HFA Relays Mtg by Q£ " Sve Wb\ end. 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 08/09/29. 
Consolidalod Edison Co of Now York, Inc 117pp 47116.163 47115*281. 

6010030255 NRC Info Notice 00-080, "Unexpedod Piping Movomont Attributed lo Ther- 
mal Slrallficallon " Sve list end 

flOSSLC.E Division of Operational Events Assessment (Post 070411). 88/10/07- 
Consotidatod Edison Co of New York, Inc. 223pp 47116‘282*47116 206 

6610040066 NRC Info Nolico 88 081, ‘’Faiture of AMP Window Indent KYNAR Splices 6. 
Thomas & Belts Nylon Wire Ceps During Environ Qualification Testing." Sve list end. 
ROSSLCE Division of Operational Events Assessment (Post 070411), 86/10/07 
Consolidated Edison Co. of Now York, Inc. 119pp 47116-026 47116.144 

8610130161 NRC Info Notice 00 063, "Inadequate Testing of Relay Contacts in Safety- 
Rolalsd Logic Sys " Sve list onci 

ROSSI,CE. Division of Operational Events Assessment (Post 870411). 86/10/19 
Consolidated Edison Co. of New York, Inc. IIOpp 47106'23O 47196.367. 


S- Reportable occurrences, LERe & related correspondence 

8810200027 Part 21 ropt re potential butterfly valve failures.Dnve train replacement kits 
being supplied to purchasers Instructions end. 

HANDLING, M Xomox Corp. (subs, of Emerson Electric Co.) 88/09/30. MUR LEY, T E, 
Olfice of Nuclear Reactor Regulation. Director (Post 070411) 35pp. 47226.322- 
47220 356 


V. Operator Examinations 

6606170150 Generic Ltr 00-13 to all power reactor licenseos & applicants for OL re op- 
erator licensing exams Sve list end 

MIRAGLIA,F.J. Associate Director for Projects (Post 070411). 88/08/00 Consolidalod 
ediaortCo of New York, Inc 66pp 48968.001-46950-057 


tKKKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency A fire protection plane 

66092S8 160 Revised emergency plan Implementing procedures, Including Rev 6 to EPIP 
4612, "Waterford, Stale, Tri-Town & EMT Radio Test," Rev 7 to EPIP 4112-1, "Incident 
Repofting Document," & Rev 3 to EPIP 4112*3, "NRC eNs Event Notification." W/ 
880920 ltr. 

WROCZKA.E J. Northeast Utllitios. 88/09/20 62pp. 46905.344-46906:036. 

8810040134 Forwards draft exorcise controllor manual for NRC review of full scale 
emergency preparedness exerciso at plant scheduled for wk of aBIIIS.Commonts re- 
quested by 881014 End withheld. 

WROC2KA,C J., WERNER, R.P Northeast Nuclear Energy Co (subs of Northeast Util 
Hies) MROC2KA.EJ Northeast Utllitlea. 88/09/27 LAZARUS,W.J. Region 1, Ofc of 
the Director, 2pp. 47038-316-47038,316, 

8810040114 Rev 10 to Emergency Plan Implementing Procedure EPIP-4112, "Incident 
Communicallons " 

SEARS.C.F , MROCZKA,E J. Northeast Nuclear Energy Co, (subs, of Northeast Utill 
ties) SEARS.CF. Northeast Ulilitios. 00/09/26, 66pp, 47036-342-47037:047 


8810060304 Forwards ‘‘USNRC Read 8 Sign Program’' to enhance site access for NRC 
Injectors, 

MROC2KA,EJ Connecticut Yankee Atomic Power Co 88/00/29 Document Conirol 
Branch (Oocumenl Conirol Desk) 2pp 470 BS 209 4706B 272 

-5810060309 "USNRC Read & Sign Program " 

* Connecticut Yankee Atomic Power Co 86/03/31 52pp. 47066 21 1-47066.272 


J. Insurance & Indemnity Information 

8610030432 Forwards environ assessmenl & finding of no significant Impact ro tempo- 
rary exemption from schadular requirements of property Insurance rule 
1OCFR5O64(w)(5H').0ffoctive 001004 

STOL2,JF Project Oireclorafe 1-4 60/09/27 MROCZKA.EJ Northeast Nuclear 
Energy Co (subs of Norlheadt Utilities) 3pp 4700S 294-47005 300 

-8810030435 Environ assessment & finding of no significant Impact re exemption from 
requirements of 10CFR60 64{w)(5)(i) 

HERNAN.F W. Project Direcloralfl 1-4. 80/09/27. 4pp 47005 297-47005 300 

6010110233 Forwards temporary exompllon from scheduler requirements of property in- 
surance rule 10CFB50 54Cw)(S)(i), 

STOLZ.JF Project Direcloraie 1-4 00/10/03 MROCZKA,E J Northeast Nuclear 
Energy Co. (subs of Northeast Utildios) 3pp. 471 OS 351 471 OB 35B 

-6810110236 Temporary exemption from schecfular requlremonls of property insurance 
rule effective 881004 (1 0CFRS0.54J. 

VARGA, S A Division of Reactor Projects - I/ll (Post 870411) 08/10/03 Northeast 
Nucloar Energy Co (subs of Northeast Utifilfos). 4pp 47100 354-47108 358. 


P. Operating license stage cfocumenta & correspondence 

8607280231 Discusses 800700 mgt meeting In Region i ofc re corporate resource 
allocations, enginooring support & plant acIMties 

BEHENHAUSEN.L Region 1. Ofc of the Director 68/07/14 WROCZKA,EJ North- 
east Nucloar Enorgy Co (eubs of Northeast Utilities) 112pp 46325*248-46325 359 

8609120005 Qonenc Ltr 60 15 to all power reactor licensees & applicants re electric 
power sys • Inadequate control over design processes, 

CRUTCHFJELD.D Associate Director for Projects (Posl 070411) 80/09/12 Consoll 
datod Edison Co of New York. Inc 60pp, 47001 236 47001 300 

0810030002 Forwards Amend 23 to LIcenso NPF 49 & safety evaluation. Amend 
changes Tech Spec Section 4 013a, ‘‘Containment Air Locks," to allow use of alter- 
note methods for leak rate testing of containment air lochs 

JAFFE,DH Project DIrectorato 1-4 80/09/26 MROCZKA.EJ Northeast Nucloar 
Energy Co (suba of Northeast Utilities) 3pp 47010 028 47019 035. 

-0819030003 Amend 23 lo License NPF-40.chanBing Tech Spec Seclion 4 61.3 a, 
"Containment Air Locks," lo aliowuso of alternative methods for leak rate testing 
STOLZ,JF, Project Direcloraie 1 4, 08/09/26 Spp 47019 026-47019 033 

-8810030004 Safely evaluation si^portlng Amend 23 to License NPF 49 

* Office of Nuclear floaclor Rogulalfon, Director (Posl 870411) 08/09/26 2pp. 
47019 034-47010 035 

0010170092 Forwards Amends 107,23,132 & 24 to Licenaaa DPa-61,DPR-2l. DPR 65 
0 NPF-1 5, respectively & safety evaluation Change modifies Tech Specs to provide for 
uniform addresses for listed classes of ropts for plants 

STOLZ,J.F. PfojocI Directorate 14. 83/09/20, MROC2KA,eJ. Connacllcut Yankee 
Atomic Power Co, 3pp. 47163-310 47153.320. 

-BB10170099 Amends 107,23,132 & 24 to Ucensea DPR 61.0PR-21.DPR 65 & NPF- 
49,ro8pectivo1y, mod living Tech Specs to provide (or uniform addresses for listed 
classes of repta for plants. 

STOL2,J,F. Project Oiroctorate 1-4 68/00/20 27pp 

-8810170101 Safety evaluation eupporting Amends 107,23,132 & 24 lo Licenses DPR- 
61 .DPR 21 .DPR 85 & NPF-24.re8peclively. 

* Olfice of Nucloar Reactor Regulation, Director (Post 070411) 08 / 09 / 20 . 2pp 
47163-340-47153.349 

0010170073 Forwards Amend 25 to LIcenso NPF-4D & aafoly evaluallon. Amend 
changes Tech Spec 3/4 7 14 re air temp monitoring to rodefine temp zones inside 
containment & establish temp limits for zones 

JAFFE.D.H. Projecl Dfroclorato I 4. 88/10/03 MROCZKA>e.J. Norllieasl Nuclear 
Energy Co (eubs of Northeast Utilities). 3pp 47169 073-47169 082 

-0810170076 Amend 26 to License NPF 49, changing Tech Spec 3/4 7 14 ro air temp 
monitoring to redefine tomp zones Inslda containment & establish temp limits for 
zones, 

STOLZ.J.F. FfOject Directorate 1-4 80/10/03. 6pp, 47160.076-47169 080 

-0810170077 Safety evaluation supporting Amond 28 to License NPF 49. 

* Office of Nucloar Reactor Regulation, Director (Posl 070411) 88/10/03. 2pp 
47160 091-47169 082 

8010050050 Generic Ltr 88-16 to ail power reactor licensees & applicants ro removal of 
cycle specific paramoler limits from Tech Specs 5vc list enc) 

CRUTCHFIELO.O. Associate Director for Projecls (Post 870411) 08/10/04 Consoll- 
dated Edison Co. of New York, Inc, 4Bpp 471 1 6*1 46-47116:104. 

8010110240 Forwards nonpropriolary & propnetaiy VVCAP-11951 & 11946. "Safety 
Evaluation Supporting More Negative Endof-Llle Moderator Temp Goedicient Tech 
Specs for Millstone Imil 3." Propriolary repl withhold (rof 10CFR2 790) 

MROCZKA.EJ. Northeast Nuclear Energy Co (subs of Noriheasl Utllllies) 
MROCZKA.EJ Northeast Utklltlos 88/10/05. Document Control Branch (Documonl 
Conirol Desk), 2pp 47112 046-471 12 107 

-0810110242 Requesls withholding WCAP- 1 1046, "Safely Evaluation Supporting More 
Negative Endof-Llfe Moderator Tomp Goofflcienl Tech Specs tor Millstone Unit 3," 
(ref 10CFR2 700), 

WIESEMANN.RA. Weslinghouse Electric Corp 08/00/21. MURLEY.T Office of Nu 
clear Reactor Regulation, Djrooior (Post 8704 11) 7pp 47 1 1 2 04 0 4 7 1 1 2 055 
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•^S8t9l10251 "Safety Evaluation Supporting More Negative End-oMife Moderator 
Temp Coefficient Teoh Spec for Millstone Unit 3 ” 

FE^ERMAN.R J , SAVAGE.MG, FOI-EY.J V Woslinghouse Erectric Corp WCAP- 
11051.80/09/30 53pp. 471 12056 47112 107 

6810130175 Application for amend to License NPF -40/0 vising lirmt for rrtore negative 
end of-ftfa moderator temp coefficient Fee paid 

MROC2KA,EJ NortHeasl Nuclear Energy Co (subs of Northeast UtlliUes) 
WROCZKAiEJ Northeast Ulililies 88/10/05 Document Controf Branch (Document 
Control Desk), 4pp 47136 076-47136 084 

~eS10130178 Proposed Tech Spec Pages 3/4 1 *4.3/4 1*S,B 3/4 M & 0 3/4 1-2 re 
end oMIfe moderator temp coefficSant 

* Northeast Nucfear Energy Co. (subs of Northeast Utilities) 88/10/05 5pp, 
47135080-47136 084 

6810248412 Forwards spaciflc emergency operating procedures for use durmg Incidant 
response ctr aotfvation, 

MR0C2KA,EJ Connecticut Yankee Atomic Power Co 98/10/07 Document Control 
Branch (Document Control Desk). 2pp 47210 121-47223 281 

-06101 7Q276 Temporary Procedure Change 88-657 to Rev 3 to Procedure EOP 3,1-0, 
"Station Blackout " 

* <::onnectJcul Yankee Atomic Power Co. 8B/1 1/02 2pp. 47219.124-47219 125 

-6610240459 Rev 3 to Emergency Operating Proceduro EOP 3 1-0, "Emergency Re 
sponse Procedures" 

^ Conneolicul Yartkee Alornic Power Co, 68/02/05 8pp 47210.126-47219 133 

-86102404SS Rev 6 to Emergency Operating Procedure EOP 3 1-fl. "Complete Loss of 
Condenser Vacuum " 

* Conneclicul Yankee Atomic Power Co 67/05/12 2pp 47210.134-47219 135 

-6610240490 Rev 10 to Emergency Operating Procedure EOP 3.1-10. "Partial Loss of 
AC." 

* Connecticut Yankee Atomic Power Co 87/07/03 12pp. 47219 1 36-47219 1 47 

-86102405C3 Rav 4 to Emergency Operating Procedure EOP 31-12, "Emergency Bora- 
lion" 

* Connecticut Yankee Atomic Power Co 07/00/03 4pp 47219.148 47219 151 

-6810240506 Rev 7 lo Emergency Operating Procedure EOP 3.1-21, "Pressurizer 
Sptay VaUa Malfunction " 

* Ctonnecticut Yankee Atomic Power Co 87/10/30. 4pp 47219:152-47219 165 

-6810240521 Rav 0 to Emergency Operating Procedure EOP 3 1-23, "Loss of Circulat- 
rpfl Water," 

* Connecllcul Yankee Atomic Power Co 87/06/12. 3pp. 4721 9‘1 66-4721 9-1 58 

-6610240525 Rev 4 to Emergency Operating Procedure EOP 3 1-28, "Turbine Over- 
speed." 

* Connecticut Yankee Atomic Power Co 08/08/23 4pp. 472 1 9- 159-472 1 9 162 

-8610240535 Rev 6 to Emergency Operating Procedure EOP 3 1-34, "CompJat© Loss 
of (Jonifol Air Supply " 

* Connecticut Yankee Atomic Power Co. 66/04/05 Bpp 47219 163-47210 170 

-8610240S4D Rav 7 to Emergency Opierating Procedure EOP 3 1-46, "Total Loss of 
Seml-Vital Power " 

* ConnecUcul Yankee Atomic Power Co. 67/05/12 8pp. 47219 1 71 47219 173. 

-6618240542 Rev 2 to Emergency Operating Procedure EOP 3 1-48, "Cavity Seat Fail- 
ure " 

* Connecticut Yankee Atomic Power Co 84/10/04 3pp 472 19,1 74*4721 9-l7$ 

-8610240544 Rev 3 to Emergency Operating Procedure EOP 3 1-49, "Partial Loss of 
DC " 

* Connecticut Yankee Atomfc Power Co 87/05/12 4pp 47219.177-47219 180. 

-8810240545 Rev 2 to Emergency Operating Procedure EOP 3 1-50, "Loss of MCC-5 " 

* Connecticut Yankee Atomic Power Co 88/04/05. 6pp, 47219 iei-47219<166 

-8610240546 Rev 1 lo Emergency Operating Procedure EOP 3 1-51, "Manual Align 
meni of RHR HPSI Cross Tie Valves 

* Conn aclicut Yankee Atomic Power Co 88/04/05 13pp 4721 9’1 07-4721 9.199 

-8810240548 Temporary Procedure Change 68 504 lo Rev 4 to Procedure E 0. "Reac- 
tor Trip or Safety inieclion." 

‘ Conaectfcut Yankee Atomic Power Co 88/09/07 2pp. 47219.200 47219 201. 

-8810240550 Rev 4 lo Emergency Operating Procedure E-0. "Reactor Trip or Safety 
Irrjecfiof) " 

* Connecticut Yankee Atomic Power Co. 88/06/03. 16pp 47210 202-47219 21 7 

-8610250154 Rev 1 to Emergency Operating Procedure ES 0.0, "Redlagnosfs " 

* ConnecUcul Yankee Atomic Power Co. 88/06/03 3pp 47219 210-47210 220 

-8810250173 Rev 4 to Emergency Operaing Procedure £8-0.1, "Reaclor Trip Re- 
sporyM." 

* Connecllcul Yankee Atomic Power Co 88/06/03 t4pp 47219 221*47219 234 

-8810250179 Rav 3 lo Emergency Operating Procedure ES-0 2, "Natural Circulation 
Coofdown.'^ 

* Connecticut Yankee Atomic Power Co 88/06/03 lopp 47219235-47219,244. 

-8810250195 Rev 3 lo Emergency Operating Procedure ES 03, "Natural Circulation 
Cooldown W/Steam Void fn vessel (VV/RVLIS) " 

* Connecticut Yankee Atomic Power Co 88/06/03. epp 47219.245-47219 252, 

-8810250198 Rev 4 to Emergency Operating Procedure ES0 4, "Natural Circulailot^ 
Cooldown W/Sleam Void fn Vessel (W/o R\^isj." 

* Connecticut Yankee Atomic Power Co. 68/06/03 ICpp 47219.253 47219 205 

-8610250202 Rav 4 lo Emergency Operating Procedure E-1, "Loss of Reactor or Sec- 
orvdary Coolant " 

* Connecticut Yankee Alomfc Power Co 80/06/03. 9pp. 4721 9 268-4721 9 274 

-6810250205 Rev 3 (o Emergency Operating Procedure ES-f 1, "Safety fnlectlon Ter- 
mination ' 

* Conneclfcut Yankee Atomic Power Co 86/06/03 12pp 4721 9.275-47219,266 


-8610250208 Rev 3 to Emergency Operating Procedure ES-l 2, "Post-LOCA Coddcwn 
& Depressurization " 

* Conr)6Cticut Yankee Atomic Power Co. 08/06/03 17pp 47219 287-47219,303. 

-B810250211 Rev 6 lo Emergency Operating Procedure ES-1 3, "Transfer to RHR Re 
circulation " 

* Connecticut Yankee Atomic Power Co 68/06/03 8pp. 47219.304-47219,31 1. 

-6810250216 Rev 6 to Emergency Operating Procedure ES-1 4, "Transfer lo Two Palh 
Recirculation " 

* Connecticut Yankee Atomic Power Co 88/06/03. flpp 47219-312 47219.328. 

-6610250223 Rev 2 to Emergency Operating Procedure E-2, "Faulted Steam Generelor 
laolatlOA," 

* Connecticut Yankee Atomic Power Co 88/06/03 3pp 47219'321-47219 323. 

-8810250229 Rev 4 to Emergency Operating Procedure E-3, "Steam Oonerator Tube 
Rupture " 

* Cfonnecticut Yankee Atomic Power Co 88/06/03 27pp 47219 324-47210360, 

-6810260239 Rev 3 to Emergency Operating Procedure ES-3,1, "Post-Steam Qenota- 
tor Tube Rupture (Cooldown Using Backfill " 

* Connecticut Yankee Atomic Power Co 00/06/03 7pp 4721 9'3S1. 4721 9.357. 

-861025(^241 Rev 3 to Emergency Operating Procedure ES-S 2, "Post-Steam Ganera- 
tor Tube Rupture Cooldown Using Blowdown " 

* Connsclicut Yankee Atomic Power Co 88/06/03 12pp 47219'350-4722O,OO9, 

-B81 0250247 Rev 2 to Emargency Operating Procedure ES-3 3, "Post-Steam Genera 
tor Cooldown Using Steam Dump " 

* Connecticut Yankee Atomic Power Co. 88/06/03 13pp. 47220 010 47220.022 

-6610250260 Rev 3 to Emergency Operating Procedure ECA-0.0, "Station Bfackoul" 

* Connecllcul Yankee Alomfc Power Co 88/06/03 16pp 47220:023-47220.037. 

-6810250262 Rev 3 lo Emergency Operating Procedure ECA-0 1, "Station Blackout 
covery W/o Steam Injection Required.” 

* Connecticut Yankee Atomic Power Co. 88/06/03. 10pp. 47220 030-47220.047. 

-861026025B Rev 4 to Emergency Operating Procedure ECA-0 2, "Station Blackout R6> 
covery W/Steam Injection Required" 

* Connecticut Yankee Atomic Power Co 80/06/03, 6pp 47220:048 47220.063 

-6610250260 Rev 4 to Emergency Operating Procedure ECA-1.1, "Loss of Emergency 
Coolant Recfrculaiion." 

* C^nnecllcut Yankee Atomic Power Co 88/06/03 10pp 47220:064-47220,063 

-8610260266 Rev 1 to Emergency Operating Procedure ECA-1.2, "LOCA OutsWe Con- 
tainment " 

* Conneclfcut Yankee Atomfc Power Co. 80/06/03. 2pp. 4 72 20. 064 -4 7220:065 

-8010250266 Rev 4 lo Emergency Operating Procedure ECA-2 1, "Unconlrofled Oe 
prassuffzalion of All Steam Generators " 

^ Connecticut Yankee Atomic Power Co 88/06/03 1 8 pp, 47220 066-47220.093 

-6610250271 Rev 3 lo Emargency Operating Procedure ECA'3.1, "Steam Generalor 
Tube Rupture W/Loss of Reactor (Coolant - Subcoolod Recovery Desired," 

* Connecticut Yankee Alomfc Power Co 80/06/03. 26pp 47220 084-47220:109. 

-6610250274 Rev 3 to Emergency Operating Procedure ECA-3,2, "Steam Generator 
Tube Rupture W/Loss of Reactor Coolant • Saturated Recovery Desired " 

* Connecticut Yankee Atomic Power Co 88/06/03 22pp 47220.1 10*47220.131. 

-8810250279 Rev 4 lo Emergency Operating Procedure ECA'3 3, "Steam Qenaralw 
Tube Rupture W/o Prossurizer Pressure (Control " 

* Connecticut Yankee Alomfc Power Co 88/06/03. 23pp 47220:132-47220:164. 

-8610260261 Rev 3 to Emergency Operating Proceduro FR-S.1, "Respoi>se lo Nuclear 
Power Generation/ATWS," 

* cion necticul Yankee Atomic Power Co 88/06/03 7pp 47220:1 66-47220: 1 61. 

-0810260263 Rev 1 to Emergency Operating Procedure FR-S,2, "Response lo Loss of 
Core Shutdown." 

* Conneclfcut Yankee Atomic Power Co. 68/06/03 2pp. 47220,162 47220:163 

-8810250294 Rev 2 to Emergency Operating Procedure FR-C 1, "Response to Inad- 
equate Cere Cooling " 

* Connecticut Yankee Atomic Power Co 88/06/03 Opp 47220T 64.47220.172. 

-00 10250297 Rev 2 to Emergency Operating Procedure FR C 2. "Response to Degrad- 
ed Cora Cooling." 

* Connecbcut Yankee Atomic Power Co 88/06/03 7pp. 47220:173-47220.179 

-8810250300 Rev 1 lo Emergency Operating Procedure FR-C.3, "Response to Salural- 
ed Core Cooling " 

* Connecticut Yankee Atomic Power Co 88/06/03, 3pp. 47220 180-47220 162. 

-6610260302 Rev 4 lo Emargency Operating Procedure FR-H.1, "Responae lo Loss of 
Secondary Heal Sink " 

* Connecticut Yankee Atomic Power Co 86/06/03 19pp. 47220< 183-47220,201. 

-8810250303 Rev 1 to Emargency Operating Procedure FR-H 2, "Response to Steam 
Generator Overpressure." 

* Conf> 0 ctfcut Yankee Atomic Power Co 08/06/03. 3pp, 47220,202.47220:204 

-8810250300 Rev 3 lo Emergency Operating Procedure Ffl-H 3, "Response to Steam 
Generator High Level " 

* Connecticut Yankee Atomic Power Co 08/06/03 3pp 4 7220 '205-47220* 207, 

-6610250310 Rav 2 to Emergency Operating Procedure FR-H.4, "Response to Loss of 
Normal Steam Release Capabilities,'' 

* Connecticut Yankee Atomic Power Co. 88/06/03. 2pp 47220.208 47220.209. 

-8810250316 Rev 2 to Emergency Operating Procedure FR H.5, "Response lo Steam 
Generator Low Level." 

* Connecllciul Yankee Atomic Power Co. 88/06/03. 3pp 47220.210 47220.212 
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■>•8 fit 012503 18 4 to Emergency Operating Procedure FR PI. "Response Id Immi 

rent PTS Condilion " 

* Connectjcut Yankee Atomic Powrer Co 88/06/03 12pp 47220.213-47220 224- 

^6810250321 Rev 1 to Emergency Operating Procedure FR'P2* "Response to AnllcU 
paled PTS Condition " 

* Connecticut Yankee Atomic Power Co 80/06/03 5pp 47220*226 47220*229 

-B810250326 Rev 2 to Emergency Operating Procedure FR-Z 1 , "Response to High 
Containment Pressure.’* 

* Connecticut Yankee Atomic Power Co 88/06/03 3pp 47220 230-47220*232, 

-881C260331 Rev 1 to Emergency Operating Procedure FR-Z 2, "Response to Contain- 
ment Flooding." 

* Connecticut Yankee Atomic Power Co. 88/06/03. 2pp, 47220.233-47220 234 


■»B6 102504 99 Rev 5 to Emergency Operating Procedure EOP 2534, "Steam Generator 
Tube Rupture " 

BRINKMAN, S Oonnecticul Yankee Atomic Power Co. 68/03/03 35pp 47221:164- 
47221.1C8 

-BB10250502 Rev 4 to Emergoncy Oporaling Procedure EOP 2638, "Excess Steam 
Demand " 

BRINKMAN.S. Connecticut Yankee Atomic Power Co 88/88/03 34pp. 47221 ■139- 
47221-222, 

•-86 10250504 Rev 4 to Emergency Operating Procedure EOP 2637, "Loss of All Feed. 

BRINKMAN.S Connecticut Yankee Atomic Power Co 88/08/03 24pp 47221.223- 
47221*246 


^6810260334 Rev 2 to Emergency Operating Procedure FR-Z 3, "Response to HIgti 
Containment Radiation Level?’ 

Connecticut Yankee Atomic Power Co 88/08/03 2pp. 47220.235 47220.236 


.^1610250336 Rev 3 to Emergency Operating Procedure FR 1 1, "Response to High 
Psessuriier Level." 

* Connacllcul Yankee Atomic Power Co 88/06/03 4pp. 47220'237-47220*240 


-6810260340 Rev 2 to Emergency Operating Procedure FR-i 2, "Response to Low 
Pressunzer level." 

♦ Connecticut Yankee Atomic Power Co. 88/06/03 3pp, 47220:241-47220 243. 

-6010260423 Rov 3 to Emergency Operating Procedure FR-I. 3, "Response to Voids (n 
Reactor Vessel " 

* Connecticut Yankee Atomic Power Co 88/06/03 15pp. 47220*244-47220*259 


-6610250425 Rev 1 to Emergency Operating Procedure EOP 569, "EOP Administration 
Procedure." 

PALMER.nJ Connecticut Yankee Atomic Power Co 84/03/20 11pp. 47220*260 
47220 270. 


-8610250606 Rev 5 to Emfifoency Operating Proesduro EOF 2540, "Functional Recov- 
©ly" 

SMITH,J Connoclfcut Yankee Atomic Power Co 88/02/20 32pp, 47221 247- 
47221,278. 

-8810250609 Rev 2 to Emergency Operating Procedure EOP 2540A, "Functional Re- 
covory of Reactivity Control " 

BRINKMAN.S Connocticut Yankee Atomic Power Co 88/06/03 19pp 47221*279 
47221,297. 

-8810260048 Rov 2 to Emergency Operating Procedure EOP 2540B, "Functional Re- 
COVQ7 of Vital Auxiliaries (AC & DC Power) 

BRINKMAN.S Connecticut Yankee Atomic Power Co. 68/06/03, 20pp, 47221 298 
47221 317, 

-B81 0260065 Rov 3 to Emergency Operating Procedure EOP 2540C. ’functional Re- 
covery o1 RCS Invontory & Pressure '* 

BRINKMAN.S. Connecllcul Yankee Atomic Power Co. 88/00/03, 25pp 47221.318 
47221*342 


-6010250427 Rev 3 to Emergency Operating Procedure EOP 570, "Reactor Prossuro 
Vessel Level Control Emergency Procedure;* 

PALMER, RJ. Connecticut Yankee Atomic Power Co 80/05/20. 8pp. 47220.271- 
47220*279 


-8010260061 Rov 3 to Emergency Operating Procedure EOP 2640D, "Funcllonal Re- 
covery o1 Heal Removal." 

BRINKMAN.S, Connecticut Yankee Atomic Power Co. 36/08/03. 64pp. 47221:343 
47222036. 


-0810250430 Rev 2 to Emergency Operating Procedure EOP 671, "Reactor Pressure 
Vessel leval/Rx Power Control Emergency Procedure.’* 

PALMER.RJ Connecticut Yankee Atomic Power Co. 68/05/20 16pp. 47220*280- 
47220.295. 


-881 0260066 Rov 2 to Emergency Operating Procedure EOP 2640E, '"Funcllonal Re- 
covery ot Containment Integrity " 

MOONEY.D. Connocilcul Yankee Atomic Power Co 86/06/20, lipp 47222.037- 
47222.047. 


-8010250431 Rev 2 to Emergency Operating Procedure EOP 572, "Reactor Power 
Control Emergency Operating Procedure.’* 

PALMER, Connecticut Yankee Atomic Power Co 87/01/13 8pp. 47220*296- 
47220*303 


-8010260073 Change 1 to Rev 2 to Emergency Operating Procedure EOP 2640E, 
"Functional Recovery of Conlainmeni Integrity " 

MROCZKA Connecticul Yankee Atomic Power Co 67/01/28 Bpp 47222.048- 
47222.05B 


-0B1 0260436 Rev 2 to Emergency Operating Procedure EOP 673, "Reactor Pressure 
Vessel Spray Cooling Emergency Procedure," 

palmer, RJ Connecticut Yankee Atomic Power Co. 88/05/20, 6pp 47220.304- 
47220.306. 

-8010250440 Rev 2 to Emergency Operating Procedure EOP 674, ‘’Reactor Pressure 
Vessel Steam Cooling Emergency Procedure " 

KRAEMER,R. Connecticut Yankoo Atomic Power Co. 88/05/20. 4pp. 47220:309- 
47220.312. 

-8010250444 Rev 2 to EOP 576, "Reactor Pressure Vessel Lavel/Rx Power Conirol 
Ememenw Procedure " 

KRAMER, R. Connecticut Yankee Atomic Power Co. 88/06/20 0pp. 47220*313- 
47220:324 


-8810250448 Rav 1 to Emergency Operating Procedure EOP 676, "Reactor Prossuro 
Vassal Level Reatorallon Emergency Procedure *’ 

* Connecticut Yankee Atomlo Power Co. 60/06/03 Opp 47220.326-47220.333 

-8510250449 Rev 1 to Emergency Operating Procedure EOP 677, "Emergoncy Reactor 
Pressure Vessel Depressurization Emergency Procedure." 

MCCOLLUM, W.R CJonnecIlcut Yankee Atomic Power Co. 84/03/20. 7pp. 47220*334- 
47220.340. 

-051(^260454 Rev 1 to EOP 678, "Reactor Pressure Vessel Emergency Procedure." 
MCCOLLUM, W.R Connecticul Yankee Atomlo power Co 84/03/20. 13pp, 
47220.94 1-47220*363, 


-00 18268 4 58 Rev 1 to Emergency Operating Procedure EOP 579, "Alternate Shutdown 
Cooling Emergency Procedure." 

MOCOLLOM.W-R Connecticul Yankee Atomlo Power Co. 84/03/20. 4pp. 47220*364' 
47220*357. 


-8810280090 Change 1 to Rov 0 to OPS Form EOP SB F-0 2, "Coro Cooling Status 
Tree." 

* Connecticut Yankee Atomic Power Co B8/05/02 3pp, 47222057-47222 059 

-801O26OO9B Change 1 to RovO to OPS Form EOP 35 F-O 3, "Heat Sink " 

* Connecticul Yenkaa Atomic Power Co 07/10/22 Bpp, 4 7222*060-4 7222*064 

-8610260100 Rev 0 to Emerfloncy Operating Procedure EOP 3502, "Fuel Handling Ac- 

BUR TON, Kl Connecticut Yankee Atomlo Power Co 87/09/14 6pp. 47222.065 
47222070. 


-8810260108 Rev 4 to Emergency Operating Procedure EOP 3503, "Shutdown Outside 
Control Room." 

* Connecticut Yankoo Atomic Power Co. 07/01/24 a4pp 47222.071 -47222; 104. 

-8810290129 Rev 1 to Emergoncy Operating Procoduro EOP 3505, '*LofiS of Shutdown 
Cooling (RHR)." 

• Connecticut Yankee Atomic Power Co. Q7/1 1 /05. 10pp. 47222. 1 1 6 47222*1 25 


-0010260127 Rev 2 to Emergency Oporaling Procedure EOP 3504, "Cooldown Outside 
Control Room." 

MOORE,DR. Connecticut Yankee Atomic Power Co. 85/11/05. 11pp. 47222*105 
47222*116. 


-8610260138 Rov 0 to Emergoncy Operating Procedure EOP 3503, "Loss of All Charg 
Ing Pumps." 

• Connecticut Yankee Alomto Power Co. 85/10/09. 5pp. 47222:126 47222.130. 

-8810290184 Rev 6 to Emergency Oporaling Procedure EOP 3B0D, "Fire Emorgoncy." 

• Connecllcul Yankee AlcmTc Power Co. GB/06/15. 12pp. 47222*131-47222.142. 


-8018260462 Rev 2 to Emergency Operating Procedure EOP 600, "Conlainmeni Con- 
trol Emergency Procedure." 

KRAEMERpR. Conneollcut Yankee Atomic Power Co. 88/05/20. 43pp. 47220:350- 
47221.039 

-6610250466 Rev 3 to Emergency Operating Procedure EOP 2526, *'Sld Post-Trip Ac- 
tfons" 

BRINKMAN, S. Conneollcut Yankee Atomic Power Co B8/O0/O3. 17pp 47221.040- 
47221:056 

-50 10250477 Rev 2 to Emergency Operating Procedure EOP 2626, "Reactor Trip Re- 
cQvoty" 

BRINKMAN.S CCnneollcul Yankee Atomlo Power Co. 88/08/03. 19pp 47221:057- 
47221 076. 

-8010250461 Rev 2 to Emergency Operating Procedure EOP 2628, ‘fleclrlcal Emer* 
oency." 

finiNKMAN.S Connecticut Yankee Atomic Power Co. 88/08/03 42pp. 47221:076- 
47221:117. 

-8010250065 Rev 4 to Emergency Operating Procedure EOP 2632, "Loss ol Primary 
Coolaal," 

BRINKMAN.S. Connecticut Yankee Atomlo Power Co. 88/06/03. 36pp. 47221:118- 
47221:163. 


-8810290170 Rev 2 to Emergency Operating Procedure EOP 36 E-0, "Reactor Trip or 
Safely Injeollon " 

• Connecticut Yankee Atomic Power Co. 88/06/16 16pp. 47222.143-47222 158 

-8810260175 Rev 2 I0 Emergency Operating Procedure EOP 36 E*1 , *'Lo8S of Reactor 
or Secondary Coolant " 

•Connecticut Yankee Atomic Power Co 68/06/16. iBpp 47222 169-47222:176. 

-8810260162 Rev 2 to Emergency Operating Procadure EOP 35 E-2, "Faulted Steam 
Generator fsolatfon." 

• Connecticul Yankee Atomic Power Co. 88/06/15. 6pp. 47222,177-47222.102. 

-8810260189 Rev 2 to Emergency OperaKng Procedure EOP 35 E-3, "Steam Genera- 
tor Tube Rupture,*' 

• CJonnecUciri Yankee Atomic Power Co. 88/06/16 32pp. 47222,103 47222*214. 

-8810260194 flev 1 to Emergency Operating Procedure EOP 35 ES-0 0, "Redlagno- 
als " 

• Connecticut Yankee Atomlo Power Co. 86/12/13. 5pp. 47222:216 47222 219. 
-8810260199 Rev 3 to Emergency Operating Procedure EOP 35 ES-0.1, '‘Reactor Trip 

ResDOnse." 

•Coonecltcul Yankee Atomic Power Co 88/06/16. 1 3pp. 47222:220-47222:232, 
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-8B10260204'"Rev 2 Ic Emergency Operflting Pf€)ce<Jure HOP 35 ES 0 2, "Natural Cir- 
culation Cooldown " 

' Connecticut Yankee Atomte Power Co, 88/05/15 1 1pp. 47222 233 47222 243. 

-8Bt02&a21d Rev 1 to Emergency Operaiino Procedure EOP 3S ESO 3, "Natural Clrcu 
lation Cooldown W/Sleam Void in Vassal £W/flVLMS) “ 

* Connecticut Yankee Atomic Power Co 85/12/13 Spp. 47222 244*47222.251 

-.8815260229 Rev 2 to Emergency Operating Procedure EOP 35 ES 0 4, "Natural Circu- 
lation C^ldown W/Steann void In Vessel {W/o RVLMS) " 

* Connecticut Yankee Atomic Power Co 88/06/15 13pp 47222 252-47222 264 

>•8810260233 Rov 4 to Emergency Opaialing Procedure EOP 35 ES-V1, "Safety Injec- 
tion Termination," 

* Connecticut Yankee Atomic Power Co. 88/06/15 16pp 47222*265-47222 279 

-8810260238 Rev 2 to Emergency Operating Procedure EOP 35 ES-1 2< '‘Post LOCA 
Cooldown & Depress unzaUon " 

* Connecticut ^nkee Atomic Power Co 88/06/^5. 17pp 47222 280 47222*296 

-8810260244 Rev 2 to Emergency Operating Procedure EOP 35 ES-1 3. 'Transfer to 
Cold Leg Recirculation " 

* Connecticut Yankee Atomic Power Co. 88/06/15 7pp 47222 297-47222 303 

-8810260252 Rev 2 to Emergency Operatmg Procedure EOP 35 ES-1 4, 'Transfer to 
Hot Leg Recirculaljon." 

* Connecticut Yankee Atomic Power Co 86/06/15 6pp 47222 304-47222 309 

-8810260257 Rav 2 to Emergency Operating Procedure EOP 36 ES31, "Post-Steam 
Generator Tube Rupture Cooldown Usirvg Backfill " 

* Connecticut Yankee Atomic Power Co. 86/06/15. 8pp 47222 310-47222,317 

-8810260272 Rev 2 to Emergency O^raling Procoduro EOP 35 ES3 2, "post Steam 
Generator Tube Rupture Cooldown Usfr^g Blowdown." 

" Connecticut Yankee Atomic Power Co 88/06/16, lOpp 47222.318 47222 327. 

-6810260268 Rav 2 to Emergency Operating Procoduro EOP 36 ESO 3, "Post-Steam 
Generator Tube Rupture Cooldown Using Stoanri Dump " 

^ Connecticut Yankee Atomic Power Co 86/00/16 lOpp. 47222.32S 47222 336 

-8610260315 Rav 3 to Emergency Operating Procedure EOP 35 ECA0,o, "Loss of All 
AC Power," 

* Connecticut Yankee Atomic Power Co 88/06/15 29pp 47222:339 47223:007, 

-8810260322 Rev 2 to Emergency Operating Procedure EOP 35 EGA 0,1, "Loss of All 
AC Power Recovery W/o SI Required." 

‘ Conaecticut Yankee Atomic Power Co 88/06/16, 13pp 47223 008 47223 020 

-8810260410 Rev 2 to Emewency Operating Procedure EOP 35 €CA0,z, "Loss of All 
AC Power Recovery W/SI Required" 

* Connecticut Yankee Atomic Power Co 88/06/16. 12pp 47223 021-47223.032. 

-8810260417 Rev 2 to Emergency Operating Procedure EOP 35 ECA-1.1, "Losa of 
Emergency Coolant Recirculation.^' 

* Connecticut Yankee Atomic Power Co. 88/06/15. IBpp 47223 033 47223.050, 

-8810260426 Rev 1 to Emergency Operating Procedure EOP 35 EGA 1 2, "LOCA Out- 
side Contain meal." 

* Connecticut Yankee Atomic Power Co 85/12/13. 6pp 47223 051-47223 056. 

-8810260436 Rev 2 to Emergency Operatir?g Procedure EOP 35 ECA-2 1, "Uncon 
trolled Depressurization of All Steam Generators " 

^ Connecticut Yankee Atomic Power Co 88/00/16. 18pp 47223 057 47223074 

-8810260454 Rev 2 to Emergency Operating Procedure EOP 35 ECA-3 1, "Steam Gen- 
erator Tube Rupture W/Loss of Reactor Coolant • Subcooled Recovery Desired." 

* Connacllcul Yankee Atomic Power Co, 88/06/16. 28pp. 47223 076 47223*102 

-8610260473 Rev 2 to Steam Generator Turbine Rupture W/Loss of Reactor Coolant 
Saturated Recoveiy Desired " 

* Connecticut Yankee Atomic Power Co. 88/06/16. 26pp. 47223^103 47223,127. 

-881026048S Rev 2 to Emergarwy Operating Procedure EOP 35 ECA-3 3, "Steam Gen- 
erator Tube Rupture W/o Pressurizer Pressure Control" 

* Connecticut Yankee Atomfc Power Co. 88/06/15. 18pp. 47223:120-47223.146. 

-8610260497 Rev 2 to Emergency Operating Procedure EOP 35 FR-C.1, "Response to 
Inadequate Core Cooling " 

* Connecticut Yankee Atomic Power Co. 88/06/15. lOpp 47223.147-4;223:156. 

-8810260506 Rev 2 to Emergency Operating Procadura EOP 35 FR-C2, "Response to 
D^raded Core Cooling," 

” Conneoltcut Yankee Atomic Power Co. 88/06/16 Spp 47223:1 57-47223'1 65. 

-8810260B13 Rav t lo Emergency OperaUng Procedure EOP 35 FR-C,3. "Response to 
Saturated Core Conditions.' 

‘ Connecticut Yankee Atomic Power Co 65/12/13. 6pp 47223:166-47223.170. 

-8810260520 Ray 1 to Emergency Operatir^g Procedure EOP 35 FR-H.1, "Response to 
Loss of Secondary Heat Sink " • r 

* Connecticul Yankee Atomic Power Co 66/12/13. 14pp. 47223.171-47223 184. 

-881026^24 Rav 1 to Emergency Operatlr>g Procedure EOP 35 FR-H,2, "Response to 
Steam Generator Overpressure.'' ^ 

* Connecticut Yankee Atomic Power Co, 85/12/13. epp, 47223'1 05-47223*1 90. 

-8810260528 Rw 1 lo Emergency Operating Procedure EOP 35 FR.H3, "Response lo 
Steam Generator High Level. * 

* Connecticut Yankee Atomic Power Co 85/12/13. epp 47223.191-47223:196. 

-8810260539 Change 1 to Rev 1 to Ernergency Operating Procedure Eop 36 FR-H 3. 
■■Response to Steam Generator High Lev& " cuir oo rn n 

Connecticut Yankee Atomic Power Co. 87/12/17. Ip, 47223:1 97-47223' 197. 
•Connecticut Yankee Atomic Power Co 85/12/13. 4pp 47223- 196-47223:201. 


-88 10260551 Rev 1 to Emergency Operating Procedure EOP 35 FR H 6. "ResDonse 
Steam Generator Low Level." ^ 

* Connecticut Yankee Atomic Power Cq 65/12/13 5pp 4 722 3 •202-4 7223 206 

-B8 10260582 Rev 1 to Emergency Operating Procedure EOP 35 FR I 1, "Response to 
High Pressurizer Level " 

* Connecticut Yankee Atomic Power Co 85/12/13 7pp 47223 207-47223,213. 

-8810260566 Rev 1 to Emergency Operating Procedure EOP 35 FR l.2» "Response to 
Low Pressurizer Level *’ 

* Connecticut Yar^kee Atomic Power Co 85/12/13 6pp 47223 214-47223,210 

-6910260571 Rev 2 to Emergency Operating Procedure EOP 35 FR-t 3. "Response to 
Voids In Reactor Vessel " 

* Connecticut Yankee Atomic Power Co, 80/06/15. 13pp. 47223*219 47223*231 

-8B10260674 Rev 2 to Emergency Operoting Procedure EOP 35 FR P.l, "Response to 
fmmlnem PTS Condition " 

* Connecticut Yankee Atomic Power Co 80/06/16 13pp 47223 232-47223.244 

-8B10280S76 Rev 2 to Emergency Operating Procedure EOP 35 FR-P2, "Response b 
Anticipated PTS Condollon 

* Connecticut Yankee Atomic Power Co. 60/06/15 8pp 47223 245-47223 252 

-8810280577 Rev 2 to Emergency Operating Procedure EOP 35 FR-Z 1, "Response!® 
Hlah Containment Pressure 

* Connecticut Yankee Atomic Power Co 88/06/16 9pp 47223.261-47223.269 

-88 10280678 Rev 1 to Emergency Plan Implementing Procedure EOP 36 FflZ2, "Re 
sponse to Conlalnmenl Fiooding," 

* Connecticut Yankee Atomic Power Co 85/12/13 4pp. 4 7223 *270-4 7 223 '27 7. 

-8610260576 Rav 2 to Emergency Operating Procedure EOP 35 FR-S.l, "Response to 
Nuclear Power Generation /ATWS " 

* Connecticut Yankee Atomic Power Co. 88/06/16 8pp, 47223.253-47223 260. 

-8610260580 Rav 1 to Emergency Plan Implementing Procedure EOP FR Z 3, "Re. 
aponso to High Containment Radiation Level." 

* Connecticut Yankee Atomic Power Co 85/12/13 4pp 47223:274-47223.277. 

-8610260581 Rev 2 to Emergency Operating Procedure EOP 35 FR-S2, "Response to 
Loss of Cora Shutdown " 

* Connecticut Yankee Atomic Power Co. 88/06/16 4pp 4 72 2 3 :2 78-4 7223 ‘2B I 

8810190358 Advises that 060123 Itr & FSAR Section 6.3 ro PTS ecceplable.Planl eaUs 
lies fracture toughness requirements tor protection against PTS Safety evaluatioe 
end. 

JAFFE.OH Project Dlreclorato 1-4 60/10/13 MROCZKA.EJ Northeast Nuclear 
Energy Co. (subs of Northeast Utilities), 2pp. 47186.061-47186.056. 

-8810190360 Safety evaluation re fast neutron fluonce tor fracture toughness reeulre^ 
ments for protection against PTS (10CFR50 61 ).UIII actions acceptable 

* Office of Nuclear Reactor Ragulallon, Director (Post 870411). 88/10/13. 3p0 
47188.053-47186 055, 


Q. Inspection reports^ IE Bulletins & correspondence 

8807260231 Discusses B0O7O8 mgt mooting In Region I ofc ro corporate fesource 
allocations.englneering support & plant actMtIes. 

BETTENHAUSEN.L. Region 1, Ofc of the Director. 80/07/14. MROCZKA.EJ North- 
east Nuclear Energy Co (subs, of Northeast Utilities). 112pp, 4632 5; 246 -4 0325* 3 59 

8809010337 NRC Info Notice 88-073, "Direclion-Dopendent Leak Characlorlstics of 
Containment Purge Valves." Sve list end. 

ROSSI, CE. Dividon of Operational Events Assessment (Post 070411). 80/09/08, 
Consolidated Edison Co of New York, Inc. 119pp. 4B95B.oS0-4e958;177. 

8809300154 Forwards response to NRC Bulletin B8-OOB. "Thermal Stresses In Plpinfli 
Connected lo RCS." During next refueling outage uiH will perform nondestnjcWs 
exam of soleoled welds & elbows downstream of fill header Isolation valves 
MROGZKA,E.J. Northeast Nuclear Energy Co (subs, of Northeast Utilities). 88/09/20 
Document Control Branch (Document Control Desk), epp. 47003 001 •47003 008. 

8609260069 Responds to NRC 800024 Hr ro violations noted In Insp Rept 60-423/68‘ 
04.CorTecllve actions LItton-Veam connectors will bo replaced w/quali^ feed 
through devices during May 1 9B6 refueling outage 

MROCZKA,EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities} 
MROCZKA.E J. Northeast Utilities. 80/09/21. JOHNSTON, W.V Regton 1, Ofo o\ the 
Director. 4pp. 46977:161-46977:164 

8810039296 Forwards safety evaluation granling 070318 & 880B06 requests for reHof 
from InservJce Insp requirements for pressurizer support sklrl-to-shell weld. 

STOLZ,J.F. Project Directorate 1-4. 68/09/21. MROCZKA,E.J Northeasl Nuclear 
Energy Co. (subs, of Northeast Utilities) 2pp 47005*268 47005*282. 

-8810030299 Safety evaluation supporting 870318 & 880806 requests for relief from in- 
service Insp requirements for pressurizer support skirt -to* shell weld. 

Office of Nuclear Roaolor Regulation, Director (Post 870411), 08/09/21. 3|M. 
47005.260-47005:202. 

88001 59Q0B NRC Info Notice 06-077, "Inadvertont Reactor Vessel Overfill." Svo Rsl 
end. 

ROSSI C.E. Drvislon Of Operational Events Assessment (Post 870411), 00/09/22 
Consolidated Edison Co of New York, Ino 111pp 47114 291-47116:042. 

6^9190047 NRC Info Notice 80-070, "Implementation of Revised NRC- Administered 
Roquallfication Exams." Svo list end 

ROSSI, C.E. Division of Operational Events Assessment (Post 070411). 88/09/22. 
Consolidated Edison Co. of New York, Inc. 119pp 47116 043-47116.040. 

^ 88.069, "Movable Contact Finger Binding h 

HFA Relays Mfg by QE." Sve list end. 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 00/09/29 
Consolidated Edison Co. of New York, Inc. 117pp 47116:163-47116:201, 
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6810060293 Forwards response to SALP Ropt 50-423/87'e9 for period ending 
B0O531 Concurs w/Board observations & steps have been taken to address concerns 
identified 

MR0€ZKA,EJ., SIEARS.C F. Nofthoast Nuclear Energy Co (subs of Northeast Ulilh 
ties) MFIOCZKA.EJ Northeast Utilities 68/09/30 Document Controt Branch (Docu- 
ment Control Desk), IGpp 47053 341-47063 355 

eOtOISOOOl Forwards Safety Insp Rept 60-423/0B-16 on 880913-15 No violations 
noted 

QALL0.RM Region 1, Ofc of the Director 00/10/06 MROCZKA,EJ Northeast Nu- 
clear Energy Co (subs of Northeast Utilities), 2pp. 47122 266*47122 272 

-8811)130002 Insp Rept 50-423/08 16 on 080913-16 No violations noted Major areas 
inspected evaluation of content & Implementation of licensed operator training pro- 
gram 

BRIGGS, L, ESELQROTH.P.W. Region 1, Ofc of the Director 88/10/04, 5pp 
47122 266 47122-272. 


6610030265 NRC Info Notice 6B-0B0, “Unexpected Piping Movement Attributed to Ther- 
mal Strati ficatlon " Sve list end 

ROSSLgE, Division of Operational Events Assessment (Post B70411) 06/ 10/07. 
Consolidated Edison Co. of New York, Inc 223pp. 471 15*262-471 15 2B5, 

6810040066 NRC Info Notice 68-081, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Gaits Nylon Wire Caps During Environ Qualliicalion Testing," Sve list end 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/10/07. 
Consolidated Edison Co. of Now York, Inc, 1l9pp 47116 026-47116 144. 

6610130161 NRC Info Notice 88 083, "Inadequate Testing of Relay Contacts In Safety* 
R slated Logic Sys " Sve list end 

ROSS),CE Division ol Operational Events Assessment (Post 670411) 06/10/10. 
Consolidated Edison Co of New York, Inc. IIOpp 47186 230 47106 357. 


R. Periodic operating reports & related correspondence 


6611)141)161 Monthly operating rept for Sopt 1080 for Millstone Unit 3. W/eQ1007 Ur 
ELMS,A, SCACE,SE, Northeast Nuclear Energy Co. (subs of Northeast Utilities). 
SCACE.S.E Northeast Utilities. 88/00/30. 6pp, ^151 023-47151’027 


8. Reportable occurrences, LERs & related correspondence 


8610110362 LER 86 050-03 on 860902, area temp manitorlno area MS-01 exceeded 
specM limit degree on 12 occasions Environ quatiriod equipment verified 
OMrabla. Permanent mod lnstalled.W/080030 Itr. 

JOSEPHS R., KEENAN, J.S Northeast Nuclear Energy Co (subs of Noflhoast Utlll 
lies) KEENAN, JS Northeast Util Hies 68/09/30. 6pp 47108 620-47100-024 

8610110365 LER 87 000 02.on 870303, Wylo Labs notified utit of anomaly In tost results 
on three previously Installed pressurizer safety valves Exact causa of valvos drifting 
from setpoints not known Valves reset to proper pressure, W/860930 Ur 
LANQAN.J.A,, KENNAN.J.S , SCACE,S.t Northeast Nuclear Energy Co, (subs of 
Northeast Utilities). 88/09/30. 6pp 47100-317-47109-322. 
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F. Security, medical, emergency ft lire protection plana 


8609280161 ^visos lhal 880711 Rev 10 to physical 'security plan consistent w/reoulre* 
ments of 10CFR60 54(p) ft. acceptable 

CUNE.W E Region 2. Ofc of the Director 88/09/20 HAIRSTON.W G Georgia Power 
Co 3pp, 46978.055 4B970 057 

6810040211 Forwards Insp Rept 50 424/88-37 on 800003 0908 No violations or devi- 
ations noted 

BROWNLEE.V.L. Region 2, Ofc of the Director 86/09/22 HAIRSTON ,W,Q Georgia 
Power Co. 2pp 47037-260 47037.205. 


-861 00402 14 Insp Rept 50-424/08 37 on 8B0803 0906 No Violations or deviations 
noted.Maiof areas Inspected plant operations, radiological 
controls, maln1.Burveillance,fpre protection, socufily & QA programs 
ROGGE, J F , PATTEHSOM,C A , SlNKULE.M V Region 2, (5ic of the Director. 88/09/ 
22 16pp. 47037.271-47037.205. 


8810060259 Forwards Insp Ropls SO 424/88 40 & S0-426/6Q 50 on 880629 0902 & 
notice of violation Notice of violation withheld (ref lOCFfl 2,799 ft 73 21) 

CLINE. W E Region 2, Ofc of the Director 86/09/28 HAIRSTON.W G Georgia Power 
Co 3pp 47067 281 47067-285 

-•6810060261 Partially withhold Insp Ropts 50-424/88 40 ft 50-425/88-50 on 8BQB29- 
0902 (ref 1OCFR2.70O ft 73 21). Violation noted Mojor areas Inspected mgt 
effecilven OSS, security program.records ft repis, testing & rnafnt.locks.keys ft combina- 
tfons 

TILLMAN, A, MCQUlHE.Dfl Region 2, Ofc -of the Director 68/09/22 Ip 47067 285- 
47067-285 


8610070207 Responds to 80-0915 request for fatest rev to facility sale shutdown capa- 
bility & assocfalod fire protoclion features to prepare f-or evaluation of Unit 2 compll- 
ancQ w/NUREQ 0600, Section 9 51 

BAIl^y.J A Georgia Power Co 8Q/OD/20. Document Control Branch (Document Con 
trol Desk) 3pp 47076.241 47078-191 

-88I(M7021B Rev 1 to "Fire Event Safe Shutdown Evaluation Rapt (Per Branch Technl 
cal Position CMEB 0,5-1)" 

* Georgia Power Co, 86/ 94/01 51pp 47075 244-47075.294. 

-8810070220 Rev 0 to Branch Technical Position CMEB 9.5 1, "Firo Even! Safa Shut- 
down Evalualfon Summaiy Rept " 

• Georgia Power Co 66/09/01. 32pp 47075 295-47075.326 

-6810070227 Rev 4 to Branch Technical Position CMEB 9 6 1, "Control Room Fir© Al- 
tomato Shutdown EvalualEon (Spurious Actuation Study) " 

• Georgia Power Co 00/06/01. 27pp 47076 327-47075 354. 

-8610070230 Rov 0 to Abnormal Operating Procedures 18038 2, "Opera lion From 
Remote Shutdown Panels," 

GREENE, T. Georgia PoworCo. 80/00/15. 4Bpp 47075-355 47076041. 

-BB10070232 Rov 4 to Procedure 12005'C, "Roacior Shutdown to Hot Standby (Mode 
2 to Mode 3) " 

* Qoorgla Power Co 86/03/02. Cpp. 47076,042-47076 040. 


6010200027 Part 21 rept re potential buUortly valve falluros.Drive train reptacoment kits 
being supplied to purchasers Instructions and 

SANDLiNQ.M. Xomox Corp. (subs of Emerson Electric Co.) 86/09/30. MURLEYJE 
Ofileo of Nuclear Reactor Regulation, Director (Post 070411). 35pp, 47226-322* 
47226350, 

6010120240 PNO I 68- 101 ton 8B1005,MSIV G closed fully during parttal sloko testing of 
valvo, causing water leva! decrease In steam Qanarator C & reactor trip on lo lo steom 

g enerator level. Shutdown extended to perform malnl on valvo, 
lAROER.S., MCCABE.E., BETTE NHAUSEN,L Region 1, Ofc of the Director 88/10/ 
09. Ip. 47118148 47118-140. 

0010 140194 Special rept, on 000906, Train A emergency diesel gonoralor output breaker 
tripped during attempt to place load on engino.Caused by unit relay do energizing 
wnilo gonoralor operated parallel w/sUo power Investigation contir^uing. 

SCACE,S.E Northeast Nuclear Energy Co (subs, ol Norlhoast Utilities) SCACE,S.E. 
Northeast Utillllos, 80/10/06, Document Control Branch (Document <^ntrot Desk) 
3pp. 47161.103-47161.105. 

0610 1 90304 LER 80 022-00-on 690913 ft 1 4, discovered that hourly fire watch palrol ini- 
tialed for wrong fire door Caused by Inadequate idanlificatlon oi fire Boundary 
doors Hourly (ire watch patrol InlHalod on sub) fire door W/00101 2 Ur. 

MARSHALL,F.M., SCACE.S.E Northeast Nuclear Energy Co. (subs of Northeast Utilf- 
ttes). SCACE.S.E, Northeast Utilities. 60/10/12 4pp. 47202:048 47202.061. 


->-8810070235 Rev 9 to Procoduro 12006-c, "Unit Cooldown lo Cold Shutdown " 

* Georgia Power Co 88/00/10. 52pp 47076 050 47076 101 

8810120412 Forwards Insp Ropt 60 424/88 39 on 800829 0902 ft notice of violation 
HERDTjj^AR Region 2, Ofc ol the Director, GO/00/30. HAIRSTON, W.G. Georgia 
Power Co 2pp. 47 1 13 010 471 13 ,026. 

-BD10120413 Notice of violation from Insp on 08082 9<0992.Vlolali on noted FSAR Flra 
Hydrant C-2301.U4-994 found isolalod from FSAR water supply w/o providing add! 
hoso in adjacent hydrant hose house 

HERDTAR. Region 2, Ofc of the Dlreclor 68/09/30. Ip 47113 912-471 13.912 

-0810120414 Inap RopI 50v424/eo-3Q on BO0B2 9 0992 Violation noted Major areas 
Inspected fire protoctlon/proventlon & followup on previousV Idenllfied insp items 
WARD.DC., CONLON.T.E. Region 2, Olo ef the Director. 80/09/26. 14pp 47 113 013- 
47113.026 

0810160272 Revised amorgoncy plan Implomentlng procedure a, con si sting of Rev 6 to 
91001-C & Rev 3 to 01504 C, ^’Core Inventory Dolermi nations Using Roactof Power 
Hlsioiy.'^W/esioosiu. 

HAIR3TON,W.Q. Georgia Power Co 60/19/05 25pp. 47175^133-47176 157. 

6810179371 Revised omergoncy plan Implementing ln8lructlons.lncluding Rov 2 to EPIl- 
14. "Emergency PreparooneBs uritfs ft Exorcises El Hatch Nuclear Rfant/Voglfe Bee- 
Ulc Generating Plant ft Rov 2 to EPII-1 5, "Emorgoncy Preparedness. . " W/bSi 011 Hr 
HAIRSTON, W,G Georgia Power Co. 68/10/11 lOBpp 47163.001-47163 103, 


V. Operator Examlnatlona 


00001701 SO Generic Ltr 68-13 to all power reactor licensees & applicants (or OL re op- 
erator I Icon sing exams Sve list end. 

MinAGLIA,F.J. Associate OIroclor lor Projects (Post 870411). 88/08/08 Consolidated 
EdisoriCo of New York, Inc 66pp. 46956,001-46956.057. 

0018180001 Forwards Safety Insp Rept 60 423/88-16 on 860913-16 No violations 
rvoled 

QALLO,R.M Region 1, Ofc of the Director 86/10/06 MROC2KA,E J Northeast Nu- 
clear Energy Co (subs, ol Northeast Utilities). 2pp. 47122 266-47122,272 

-0010130002 Insp Rept 60 423/68-16 on 000913-16 No violations noted Major areas 
inspected .evaluation of content ft implementation of licensed operator training pro 
gram 

BRIGGS, L, ESELQROTH.P.W Region 1, Ofc ot the Directof, 80/10/04. 6pp 
47122.200-47122.272. 


d. Insurance ft Indemnity Informallon 

0019110130 Forwards environ assessment ft finding of no significant impact re exomp 
lion from t0CFR50.64Cw>(6)(i) require men la for onsile property damago Insurance until 
rulemaking finalized but no lator than 890401. 

MATTHEWS, D.B Project Directarato 11-3 86/10/03 HAIRSTON,W.6 Georgia Power 
Co. 4pp. 47546.001-47545.014. 

->88101 10144 Environ assessment ft Ming ol no significant Impaci re exemption from 
10CFR5QS4(wH6)(t] increasing amount onsite property Insurance until rulemaking 
(inaiizad but no later than 6904D1. 

MATTHEWS, D.B Project Directorate 11-3 88/10/03 6pp 47545 009 47645-014, 

0810160300 Forwards temporary exompHon from schsdular requirements of property in- 
surance rule. 10CFR60,64(w)(6l(i>, effective 061004 Exemption valid until 600401 or 
completion of action on ruiemaKi ng 

MATTHEWS.D.B Pfoleot Oireclorate 11 3. 88/10/07. HAIRSTON, W.G Georgia Power 
Co 4pp. 47202.028-47202.030. 
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-8810190442 Temporary oxempti&n from sch^edular reouiramerUa of property fnsuranca 
nila,tQCFR50*54(w)(61tiKeff&clfve881004 _ ^ 

VARGA, S A. Profecl Diractorate I 2. 83/10/07. Georgsa Power Co 4pp 47202 030- 
47202039, 


8B09280270 Forwards rospon&e to vlojallons noted in Tnsp Rapt 50 424/08-29 Moiico ol 
violation fncorracily refers to Unit 2 by docket number, implying violation for tJn<t 2 
also Enel wthliald 

HAIRSTON, WG Georgia Power Co 38/09/21 Document Control Branch (Docomenil 
Control Desk) 2pp 46978 120 4097B 121 


K, Ullllty Ffnal Safety Analyers Report (FSAR) A amends 

8810110226 Amend 38 to FSAR for Vogtte EtacWc Generating Plan* Unils 1 & 2W/ 
881007 «r. 

RfCE, P.O Georgia Power Co 83/10/31 fiOOpp 47098 Se3<47O09 310 


P. Operating Ji^enae aiage documents & correspondence 


8809120065 Generic Ltr 88-15 to eJI power reactor licensees & appllcanls ro electric 
power ays - inadequate control over design processes 

CRUTCHFIEUD.D. Associate Dfrector for Prolecls (Post 870411) 60/09/12 Consoti* 
dated Edison Co of New York, (no 60pp 47001 23M7001.300 

8809280139 Submits summary of snubber types & sample plans to be used for function- 
al testing dunng fl/fit refuejing outage ^ 

HAtRSToN W 6 Georgia Power Co 88/09/20 Document Control Branch (Document 
Cont/ol Desk). 2pp 46977^16 1-46977 162 

8809280142 Provides addi info re fnterctiannel companson criteria oi plant SPDS.per 
860810 conference caN & License Condition 2.C (7) b 

HAIRSTON.V^Q Georgia Power Co. 90/09/20, Document Conlro! Branch IDocument 
Control Desk). 2pp 46976 075-46978 076. 

8810070166 Forwards summary of 880901*02 mgl meetings vrMI at site re Unit 1 per- 
formance a Unit 2 const status List of attendees A handout also enci Meeting beneli 
cfal 

ORACE,JN Region 1. Ofo of the Director 86/09/22 HA[flSTON,WG Georgia 
Power Co t40pp 47080076 47080 2U 


8810080222 Cldnfjes procedure for completion- of reactivation of license per NUR£G- 
1262 

HOPKINS, JB Project Directorate 11*3 88/09/28 HAIRSTON, WG Georgia Power Co 
2pp. 47004-326 47004 -327. 


8810110001 Forwards safety evatutiorv accepting ATWS design to meet 
lOCFBSO 62 Issue of Tech Spec requirements still open 

HOPKINS.JB Project Oireclorat© »-3 80/10/03 HAIRSTOM.W G. QeoiQls Power Co 
3pp 47109 326-4710043. 


**8810110002 Safety evalualKin concluding that ATWS design proposed by util meets 
10CFRS062 requirements ,5ubJ to successful compretron of certain noted human fee 
tors engineering reviews 

• NRC* No Detailed Affifiation Given 8B/10/93 18pp 47109:329 47109.343 


8810130057 Requests discretionary enforcemani of Tech 5pec 35 4 to allow refueling 
water storage tank boron concent rat ion to increase to 2,600 ppm 
HAIRSTONTNG Geofflift Power Co 88/10/03. Oocumeat dofttcol Branch (Document 
Control Desk). 16pp 47122.220^47122 235 


8809290253 Forwards response to vioJations noted in Insp Ropl 50 424/88-31 Correc- 
live actions Inventory of radioactive sources under health physics control was made A 
no further discrepancies found 

HAIRSTON, W G Georgia Power Co 88/09/21 Document Control Branch (Documanl 
Conhol Desk) 7pp 46983 209 46083'295 

8809290308 Responds to NRC Bulletin 89 OOB, "Thermal Stresses in Piping Connaclod 
to RCS " Actions taken re sub) bulletin fisted 

MCDONALD, RP Georgia Power Go 88/09/21 Document Control Branch (Oocumori 
Control Desk) 6pp 46901 340 46981*344 

8809150008 NRG (nfo Notice 88 077. "Inadvertent Reactor Vessel OvorfiPi " Sve (isl 
end 

ROSSI, CE. Division of Operational Events Assossmenl (Post 870411) 88/00/22 
Conaolidatod Edison Co of Now York. Inc 1 1 1pp 47114 201-471 15 042 

8809190047 NRC Info Notice 88-078, "Implementation of Revised NRC AdministortKl 
Roqualifioation Exams " Sve list end 

ROSSI, CE Division of Opemlional Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co of New York, Inc 1 19pp 47115 043-471 15 048, 

8810040211 Forwards fnsp Rept 50*424/88 37 on 880803-0905 No violations or dovi- 
aiions noted 

BROWNLEE.V L Region 2, Ofc of the Director 88/09/22 HAIRSTON, W G Georgia 
Power Co 2pp 47037 269 47037 285 

-8310049214 Jnsp Rept 50 424/80-37 on 880803 0900 No violations or deviations 
noted Ma)or aroaB inspected plant oporaliona, 
conlrol9.maint.8urveJllancd,fira protection, sacurliy & OA programs 
ROGGE, J F . PATTERSON.C A , SINI<ULE,M.V Region 2, Ofc of the Director 88/09/ 
22 15pp 47037 271-47037 285 

6810080269 Forwards Insp Repls 50 424/88 40 A 60 425/88-50 on 080329-0902 & 
notice of violation Notice of vloiation withheld (ref 10CFR2.790 & 73 21) 

CIINE.WE Region 2, Ofc of the Director 88/09/26. HAIRSTON, WQ. Georgia Power 
Co 3pp 47067 281 -47067 285 

-8810080281 Partially withheld Insp Repts 50-424/88*40 & 50 425/08-50 on 800829* 
0902 (ref 10CFR2 790 & 73 21) Violation noted Major areas Inspected mgl 
effectiveness, security pjooram,records & rept8.te9tlng & ma In t, locks, keys A combina- 
tions 

T1LLMAN.A,. MCGUIRE.O.R Region 2, Ofc ol (ho Director 68/09/22. 1p 47C67 285- 
47007 205 

6610070028 Submits revised response to violations noted in Insp Ropt 50-424/08 
09 Corrective actions'appropriaie LERs which will address missed surveillances will bo 
submitted to NRC by BB1028 

HAIRSTON, WG Georgia Power Co 88/09/27 Document Control Branch (Documeni 
Conifol Desk) 4pp 47135 342-47135 345 


6610050058 Genenc Ltr 08-16 lo all power reactor ficonsees & applicants re removal of 
i^cfe specific parameter Cirmis from Tech Specs Sve Ipsi end 
CRUTCHFIELD^D Associate Director for Projects (Post 870411) 88/10/04 Consoli- 
dated Edison Co of Now York, Inc 48pp. 471 16 145 471 16*194 


6809290002 SuppI 1 to NRC Info Nolice 80 069, "Movable Contact Finger Binding In 
HFA Relays Mtn by GE “ Sve list end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 88/09/29 
ConsolBdated Edison Co, of New York, Inc 117pp. 47116,163 47116 261 


8610120077 Forwards Amend 11 to Ufionse NPF-50 & safety evaluation. Amend modi- 
fies Tech Specs to allow slightly positive modereior lamp coefficient A revised shut- 
down margin requirements 

HOPKtNSJ a. Project Directorate IJ-3 06/10/04 HAfRSTON.W.Q Georgia Power Co 
3pp 47117 290 47117,340 

-6810120086 Amend 1 1 (o License NPF-6S, modifying Tecli Specs to allow slightly posf* 
live moderator temp coefficient & revised shutdown margin requirements 
MATTHEWS,0B, Project Directorate 113 88/10/04 2app 47117 302-47117.324. 

-6610120359 Safety evafiraUon supporting Amend H to License NPF 68 
* Office of Nirclear Reactor Regulation, Oirecior (Post 870411), 88/10/04 18pp. 
47117:325-47117 340 


8610120412 Forwards Insp Rept 50 424/08-39 on B0OO2O 0002 & nolice of vfolalfon. 
HERDT.AR Region 2, Ofc of the Director 88/09/30 HAIRSTON,W,G Georgia 
Powof Co. 2pp 471 13 010 471 13 026 

-6010120413 Notice of violation from Insp on 0B0a29'0902, Violation noted FSAR Fire 
Hydrant C-2301-U4-994 found Isofated from FSAR water supply w/o providing ad<1f 
hose in adjacent hydrant hose house 

HERDT.A R Region 2, Ofc of the Director, 88/09/30. Ip 471 13.012-471 13.012 

-SS10120414 fnsp Rept 50.424/80-39 on 880829-0902 Violation noted Major areas 
inspocled fire protecllon/prevention & followup on previously identified Insp items 
WArD.D C , CONLON.T 6 Region 2. Ofc of the Director 88/09/26 14pp 471 13 013* 
471 13 026 


681014020S Submits revised proposal for exemption from 10CFR2a footnote d2<c),per 
NRC fieO'aiO & 26 Itrs Requests protecLon fader of 60 w/GMR-f canister per 
tOCFREO current firnifs since liffers will be used w/fufi facepiece respiratora 
HAIRSTON, W G Georgia Power Co. 88/10/06 Document Control Branch (Documeni 
Control Desk) 6pp 47 146 292-47 146’297 

0810170422 Provides nol(flca1^on that required mod re afternale radwasto facility venlila- 
tport sys complete Ventif a Iron exhaust from alternate radwaste facility rountea through 
HEPA fillers steady installed in suxHisry fcWg NVA^ sys 

HAIRSTON, WG Qeomia Power Co B6/10/1 1 Document Control Branch (Documeni 
Control Desk). 2pp 47173 070-47173.071 

6410190404 Forwards responses from 860929 tetcon re rev to Amend 36 of plant 
FSAR Response clariffes electrical peneiralion overcurront protection coordination 
curves & testing of specific electrical breakers shown in FSAR Figure 8 3 1*7, 

BAILEY, J A. Georgia Power Co 68/10/13, Document (^ntrol Branch (Document Con- 
trol Desk) 41pp. 47293 210-47203 250 


Q. Inspection reports, JE Bullattns & correspondence 

4899010337 NRC Jnfo Notice 88 073, "Directton-Deporident Leak Characteristics of 
Containment Purge Vafves " Sve list end 

ROSSLCE Division of Operational Events Assessment (Post 870411). 88/09/08 
Consolidaled Edison Co of Navy York, Inc 119pp. 46968 056 46950 177, 

4810030168 Ack receipt of 680912 ftr informing NRC of steps taken lo correct violations 
noted in insp Rept 59 424/88 31. 

BROWNLEErVL Region 2, Ofc of Ihe Director. 68/09/20 HAtRSTON.W.G. Georgia 
Power Co. 2pp 47014 017-47014 018 ^ 


6810030265 NRC Info Notice 80 080, "Unexpected Piping Movement Attributed to Ther* 
ftial Stratification " Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 070411) 88/10/07. 
Coi^solidatad Edison Co. of Now York, Inc 223pp 471 15 202-471 15 285. 

6810040066 NRC Info Notice 80 001. "Failure of AMP Window Indent KYNAR Splfcoa & 
Thomas 4 Betts Nylon Wire Caps During Environ Qualification Testing " Sve list end 
ROSSLCE Division of Operational Events Assessment (Post 870411) 08/19/97 
Consolidated Edison Co oiNow York, Inc 1 iflpp. 471 16 026-471 16 144 

6810109041 Nolificalion of 801026 meeting w/util in Rockville, MD to discuss ulll ro. 
sponse lo NRC Buffelin 86 005 

H0PKINS,J8 Project Directorate Jl'3 88/10/11 MATTHEWS, DB Project Directorate 
tl-3 3pp 47175092 47176.094 

6610149059 Notification of room change for 881026 meeting w/util In Rockvi!ie,MD to 
discuss util response to NRC Bulletin 86 005 

HOPKINS.J B Protect Directorate II 3. 08/10/11 MATTHEWS, D B. Project Directorate 
M-3 3pp, 47175 097*471 76 099 

6610180408 Second nolificalion of date & lime change for 801104 meeting w/util 
RoCkville^MD lo discuss util responses to NRC Bullelln 80.005 Meeting orlginaliy 
scheduled on BBiOSB 

HOPKINS.J B Project Directorate 11*3. 80/10/11. MATTHEWS, D.B Project Diroclorale 
N3. 3pp 47172 307-47172 399 

8610130181 NRC Info Notice 08-003, "Inadequele Testing of Relay Contacts In Safety- 
Refaled Logic Sys " Svo fist end 

ROSSI, C E Division of Operational Events Assessment (Post 870411) 09/10/10 
Consdidaied Edison Co of New York, Inc 119pp 47196*239-47106 357 
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R. Peiiodro operating reports & related correspondence 

u 10120078 Monthly opofating rept for Aug 1988 for Vtwlla Unit 1. W/a80915 Itr. 
DILVVOflTH.SC. HAIRSTON.WQ Georgia Power do 88/00/31 7pp 47119 020- 
47119028 

8810190012 Monthly operating rept for Sept 1988 for Voglle Unit 1. W/B8101 1 Hr 
DILWOflTH,SC„ H/\IRSTON,W.Q Georgia Power Co, 88/09/30. 7pp. 47101 '241- 
47191.247. 


S. Reportable occurrences, LERs & related correspondence 

8809290392 PNOI 1-86-058 on 88091 6, electrician employed by Catalytic Industrial Maint 
Co had heart attack outside plant protected area near cooling towefS.employoo pro- 
nounced dead at hosp 

PATTERSON, C. Region 2, Ofc of the Director 80/09/16 Ip. 46983 174-46083.174. 

8810200039 Part 21 Rept 146 re defect In left Intercooler Inlet adaptor on standby 
diesel engine generator Recommends utils Inspect left Intake manifold drain as part of 
operaling plan.Add( Info eKpected by 861 01 6. 

Q^NTRUM.B IMO Delaval, Inc. 86/10/05 Office of Nuclear Reactor Regulation. Di- 
rector (Post 070411) 3pp. 47225:323-47225:326. 

8610120176 LER 88-026 OO.on 88 0907, electrician created short between two 120-volt 
ao circuits Alarms & Indicators actuated, including containment ventilation 
tools Caused by use of improper tool Personnel rein6tructed.W/8Bl006 Ur. 
SWARTZWEIDE, HAIRSTON.WG. Georgia Power Co. 88/10/06 5pp 471 3 3 '330- 
47133.334. 

0810120277 Special rept, on 87021 8,Dle$el Generator Train A tripped due to locked 
valve from fuel oil day tank to diesel Valve subsequently reopened & loose fitting on 
switch tightened. 

Co. 88/10/06. Document Control Branch (Document 
/114:193. 


right bank turt>ocharger pi 
HAIRSTON,yy.G, Qem^fe Povyer 


Control Desk). 3pp. 


191-4 


6810130176 Discusses SER Confirmatory Item 26 re override of Isolation sfgnale.Since 
Units 1 & 2 designs Idonlical.ccnhrmatory Item shoirld also be resot ved for unit 2 
BAIIEY'.J A Georgia Power Co 88/09/30 Document Control Branch {Document Con- 
trol Desk) Ip 47f35’074-47135 074 


P* Security, medical, emergency 6 fire protection plana 

8610060041 Confirms B6D997 telcon re dates of 881017 21 for special insp of facifity 
compliance w/NU REG 0800, Section 9 51, "Safe Shutdown Capability & Associated 
Fire Protection Features ** 

REYES, L A. Region 2, Ofc of the Director. 86/09/15 HAIRSTON, W.G. Georgia Power 
Co 3pp 47071 '3 2 5 47071,327. 

6B10060259 Forwards Insp Repts 50-424/80-40 & 50 425/88-50 on 660829-0902 & 
notice o1 violallon.Nolic© of violation withheld (ref 10CFR2 790 & 73,21). 

CLINE, W.E. Region 2, Ofc of the Director 8B/G9/26 HAIRSTON.WG Georgia Power 
Co 3pp 47067.281 -47067' 285. 

^8610060261 Partially withheld Insp Repts 50 424/80-40 & 60-425/88-50 on B80B29 
0902 (rel 10CFH2790 & 73 21) Vfolailon noted Major areas Inspected mgt 
effectiveness, security program .records & repts.te sting & maint, lock a. keys & combina- 
tions, 

TILLMAN, A Region 2, Ofc o1 the Director. 88/09/22 Ip 47067 '285-47067 ‘28 5. 

BB10070«j07 Responds to 080915 request for latest rev to facility safe shutdown capa- 
blfity & associated fire protection features to prepare for evaluation of Unit 2 compli- 
ance w/NU REG OaOO, Section 9 5 1 

BAILeY,J.A Georgia Power Co 80/09/29 Document Conirol Branch (Document Con- 
trot Desk) 3pp. 47076 241-47076.101. 

--661 00702 18 Rev 1 to "Fire Event Safe Shutdown Evatuation Rept (Per Branch Technl- 
cat Posilion CMEB 0 6-1).^* 

• Georgia Power Co. 08/04/01. 51 pp. 47076:244-47076.294 


V fiMrutAr EvAminationB -8010070220 Rev 0 to Branch Technical Position CMEB 9,5 1, ‘’Fire Event Safe Shut 

V. Operator Examioationa Evafuallon Summaw Repl." 

* Georgia Power Co. 80/06/01, 32pp 47075:295-47075.326. 

8810070227 Rov 4 to Branch Technical PosUior> CMEB 9.5-1, "Control Room Fire Al- 
ternate Shutdown Evaluation (Spurious Actuation Study)/* 

* Georgia Power Co, 88/06/01 27pp 47075- 327- 47076' 3 54 


0808170160 Generic Ltr 88-13 1o all power reactor licensees & applicants for OL re op- 
erator licensing exams Svo list end 

MIRAGLtA.F.J. Associate Director for Projects (Post 070411). 06/00/08. Consolidated 
Edison Co. of New York, Inc. 66pp. 46968:001-46950-057. 


docket 60-426 AUIN W. VOQTLE NUCLEAR PUNT, UNIT 2 


A. Applieatlon/conatruotlon stage dooumanta 0 correapondenee 


B0OO12M8S Generic Lir 88-15 to all power reactor licensoos & applicants re electric 
power sys - inadequate control over design processes, 

CRUTCHFIELO,D. Associate Director for Prolects (Post 870411). 88/09/12. Consoli- 
dated Edison Co of Now York, Ino. 60pp. 47001 ;239-47001:300. 


0008200248 Forwards discussion of plant conirol rooms similarity, in response to SER 
Open Item 14a 

BAILEY .J.A. Georgia Power Co. 88/09/20. Document Conirol Branch (Documonl Con- 
trol Desk). 4pp. 46970:1 91-46670:1 94. 

0010070186 Forwards summary of 680901-02 mgt meellngs w/uiil at site ra UnH 1 per- 
formanoe & Unit 2 const status List of attendees 0 handout also encl.Meetlng benefi- 
cial. 

GRACE, J.N, Region 1, Ofo of Ihe Director. 88/09/22. HAIRSTON.W.Q. Georgia 
Power Co. 140pp. 47000:076 47080:214. 


6110030308 Forwards Rov 1 to Inservlce Test Program ISl-P-Oie.Rev contains two 
leliel requests & one cold shutdown (ustification. 

BAILEY, J.A. Georgia Power Co. BAILEY. J.A. Southern Company Services, (no. 86/09/ 
27. Document Control Branch (Document Control Desk). 19pp. 47014.296 47014:314. 


0810110001 Forwards safety evalutlon accepting ATWS design to meet 
1 0CFR60 e2.le8ue of Tech Speo requirements still open. 

HOPKINS, J.B. Prolrct Directorate 11-3. 88/10/03. H/VIRSTON,W.G. Georgia Power Co. 
3pp. 47109.326-47109.343. 


-0010110002 Safety evaluation concluding that ATWS design proposed by util meets 
10CFR60.62 requlrements,Bubj to successful completion of certafn noted human fac- 
tors engineering reviews. 

• NRG - No Detailed Affiliation Given. 88/10/03. 16pp. 47109:329-47109:343. 


8010110314 Forwards request for addi Info for review of FSAR Amend 35. 

HOPKINS,J.B. Project Directorate 11-3 80/10/03. HAIRSTON.W.Q, Georgia Power Co. 
4pp. 47107:357-47107:360. 


0010060058 Generic Ltr 66-16 to all power reactor licensees A applicants re removal of 
c^e-speclflo parameter limits from Tech ^c8.Svo list end. 

CRUTCHFIELD, D. Associate Director for Projects (Post 670411). 86/10/04. Consoli- 
dated Edison Co. of New York, Ino. 46pp. 47 11 6:1 45-471 16:1 04. 


8010130150 Notification of B81012 meeting w/ulll In Rockville, MD to review atalus of 
facility licensing actions. 

HOPKIN8.J.B. Project Dlreolorato 11-3. 86/10/12. MURLEY.T., SNIEZEK,J., 
MIHAQL 1 A.F. NRC - No Detailed Affiliation Given. 3pp. 47121:102-47121:194. 


6010100404 Forwards responses from 660929 telcon re rev lo Amend 36 of plant 
FSAR .Response clarifies electrical penetration overcurront protection coordination 
curves & testing of spedfto electrical breakers shown In FSAR Figure 6.3.1 -7. 

BAILEY, J.A. Georgia Power Co. 68/10/13. Document Control Branch (Document Con- 
trol Desk). 41pp. 47203:210-47203:260. 


E. NRO Safety Evaluation Report (SER), eupple 0 correspondence 

6010170161 Forwards results of Class 1,2 & 3 piping analysis detailing break locations 
& stresses, per SER Confirmatory Item 10,W/78 figures end. 

BA1LEYJ,A. Georgia Power Co. 68/09/29. Document Control Branch (Document Con- 
trol Desk). 70pp. 47174:001-47174:167. 


—8810070230 Rev 0 to Abnormal Operating Procedures 16038*2, "Operation From 
Remote Shutdown Panola" 

QREENE.T, Georgia Powor Co 80/09/15 4Bpp 47075-355 47076041 

-BB10070232 Rev 4 to Procedure 12005-0, "Reactor Shutdown lo Hot Standby (Mode 
2 to Modes)." 

* Georgia Power Co 80/03/02 Bpp 47076 042-47076 049 

-8810070235 Rev 9 to Procoduro 12006-C, '‘Unit Cod down to Cold Shutdown." 

* Georgia Power Co. 00/06/10. 52pp 47076.050 47076:101 . 

BB 1016027 2 Revised omergoncy plan Implemontir^ procedures, consisting of Rov 6 lo 
01001-C 0 Rev 3 to 91604-C, "Core Inventory Determinations Using Reactor Power 
History.*' W/0Q1OO5 Ur. 

HAIRSTON.WG Georgia Power Co 68/10/05. 26pp, 47176.133-47175'167. 

0610170371 Revised emergoncy plan Implementing ln8lru&lfon9,lnduding Rev 2 lo EPII- 
14, *’Em 0 i 9 oncy Preparedness Drills S Exercises El Hatch Nuclear Pfanl/Voglle Elec- 
tric Generating Plant & Rev 2 to EPll-16. ''Emergency Preparedness . " W/ 8 B 101 1 Hr. 
HAIRSTON.WG Georgia Power Co, BB/10/i1. 100pp. 47163.001-47163.103. 

0810190476 Forwards updated fire protection Info & combustible loadings Info will be 
Included in FSAR Amend 39 

BAILEY, J, A. Georgia Power Co. 09/10/13 Document Control Branch {Document Con- 
trol Desk). 231pp. 47200.173 47201-043 


K. Uilllly F(rva) Safety Analysis Report (FSAR) & amends 

0610110226 Amend 36 to FSAR for Vogtie Elect rio Generating Plant Units 1 & 2W/ 
681007 Itr. 

RICE, P.D- Georgia Power Co. 80/10/31 500pp. 4 7098' 29 3 -4 709 9; 3 10. 


P, Operating license stage documents 6e correspondence 

0000200113 Forwards dlcusslon of similarity between Units 1 0 2 SPDS. 

BAILEY, J A. Georgia Power Co. 88/09/20- DocumenI Control Branch (Document Ojn- 
trol Desk). 2pp. 4f970.O22-46978;O23 

6809200127 Responds to (Confirmatory Item 38 re TOl diesel generators Walnt/survell- 
lance program Implemonled & all Phase 1 & II Insps performed w/exceptlon of listed 
Items 

BAILEY, J.A Georgia Power Co 08/00/20. DocumenI Control Branch (Document Con- 
trol Desk). 2pp. 4«999’0 52-46999.053. 


Q, Inspeetlon reports, IE Bulletins 0 correspondence 

B809010337 NRC Info Notice B8 073, "DlrecUon-Depender^t Leak Characteristics of 
Containment Purge Valves," Svo list end. . v «« 

ROSSI, O.E. Division of Operational Events Assessment (Post 870411). 68/09/08, 
Consolidated Edison Co of New York, Inc, 119pp- 48958 050 46958:177 

8810060041 Confirms 680907 telcon re dates o1 681017-21 for special Insp of facility 
compliance w/NUREQ-(>600,3eotion 9.6.1, "Safe Shutdown Capability A Associated 
Fire Proteclilon Features." 

REYES.L A. Regton 2. Ofo of the Director, aa/09/16. HAIRSTON.W.Q. Georgia Power 
Co. 3pp. 47071:^25-47071:327, 
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sei0060039 Forwards Insp Repi S0 425/8B-4t on 380718 25 & 0801-05 No vfolal ions 
or davEations noted 

JULIAN.CA Region 1, Otc of the Diractor, 88/00/19 HAIRSTON.W.G Georgia 
Power Co 2pp 470/9126 417070,139. 

-8&10060092 Insp Repi 50>42S/a6'4t on 880718 25 & 0801 05 No violations or devi- 
ations noted Major areas inspected venncdtion of as builtt const conditions & licensee 
action on previous rnsp findmas 

WRIQHT.RW, WOORE.LR . BELISLE.G A Region 1. Ofc of the Director 88/09/16 
t2pp 47070 1 20 47070.139 

0809290308 Responds to NHC Bulletin 88-008, "Thermal Stresses in Piping Connecled 
to RCS " Actions taken re subj bulfetin fiated, 

MCDONALP.R P, Georgia Power Co 86/09/21. Document Control Branch (Document 
Conlroi Desk) 5pp 46981 340 46081 344. 

88Q916000S NRC Info Not;ca 8B'077. "Inadvertent Reader Vessel Overfill'* Sve list 
enci 

ROSSI, C E Division of Oporalionaf Events Assessment (Post 87041 11 66/00/22 
Consolidaled Edison Co cf New York. Inc 1 1 ipp 471 14,291-471 IS 042 

8809190047 NRCf Info Notice 68 078. "limpremenlatton of Revised NRC-Admlnislered 
Reouali ((cation Exams " Sve fist end. 

floSSI.CE Division of Oparat/onal Events Assessment (Post fi7041D 88/09/22 
Consolidated Edison Co of New York. Jnc 119pp 47115:043-47115 046. 

8610070231 Responds to vfofatrons noted in fnsp Root 5C-425/68-10, Corrective 
actior^s Pullman Power Products Procedure X-24 revised to require all redfined 
data. except nUel wetd sizes, to tie incorporated on myfar 

RICE.PO Georgia Power Co 88/09/22 Docirmenl Control Branch (Document Con 
trolPask). Ip 470B1 1 61-4708 M 61 

0810110110 Forwards list of open items based on review of Readiness Review Module 
1 1 re pipe stresses & supports per Insp Repi 50-425/88-19 Pipe support & pipe stress 
ar^alysis acceptable, except (or two items loenlined in end 

GRACE. JN Region 2, Ofc of the Director 68/09/22 HAIRSTON, WG Georola 
Power Co 3pp 47107 2 94-47107 3 24 

6810120394 Forwards Insp Rept 50-425/68-52 on 860820-0901 No vfoladoria or devi- 
ations noted 

MERDr.AR. Region 2, Ofc of the Director 88/09/23. HAIRSTON.WG. Georgia 
Power Co 2pp 47119.182-47119*187. 

»68 10120305 fnsp Repi 50-425/68-52 on 88062 9-0901. No violations or deviations 
rKjted Major areas Inspected hot functional con trolling prcKedirre review & RCS pri- 
mary hydro static test results evatualiot^ 

TAYLOR,PA, JAPE,F Region 2, Ofc of the Director 88/09/21, 4pp 47119184- 
47119.187. 

0810060259 Forwards Insp Repis 50 424/86-40 & 50-425/88-50 on 680829 0902 & 
notice of violation Notice of violation withheld (ref 10CFR2 790 5 73.21) 

CLINE.W E Region 2. Ofc of the Director. 86/09/26. HAIRSTON.WG. Georgia Power 
Co 3pp 47087 281-47067 285, 

-8810060261 Partially vnlhhald Insp Repts 50-424/68-40 & 60-426/88-50 on 880829- 
0902 (tel 10CFR2 7d0 & 7321) Violation noted Major ateaa Inspected mgt 
effectrven05a.secunty program. records & repta.lesting A ma)nt,locks,keys & comblna- 
tlora. 

TfLLMAN.A , WCGUIRE.OR, Region 2, Ofc of the Director, 88/09/22 Ip 47067*285 
47067*285. 

6610130079 Forwards Insp Rept SO 425/80 47 on 880615-19 No violations or devi- 
ations noted 

H£HDT,AR Region 2, Ofc of the Director. 88/09/26 HAIRSTON.W.Q. Georgia 
Power Co 2pp 47154*212-47154:230. 

-8810130078 fnsp Rept 50 425/86-47 on 880606-19 No violations or deviaUona 
noted Major areas inspected review of moduie ropt.su^rting documenlalion & asso- 
ciated work activities 

HARRIS,J.fl, CONLON,TE. Region 2, Ofc of the Director 68/09/27. 17pp, 
47 154 21 4-471 64:230 

B809230092 SuppI 1 to NRC Info Notice 88-060, “Movable Contact Finger Binding \n 
HFA Relays Mfg by GE " Sve list ar>cl. 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 86/09/29 
ConsoiWated Edison Co, of New York. Jnc. 117pp. 47115:163-47115*281. 

8610240365 Ack receipt of 600922 fir informirjg NRC of steps faken to correct violations 
noted In insp Rept 50-425/08-19. 

BROWNLEE, VL Region 2. Ofc of the Director 68/19/06 HAfRSTON.W.G Gecraia 
Power Co. 2pp 47255.273-47255.274. 

8810030255 NRC info Notice 88-080, ‘"Unexpected Piping MovemenI Attributed to Ther- 
mal Stratifjcation “ Sve iist end 

ROSSI.CE Division of Operational Events Assessment (Post B70411), 88/10/07, 
Consolidated Edison Co of New York, Inc. 223pp. 471 15 282-4711 6'285. 

8810040066 NRC Info Notice 88-081, "Failure of AMP Window Indent KVNAR Splices A 
Thomas & Betts Nylon Wire Caps During Environ Qualilicalfon Testing'* Sve list end. 
ROSSI, CE. Dfviston of Operational Events Assessment (Post 870411). 08/10/07, 
Consolidated Edison Co. or NewYortc, Inc. 119pp, 47116:026-47116:144. 

8610180041 NoUficatlon of 881026 meeting w/ulll in Rockville, MD to discuss util re- 
sponse to NRC Bulletin 66-D05. 

HOPKINS, J B. Project Directorate 11-3 88/10/1 n WATTHEWS,D.B, Prelect Directorate 
l)-3 Spp. 47175092-47176.094. * 

68 101 80059 Notification oi room change for 881026 meelrng w/utif In Rockville.MD to 
discuss util response to NBC Bulletin 86-005, 

HOPKINS,J 3 Project Dlroctorate IJ-3 88/10/11. MATTHEWS,DB. Project Directorate 
11-3 3pp 47175.097-47176:099 

801^0189406 Second notification of dale & lime change for 861104 meeting vr/util In 
RocKvilTe,MD to discuss ulll responses to NRC Bulielln 88-006. Meetmo oridnally 
scheduled on 881026, » » r 

HOPKINS, J B. Project Directorate Jl-3. 88/10/1 1 WATTHEWS.D.B, Project plreclorate 
11-3. 3pp. 47172 307-47 1 72'309. 


8810130161 NRC Info Notice 88 003, "Inadequate Testing of Relay Contacts In Safetv 
Related Logic Sya '* Sve Hat end 

ROSSI.CE Division of Operational Events Assessment (Post 8704 11). 88/10/19 
Consolidated Edison Co of New York, Inc 1 1 9pp 47196 239-47198 357, 


S, Reportable occurrences, LERs & refated correspondence 

6809290392 PNO-II 08 058*on BG0916,olectr(cfan employed by Catalytic fndustnal MarrI 
Co had heart attack outside plant protected area near cooling towers Employee pro- 
nounced dead at hosp. 

PATTERSON.C Region 2, Ofc of (ha Director 88/09/16 Ip 46983*174 46963 174 

0809260097 interim deficiency rept re misapplication of vendor criteria In selection ol 
some mail used In electrical cable field splice kits Initially reported on 8S0601 Final 
rept expected prior to 881 123 

BICE,PD, Georgia Power Co 60/09/20 Document Control Branch (Document Con 
troJDoskJ Ip 48077 170-46977*170 

5809290127 Responds to Confirmatory Item 36 re TDI diesoi generators Maint/surveil 
lance program implemented & all Phase I & II Insps performed w/exception of listed 
kerns 

BAILEY.J A Georgia Power Co 88/09/20 Document Conlroi Branch (Document Cor- 
trot Oosk) Spp. 46999/)52-46gQQ 053 

8610110327 Deficiency rept re valves Installed opposite to direction of flow fnitlally ra- 
pOftad on 880629 Final rept delayed until 881020 

RICE,P,D Georgia Power Co 88/09/28 Document Control Branch (Document Con 
trol Desk). 1p 47108 140 47100*140 

08 10200039 Part 21 Rept 146 re defect In left Intercooler Inlet adapter on standby 
dtaset engine generator Recommends utils Inspect tatt Intake manilotcf drain as pari ot 
operating plan Addi Info expected by 601015 

GUNTRum.B IMO Delaval. Inc 08/10/05 Office of Nuclear Reactor Regulation, Di 
rector (Post 87041 1) 3pp 47225 323 47226 326 


V. Operator Examfnatlona 


8608170150 Generic Ltr 68 13 to all power reaclor licensees & appficanis for OL re op* 
erator licensing exams Sve list end 

MIRAQLIA,F J. Associate Director for Projacts (Post 67041 1) 88/00/08 Consolidated 
Edison Co of New York, Inc. 56pp, 46959 001-46958 057 


DOCKET 60-433 UNIV, OF CALfFORNfA AT SANTA BARBARA RESEARCH 
REACTOR 


F. Security, medical, emergency & fire protection plans 

0010070192 Forwards responsas to Issues Identified In FEMA 000901 exercise rept of 
offsite emergency organization, Provides ilsimg of activities pfannod to resolve Issues 
Identified fn rept & Intandod completion schedule 

THOM AS, QS Public Service Co of New Hampshire 80/10/04 Document Control 
Branch (Document Control Desk) lOpp 47076.210 47076 219 


DOCKET STN-60-437 FLOATING NUCLEAR PUNT 


A- Applicatlon/construotlon stage documents & correspondence 

6609120085 Generic Ltr 68-15 to all power reactor licensees & applicants re aleclrkj 
power sya • inadequate control over design processes 

CflUTCHFIELO.D. Associate Director for Prolects (Post 070411) 00/09/12 Consob 
dated Edison Co. of New York, (nc. 60pp. 47001-239 47001*300 

0810260463 Firtal response to FOIA request for documents re plant Forwards App 0 
documents D documents also available in PDR. 

QRIMSLBY.DH. MRC - No Detailed Affiliation Given. 80/09/23. WEfSSMAN,S, Cali- 
fornia, Slate of 2pp. 47209.001-47209 002 

-0211040053 Board Notification 82-93 forwards addI Info re semiscale test resulls con- 
cerning feed & bleed mode of core cooling 

EISENHUT.D.G DMsfon of Licensing (800428-851124) 82/09/24, PALUDINO.N, 
ROBERTS, ASSELSTINE (Commissioners Ip 47209.040-47209 040 

-0304220651 Board Notification 03-42 forwards info re unanalyzed reactor vessel ther- 
mal stress during cooldown B&W informed NRC of preliminary safety concern evolving 
from further consideration of 800610 St Lucie upper head voiding event 
EISENHUT.D.G. Division of Licensing (800420-851124) 03/04/12 PAUUOINO.NJ 
(Commissioners. 20pp 47209 086 47200.089 

6010050056 Generic Ltr 08-16 to all power reactor licensees A eppllcante re removaf of 
cycle-MacWic parameter limits from Tech %)ecs.Svc fist end. 

CHUTCJHFfELD.D, Associate Director for Prolecis (Post 870411) 88/10/04. Consoli- 
dated Edison Co. of New York, Irw 48pp 47116.146-471 16:194 


Q. Pnspectlon reporte, IE Bulletins A correspondence 

0600010337 NRC Info Notice 80-073, "Direction -Dependent Leak Characteristics ol 
Conlalnment Purge Valves “ Sve fist end. 

ROSSI.CE. Division of Operational Events Assessment (Post 070411), 88/09/08 
Consolfdated Edison C^. of New York, Inc 119pp. 46958:058 46956 177 

6609150000 NRC Info Notice 80-077, "fnadverteni Reactor Vessel Overfill." Sve if si 

ROSSI, CE. Division of Operational Events Assessment (Post 870411). 68/09/22 
Consolidated Edison Co of New York, Inc. 11 Ipp 47114 291-471 15.042. 
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86091'8C047 NRC Info Notico 88 076, "(mplementatlon of Rovised NRC'Admfnislered 
Roqualificalion Exams *' Svo Ifst end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 08/09/22, 
Consolidated Edison Co of New York, fnc 1 1 0pp 471 15.043*471 1 5 046 

6809230092 SuppI 1 to NRC Info Notice 88 060, ‘‘Movable Contact Finger Binding in 
HFA Relays M(g by GE’‘Svc list end . 

ROSSLCE Division of Operational Events Assessment (Post 870411) 00/09/2© 
Consolidated Edison Co of New York, Inc 117pp 47115 1 63-471 15'281 

6810030255 NRC Info Notice 88*080, "Unexpocted Piping Movement Attnbulod to Ther- 
mal Stratification " Svc list end 

ROSSI,CE Division of Operational Events Assessment (Posl 870411) 88/10/07. 
Consolidated Edison Co of Now York, Inc. 223pp. 47116 282*47116.285 

8810040066 NRC Info Notice 88 081, “Failure of AMP Window Indent KYNAR Splices & 
Thomas & Bells Nylon Wire Caps During Environ Qualification Testing “ Svc list end. 
ROSSI,CE Division of Operational Events Assessment (Post 870411) 86/10/07 
Consolidated Edison Co of New York, Inc. 110pp. 47116 028 47116,144 

8810130161 NRC Info Notice 88-083, “Inadequate Testing of Relay Contacts In Safety* 
Related Logic Sys " Svc list end. 

ROSSI,CE Division of Operational Events Assessment (Post 870411). 88/10/19, 
Consolidated Edison Co ot New York, Inc IIOpp 471fl8*2a9 47196'357. 


V, Operator Examlnatlona 

8808170160 Generic Ltr 88*13 to all power reactor licensees & applicants (or OL re op* 
eralor licensirig exams Svc list end. 

MIRAQLIA*F.J. Associate Director for Projects (Post B70411). 88/08/06. Consolidated 
Edison Co of New York, Inc. 68pp. 46958 001*4696B'057 


DOCKET 60-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 


A. Applies! Ion/ const ruction stage documente & correspondence 

6609120065 Generic Ltr 88-16 to all power roactor licensees & appileanta re oledrio 
power sys ■ inadequate control over design processes 

CRUTCHFIELD, D Associate Director for Projects (Post 870411). 68/09/12, Censoti 
dated Edison Co of New York, Inc. 60pp 47001 '239 47001 '300 

68100500S8 Generic Ltr 86-16 to all power reactor liconsees & applicants re removal of 
cycle spedlic parameter limits from Tech ^ecs.Svc list end 
CRUTcThfielD.O Associate Director for Projects (Post 870411) 68/10/04 Consol! 
dat^ Edison Co, of New York, Ino, 48pp 47116*146 471ie’104 


K. General correspondence 

8610060045 Comment on NUREQ-1217 & NUREG-1218 re proposed resolution of USI 
1-47, “Safety Implications of Control Sys “ 

OBRIEN, MG Affiliation Not Asslgneo 86/00/02 BAER,R. Division of Englnoorlng 
(Post 870413). 6pp 470691176*47059:181. 

6810070271 Ack receipt ol 860921 ltr notifying Commission of plans to appoint OO 
Kingsley to succeed SA White as senior vice president NotiflcaVon satisfied roquost 
contained in NRC SER on util revised corporate nuclear performance plan. 
PARTLOW,J.G Ofc of Special Projects. 88/10/04. RUNYON, M A Tonnoasoo Valley 
Authority 3pp 


J. Insurance & Indemnity Information 

8B101C0038 Advises (hat 1996 financial info, submitted In 880909 ltr, satlsliee t(KDFR140 
requirements re deferred premiums. 

NASH,O.A. Policy Development A Technical Support Branch (Post 870411) 86/09/ 
22 GRIDLER.RL Tennessee Valley Aulhority 1p 47084 21 1-470a4’211 


Q. Inspection reports, IE Bulletins & correspondence 

6809010337 NRC Info Notice 88 073, “Direction Dependent Leak CharaGterlsIics ol 
Conlefnment Purge Valves.” Svo list end. 

ROSSI.CE. Division of Operailonal Evonts Assessment (Post 870411). 88/09/00. 
Consolidated Edison Co. of New York, Ino. 119pp. 46958'O50*46958:177 

5699150008 NRC Info Notice 80-077, “Inadvertonl Roactor Vossol Overfill." Svc list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/99/22 
Consolidated Edison Co of New York, Inc. It Ipp 47114:291-47116.042. 

MOT1W047 NRC Info Notice 88 078, "Implemontallon of Revised NRC-Admloistered 
Repeal Ideation Exams " Svc Hal end. 

ROSSI.CE Dwision of Operailonal Events Assessment (Posl 070411) 86/09/22 
Consolidated Edison Co of New York, Inc. 119pp 47 1 16-043.47 11 6;046. 

8510040197 Forwards Insp Repls 50 438/88 03 & 60-439/88 03 on 800801 •05.No vio 
latlons or deviations noted 

MCCOY, F.R. Region 2, Ofo of the Diroclof. 60/09/22 WHITE, S A Tennessee Valley 
Aulhority, 2pp 47036‘22 1-47036.226. 

--8010040200 Insp Repls 60-436/88 03 & 50 439/86*03 on 880801 -05.No violations or 
deviations noted Major areas Inspeotod. placing facility into deferred condition A 
Phase II of weld reinsp program. 

YORK,J, ELROD.S Region 2, Ofc of the Director 88/08/09. 4pp. 47036:223* 
47038 226 

8809230092 SuppI 1 to NRC Info Notice 88 069, "Movable Contact Finger Binding in 
HFA Relays Mfg by GE " Svc list end 

ROSSt,C,E Division ol Operational Events Assessment (Post 870411). 86/09/20. 
Consolidated Edison Co. of New York, Ino. 117pp. 47116:163 47116-261, 


88109602B0 Responds to NRC questions in NRC Bullobn 88 04 re adequacy of mlniflow 
sys lor safety related pumpsSchedule lor plants except Bellefonto per 880701 
discussion Betlefonte schodule submitted after resumption of design & const activities 
GRtDLEY.R, Tennessoa Valley Authority. 88/09/30 Document Conlrol Branch (Docu- 
ment Control Dosk) 7pp 47070 236-47070 242 

8810030266 NRC Info Nolico 6BO0D, "Unexpectod Piping Movemenl Altnbutod to Ther- 
mal Strati flcallon " Svc list end 

ROSSI.CE Division of Operational Events AssassmenI (Post 870 411). 08/10/07 
Consolidated Edison Co of New York, Inc 223pp. 471 15 282-47116 285 

8B1 0040066 NRC Info Notice 68 001, “Failure of AMP Window Indent KYNAR Splices & 
Thomas & Balts Nylon Wire Caps During Environ Qualification Testing" Svc list and 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/10/07 
Consolldaled Edison Co of New York. Inc 1 19pp 471 16 026 47116:144 

0810130161 NRC Info Notice 88 083, "Inadequate Testing of Relay Contacts In Safety 
Related Logic Sys " Svc list end. 

ROSSLCE Division of Operational Events Assessment (Post 870411) 88/10/19 
Consolidated Edison Co of New York, Inc. 116pp. 4719B'239 47196 357. 


S. Reporlable occurrences, LERs A related correspondence 

6610200027 Part 21 rapt re potential butterfly valve failures Dnve train replacement kits 
being supplied to purchasers Instructions encl. 

SANDLING.M Xomox Corp (subs of Emerson Eloclrlc Co,) 88/09/30, MURLEY.T.E 
Office of Nuclear Reactor Regulation, Director (Posl 870411) 36pp 47226322- 
47226-356 

8810200039 Part 21 Rept 146 ro defect In left intercooler Inlet adapter on standby 
dioso) engine generator Rocominonds u-tlls inspect left Intake manifold drain as part of 
operating plan AddI Info expected by 881015 

QUNTROM.B IMO Dolavai, Inc 00/10/06 Office of Nuclear Reactor Regulation, Di- 
rector (Post 8704 11). 3pp, 47226.323 47225 325. 


V* Operator Examinations 

8608170150 Generic Ltr 06*13 to all power reactor liconsees A applicants (or OL re op 
erator licensing exams Svc list encl. 

MIRAGUA,FJ Associate Director for Projects (Post 870411). 88/08/08 Consolidated 
Edison Co. of New York, Inc. 56pp. 46958.001 46658 057 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. AppKcation/consIrucllon alage documents A correepondence 

8B091 20085 Goneric Ltr 88 15 to all power reactor licensees A applicants ro electric 
power sys * Inadequate conlrol over design processes 

CnUTCHriELD.D. Associate Director for Projects (Post 870411). 00/09/12 Consoli* 
dated Edison Co. of New York, Inc 60pp. 47001 ‘239*47001:300 

6610050056 Generic Ltr 88-16 to all power reactor licensees & applicants re removal of 
cycle Mociltc paramolor limits from Tech ^ 0 CS.Svc list encl 
CRUTCJH FIELD, D Associate Dlreclof for Projects (Posl 670411). 88/10/04 Consol! 
dated Edison Co of Now York, Inc. 4Bpp 471 IB 145-471 16:194. 


H. General correspondence 

8810050046 Comment on NUREQ 1217 A NUREG-12ie re proposed resotullon of USI 
1*47, “Safety Implications of Conlrot Sys " 

OBRIEN, HG. ArWIallon Not Assigned. 88/09/02. BAER.R Division of Engineering 
(Posl 070413). 6pp. 47059-176 47050,101. 

5510070271 Ack receipt of 000921 ltr notifying Commission of plans to appoint OD 
Kingsley to succeed SA White os senior vice preside nit Notification satisfied request 
conlained in NRC SER on iitd rovised corporate nuclear performance plan 
PARTLOW.JQ Ole of Special Projecla 60/10/04. RUNYON.M A Tennessee Valley 
Aulhorrty app. 


4 . insurance A Indemnity Inrormatlon 

6610100038 Advises that 1988 financial Info, sub milted in 860009 ltr, satislies t0CFRl40 
requirements ro deferred premiums. 

NASH.OA Policy Development A Technical Support Branch (Post 870411) 98/09/ 
22. GRIDLER.R L Tennessee Valley Authority Ip 47084.21 1-47064.21 1. 


Q. Inspection reports, IE Bultellns A correspondence 

6609010367 NRC Info Notice 60 073, "Direction Dependent Leak Characteristics ot 
Containment Purge Valves “ -Svc list end. 

ROaSLC.E Division o( Operational Events Assessment (Post 870411) 86/09/08. 
Consolidated Edison Co. of New York, Inc. 1 1fipp 46956 058*46956 177. 

0609150008 NRC Info Nolico 88-077, "Inadvertent Roactor Vessel Overfill." Svc lisl 
end. 

ROSSI,C,E Division of Operational Events Assessment (Posl 870411). 88/09/22 
Consolidated Edison Co. of New York, Inc, 11 Ipp 47114 201-47116.042. 

6609190047 NRC Info Notice 66-076, “Implementalion ol Revised NRC-Administered 
Roqiiali flea lion Exams." Svc list end 

ROb&LCE Division ol Operational Events Assessment (Post 870411) 86/09/22 
Con solid Qted Edison Co. of Now York, Inc 1 1 t>pp, 47115 043*47 1 1 5 046 

6610040197 Forwards Insp Repls 60-436/66 03 A 69*439/68 03 on 880001*05 No vlo 
latlons or dovlallons noted 

MCCOY, F.R. Region 2. Ofc ol the Direclor. 80/09/22, WH1TE,S A Tennessee Valley 
Authority 2pp 47038.221-47030 220 
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•-8810040200 fnsp Repts 5D 438/68-03 & 50'439/e8-03 on QB0801-05NO vMations or 
tfovialions roied Major areas inspected placing facliity Inlo deferred condilfon & 
Phaae il of weld refnsp program. 

YORK,J, ELROD.S Region 2. Ofo of Jhe Djreclor. 68/09/09 4pp. 47036 223- 
47038226 

8802230092 SuppI 1 to NRC Info Notice 83 069, ’^Mov^able Contact Rngof Binding In 
HFA Relays Mfg by GE " Svc list end 

ROSSI, CE D^lsion of Operational Events Assessment {Post 870411), 88/09/29 
ConsoWatedEdlsonCo.of New York. Jnc 117pp 47115 163-47115281 

6810080280 Responds to NRC quesllons In NRC Bulletin 83 04 re adequacy of minifiow 
ays for safety refated pumps Schedule for plants eKcepl Gelfefcnte per BB0701 
discussion Bellefonte schedule submitted after resumption of design & const activities 
GFIIDLEY,R Tennessee Valley Authonty. 86/09/30. Document Control Branch (Docu- 
ment Control Dee k) 7pp 47070236-47070242, 

8610030265 NRG Info Notice 86 000, "Unexpected Piping Movement Atinbuted to Ther- 
mal Stratification/' Svc hst end 

flOSSI,CE Division of Operational Events Assessment {Post 870411) 86/10/07 
Consolidated Edison Co. of New York. Iric 223pp 47116’282-471 16*285 

6610040066 NRC Into Notice 88-0B1. "Faifure of AMP Window Indent KYNAR Splices & 
Themas 8 Betts Nylon Wire Caps During Environ Qiralilicatlon Testing ” Svc list end 
ROSSI,CE, Division of Operational Events Assessment (Post 870411) 68/10/07 
Consolidated Edison Co. of New York. Inc 119pp, 47116026 47116 144 

8810130161 NBC Info Notice 86-083, “Inadequate Testing of Relay Contacts fn Safety- 
Related Logic Sya “ Svc fist end 

FOSSJ,CE Division of Operalfonaf Events Assessmar*! (Post 670411) 88/10/19 
Consolidated Edison Co of New York, Inc. 1 1Bpp 47196 239-47196*357. 


S. Reportable occurrences, LERs & related correspondence 


B810200027 Pari 21 rept re potential butterlly valve failures Drive train replacement kits 
being supplied to purchasers, Instruclions end 

8ANDLINQ,M Xomox Corp (subs of Emerson Electric Co ) 88/09/30 MURLEY.T.E 
Office of Nuclear Reactor Regufatfon, Director (Post 370411) 35pp 47226 322- 
47226 356 

8610200039 Part 21 Repi 146 re defect fn left Infercooler inlet adapter on standby 
diesel engine generator. Recommends utila Inspect left intake manifold drain as part of 
operating pfan AddI Info expected by 661015 

QUNTRUM.B. IMO Delavaf, Inc. 88/10/05. Office of Nuclear Reactor Regutation, Df- 
rector (Post 8704 1 1 ). 3pp. 47225*323-47225 325 


V, Operator ExamFnatlons 

B608 170150 Generic Ur 68-13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams Svc list end 

MlRAGLfA,F J. Associate Director for Projects (Post 870411) 86/06/08 Gonsolldaled 
Edison Co of New York, Inc Sepp, 46958 001-46958 057 


DOCKET 50 440 PERRY NUCLEAR POWER PUNT, UNIT 1 


F, Security, medical, emergency & fire protection plans 


8810130120 Revised emergency plan implemenimg procedures, including Rev 4 to EPI- 
B4, "FItsI aw 8 Medical Care, Rev 1 to EPl-BII, “EnriefoencY Oosimetiv Usee'* & 
flev 1 to EP( B12, ''Offsita Transportation Incidents " W/861007 fir 
f^PLAN,A Cleveland Efeclnc Illuminating Co 33/10/07. 30pp. 47122:169 47122*216 


Q. Adjudicatory correspondence 


8810200009 Advises that time for Commission to review of Director's Decision 00-36- 
15 expired, Co mmiasTon declined review & decision became final agency action on 
861011. Served on 631018. 

BATES.AL Office of the Secretary of the Commission #488 7281. 88/10/17 
KUNE.C., D'CONNELL,B,. BURRUNG.T AffiliaHon Not Assigned. Ip 47131.169- 
47131:109, 


J. Insurance & indemnity Information 


8610110322 Forwards environ assessment & finding of no significant Impact re (empo- 
rary ©xampOon from 10CFR5Q.64(w)l5)(i), jncreasrng amount of onsile property 
damage Insurance until rulemalung fmalized but no later then 690401. 

COLBURNJ.G Protect Directorate I ir.3 88/09/26 KAPLAN.A ClevaJand Electric lllu- 
mlnaUngCg 3pp. 4n0a* 141 47103.147. 

-6610110331 Environ assessment A finding of no significant Impact re temporary ex- 
emption from 10CFR50H54Cwl(6)(i) oi property damage insurance until rulemaking fi- 
ntrined bvt no later than 690491 

PER KINS. KE Project Oireclorale 1113 89/09/26 Cleveland Electric llJumloaling Co. 
4pp 47108-T44-47108.147. ^ 

8610130334 Forwards temporary exemption from schedutar requirements of property in 
surance rvie eWeclive 891004. 

COLBURN, T.G ProJecI Oireclorale fll-3 03/10/03 KAPLAN. A Cteveland Eiectric Illu- 
minating Co 3pp, 47 1 2 1 :020-47 1 21 :f)26 

•^810130335 Exemption from requirements of lOCf R50 54 until complelJon of ponding 
rulemaking exlending impiemeetailon date no rater than 890401 
KOLAHAr^.GM OMaion ol Reactor Prefects - IlUV.V & Special Protects (Posi 
8704 11). 68/ 19/03 Qeveland Elactnc IJluminaimg Co 4pp 47121*023 47121*026, 


M. Antitrust correspondence 

6809260244 Comments of City of Cleveland, OH in op^positlon (o application for 8usp«r^ 
Sion of OL antitrust conditions Centerlor Energy Corp application should be denied 
because company misinterprets scope of Shofiy amend 

ALBERT, K-M, GOLDBERG, R Goldberg, Fialdman & Latham. P.C. ALBERT, KM 
Cteveland, OH. 88/09/13. 60pp 46976*290-46976 339. 


P. Operating license stage documents & correspondence 

6609120085 Generic Ltr 88-15 to all power reactor ficensees & applicants re electric 
power sya - Inadequate control over design processes 

CRUTCHFjELD,D Associate Director for Projects (Post 870411), 08/09/12, ConsOTh 
dated Edison Co of New York. Inc. 60pp. 47001 239 47001*300 

3809290303 Notification of 601006 meeting w/ulil In Rockville, MD to discuss (Icensoes 
Eeb 1069 reload package 

COLBURN.TG. Project Directorate lil-3. 88/09/23. HANNON.J Project Direciorale III- 
3 3pp- 46980*326-46980.328 

8S10030417 Provides addi Info re commitments made In B60923 ltr Plan! restart oxpecl- 
ed on 80O92S.Pin venis on each main condenser transmitter will be opened for at 
least 1 minute as part of monthly channel functional testing 
KAPLAN, A Cleveland Electric Ujuminatlng Co. 80/09/23 DAVIS, A B Region 3. Ole ol 
the Director. 4pp. 47015*310-47016:313 

8810060167 Forwards corrected 880916 partial Director's Decision DD-08-15 In re- 
prise to “Request for Action Under 10CFR2 206'' filed by Concernod Citizens el 
Geauga County & Concerned Citizens of Ashtabula County 
MURLEY.T.E Office of Nuclear Reactor Regulation, Director (Post 870411). 80/09/ 
26. KLINE.C. Concerned CKizens of Lake, Geauga & Ashtabula Counlles, OH 
O’CONNELL.R., BURLING.T Affiliation Not Assigned 2pp 47073.267-47073 274. 

-8810060188 Forwards corrected partial Director's Decision DD 88-16 on issues raised 
In 000408 suppJemenlal petition Pelilion denied re considerations raised In 880408 
suppl.Llcensee wilt be advised to clarify Ionizing radiation effects 
MURL6Y,TE« Office of Nuclear Reactor Regulation, Director (Post 670411) 88/09/ 
16. KLINE.C . OCONNELL.R , BURLING,! Concerned Citizens of Lake, Geauga & 
Ashtabula Counties, OH. Ip. 47073*259-47073.269. 

->-8810080100 Partial Director's Decision DD 88-15 denying Concerned Citizens of Lake 
County, Concerned Citizens of Geauga County & Citizens of Ashtabula County 880922 
request to require ulll to correct alleged deficiencies In emergency program 
MURLEYJE Office of Nuclear Reactor Regulation, Director (Post B7€41f). 88/09/ 
16 13pp 47073 260-47073 272. 

-6810060106 Notice of Issuance of partial Directorte Decision under 10CFR2 206 deny* 
Ing Concerned Citizens of Lake County* Concerned Cilizena of Geauga County 8 Con- 
cerned Citizens of Ashtabuia County 871008,660408 & 0726 requests. 

MURLEY.T E, Office of Nuclear Reader Regulation, Director J’osl 0704 1 1 ) 68/09/ 
16 2pp 47073.273-47073*274. 

8810050050 Generic Ltr 68-16 to all power reactor licensees & applicants re removal of 
cycle-specific parameter limits from Tech Specs Svc list end 
CnUTCHRELD.O Associate Director for Projects (Post 870411). 88/10/04. Consoli- 
dated Edison Co of New York, tnc 48pp. 47116 145-471 16*194. 

8810170424 Forwards 680826 ltr ack receipt of a pelitlon filed by OCRE under 
10CFR2 206 re thermal hydraulic instability of BWRs 

COLBURN.TG. Project Oirectorate 111-3. 88/10/12 KAPUN.A Cleveland Elecirfc lllu- 
mlnalmgCo 2pp 47159 051-47159 056 

8810190481 Summary of 8810 O 6 meeting w/licensee & GE re forthcoming reload sub- 
mittal for Feb 1989 reload Attendees list & nonproprletary slides presented by GE out- 
lining scobe of reload application to be submitted by Nov 1 968 end, 

COLBURN, T.G Project Direcloraie MI-3 08/10/12, Project Directorate flf-S 35pp 
47204 017-47204:051. 


0. Inspection reports, IE Bulletins A correspondence 

8800010337 NRC Info Nolice 66-073. "Direction- Dependent Leak Characlerlsilcs ol 
Containment Purge Valves " Svc list end 

ROSSLCE. Division of Operational Evenis Assessment (Post 070411). 88/09/08. 
Consotidaled Edison Co. of New York, )nc. 1 19pp 46950 058-46958*177 

8810050133 Forwards app to SALP Rept 50-440/06 01 for May 1907 to Apr 1988 
DAVIS.B Region 3, Ofc of the Director 68/09/21 . KAPLAN, A. Cleveland Electric lllu* 
mJnabng Co. 2pp 47066*200-47066.206. 

-8810050136 App to SALP Rept 60-440/88-01 for May 1987 - Apr 1988. 

* Region 3, Ofc of the Director. 88/09/21 3pp 47066*202-47066.206 

8609150006 NRC Info Notice 08-077, "Inadvertent Reactor Vessel Overfill" Svc li$t 
end 

ROSSI. C.E. Division of Operallonal Events Assessment (Post 570411). 66/09/22, 
Consolidated Edison Co, oINew York, Inc 111pp 47114*291-47115 042. 

8809190047 NRC Into Notice 86-078, "Implementation of Revised NRC-Admlnlslered 
Requallficalion Exams," Svo list end 

ROSSI, C.E Division, of Operational Events Assessment (Post $70411). 88/09/22 
Consolidated Edison Co. of New York, Inc. 119pp, 471 16*043 47115 048. 

8810030027 Responds to NRC Bulletin 88-OOe, "Thermal Stresses In Ptping Ccnnacted 
to RCS " Piping connected to plant RCS not subj to fatigue factors stated in bulletin 8 
remains in compliance, per GDC 14 of l0CFR60,App A. 

KAPLANA Cleveland Elaclrlo Illuminating Co. 68/09/27. Document Control Brandi 
(Document Control Desk) 4pp. 47014:109 47014.112 

8610030060 Forwards Safety Insp Rept 50-440/86-13 on 860830-0901 & l5No 
violations noted 

HARRISON.J J Region 3, Ofc of fhe Director 88/09/27 KAPLANA Cteveland Elec- 
tric lllurn.|naling Co 2pp 47014.022-47014.029. 
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^8910030063 Insp Repl 60-440/80-13 on 000030 0901 & 0913-15No violations 
noted Major areas inspected licensee action on previously tdentdiod insp findings & li 
censee compliance w/ 10CFR50 62 ATWS rule 

WESTBERQ.RA. GARDNER, RN Region 3, Ofc of the Director- OB/09/26 6pp 
47014 024 47014 020 

8809230092 Siippl 1 to NRC Info Notice 88 069, "Movable Contact Finger Binding in 
HFA Relays MfQ by GE," Svc list end ^ 

ROSS! C E Division of Operational Events Assessment (Post 870411) 88/09/29 
Consolidated Edison Co of New York, Inc 117pp 47115 163 47116 281 


88 10030255 NRC Info Notice 80-000, ‘’Unexpected Piping Movement Attributed to Ther- 
mal Stratification ” Svc list end 

ROSSI CE, Division of Operational Events Assessment (Post 070411) OQ/10/07 
Consolidated Edison Co of New York, Inc 223pp 47116 202-47116 2B5 


8610040066 NRC Info Notice 80 081, '‘Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ QualiflcaHon Testing " Svc list end 
ROSSI, CE Division of Operational Events Assessment (Post 070411) 8B/10/07 
Consolidated Edison Co of New York, Inc IIOpp 47116 026 47116 144. 


0810170176 Forwards addi Info re response to Requallfication Exam Ropt 50 440/01- 
88 01 deficiencies Corrective actions offnormal & emergency procedures will be re- 
viewed to Identity tasks currently performed by non licensed operators 
I^PLAN,A Cleveland Electric llfuminating Co, 80/10/ 14, Document Control Branch 
(Document Control Desk) 5pp. 47149 098 47149 102 


8610130161 NRC Info Notice 88 083, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys " Svc list end 

ROSSLCE Division of Operational Events Assessment (Post 070411) 00/10/19 
Consolidated Edison Co of Now York, Inc IIOpp 47196 239 47106 367. 


R. Perisodlo operating reporta & related correspondence 


8810200065 Monthly operating rept for Sept 1900 for Perry Unit t W/ 

DUNNGA, KAPLAN, A Cleveland Gloctric Illuminating Co 08/09/30 6pp 
47226239 47226 244 


“0810190040 LER 00 035 00 on 800914, pnmary containment integrity was connpro- 
misad for 30 s In lhal upper containmenl airlock Inner door saals were daflaloo w/ 
outer door open Caused by failure of door inlerlock Engineering evaluation initiated, 
DUNN.GA Cleveland Electric illummling Co 60/19/14 3pp 47173 200-47173’202 

“0810190042 lER 00 036 00 on O0O917,Channels B & D of MSIV low condenser 
vacuum isolation Instrumentation declared I no parable. Caused by debris/waier intnr- 
sion into instrument lines, Inslrumenl lines will ba cleared on monthly basis 
DUNN.GA Cleveland Electric Illuminating Co 68/10/14 Spp 47173 203-47 1 73*205 

“8810 190045 LER 00 037-00 on 8009 18, high toxic gas alarms/Uip Irom two of four eth- 
ylene oxide detectors caused automatic shift of control room HVAC sys to emergency 
recirculation modo Caused by exhaust fumes, 

DUMN.G A. Cleveland Eteclrlc llfuminating Co 8B/10/14 3pp 47173.206-47173 208, 


V- Operator examinations 


8008170150 Generic Ltr 08-13 to all power reactor licensees & applicants for OL re op 
orator licensing exams Bve list onci 

MIRAGLfA.F J Assoclalo Dare dor for Projects (Post 870411) 88/00/08. Consolidated 
Edison Co of New York, Inc 56pp 46958 001 46958 057 

8010130392 Forwards grading & answer sheets lor 880921 generic lundamontals pilot 
oxam W/o ends, 

PERKINS,KE Operator Licensing Branch 86/10/07 F ITZ PAIR 1C K,E- General Public 
Utilities Corp, - GPU Service Corp ANTONY, DD Northern Stales Power Co. 
LAZAR.M P, Cleveland Eloctric lllummaling Co 37pp. 47136 001-47136.037, 

6B1017017S Forwards addI info ro response to Requalbfl cation Exam Rept 60 440/01 
00 01 deficiencies Cerractiva actions offnormal & emergency procedures will be re 
viewed (o Identify tasks currently performed by non-llcensed operators 
KAPLAN, A Cleveland Efoclric Illuminating Co 80/10/14 Documonl Control Branch 
(Document Control Desk) Spp 47146 090-47149.102. 
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Br Reportable occurrences, LERs 8, related correspondence 


0809290309 Summary of Operating Reactors Events Meeling 08 036 on 000906 re 
events which occurred since Iasi mooting on 800830 List of aftondoos oncl 
JAUOON.JP. Events Assessment Branch. 00/09/07, ROSSI, CE Division of Oper- 
ational Events Assessment (Post 070411) 22pp 46990 060-46006 089 


0009270041 Special rept on 0800 10, vibration & loose-part monitoring sys oxporioncod 
less of Channel 4 detection string Caused by failure of proamplHior in Channel 4 Pro- 
ampllller replaced on 880617. _ 

KAPLAN, A Ctevoland Electric IllumlnaJIng Co. 08/09/10, Document Control Branch 
(Oocuiment Conirol Desk) 2pp 46972:121-46972 122 


8809290330 Provides summary of 680919 telcon re events that led to & occurred during 
880917 shutdown of plant Ulil will develop & implement troubloshooling plans to es- 
tablish root cause of problems w/offgaa & condonsor low vacuum tfansmlltors 
KAPLAN,A Ctovefand Electric Illuminating I - . 

the Director. 2pp 4e999'267-46999.259. 


3 Co 80/09/19. DAVIS, A B Region 3, Ofc of 


8809290203 Forwards LERs 08 030 00,08 031-00 & 80 032 00 
KAPLAN, A Cleveland Electric Illuminating Co 68/09/22. Document Control Branch 
(Document Conirol Desk) Ip 46000.316*46000,326 


A. Appllcatlon/conatructlon stage documents A correspondence 


0809120005 Geaerio Ltr 8B-15 to all power reactor ticensoes A applicants re electric 
power sys - inadequate control over design processes 

CRUTCHFIEID.O. Assoclalo Director for Projects (Post 070411). 80/09/ 12. Consoli 
dated Edison Co of New York, fnc 60pp 47001 •230*476O1’3OO 


0810060167 Forwards corrected 000916 parlial Director's Decision, DDOB-15 in re- 
sponse to "Roquasl for Action Under 10CFR2 206" fifed by Concerned Citizens of 
doauga County A Concerned Citizens of Ashtabula County 
MURLEYtTE Office of Nuclear Reactor Ragul alien. Director (Post 870411), 80/09/ 
26. KLINE.C. Concerned Citizens of Ldl<e, Geauga & Ashtabula Counties, OH 
O'CONNELL.R, BURUNQ.T Atfili a lion Not Assigned 2pp 4 7073’ 257-4 7073 274 


“6810000186 Forwards corroded parlial Oiroclor’e Decision 00*86 16 on issues raised 
In 080400 supplemental potUicn Poll lion denied ro considerations raised In S6040B 
suppl.liconsoe will bo advised to clarify Ionizing radlalfon effects. 

MURLEY.TE Office of Nuclear Reader Rogutatfon. Director (Post B70411J 86/09/ 
10, KLINE, C, OCONNELL.R, BURLING, T. Concerned Citizens of Lake. Geauga & 
Ashtabula Counllas, OH, Ip 47073 269-47073 259 


-8009290200 LER 88-030 00 .on 880823, Offgas prdroalmont eampio not lakon & 
ana!y 2 Bd,p 0 r Tech Spec 3 3 7 1 Caused by personnel error. Procedure change roqulr- 
Iru lech n [clans to review dally limiting condition for operations implomontod 
oBnN*QA Cleveland Electric Itiumlnaling Co 08/09/22. 3pp. 40900.316 4C080 310. 


-8809290200 LER 88 031-00 on 000220, quarterly surveillance Instruction romoving 
water from Div 2 & 3 fuel oil storage tanks missed Caused by personnel 
error. Procedure will be changed to enhance communications belweon roviowors & co 
ordmators. 

DUNN.GA Cleveland Elecirlo Illuminating Co 06/09/22 3pp 469Q0.319 46900.321. 


“68D9290208 LER 88-032 00 on 880626, failure of ball valve & door seal result in inop- 
erable conlainmont airlock doors & momonlary loss of coniainmoni Inlogrily while 
technician exits containment. Work orders will bo initiated, 

DUMN.G A. Cleveland Electric Illuminating Co 80/00/23. 4pp. 46900*322 46980*325 


6610140008 Forwards LERs 00 033-00 & 08-034-00. 

KAPLAN.A Clovofand Eloctric Illuminating Co 88/09/30. Documonl Conirol Branch 
(Documenl Conirol Desk) Ip 47107*1 10*47107.122. 


-0610050204 LER 00-033 00: on 080901, RCIC sys Inboard containment Isolation 
occurred Caused by leak detection transmitter failure duo to Internal short circuit bo 

twaen diaphragm & capacitor plate .Transmit tor replacod.W/OOOQSO [Ir- 

DUNN.OA Cleveland Electric Illuminating Co 88/09/30 3pp 47107:117-47107*119 


-8810140009 LER 88-034-00 on 8800 OS.unoxp acted automatic start of Div 1 diesel 
generator bldg ventilation sys accurrod.Causod by failure of 125/24*voll dc converter 
fn control circuitry. Convertor replaced & retests satisfactorily performed. 

DUNN.GA Cleveland Electric Illuminating Co. 68/00/30 3pp 47107 120 47107*122. 


8810209039 Part 21 Ropt 146 re defoct In left intercooler Intot adaptor on standby 
diesel engine generator Recommends utils Inspect left intake manifold drain as part of 
operating plan Addi info expected by 861016. 

GUNTR(3m,B IMO Oolavat, Ino 86/10/05 Office of Nuclear Rooclor Regulation. Di- 
rector (Post 070411). Spp. 47226:323 47226.326. 

961 0170289 Confirms completion of all acllona specified fn ulil 000919 Hr ro perturba- 
tions in offgas sys resullfng in hydrogen burn within sys on 800904 & 1 /.Changes 
made to date should reduce future proDfems w/excossfvo hydrogen buildup. 
MILLER.H.J. Region 3. Ofc of the Director. 88/10/11. KAPLAN.A Clovofand EfecUic 
Illuminating Co. 2pp. 47156.305-47156.306. 


9910199409 Forwards LERs 08-036 00,88*038 00 & 88 037-00 
KAPLAN, A Cleveland Eteclrlc Illuminating Co 88/10/14 Documont Control Branch 
(Document Control Desk) Ip 47173:199*47173*208 


“8910060190 Partial Director's Decision DD 88 16 denying Concerned Citizens of Lake 
Counly»Concomed Citizens of Geauga County & Citizens of Ashtabula County 080922 
rotiuesl to roquiro util to correci allegod deficiencies In emergency program. 
MURLEY.T.E. Office of Nuclear floaclor Regulation, Director (Post 870411) 68/09/ 
16 13pp 47073:260 47073*272 


8610060056 Generic Ltr 68 16 to all power reactor iicensees & applicants re removal of 
cycle spociflo paramolof itmits bom Tech ^ecs Svc list onci 
CRUTCHFIELO.D Associate Director for Projects (Post 070411). 88/10/04 Consoii 
dated Edison Co. of Now York, Inc 48pp 471 16* U5 471 16 194 


F. Security, medical, emergency k fire protection plans 


B6101 30120 Revisod emorgoncy plan implementing procedurosjncluding Rev 4 to EPI- 
B4, "First Aid & Medical Care,*' Rev 1 to EPhBII, "Emergency DosFmelry Issue & 
Rov 1 to EPI BI2, "Offsilo Transportation Incldonla...." W/OB1007 Hr. 

KAPLAN.A Cleveland Electric lllumlnalInQ Co 88/10/07. 30pp. 47122*189-47122*218 


O. Adjudicatory correspoiidence 


8810200099 Advisoa that time for Commission to review of Director's Decision DDBB 
16 expired Commission declined review & decision became final agency action on 
D810I1 Served on BB1010 , , ^ 

BATGS.AL. Otfico of the Secrolary of the Commission. ^*486 7281 80/10/17. 
KLtNE.C., O'CONNELL, B, 0URRLINQ,T. Affiliation Not Assigned Ip. 47131.189- 
47131:109. 


Q. Inspection reports, IE Bulletins & correapondence 

8009010337 NRC Info Nollce 00 073, " Direct ion 'Oeper>dent Leak Characteristics of 
Containment Puroo Vatvea " Svc list end. 

ROSSI.C.E. DIviBion of Operational Events Assessment (Post 870411). 69/09/08 
Consolidated Edison Co, of New York, Inc. tlBpp 4 6058*0 68-469 58' 177. 

0009160008 NRC Info Notice 80 077, "Inadvertent Reactor Vessel Overfill.'* Svc list 

ROSSLC.E. Oivlaion of Operational Events Assessment (Post 870411). 60/09/22. 
Consolidated Edison Go oi Now York, Ino. Ilipp 47114.291-47116:042 



168 DOCKETED ITEMS 


8009190047 NRG fn-fo Notics 00-078, "‘Implemenlallon of Revised NRC-Adminlsiored 
Roqualificatlon Exams " Svc fidt end 

flIOSSf.CE, Divfsron of Ope,ra(ional Evenls Assessment (Post 870411) 00/09/22 
Consolidaiod Edison Co of New yofk, (no IIQpp 47115043*47115 046 

6610030027 Responds to NRG Ruflelin 85*008, "Thermal Slressos in Piping Connected 
to RCS " Piping connected lo pfanl RCS not sub/ to fatigue factors statecTln bulletin & 
remains fo compliance, per <SCa^ 14 of lOCFRSO.i^o A 

KAPLAN.A Cleveland Elec Inc llluminalrng Co 88/09/27 Document Conirof Branch 
(DkKumom Conifer Desk) 4pp 47014 109 47014:112 

8809230092 5upp| 1 lo NRC Info Notice 86*069, Movable (Dcntact Finger Binding In 
HFA Relays Mfg by GE.” Svc list end 

ROSSICE Division of Operational Evanis Assessment (Post 870411) 88/09/29 
Consolidated Edison Co of New York. Ir^c 11 7pp. 471 1 5.163 471 16:281. 

8810030255 NRC Info Notice 68 080. "Unexpected Piping Movement Attnbeled lo Ttier* 
mal Stratflicetion/* Svc list end 

ROSSI,CE. Division ot Operadonal Evenls Asses smenl (Post 870411), 88/10/07 
O^nsolidated Edison Co of New York, Jnc 223pp 471 15 262*471 15 285 

6610040066 NRC Info Notice 88*001, 'failure of AMR Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing" Svc list end. 
ROSSI,CE Division of Operalionaf Events Assessment (Post 870411} 68/10/07 
Consolidated Edison Co. of New York, Inc* ll&pp 47116 026*471 16 144 

8810130101 NRC fnlo Notice 88*083. "Inadequate Testing of Relay Contacle In Safety- 
Related Logic Sys." Svc list end 

ROSSf.ce Owislon of Operational Evenls Assessment (Post 870411), 88/10/19, 
Consolidated Edison Go of New York, Inc 119pp. 47196 239 471B&'357 


S. Reportable occurrences. LERs & related correeponifence 

8810170289 Confirms completion of all actions specified In util 660619 Hr re perturbB' 
tions In offqas sys resulting in hycfrogen burn within sys on 880904 & 17.Changes 
made lo date should reduce future problems w/excesshre hydrogen buildup 
M)ILER,HJ. Region 3. Ofc of Ihe Director 86/10/11 KAPLAN.A Cleveland Boctric 
lllumlnaiing CO 2pp 47156 305-47156.306 


V. Operator Examlnatlotia 

8008170160 Generic Ltr 98-10 to all power reactor licensees & applicants for OL re op- 
erator ficansing exams Svc list end. 

MIRAGUA.FJ, Associate Director for Prolecls (Post 870411) 88/08/08 Consolidated 
Edison Co. of New York, Inc. 56pp 4695^001-46958 057 
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F. Security, medlcab emergency tA fire protection plana 

8609290111 Forwards FEMA rent of execrcise of offsite response plans & preparedness 
cn 600628-29. 

NERSES, V Proloct Directorate 1-3 66/09/15. HARR(SON,RJ. Public Service Co of 
New Hampshire. 3pp. 49976:337-46980.050. 

»8809140364 Forwards exercise rept fo 880626-29 joint exercise of offsite radiological 
emergency preparedness plans for plant Draft Hr lo RJ Harrisfon, Public Svc Co of New 
Hampshire, end 

KRIMM,R.W Federal Emergency Management Agency. 88/09/02. CONGEt-,FJ. DM- 
Sion of RadiaWorv Protection 9 Emergency Preparedness (Post 870411). 2pp 
4e978.340-46978'341 

-08092801 14 "Exercise of Offsite Response Plans & Preparedness ” 

* Federal Emergency Management Agency. 68/09/01 370pp 47167.047-47166 1 17 

6610270241 Applicant response to [ate-filed sirens contentions of Commonwealth of MA 
atty general concerning discomfort & siren oscillation.* Supporting documentation & 
CertlMCate of Svc enci 

TROUT.jp Public Service Co. of New Hampshire TROUT, J.P Ropes A Gray #488 
7367. 08/09/18, Atomic Safety and Licensing Board Panel I5pp 47207*078- 
47207 092 

8810030104 Applicant motion to compel answers lo Inlorrogatodea A production of doc- 
uments by Amesbury,Haverhnf & Merrimac.* Objecilons to answer Jnterrog atones 2 
through 5 A €(a),(b}, (d],(e) groundless W/related Into & Certificate of Svc. 

TROUT, J P. Publio Series Co, of New Hampshire. TROUT, J P. Ropes & Gray. #468 
7165. 80/09/26. Atomic Safety and Licensing Board Panel. 27pp 45955,190- 
46955 216 

8810170144 Rev 40 to "Production Emergency Response Manual” including Rev 6 to 
ER 8 1, "Emergency Equipment & Facility Inventory preparedness Check” & Rev 6 (o 
ER 0 2, "Emergency Preparedness Training.'* W/0fl1OO6 Hr. 

MACDONALD, J.A , THOMAS, GS. Public Service of New Hampshire, 08/10/86 
35pp 47166:244 47166 278, 

8810180258 Applicant motion for summary dispositon ct Joint Contentions 44A & 44B,* 
End memorandum la support of motion for summary disposition should be decided In 
applicant favor.Statement of mat! facts also encL 

SMITH, J.B. PubiKs Service Co. ol New Hampshire. SMITH,d B Ropes A Gray. #488 
7249 86/10/67. Atomic Safely and Licensing Board Panel ip 47105.341-47106031, 

-8810180267 Applicant memorandum In support of mollor* for summary disposition of 
Joint Intervenor Contentions 44A A 440 * Summary disposition shoulcl be allowed on 
basis that no mail Issues of fact or law exists Certificale of Svc enci 
SMrTH,J.B. Public Service Co of New Hampshire. SMITH,J,B. Ropes & Gray. 68/10/ 
07. Atomic Safety and Licensing Board Panel 50pp. 47105 342-47106:031. 

8810170346 Advises that Info IdenMed In Ends 2 & 3 of end 681006 ltr Is portion of 
Seabfook Flan tor Commonwealth of MA Communities provided |o NFtC by util & 
should be exempt from public disclosure, per 10CFR2 790. 

NER8ES,V. Project Directorate 1-3 00/10/11. KRIMM,RW. Federal Emergency Man- 
agement Agency- 1p 47223,302-47223 309, 


-0010250413 Provides response to request lor addi Info re Soabrook Plan for Common* 
wealth of MA Communities & vehicular alert 8 notification sys, Ends 2 8 3 contain ix> 
prielary info & wiltiheld (ref 10CFR2 790) 

THOMAS, QS Public Service Co ol New Hampshire 08/10/06 Document Co nlfd 
Branch (Document Control Desk) 7pp 47223 303-47223 309 

5810200156 Forwards answer of Commonwealth of MA ally general In opposition iq ap- 
plicant motion for summary disposition of amended contention on nolficatK>n 
6y&,&tatemen( of mall facts & affidavits of BA Jonas, NA Mason & TO Boufiane. 
JONAS, S A Massachusetts, Commonwealth of #488 7269 06/10/11 Office ol Ihe 
Sacretaiy of the Commission Ip 47130 243-47130 342 

-8010200171 Statement of mail facts In dispute,* Unexecuted SA Jonas affidavit & sup- 
porting documentation end 

JONAS, S A Massachusetts, Commonwealth of 08/10/11. 39pp 47130 272* 
47130.310 

-8610200198 Affidavit Of TG Boullane * Discusses public alert & notification sys & abili- 
ty to meet design objectives, per NUREG 0054, Supporting documentation & Cer1irK:4te 
of Svc oncl.W/copyright mall 

BOULIANE.T.G Massachusetts, Commonwealth of BOULIANE,T.G Cavanaugh Toed 
Associales, Inc 80/10/11 39pp 47130316 47130 342 

8610200050 Applicant response to Joint fntervenors motion for leave to file reply (c re 
sponaes to applicant & staff to onsite exercise conlontlon ^ Motion should be 
denied Si^portlno documentation & Certificate of Svc end, 

DIQNAN.TQ PudIic Service Co of Now Hampshire, OfGNANJ G Ropes A Gray 
<11460 7277. 88/10/12 Atomic Safety and Licensing Board Panel, 9pp 47131-202 
47131 210 

8510190405 Forwards "Review & Evaluation of Seabrook Plan for Cominonweallh of 
MA Communities" NRC will be provided w/ consolidated finding on offsite plans for 
entire EPZ on 881118 

KRIMM.RW. Federal Emergency Management Agency 08/10/14 CJONGEL.FJ DM* 
Sion of Radiation Protection & Emergency Proparednoss (Post 870411) lp, 
47201:105-47201,358 

-8810190408 "Review & Evaluation of Seabrook Plan for Commonweatlh of MA Com- 
munities," 

* Federal Emergency Management Agency 08/10/31 173pp 47201:186 47201'35a 

6610200143 Forwards "Review & Evaluation of Seabrook Plan for Commonwealth of 
MA Communllias." did Oct 1 988 Certificate of Svc end. 

FLYNN.HJ Federal Emergency Management Agency ^408 7270 88/10/14 Docket- 
ing & Seivlcos Branch 180pp 47130.001-47130100 

8810270171 Appticanl motion for sanctions against Commonwealth of MA ally geners) 
("MASS AG j for failure to comply w/Board protective order.* Recommends Ifial 
Board dismiss Joint fntervenors Contentions 46,55 & 56.Certlflcate of Svc onci, 
SMtTtf.J B, Public Service Co of New Hampshire, SMITH, J B. Ropes & Gray. ^468 
7331 80/10/24, Atomic Safely and Licensing Board Panel 21pp. 47200070 
47206 090. 

6810280160 Applicant response to town of Amesbury first set of Intorro gator) as .tosp- 
plicant on Seabrook plan for Commonwealth of MA Communities * Supporting Info 8 
Cerlifiodte of Svc end Rolaled conesponbence 

THOMAS, Q 8., SMITH.J B, Public Service Co of Now Hampshire SMITH.J.B Ropes 
&6fay M488 7369 88/10/24 Amesbury, M A 57pp 47 2 25'1 05 47225:161. 

6610280139 Seacoast Anti Pollution League supplemental answer fo applicant first set 
of fnterrogatones.per Board orders of 881016 5 19 * Supporting documentation & Svc 
list end Related correspondence 

DOUGHTY, J Seacoast Anli-Poflulion League. //40S 7377. 08/10/25. Public Sarvlca 
Co. ol New HampaWro, 8pp. 47225,216 47225 223. 


G. Adjudicatory correspondence 

8810030041 Forwards Attachment D to SN Caruso 880917 affidavit, 

TROUT, J P. Public Service Co of New Hampshire TROUT.J P. Ropes & Gray #466 
7135. 88/09/19 Docketing & Services Branch 2pp 46064 239-46954' 240. 

8810036066 Certifies svc of notice of appearance & motion to admit exercise 
contenlion,or In altemallvejo reopen record on 680916. 

TRAFICONTE.J. Massachusetts, Commonwealth of. #406 7138. 68/09/10 4pp. 
46955.001-46955.064. 

6610030168 Certifies svc of fntervenors motion to permit response to applicant reply 
findings on 880916 

SNEloER,CA Massachusetts, Commonwealth of. #406 7148. 88/09/19. 4pp 
46955 ’238.46965.241 

6810270241 Applicant response to late-filed sirens contentions of Commonwealth of MA 
atly general concerning discomfort & siren oscillation * Supporting documentation A 
Certlncats of Svc end. 

TROUT,JP pgbllo Service CJo of New Hampshire. TROUT, J P. Ropes & Gray #488 
7357 88/09/19. Atomic Safety and Licensing Board Panel. 16pp. 47207:078 
47207:092 

8810030035 New England Coalition on Nuclear Pollution A town of Hampton conten- 
tions re 1086 exercise of offsite plans A preparedness for plant emergency ptariniog 
zone * Svc list end. 

CURRAN, D. New England Coalition on Nuclear Pollution CUflRAN,D. Harmon A 
Weiss #488 7134 00/09/21 Atomic Safety and Ucensing Board Panef. 9pp 
46954 230-4e954’238 

8810030139 Town of Salisbury answers to Interrogatories propounded by NRC Slali* 
Certificate of Svc ©nc! Related correspondence 

GRAHAM, CP. Sallsbuiy, MA GRAHAM.C.P Murphy A Graham. #488 7144. 88/00/ 
21. Office of the General Counsel. tOpp 46955:095*46955; 104. 

8810030378 NRC Staff response to motion by Commonwealth of MA atty generol to 
amend bases w/respeci to sirens contention.* Motion does not satisfy 
1^(K3FR2.71^^{1) requirements & should be denied, W/Certlflcate of Svc. 
BERGQUIST.SA, Assistant General Counsel for Hearings #488 7179. 80/09/22. 
Atomfo Safety and Ucensing Board Panel 11pp. 46965.346*46965.355, 
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8810030044 NRC Staff response to New England Coatitlon on Nuclear Pollution pelillon 
for review of ALAB 099 Petition should bo denied on basis that request raises no 
significant safety Issues & Important questions W/CerlificatG of Sve 
BER6QUIST,SA Assistant General Counsel for Hearings 1^480 7136, 00/09/83 
Commissioners 14pp 46054 241 46954 254 

891 00300/7 Town of Amesbury motion for protective order * ProtectWe order prohibiling 
NRC from obtaining certain discovery in NRC 8Q0906 first sot of (nterrogatorlos & first 
request for production of documents requested 

BROCK, Mr Amesbury, MA BROCK, M T Shainos & McEechern. #486 7140, 06/08/ 
23 Atomic Safely and Licensing Board Panof 2pp 46955 066 46955.082 

<»68100300B6 Town of Amesbury answers to NRC Staff first sot of Irrterrogatories & first 
request for production of documents to towns of Amesbury, Newbury.Satlabury, West 
Newbury & Mernmac & city of Newburyport * W/Corllficalo of Sve 
LORD.W. Amesbury. MA. 80/09/23 Office of the Genera) Counsel 16pp 4695B067 
46955 062 

8810030110 Town of Mernmac motion for protective order & objection to NRC Staff in 
terrofl a lories • NRC first Set of interrogatories & request for production of documents 
re Seabrook plan for Commonwealth of MA communities unduly burdensome W/svc 
list 

AMIRIAN.AN. Morrimac, MA ^f480 7142 80/09/23 Atomic Safely and Licensing 
Board Panel 3pp 46955 Og 1*46955 093 

8010030162 Order (granting applicant motion to withdraw motion for sanctions) * Appli 
cant 60091 5 motion to withdraw sanctions against Commonwealth of MA ally general 
for failure to comply w/Board discovery order granted Served on 600926, 

WOIFE.SJ Atomic Safety and Licensing Board Pane). #405 7140, 60/09/23, Public 
Service Co of Now Hampshire Ip 46955.105-46955105 

8610030178 Now England Coalition on Nuclear Pollution brief In support of appeal ef 
Board rromorandum & order did 800600.* Appeata ASLD renewed aulhorizalion to 
opereie plant at low power W/ Cortiflcato of Sve 

CURRAN, D Now England Coollllon on Nuclear Pollution CURRAN, D Harmon & 
Weiss #406 7149 00/09/23 Atomic Safety and licensing Appeal Panel 13pp 
46 95 5 242*46955 264. 

6810030250 Commonwealth of MA Atty General JM Shannon answers & responses to 
appl leant first sat of Interrogatories & first request for documents * W/Cerlificato of 
Sve Related correspond once 

TRAFICONTE.J, Massachusetts, Commonwealth of. #460 7160. 00/09/23 Public 
Ser^ceOo of New Hampshire 13pp 46955 272-46955 264 

6810039366 NRC Staff second sot of intorrogalorles & second request for production of 
t^umonta to atty general of Commonwealth of MA,oxocutfvQ ob of public 
safely, Essex County ’ Cortificato of Sve end Related correMondenco 
CHANGE.!. Assistant General Counsel for Hearings #400 7175 08/09/23. Massachu* 
sells* Commonwealth of. 4pp 46065 340 46965,343, 

8810039145 Applicant response to motions of intervonors & BA Thomas for (oave 10 filo 
responses to applicant roply to Intervonor findings on shelter contontlons.* Motions 
should bo donted. W/Cortmeato of Sve 

SELLECKiKA, Public Service Co of Now Hampshire SELLECK.K.A. Ropes & Gray 
#463 7164 66/09/26. Atomic Safety and Licensing Board Panel. lOpp 46955,100- 
46955:189. 

8610039154 Applicant motion to compel answers to interrogatories & production of doc- 
umonts by Amesbury.Haverhlff & Morrfmac * Obiecfmns to answer lalorrogatorlea 2 
ItuouQh 6 & (d),(o) nroundlass W/related Info 6 Cohiflcate of Sve 

TROUT,JP. Public Service Co of Now Hampshire TROUT.J.P. Ropes & Gray #488 
7165 60/00/26 Atomic Safety and Licensing Board Panel 27pp 40055,190- 
46955 216. 

8810030162 NRC Stall response to joint intenrenora application for stay of order author- 
izing issuance of low power license * Request should bo dismissed or roforred to 
ASLAB Slay of low power operations unwarranted W/Cortificato of Sve 
BERRY, G, A Assistant General Counsel for Hearings. #400 7147. 80/09/26 Commis- 
Bionars 21 pp 46955 21 7^46955'237 

8810050061 Forwards even numbered pages to SN Caruso allldavit filed w/ applicant 
6B0017 fifing & corrected prof quallficotfona of LM Jacobson & EB Uoborman, 

TROUT, J,P. Public Service Co. of New Hompehlro. TROUT, J P Ropes & Gray #488 
7192 08/09/20 Docketing & Services Branch 24pp 46085 259 46965 202, 

8810930059 NRC Staff response to Commonwealth of MA Alty General JM Shannon 
mollon for leave to file third & fourth supple to petition for waiver of financial qua II flea 
tton rulsB." Motion should be granted W/Corlificato of Sve 

BERRY, G A Assistant General Counsel for Hearings. #486 7156. 00/09/27. Commis- 
sfoners 0pp 46955 107-46955 115 

B81D030078 Commonwealth of MA Atty Gonorai JM Shannon answers & rosponsa^ to 
NRC Staff first set of inlerrog a lories & first roquost for documonta ' W/CerlifIcato of 
Svo Related correspondence 

TALBOT, P Massachusetts, Commonwealth of. #400 7159 80/09/27. Office of Iho 
General Counsel 25pp 46955 1 10-46955 142. 

B81 90391 33 Forwards table of contents for Commonwealth of MA atty general exercise 
contonlions for filing W/Certificato of Sve 

TftAFlC0NTE,J Massachusetts, Commonwealth of. #480 7161. 68/09/27. Dockeilng 
& Services Branch. 7pp 46955167-46955 173, 

631 0030254 Applicant motion to compel answers to mtorrogatorlos & production of doc- 
uments by Seacost Anti-Pollution League * Answers to Interrogatories 2 & 6(a> should 
be compelled by Board Certificate of »vc end. 

TROUT, J.P Public Service Co of Now Hampshire. TROUT.J.P. Ropes S Giay #488 
7167. 66/09/27 Atomic Safety and Lfconaing Board Panel lOpp 46955 285- 
46955204 

8619030326 NRC Staff mollon for oxtension of time to file response to Inlervenors gen- 
eral exercise contentions * Served on 600929, Granted for the ASLB on 060629, 
SWITH.IW, Atomic Safety and Licensing Board Panel #400 7171. 88/09/27 Atomic 
Safety and Licensing Board Panel, Ip 46965, 267>4d965'267. 

8310030416 NRC Staff motion for oxtenslon for time to file response to Inlervenors gen- 
eral exorcise contentions.* Extenaion until B81013 to file response requested on basis 
ol vol & complexity of contentions Cerlificalo of Sve and 

CHAN, El Assistant General Counsel for Hearings. #408 7101. 00/09/27, Atomic 
Safety end licensing Board Panel. 5pp, 46966 009-46966 013 


8610030358 Town of Newbury answers to NRC Staff first Set of Interrogatories & first 
request for production of decumenis to towns of Amesbury .Newbury .Salisbury .West 
Newbury & Morrimac W/Certificale of Sve Related corresporbdonce. 

MACH1ROS.A Nowbuty, MA #406 7184 80/09/23 Office of the General Counsel 
I4pp, 46965 326-48965 339 

8810030388 NRC Staff response to motion of EA Thomas for leave to file response to 
certain proposed Kndings of fact A conclusions of law.* Motion should be denied on 
basis that Thomas not part of proceeding, 

TURK.SE. Assistant General Counsel Tor Hearings #433 7180. 00/09/26 Atomic 
Safety artd Licensing Board Panel 4pp 469B6 018-46966 027, 

-8610030400 NRC Staff rosponsa to intervonors molten 1o permit response to applicant 
reply llndings * Motion should bo denied Cerliflcate of Sve and. 

TUhK.S E Assistant General Counsel for Hearings. 03/09/28 Atomic Safety and U- 
censing Board Panel 6pp. 46966 022-46966 027 

601OOSOO74 Applicant response to inlervanor contentions on June 1983 Soabrook axer- 
else Intervenojr contentions should be disposed of Certificate of Svo end 
SELLECK,K A , TROUT.J P. Public Boivice Co of New Hampshire SELLECK.K A 
Ropes & Gray #488 7203 80/09/20 Atomic Safely and Licensing Board Panel 
104pp 46905.122-46905 225 

6810'050104 Applicant response to motion to admit exercise contention or, In 
aiternative.to reopen record * Intervonors 600913 motion should be denied Affidavits 
of JA MacDonald,GJ Kline 6 GF Sesser end 

DIGNAN.T G Public Service Co of New Hampshire, DIQNAN.T.Q Ropes & Gray* 
#4B8 7195. 08/09/20 Comn^lssion era 15pp. 40985,072 4Q985'1 16. 

-8610060119 Affidavit of JA MacDonald* Discusses Juno 1988 orfidad oxercise at 
plant 

MACDONALDJ A, Public Service Co, of Now Hampshire, 86/09/28 4pp. 46985 007- 
46965 090 

-0010060123 Affidavit of GJ Kline * Discusses Juno 1968 graded exercise at plani Ktino 
resume end. 

KLINE.GJ Public Service Co of New Hampshire, 86/09/28, 9pp 46905091- 
46965099, 

-8010050125 Affidavit of GF Ses&lor,* Discusses Juno 1960 graded exorcise for 
plant Prof qjjalificallons & Conlficate of Sve end. 

SESSLER.Q.F, Public Service Co. of New Hampshire, 06/09/28. 17pp 46965.100- 
40965.116 

8810050148 Exprossos frustration w/rosponse to Inquiry re NRC 660922 communication 
to Board which supplied two technical studies published by T Urbanik NRC should 
move to roqpon record or darlfy 860622 submltlal RoJaled corrospondonca 
TflAFICONTE,J. Massachu sells, Commonwealth of #480 7106. 86/09/26 TURK.S 
Assistant General Counsel for Hearings 7pp 46685 085-46985 071 

8810030372 Informs lhal Board received town of Merrimao 860923 mollon for prolaclrve 
order & obleclton to NRC intorrogalorles. Served on 080929 
MOHAN.DM Atomic Safety and Licensing Board fanef #486 7172 86/09/29. 
AMIRtAN,A,N. Morrimac, MA ip 46965 344-46965 344 

8610030408 Applicant rosponso to Now England Coalition on. Nuclear Pollution potilion 
for review of ALAB 899,* Petition should be denied Certificate of Sve end 
STEENLANO.DS Public Seivice Co. of Now Hampshire STEENLAND,DS Ropes & 
Gray, #468 7103. 08/09/29 Commissioners 8pp 46968.035 46966,042 

8810-050030 Applicant nolico re exorcise related documopis • Remainder of exercise re- 
lated documonts retained by applicants after 800026-20 graded exercise now avail- 
ablo at station for insp & copying W/Cortilicato of Sve 

SELLECK,K A Public Service C^, of Novr Hampshire, SELLECK,K A Ropas & Gray* 
#468 7103. 66/09/29. 4pp 40985'323 -469 65-326 

6819000136 NRC Staff response to Commonwoalth of MA atty general request to file 
roply lo applicant answer to motion to amond basis filed by Commonwealth of MA atty 
aeneral w/rasDoct to siren contentions * W/Certilicate of Sve 
BGRGQl)IST,S.A Assistant Genera) Counsel (or Hearings #488 72i8 86/09/29, 
Atomic Safety and Lioansing Board Panel Qpp. 40097,243 46997 250, 

6810050024 Memorandum & order (approving sllpulallon as to conlonllons among joinl 
Intervenors.appiicant 8. NRC staff for Seabrook plan for Commonwealth of MA com- 
munities),* Served on 860930, 

HAHeoUR.J, LINENBERQER.Q, SM1THI.W. Atomic Safety and Licensing Board 
Panel #488 7186 00/09/30. Ofbco of the General Counsel. 7pp 46966.327- 
46966336, 

-8810066032 Comments on stipulation as lo contonlions 
TftAnCONTE,J Massachusetts. Commonv^ealth of 86/09/27 SMITK.I. 
LINENBERGER.G , HARBOIiR,J Atomic Safety and Licensing Board Penol, 3pp. 
469 6 5 334-4698 5 336 

6810'050025 Town ol Amosbuty response to applicant motion to compel answers to in- 
lerrog alorlo 8 4 production Of documents by Amesbury, Haverhill & Mernmac.* Motion 
should be denlod.W/ Cortiflcato of Sve 

BROCK.M T. Amesbury* MA BRCXJK.M.T Shalnes & McEachern #488 7197 88/09/ 
30 Atomic Safety and Licensing Board Panel. 10pp, 4698 5 -305- 4 6985' 022 

8810050172 Applicant response to motion of Commonweahh of MA Atty Gonorai JM 
Shannon for leave to fite document not authorized by Commission rules of practice.* 
Ally general 660915 filing mooted by 600922 order.W/CortKicale of Sve, 

DIGNAN.T, G Public Servico Co of New Hampshire DIGNAN.T G Ropes & Gray, 
#488 7199 88/09/30, Commissioners 6pp. 46965 059-46965 034. 

8810050173 Town of Amesbury first suppi lo applicant (ifal sot of inter rogatories & first 
request for production of documenls to alt parties & parllclpatlng local govts re con- 
lenllons on Soabrook . W/Corllffcale of Svo Related correspondence 
LORO.W Amesbury, MA, #406 7108 60/09/30, Public Service Co of New Hamp- 
shire. 6pp. 46905 054-46005058 

8610060008 NRC Staff response lo motions for prolocilve orders filed by Seacost Anti- 
Pollution Leaguo, towns of HavertnII.Merrimac. Weal Newbury & NQWbury & city of 
Newburyport Motions should be denied Certificate of Sve end 
BERGQHISTSA Assislani General Counsel lor Hearfngs. #463 7212 68/09/30 
Atomic Safety and Ucensrng Board Panel 6pp 46997-307-48997 ,31 2. 
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A01CO 600/5 Appircant reaponso lo motions for proiectivo order by town of 
Newbury, town of West Nawbory & city of Newburypo/t * Requests that Board extend 
Irnie for inlervenors to reply. VV/ Caitiff cafe of Svc 

TROUTJP. Puhlpc Servfca Co of New Hampshire TROUT, JP Ropes & Gray #458 
7205 80/10/03 Atomic Safely and Liconsrng Board Panef 6pp 46997 346 
46997.351. 

8510060105 NRG Staff response to Joint (ntorvenors motron to admit exorcise conten 
iron orjn alternalfvo.to reopen record * Joint Interveners 860916 raotion should be 
(fonied Cerfjffcata of Svc end 

BERRY.G A. Assistant General Counsel for Hearings #488 7213 QB/ 10/03 Atomic 
Safety and Licensing Board Panel 12pp 46997 295 4G997 308 

88190601 16 NRC Slaff response to applicant molfon for summary disposition of New 
Ergfand Coalition on Nirclear Pollution Contention I B 2 (RG 68 coaxial cabro).* Appll' 
cant 660909 motiort should be granted Certificate of 5vo end 
BERRY.GA Assistant General Counsel lor Hearings #48B 7214 88/10/03 Atomic 
Safety and Licensing Board Panef tepp, 46997 253-469B7 287 

-8810060126 Affidavit of H Walker & AS Gill ' Discusses why applicant 880909 motion 
for summaru disposition of remanded New England Coalition on Nuclear Pollution 
Contenllon I B 2 should be granted Certificate of Svc end 

WALKER, H Plant Systems Branch GILL, AS Electrical Systems Branch 88/10/03 
19pp, 46997 269^46997 287 

88 101 BO0 19 New England Coefition on Nucteer Pollution (NECNP) opposition to apal> 
cant motion for summary disposition of NECNP Contention J B 2 * Applicant motion 
should be denied. Supporting documonlalfon & Svc list and 
C URBAN, D New Enoland Coaliljon on Nuclear Pollution CURRAN.D Harmon & 
Wolss. #408 7217 68/10/93 Atomic Safety and Licensing Board Panel 19pp 
47104 141*47104 159 

9810160143 Applicant answer (o request to file reply of Commonwealth of MA atty gen* 
eral fo applicant answer to motion to amend bases filed by Commonwealth of MA atty 

a one/ar ro siren contentions Certificate of Svc end 

||GNAN,T,G Public Sorvico Co of New Hampshire DIQNAN.TG Ropes & Gray 
#409 7230 80/10/03 Atomic Safely and Licensing Board Panel lOpp 47104,131- 
47104*140 ^ 

8810160028 Comm on weal I h of MA atty ^neral first request for production of docu 
monls lo ^pllcant to Soabrook plan for Commonwealth of MA communities * W/Cer- 
(ilicate of Svc Related corrospondenco 

PIERCE, A R Massachusolta. Commonwaalth of #498 7220 88/10/04 Public Serv* 
ice Co, of New Hampshire I7pp 47104 267-47104 2 S 3 . 

8610240192 Forwards NRC response to molfon of EA Thomas for leave to fife response 
to coflain proposed findings of fact & conclusions of law served on 880928 W/o 
end Related correspondence 

TURK,S B Assisianl General Counsel for Heanngs #4B8 7310 08/10/04, 
0ARSHAK,E J Sugarman & Associates Ip 47164 105 47164 195 

8810160168 Town of Nowbury first set of supplemental answers to applicant first set of 
fnlDrrog atones ro conic nil ons of Seabrook plan for Commonwealth of MA communi- 
ties ^ W/ Certiffcale of Svc Related correspondence 

MACHIROS,A Nowbury, MA #468 7241. 96/10/05 Public Seivice Co of New 
Harrpshiro. 4pp 47104,170 47104 173 

88101 802 19 Town of West Nowbury motion lor protective order * Town of West New- 
bury respoettuily moves that Board enters prolactrve order prohibiting NRC from ob- 
I a ini no certain discovery. 

WIZNER,JH Nowbury, MA #488 7235 88/10/05 Atomic Safety ar^d Licensing 
Board Panel Ip 47105 280 47105 299 

-6810100226 Town Of West Newbury artawers to NRC Staff first set of inlerrogalones & 
(list request for production of documents lo Towns of 
Amesbury, Nowbury, Salisbury .West Newbu/y & Mernmac S City cl Newburyport * W/ 
Cerlifrcale of Svc 

PULKKINEN.T.E Newbury, MA 66/19/05 NRC - No Detailed Affiliation Given 9pp 
47105 261-47l05,2e9 

8810240102 Discusses recipient 660928 fir re IransmiUal of Uxbanik studies (o all 
parties Apparent fear that Board will improperly rely on malls in rendering decision not 
shared by NRC Related correspondence 

TURK.SE Assistant General Counsel for Hearings #488 7312 88/10/05. 
TRAFlCONTE,J. Wassachusella, Commonwealth of Ip 47164 148-47164 148 

88101800B4 Order,* Advisee that time in which Commission may review ALAB 883 ex- 
tended uatil e8l007.Servad on 691006 

CHILKpS J Office of the Secretary of Ihe Coifimissfon #488 7225 88/lO/OS Com- 
missionora 1p. 47104 080 47104 060 

8810180177 Motion of Commonwealth of MA atty general,New England Coalition on 
Nuclear Pollution,Seacoasl Anli Pollution league & town oi Hampton (o extend lime 
wilhin which to reply to NRC Staff responses * Certificate of Svc end 
TRAFICONTE,J Massachusetts, Commonwealth of BROCK.MT Shames & McEa 
charn CURRAN.D Harmon, Curran & Tousley #468 7242 68/10/06 Atomic Safety 
and LiconsFng Board Panol 6pp 47104 174 47104 179 

8610180189 Notice of deposition * Extends invitatfon to attend & cross examine GR 
Gram deposition on B01O14 in Boston, MA W/ Certificate of Svc Related correspond- 
ence 

TFAFICONTE,J. Massachusetts, Commonwealth of #496 7243 06/10/06 5pp 
47104 160 47104 164, 

9810180206 Town of Amesbury first set of interrogatonca A request for production of 
documents lo applicants on Seabrook plan for ^mmonweafth of MA communities 
Certiffcata of Svc end Related correspondence. 

:,MT. Amesbury, MA BROCK.MT Shames & McEachorn #480 7245 68/10/ 
06 Public Service Co of New Hampshire. 14pp 47106 299 47105 312 

8910160214 Town of Amesbury interrogatories & request for production of documents 
to FEMA on Seabrook Plan for Commonwoaith of MA Communities (SPMC) * Certtfj- 
cate of Svc end Related correspondence 

BROCK.MT Amesbury, MA BROCK.MT Shames & McEachern #488 7246 68/10/ 
06 Federal Emergency Management Agency lipp 47105 269-47105 279 


8810180222 Town of Amesbury first set of Interrogatories & request for producUon of 
documents lo NRC on Seabrook Plan for Commonwealth of MA Communities * CaiLf 
icate of Svc end Related correspondence 

BROCK.MT Amesbury, MA BROCK.MT Shames & McEachern #488 7247 88/ tO/ 

06 NRC - No Detailed Affiiiation Given 9pp 47105*290 47105.298. 

9810200037 Motion of Commonwealth of MA ally general, New England Cofllitior: on 
Nuclear Pollution, Seacoast Anii'Pollutlon League & town of Hampton lo extend lima 
within which to reply to * Served on 881013 Granted for Board on 981013 
SMITH.iW Atomic Safety and Licensing Board Panel #488 7265 68/10/06 tp 
47131 099-47131 099 

8810240155 NRC Staff third set of interrogatories & request for production of docu- 
menta to towns of Amosbury.NowburVj Sallsbury,West Nowbury & Mammae S city of 
Newburyport * W/Cortificato of Svc Related correspondence 
BERGQUJST.SA Assistant General Counsef for Hearings #488 7309 60/10/06 
Amesbury, MA 20pp 47164 175-47164 194 

8810160090 Joint Intervenors motion for leave to Me reply to responses of applicant 6. 
staff to onsite exercise contention * Motion should bo granted on basis of complexity 
of Issues 

TRAFICONTE,J Massachusetts, Commonwealth of TRAFICONTE.J Hampton, NH 
TRAFJCONTE.J Seacoast Antf-Pollution League #480 7236 88/10/07 Alomoc 
Safety and Licensing Board Panef 3pp 47104 094-47104 123 

-8810180100 Joint Intervenors reply lo responses of applicant & NRC Staff to onsila 
exercise contention * Exercise contention should be admitted for adjudicelfon & oral 
argument on matter requested W/Certificate of Svc 

TRAFICONTE,J , TRAFICONTE.J Hampton. NH TRAFICONTE.J New England Coali- 
tion on Nuclear Pollution 88/10/07 Atomic Safety and Licensing Board Panel 27pp 
47104 097-47104 123 

8810180158 Order CLI-OB 08 * Commission vacates portion of ASLAP momorandum A 
order in ALAB-80a which holds that adequate sys for prompt notification in event of 
accident prequisito for authorizing low power operation served on 831 007 
CHIIK,SJ Office of the Secretary of the Commission #488 7230 89/10/07 3pp 
47105-218 47105 220 

8810180268 Applicant motion for summary disposition of Joint Contentions 44A & 44B * 
End memorandum in support of motion for summary disposition should be decided in 
applicant favor Statement of mail facts also end 

SMITH,JB Public Service Co of New Hampshire SMITH, JB Ropes A Gray #466 
7249 80/10/07. Atomic Safety and Licensing Board Panef Ip 47105341-47106 031, 

-8810180287 Applicant memorandum fn support of motion for summary disposition of 
Joint tntervenor Contentions 44 A & 44B * Summary disposition shoulcf be allowed on 
basis that no matl issues of fact or law exists Certificate of Svc end 
SMITH.J B. Public Service Co of New Hampshire SMITH, JB Ropes & Gray 88/10/ 

07 Atomic Safety and Licensing Board Panel 50pp 47105 342 47106 031 

8810200005 Commonwealth of MA ally general first sot of Interrogafones to appiicanl 
on Seabrook plan for Commonwealth of MA communities * Related corrospondenco 
TRAFfCONTE,J Massachusetts, Commonwealth of #488 7248 08/10/07. Public 
Service Co of New Hampshire 23pp 47131 022-47131 055 

-8810200007 Commonwealth of MA atty general supplemental responses to epplicanl 
first set of Interrogatorlesd Certificate of Svc enol Related correspondence 
TALBOT, P MassachuseUs, Commonwealth of 88/ 10/07 Public Service Co of Now 
Hampshire llpp 47131 045-47131 055 

8810180283 Order * Period In which Commission may review ALAB 899 exCenclod lo 
881027 Served on 081012 

CHflK.SJ Office of the Secretary of the Commission #480 7253 88/10/11 Com^ 
missloners Ip 47106 032 47106 032 

68 10200087 Motion of Seacoast Anti Pollution League for partial reconsideration of 
Board memorandum & order approving stipulation as to contentions among Joint Iri' 
lervonors, applicant & NRC Staff for Seabrook plan .* Svc list end. 

BACKUS, R A Seacoast Anil Pollution League. BACKUS, fl A Backus, Meyer & Sdo- 
mon #408 7270 8B/10/11 Atomic Safety and Licensing Board Panel 4pp 
47131 216 47131 210. 

6810200155 Applicant interrogatories & request for production of documents (o all Inter- 
venofs & participating local govts concerning Joint Intorvonor Contentions 1-26 * Cer- 
tificate of Svc end Related correspondence 

TflOUT.JP Pubfic Service Co of New Hampshire TROUT JP Ropes S Gray #489 
7276 66/10/11 Massachusetts, Commonwealth of 62pp. 47130 181-47130 242. 

8810200156 Forwards answer of Commonwealth of MA atty general In opposition lo ep- 
pticanl motion for summary disposition of amended contention on nolificallon 
sys.statQment of matl facts & affidavits of SA Jonas, NA Mason & TG Boutiane 
JONAS.SA Massachusetts, Commonwealth of #408 7269 88/10/11 Office of ihe 
Secretary of the Commission Ip 47130 243-47130 342 

-8910200162 Answer of Commonwealth of MA ally general in opposition lo applicant 
motion for summary disposition of amended contention on notification sys.* Motion 
should be denied 

JONAS.SA Massachusetts, Commonwealth of 68/10/11 Atomic Safety and Lfeens- 
mg Board Panel 28pp 47130 244-47130 271 

-8B10200171 Stalamenl of matl facts in dispute * Unexecuted SA Jonas affidavit & sup- 
porting documentation end 

JONAS.SA Massachusetts, Commonwealth of 88/10/11. 39pp 47130'272- 
47130 310 

-6610200166 Affidavit of NA Mason * Partially wilhheld affidavit re util vehicular aferl & 
notification sys for Commonwealth of MA 

MASON, N A Massachusetts, Commonwealih of 88/10/11 5pp 47130 311- 
47130315 

-6610200198 Affidavit Of TG Bouliane * Discusses public alert & notification sya & abili- 
ty to meet design ob(ectives,per NUREQ-0654 Supporting documentation & Cerlificalo 
of Svc end W/copynght mat), 

BOULIANEJG Massachuselts. Commonwealth of BOULIANE, T.G Cavanaugh Toed 
Associates, rnc 86/10/11 39pp 47130 316-47130 342 
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BAI 0240207 NBC Staff motion to compel answers to Intorrogatorfes & production of 
documents by town of Amesbury * Town should be compelled to provido proper & 
comolofe responses to NRG discovery request Certificate of Svc and, 

8ERGQUIST.S A. Assistant Gonoral Counsel for Hearings. ^488 7318. 80/10/11 
Atomic Safety and Licensing Board Panel 19pp. 47 164* 197-47 164 215, 


6810240011 Applicant second request for production of documenia to all Interveners 
participating focal govts concerning Jolnl Inlorvenar conlonlions ^ Certificate of Svc 
end Refatod correspondence 

SELLECK.KA Public Service Co of New Hampshire SELLECK.K A Ropes 8 Gray 
#488 7293 88/10/14 Massachusetts, Commonwealth of 6pp 47164 093 47164 096 


8010240232 NRC Staff response to applicant motions to compel answers to Interrogate 
nes & production of docirmenls by Seacost Anti-Polliitlan League & by 
Amesbury, Haverhill & Merrimac * Applicant motions should be granted W/Cerlificale 

tIfr'k.SE. Assistant General Counsel for Hearings. #488 7319 88/10/11 Atomic 
^fety and Licensing Board Panel 5pp. 47164 2 16-47 184 '220. 


6610240031 Forwards Page 6 to NRC motion to compel answers to Inter rogatories & 
production of documents by town of Ainesbury fifed on 88101 1 due to page not being 
pholocoplod as part of document 

bERGQUJST.SA Assistant General Counsel for Hearings #488 7298 88/10/14 
SMITH.IW, LIHENBERQER.G . HARBOUR.J. Atomic Safety drvd Licensing Board 
Panel 2pp 47164 114 47164 115 


63 ID 2000 12 Notice of appointment of allernato ASLD members.per 10CFR2 2721 ’ JH 
Frva, alternate chairman & JH Carpenter, technical member Served on 881013. 
LAZO.RM, Atomic Safety and Licensing Board Panel. #488 7260 80/10/12. 2pp, 
47131.056 47131.057 


3810206018 Notice of clarification* Cfanfies view of Commisalon amend to 
10CFR50 47,dtd 680923 & Commission 801007 order re CLI 80-00 Served on 881013 
LAZO.R.M. Atomic Safety and Licensing Board Panel #488 7261. 88/10/12 Ip. 
47131'058-47131.058 

8310200024 Memorandum 3 order (granting Commonwaallh of MA request to file 
replKdonWng Commonwealth of MA motion to amend) * Even if mollon lo amend 
bases of 880908 considered as motion.molion denied Served on 881013. 

WOLFE, S J., HARBOUR, J Atomic Safety and Licensing Board Panel #488 7262. 08/ 
10/12. Massachusetts. Commonwealth of 9pp 47131 059 47131.067. 

36 10300031 Forwards corrected Pago 7 lo Commonwealth of MA atty general supple- 
mental resfwnses to applicant first set of Inlerrogalorfes CerllTicale of Svc 
encIRelateacorrespondence 

TALBOT, P. Massachusetts, Commonwealth of #488 7274. 86/10/12. Docketing &. 
Services Branch. Ip 47131.O03-47131’O9O. 


-3310200121 Forwards corroded Pago 7 to Commonwealth of MA Atty Genera! supple- 
mental responses to applicant first sot of Inlofrogatories.W/Certlficale of Svc.Related 
cofTesponoence, 

TALBOT,P Massachusetts, Commonwealth of. 88/10/12 TURKS E Office of the 
Generaf Counsel. SMITH, l„ H ARBOUR. J Atomic Safety and Licensing Board Panel. 
7pp 47131-084-47131 -090. 

lint Intervenofs mollon for leave to file reply to re- 
onsito exorcise contention* Mollon should bo 
Certificate of Svo end. 

if Now Hampshire DIQNAN.T Q, Ropes & Gray, 
ety and Llconsing Board Panel. 9pp 47131-202- 

47131-219 


6810200050 Applicant response lo Jc 
Boonses to applicant & staff to 
denied Supporting documentation & 
DIQNAN.T G. Public Service Co. c 
#488 7277. 88/10/12. Atomic Sal 


3610240199 Forwards 880628-29 exercise rept for plant Issued by FEMA on 880901, per 
801012 request. W/o end. _ 

BERRY.GA. Assistant General Counsel for Hearings. #488 7317 89/10/12. 
W0LFE,S J Atomic Safely and Licensing Board Panel. Ip. 47164.196.47164.196. 


3610240242 NRC Staff mollon to compel answers to interrogatories & production of 
documents by Town of Newbury.* Town of Newbury should be compelled to provide 
proper & complete responses to dIscovory.CerlifIcate of Svc end. , 

BERGQUIST.S A. Assistant General Counsel for Hearings #488 7320 08/10/12. 
Atomfe Safety and Licensing Board Panel. 19pp. 47164*22b47104:239 

3310240270 NRC Staff motion to compel answers to Inlorrogatorlos & production of 
documents by Commonwealth of MA atty general, Essex County & executivo ofc of 
public safety.* Certificate of Svc end, 

TURKS E, BERGQUIST.S A. Assistant General Counsel for Hearings #468 7322, 
08/10/12, Atomic Safety and Licensing Board Panel, aipp, 47164:266-47164:286. 


6310240299 NRC Staff response to applicant motion for summary disposition of Com- 
monwealth of MA ally general amended contention on nolificatlon sys.* Motion should 
be granted 

BERHY,QA. Assistant General Counsel for Hearings, #468 7316. 60/10/12. Alomlo 
Safety and Licensing Board Panel, tipp. 47164.042-47164-072. 


-6310240303 Affidavit of DJ PerfOtlL* Addresses quesllon of whether mollon for sum- 
mary disposition of Commonwealth of MA atty general amended contention on notifi- 
cation sya filed by applicant on 660917 should be granted. 

PERROTTI,D.J, Emergency Preparedness Branch 68/10/12 14pp. 47164.053- 
47164.063. 


«3310240311 NRC Staff response to Jolnl fnlevenors mollon for leave to fife reply lo 
responses of applicant & staff to onsite exercise contention. Motion should be 
donied.W/Certlficale of Svo. 

BERRYAA. Aselslanl General Counsel for Hearings 88/10/12. Atomic Safely and 
Llcenslr^g Board Panel. 6pp. 47164.067-47164:072. 


6610240014 NRO Staff mollon to compel response by town of Merrimae to staff first aol 
of interrogatories & request for production of documenle or, In altornativo, mollon for 
issuance of subpoena.* Certificate of Svo end 

TURKS E., 0ERQQUIST,S.A. Assistant General Counsel for Hearings. #46 8 7295. 
88/10/13. Atomic Safety and Licensing Board Panel. 6pp. 471 04.099-471 64: 109. 


3010240263 NRC Staff motion 10 compel answers lo Interrogatories & produotlori of 
documents by town of West Newbury,* Town of West Newbury should be compelled 
to provide proper & complete responses lo discOvery.W/Certificato of Svo, 
aKQQUiST,S.A. Assistant General Counsel for Hoarings. #486 7321, 88/10/13 
Aiomlc Safety and Licensing Board Panel 16pp 47166'138-47166:163. 

8010240262 NRC Staff response to Iniervonora contentione on graded exerclso,* Pro- 
posed general exercise contentions should be admitted for litigation & proferreo con- 
tentions should be denied adml8Slon.Corllficato of Svc end. ^ ^ . 

CHAN,E.I., CLARKLB. Assistant General Counsel for Hoarings. #486 7323, 68/19/ 
13 Alomlo Safety and Licensing Board Panel 97pp. 47163:305 47164:041, 


6610200143 Forwards "Review A Evaluation of Seabrook Plan for Commonwealth of 
MA Communities," dtd Oct 1980 .Certificate of Svo end. 

FLYNN, H.J. Federal Emergency Management Agency, #488 7276, 86/10/14. DocKot* 
kig & Services Branch. 160pp. 47130.001-47130:160. 


8610270197 Applicant Interrogatories & request for production of documenls lo all Inlor- 
venors & participating local govts concerning Jolnl Intorver^or Co nton lions 6 & 27-63 * 
W/Certiiicato ol Svc.Relaloa correspondence 

TROUr,JP. Public Service Co of New Hampshire TROUT, JF Ropes & Gray #488 
7340,88/10/14 Massachusetts, Co mm on weal Ih of 96pp 47206 143 47206 238 

6310200025 Memorandum & order fro limited participation) * Town ol Salisbury may lili- 
gate ro specified content] on s & excused from partlcipaling in litigallon of other conten- 
tions for remainder of proceeding Served on 881017, 

SMITH, I.W. Atomic Safety and Licensing Board Panel #488 7264 86/10/17, Satis 
bury, MA 2pp 471 30' 34 3-47 130,344. 

3010200065 Order * Informs that period for Commission to review ALAB 692 & ALAB- 
805 extended to 0B1117 Served on 881017. 

BATES, A L Office ol the Secretary of the Commission #486 7260. 88/10/17 Com- 
missioners. Ip 47131,237-47131 '237 

8010200107 Memorandum & order (directing Haverhill & Merrimac to respond lo discov 
ery roquosls) * Requests response to applicant 660831 first sat of interrogatories on 
or before 681025 Served on 80101 8. 

SMITH, I.W, Atomic Safety and Licensing Board Panel #488 7267, 88/10/17 Haver- 
hill, M A 3pp 47131-190-47131201 

6610240039 NRC Staff motion to compel answers to Inlerrogatorfes 8 production of 
documents by city of Newburypoii,* City should be compelleaTto respond to Interroga- 
torios duo lo Invalid foundation re burdensomeness Cerllflcate of Svc end 
BERGQUIST.S, A. Assistant General Counsel for Hearings #488 7300 66/10/17. 
Atomic Safely and Licensing Board Panol I3pp 47 164-1 17 47164,129. 

6610270362 Applicant response to motion of Seacoast Anil Pollulion League for partial 
reconsideration of Board memorandum & order approving stipuiallon as to contentlorrs 
among Joint Intorvonors, applicant & NRC Staff ^ W/ Certificate of Svc 
OlGNAN,T.Q Public Service Co. of New Ham pa hire. DIGNAN,T Q Ropes & Gray 
#408 7349. 08/10/17 Atomic Safety and Licensing Board Panel 7pp 47207 179 
47207:185 


8010290111 Memorandum & order (direcling Soacoosl Anil Pollution League lo respond 
lo discovery request^.* Served on 061018 

SMITH,I.W, Atomic Safoty and Licensing Board Panel #480 7268 86/10/18 Sea- 
coast Anti Pollulion League. 4pp. 47131-220 47131 223. 

6010240068 Forwards FEMA review & evaluation of Seabrook plan for Commonwaallh 
of MA communllloB.W/o one). 

CHAN, El. Assistant General Counsel for Hearings #408 7302 86/10/18. 

SMITH, I.W., HAR80URJ., L1NENBERQER,Q Atomic Safely and Licensing Board 
Panel. Ip. 47164-135 47164 135. 

8010240075 Forwards FEMA review & evaluation of Seabrook plan for Commonwealth 
ol MA communities FEMA regards applicant means for providing prompt notification to 
EPZ rosidonta inadoquato.W/o end 

BERRY ,G A. Assistant General Counsol for Hearings #489 7303 86/10/18 
WOLFE, S.J., LUEBKE,EA„ HARBOUR,J Atomic Safoty and Ucensirvg Board Panel 
Ip. 47184:130 47164-136. 


8810248082 Forwards disc containing NRC response to Intervonors contentions on 
graded exorcise filed on 881013.W/O end. „ 

CHAN,E.L Asslslanl General Counsel for Hearings #480 7304 66/10/18. 

WHETSTINEiJ Atomic Safety and Licensing Board Panel Ip 47164:137-47104-137. 


8010270184 Commonwealth of MA ally general second eel of Inieffogatorlos to appli 
cant on Seabrook plan for Comnnonwoalfh of MA communltloB * Related correspond 
Price, 

FIERCE,A.n, Massachusells, Commonweallh of. #488 7329. 89/10/19 Public Serv- 
ice Co of New Hampshire. 29pp. 47206.091 47206,051. 


-6810270204 Commonwealth of MA ally general second request for production of doc- 
uments lo applicant re Seabrook plan for Commonweallh of MA communities Relal* 
od correspondence. 

FIERCE,AR. Massachusetts, Commonweallh of 68/10/19 Public Service Co of New 
Hampshire. 9pp. 47206,030-47206 038. 


•0810270212 Commonwealth of MA ally general first request for production documenls 
lo FEMA re Seabrook plan for Commonwealth of MA communities * W/notice of oep- 
osillon of H Donovan on 801109 6 Cerllficale of Svc,Related correspondence. 

TRAFI CONTE, J. Massachusetts, Commonweallh of 60/10/19. Federal Emergency 
Management Agency. 13pp. 47208.039 ‘47206 051. 


6810270218 Ack receipt of 661005 II r In response to author concern re Improper sub* 
mlssslon of coriain lochnfcal studies lo ASLB after record closed, NRC failure to state 
particulars re mlarepfesentellon baseless Related correspondence. 

TRAFI CONTE* J. Massachu sells, Commonweallh of #488 7325. 08/10/16. TURKS. 
Asalslanl General Counsel for Hearings 2pp, 47297 108 47297 107 


6810270248 Forwards plan,ln responso to Commission request In CLI 68 07 providing 
reasonable assurance that adaquato funds will be available for safe 
decommission lng.W/Carlifi cate of Svc 

BROWN.E.A. public Service Co. of New Hampshire. #400 7326. 89/10/20 
ZECH.LW., ROBERTS.T.M., CARR,KM. Commissioners. 160pp. 47207:273- 
47200 076. 
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881027021 1 Town of Hamplon & Now England Coafilion on Mucfear Pollution reply 1o 
rospo/i^os of Staff & appJrcanI lo fnten/enor contontFons on graded exercise ' uerlifi 
calo of Svc < 3 ref 

BROCK, M T Hampteni, NH BROCK, MT New England Coalifion on Nuclear PoNutlon 
BROCK, M T Shames S McEachern #<186 733^4 66/10/21 Atcrurc Safety arid Li- 
con sang Board Panel I5pp 47207 106 47207 122 

8810270229 Notice of appeal of Com mo n. wealth of MA ally goneral of ASLQ 861012 
order ‘ Cerlificato of Svc oncf 

JONAS.SA Massachusetts, Commonwe-allh of #488 7335 68/10/21 5pp. 

47207 093 47207 097 

8610270243 Informs fbal notice of appeal filed w/ Appeal Board r& ASLB 881012 order 
on alert & nolilicatiork sys Appeal hied as precaul ion a may be disposed of prior to 
wasteful briefing on merits 

JONAS.SA Massachusolis^ Commonwealth of #4QB 7336 B8/10/21 

ROSENTHAL, AS Atomic Safety and Licensing Board Panel 2pp 47207 076- 
47207077 

8610270263 Seabrook OL case offsite emergancy planning issues/ Forwards New Eng 
lard CoalJiron on Nuclear Pollution & town of Hampton reply to applicant & NRC re- 
ponses lo Intarvenor Contentions EX-2 & EX 3 

CURRAM.O Now England Coalillon on Nuclear Polfulion CURRANp Hampton, NH 
CLfRRAN.D Harmon, Curran & Tousloy #488 7350 88/10/21 SMITH,! W. 
HARBOUR.J, LINENBERGER.G Atomic Safety and Licensing Board Panel ip 
47207.025 47207 030 

*•8810270282 New England Coalition on Nuclear Pollution (NECNP) & town of Hampton 
(TOH) reply to applicant & NRC Staff responses to contentions TOH/NECNP eX-2 & 
TOH/ NECNP • Svc list onci 

CURRAN .D Hampton. NH CURRAN, D. Now England Coalition ori Nuclear Pollulion 
CURRAN.D Harmon, Curran & Tousley 83/10/21 Alomic Safety and Licensing 
Board Panel Spp 47207 026-47207 030 

8610260161 On appeal from order of Board Issued 880603/ Order should be 
affirmed Certiffcato of Svc end 

DIQNANJG Public Service Co, of New Hampshire OIGNAN.TG Ropes & Gray 
#486 7367 68/10/21 Atomic Safety and Lfconslng Appeal Panel 13pp 47225 202- 
47225 214 

8610270171 Applicant molJon for sanctions against Commonwealth of MA ally general 
TMASS AG ] for failure to comply w/Board protective order* Hecommenoa that 
Board dismiss Joint Intorvonors Contentions 45,55 & 58 Cerlificaie of Svc end 
SMITH, JB Public SewKie Co of How Hampshir© SMITH, JB Ropoe. & Gray #4B0 
7331 68/10/24 Aiomic Safety and Licensing Board Panel 21 pp 47206 070- 
47206090 

6610270277 R^ly of Commonwealth of MA atty goneral lo responses of NRC Staff & 
applicant to Commonwealth of MA ally ganoral exercise contentions * Ceriificale of 
Svo oncI, 

FIERCER R Massachusetts, Commonwealih of. #488 7359. 68/10/24. Atomfe Safety 
and Licensing Board Panel eapp 47207 201 47207.264 

8610270372 Commonwealih of MA ally general supplemonfal resportse lo NRC Staff 
first set of Interrogatones & first request for documents* Certificate of Svc 
end Related correspondence 

TALBOT, P Massachusotls, Commonwealih of #483 7350 86/10/24, Office of the 
General Counsel 1 4pp. 47206 23947206 252 

8810260160 Applicant response fo town of Amesburv first set of interrogatories to ap- 
plicant on Beabrook plan for Commonwealih of MA Communities/ Supporiing Into &. 
Certificate of -Svc onci Related correspondence, 

THOMAS,GS, SMITH, J B, Public SorNice Co. of New Hampshire SMITHJ B. Ropes 
& Gray #468 736S. 88/10/24. Amesbirry, MA. S7pp 47225 105 47225 161 

6010270254 Memorandum & order (rejecting motion by Seacoasl Anii- Pollution league 
for partial reconsideration of Board memomndum & order of 380930) Served on 
GBlfe 

HARBOUR, J., LINENBERGER.G. SMITH, I W Atomic Safety and Ucensing Board 
Panel #488 7344 88/10/26. Saacoast Anli-Pollullon Leaoue 7pp 47207'266 
47207 272 

8810270303 Order/ Requests that ally general of Commonwealth of MA, applicant & 
NRC provide Board w/views re ally general 331021 notice of appeal & accompanying 
ftr.ServedoA 881026 

SHOEMAKER.C J. Alomic Safety and Licensing Appeal Panel #488 7347 88/ 10/25. 
Office of the General Counsel 2pp 47207 197-47207:198. 

6616270354 Order (direcling addi briefing & affidavits) * By 881109, imorvenors shall fife 
affidavits In detail responding lo affidavits attached to applicant response of 880928 ^ 
file s^orling brief Served on 881025 

WOLFfc,S J Atomic Safety and Licensing Board Panel, #488 7346, 88/10/25 Office 
of the General Counsel 2pp 47207'186-47207'IB7, 

86101260107 Notice of appolnlmenl of adjudicatory employee * RS Wood of NRR ap 
pointed as Commission adjudicalory empfeyee.per 10CFR2.4 Interested persons out- 
side agency required to observe resmetions In communications.Served on 6B1026, 
CHILES J Office of the Secreiaiv of the Commission #468 7362. 80/10/25 2pp 
47225,267-47226 268 ^ 

8810260112 Town of Amesbury response & sup pi to NRC -Staff motion lo compel an- 
swers fo Interroflaforfes & production of documents by town of Amesbury * Motion 
should be danjea Certificate of Svc end 

BROCK,MT. Amesbury. MA BHOCK,MT. Shames & McEachern #488 7363 88/10/ 
25, Alomic Safety and Licensing Board Panel. 30pp 47225 237-47225,206 

6810260129 Town of Amesbury first supp! lo NRC Staff first set of Interrogatories & first 
request for productf-on of documents lo towns of Amesbury, Newbury, Salisbury, West 
Newbury & Mernmac & city of Newburyport/ Certificalo of Svc end 
LORDgVV Amesbury, MA #488 7364. 88/10/25. Offico of tho General Couosef Spp 
47225'229.47225 233 

6610286139 Soacoast Anil Pollulion League supple mental answer to applicant first set 
of Interrogalofies.per Board orders of 881 018 & 19/ Supporting documentation & Svc 
list encf Relaled correspondence, 

DOUGHTY J Seacoasl Anti Polfulion League #488 7377. 88/10/25 Public Seivice 
Co of New Hampshire 8pp 47225 216 47225223, 


8810260146 Requests that recipient adviso Board & author whether & to what oxte*nt 
ruling on NRC motion lo compel answers to interrogatories required, per NRC afl-lOH 
Ur Related correspondence 

BROCK,MT Amesbury, M A BROCK.MT Shaines 0 McEachern #488 7366 88H0/ 
25 TURK,S E Assistant Genera) Counsel for Hearings ip 47225 215 47225 215 

B610280167 Motion of Joint tnlervonora lo oxtend time within which to reply lo NPIC 
Staff third sot of Interrogatories & documoni requests * Extension unlil 8901 12 re- 
quested 

TRAFIC0NTE,J Massachusetts, Commonwealih of #408 7366 88/10/25 Atime 
Safety and Licensing Board Pane) 3pp 47225 174 47225/83 

--8810280173 Response of Commonwealih of MA atty general to NRC Staff third sat of 
inlerrrqgatories & request for production * Cerlificale of Svc end 
TRAFICONTE.J Massachusetts, Commonwealth of 08/10/25 Office of the Qonoiar 
Counsel 7pp 47225177-47225 183 

8810260105 Memorandum (discovery motions) * Clarifies procedural aspeds of motions 
for profective orders & motions to compel answers to interrogatories & production of 
documents, per 10CFR2 740(c) & (0 Served on 801027 

SMITH,IW Atomic Safely and Ufeensing Board Panel #488 7373. C8/1d/26 4pp 
47225,269 47225 272 

0810280166 Commonwealth of MA Ally General JM Shannon answers & responses to 
NflC Staff second set of Inlerrogator/es & second request for documents * Nolico of 
depositions & Certificate of Svc oncf Related correspondence, 

TALBOT,P Maasachusells, Commonwealth ot #480 7379 80/10/26 Olfico ol Ihfi 
General Counsel Gpp 47225 184 47225 192 

8610280176 Commonwealth of MA atty general motion for extension of dlscoveiy 
schedule ' Extension until 890112 requested In order to fully respond to massive 
covery requeate 

SNE/DER,CS Massachusetts, Commonwealih of #468 7380 88/10/26 Alomic 
'lately and Licensing Board Panel. 6pp 47225 1 62-47225 1 73 

-6810280178 Motion Of Commonwealth of MA atty genera) to extend time within which 
to respond to appJicani molfon for summary disposition of Joint Intarvenor Contom 
tions 44A & 44B * Extension until 881107 requested W/Cer1iflcaie of Svc 
TRAFICONTE.J Massachusetts, Commonwealth of 88/10/26 Atomic Safely and LI- 
censing Board Panel 6pp 47225 169 47225 173 

9610280116 Advises that NRC brief responding to New England Coalition on Nuclear 
Pollution appeal of Board B60800 memorandum & order must be filed no taler than 
881107.ASLAB deferring determination re hearing oral argument Served on 861027. 
SHOEMAKER, CJ Alomic Safety and Lfconslng Appeal Panel #488 7374 88/10/27. 
CURRAN.D New England Coalition on Nuclear Pollulion CURRAN.D. Harmon & 
Weiss, OIGNAN.TG Public Service Co. of New Hampshire 2pp 47225 235* 
472a6'236 


H. General correspondence 

6610210520 Comment opposing proposed rule 10CFRS0 re emergency planning A pro- 
paredness requirements for nuclear power plant fuel loading & initial low power oper 
ations 

GUSTAFERROiJ Affilfallon Not Assigned 88/06/06 Docketing & Services Branch 
Ip 47166 188>4716610^ 

8810260013 Final respons^ to FOIA request App A documents end & available In PDR 
GRIMSLEY.DH NRC - No Delalled Affillalion Given 08/09/20 MOKRZYCKI.M As- 
sociated Press. 3pp 47211 045-47211 060 

-8810260048 Requests Info re regulations governing min distance nuclear power plant 
can be built from existing residential dwelling 

DOWNS, R A Affiliation Not Assigned 68/06/10 Alomic Energy (Commission. Ip 
47211055 47211*055 

-8610260063 Ack recflfpl of 680618 Itr requesting fnfo re regulations governing min dis- 
tance between residence & nuclear power plant 

MORRIS, PA Atomic Energy Commission 66/07/16, DOWNS, R A Affilfallon Not As- 
signed. Spp 47211:057-4721 1 059 

-6810260124 Forwards Hr from S Fowler re concerns over possible consi of nuclear 
power plant In area of Seabrook.NH, Response requested. 

MCiNTYRE.TJ Senate 69/03/26 SEABORG.QX Atomic Energy Commission 2pp, 
47211 067-472f 1068 


I, Financial Information 


8010210518 Forwards US Bankruptcy Court order denying util notice of intention re par 
ticipafion In organlzallon & implemetation of New Hampshire Yankee Electric Corp Uui 
Intends to file for rehearing & provide court w/addj Info.W/Svc list. 

HARRISON.R J Public Service Co ot New Hampshire #488 7041 6B/09/09, Docu- 
ment Control Branch (Document Control Desk) 2epp. 47166,161 •47168‘ 185 

6810210527 Forwards supplemenlal response to Question 4 from NRC 880B11 request 
for addI info re financial coverage for cost of low power operation. 

HARRISON,R,J Public Service Co of New Hampshire #468 7059 88/09/13 Oocu* 
ment Control Branch (Document Control Desk) I2pp 47166 189-47166.200 

8B1 0180394 Provides third rapt on observaDona of util financial difficullres & Impact on 
licensing actions & plant activities Increase In site activities consistent w/ lnltlalior» el 
heatup activities 

NERSES.V Project Directorate 1-3 88/10/14. VARGA, S A Di>dslon of Reactor 
Projects - I/ll (Post 670411) Ip 47172.177-47172 177 


J. Insurance & Indemnity Information 

8810030239 Forwards enwron assessment A finding of no significant impact re tempo- 
rary exemption from schedufar requirements of property Insurance fufe 
10CFR50 54(w)(6)Ci),effecUVQ 801004. 

NERSES.V. Project Directorate 1-3, 80/09/28. OUFFETT,JC. Public Service Co of 
New Hampshire. 4pp, 47006,122-47008 120 
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■«8B10030241 Environ assessmont & finding of no significant re exemption from require- 
ments of iOCFflSO 54(w)(5)(i) re property insurance rule 
WESSMAN.RH Proiect Directorate I 3 00/09/20 4pp 47008 126-47008 1 20 

8810100162 Forwards temporary exemption from 1OCFR5O54(w)(5)0) re property Insur- 
ance rule until rulemaking formalized but no lator than 090401 
NERSES, V Project Directorate 13. 08/10/04 DUFFETT.JC Public Service Co of 
New Hampshire 4pp 47084,328 47004 335 

-8810100165 Temporary exemption from 10CFR60,54(w){6)(i) re Increase in ensile 
property damage Insurance until rulemaking finalized but no later than 890401 
VARGA.S A Project Diroctorata 1-2 00/10/04 Public Service Co of New Hampshire. 
4pp 47084 332-47004 335 


P, Ope/atlng license stage documents & correspondence 

8809120085 Qonaric Ltr 88 15 to all power reactor Itcensoos & applicants re oleclric 
power sys - inadequate control over design processes 

CRUTCHFIELD.D Associate Director for Projects {Post 070411) 88/09/12 Consoli- 
dated Edison Co. of New York, Inc 60pp 47001 •239-47001.300 

8810260006 FOIA request for records from 1060s & oarly 10703 that wilt shed light on 
uti decision to build nuclear power plant & location, 

MOKRZYCKIM Associated Press 00/09/19. RORINSON.L. NRC - No Detail od Affili- 
ation Given 5pp 47211 034-47211.044 

-8810260009 Forwards docket list for Seabrook Plant, specifying documents requested 
MOKRZVCKI.M Associated Proas OB/08/1 9. MCCOLLoCH.D NRC - No Dalailed Af- 
filiation Given 6pp 47211 ‘039 47211.044 

8810260913 Final response to FOIA request App A documenis end & availablo In PDR 
GRIMSLEY.D H NRC - No Detailed Affiliation Given 08/09/20, MOKRZYCKI^M As- 
sociaied Press 3pp 47211 045-47211.080 

-8610260015 Confirms 670606 meoting to discuss suitability ol several sites for const 
of 500 to 800 MWo nuclear fueled plant Agenda listed 

VANN, RE United Engineers & Constructors, Inc. (subs of Raytheon Co.) 67/05/10. 
MANN,M M Atomic Energy Commission Ip. 4721 1.040-4721 1,040. 


8809290342 Discusses achedufar impact of recent Commission order for decommission- 
ing Info NRC will conllnuG working w/schedulo discussed on 0BO922 In spile of T 
Murley request to postpono meeting scheduled for BB101 1 

NERSES.V Project Direclorate 13 88/09/23 VARGA.SA Division of Reactor 
ProjocIS - I/ll (Post 67041 1) 2pp 46992 241-46992 245 

6B 100300 10 Forwards changes to Rev 1 of (n service testing ol pumps & valves (o re 
solve NRC & EG&G concerns, per 671210 telcon Util position assuring sve water sys 
min design performance parameters below ref flow conditions also encT 
THOMAS, GS Public Service Co of New Hampshire 86/09/26 Document Control 
Branch CDocumenlConlrol Desk). 26pp 47014 003 4791 4' 105. 

6810040064 Forwards Amend 1 to License NPF 50 & safety evaluation Amend 
changes. Tech Spec solpolnls for pressudzer pressure, pressunzer water level & 
steam gen orator water level channels.result of replacing V^erllrak/Tobar transmitters 
NERS^.V Project Directorate 1-3 flB/09/27, DUFFETT.JC Public Series Co of 
New Hampshire Cpp 47038 001 4700B.030 

-8B10040C94 Amend 1 to License NPF 56.changlng Tech Spec selpoinls for pressunz- 
er press ure.prossurizar water feve) & steam generator water level channels as result 
of replacing Verllak/Tobar transmitters w/Rosemounl transmitters 
WESSMAN.RH Project Directorate J-3 86/09/27, 19pp 47038 009-47038027. 

-8810040123 Safety evaluation si^porting Amend 1 to License NPF-56 
* Office of Nijctear Reactor Regulation, Director (Post 670411) 66/09/27 3pp 
47038 028-47036.030 

8610030091 Submits second ropt on ebsorvations on plant finarvcial difficulties & Impact 
on licensing action & activ41os Site activilios increasing which indicates consistency 
w^lanl initlallon on 86001 & of heatup preparations 

NERSES, V. Project Direclorato 1-3 OB/09/26. VARGA.SA Division of Reactor 
Pfojecla - t/ll (PosI 87041 1) Ip 4700 B 076-47008 076 

8810050058 Generic Ltr 66-16 to all power reactor licensees & applicants re removal of 
cyclo-spociffc parameter limits from Tech ^ecs Sve list end 
CRUTCHFIELD.D Associate Director for Projects (Post 870411) 68/10/04 Consol! 
dated Edison Co. of Now York. Inc 49pp. 471 16 145 471 16 194. 


-6610260024 Expresses appreciation for 670606 meeting to discuss possible site for 
nuclear plant. 

PRIEST, E Public Service Co of Now Hampshire. 67/06/08. MORRIS, P A. Atomic 
Energy Commission Ip 47211 049-47211 040 

-46 10260928 Summary of 670606 meeting to prosoni Info re proposed reactor site &. 
obtain prollmlnary views of NRC on suitability of site 

NEWELL, J.F. Atomic Energy Commission 67/06/14. LEVINE, S Atomic Energy Com- 
mission 2pp 47211 050-4/211 '051 

-6810260030 Summarizes 670606 meoting to discuss site for const of nuclear power 

pREST.B Public Service Co of Now Hampshire 67/09/05. MORRIS,P.A. Atomic 
Energy Commission Ip 47211:052 47211 '052 

-8810260640 Responds to 670905 request for preliminary impressions of proposed re- 
actor silo Comments have not changod due to decision of now site. 

W()RRIS,P.A. Alomic Energy Commission 67/09/26 PRIEST, E Public Service Co, of 
New Hampshire. Ip 47211.053 47211.053 

-8810260044 Documents 670010 tofeon w/E Priesi on quosilon raised In 670005 Hr re 
populelion aspects of proposed reactor silo 

N^ELUJF Atomic Energy Commission. 67/09/28 MORRISiPA Alomic Energy 
Commission, Ip. 47211 054-47211.054 

.0810260059 Documents €00625 telcon w/RA Downs re announced nuclear planLNo 
regulations exist re area of concern & question should bo directed lo util 
CARLSON.R.T. Atomic Energy Commission 60/06/26 0‘REILLY,J.P Atomic Energy 
Commission Ip. 4721 1.056-4721 1 056. 

^8810260071 Summary of 600828 mooting w/ulll & Ebasco Svcs.Inc lo discuss present 
status & proposed schedule for nuclear power pfant 

HALE.CJ Atomic Energy Commission, 60/08/30 DOYD.RS Alomic Energy Com mfa 
Sion Ip 47211 060 47211.060 

-6610260077 Requests draft Army Corp of Engineers rept on occurrence & inlonally of 
hurricanos 

OSLICK.H, Ebasco Services, Inc (subs, of Enserch Corp). 66/09/12, MORRIS, PrA. 
Alomic Energy Commission Ip 47211 061 47211.061. 

-8810260114 Ads^sos that H OslicK Informed that draft Corp of Engineors rept on oc- 
currence & Intensity of hurricanes cannot be released 

MULLEfl.D.R. Atomic Energy Commission 66^9/20 BOYD,RS Atomic Energy 
Commission 4pp 47211 062-47211.065. 

-8810260117 Summary of 661126 meeting w/ulll to discuss proposed site of 2.660 
MWl PWR. 

HALE.CJ Alomic Energy Commission 60/12/02 BOYD.RS Alomic Energy Commis- 
sion Ip 47211’066*4721T066 

-6810260131 Forwards comments on Air Resources Environ Lab.ESSA review of pro 
Umlnary BAR 

SHAW.M Atomic Energy Commission. 69/05/19 MORRIS,PA. Alomic Energy Com- 
mission, 9pp, 47211.069*47211.071 

-8810260134 Forwards preliminary rept re application to consiruci PWR designalod as 
Seabrook Nuclear Stalfon Unit 1 

MORHIS.PA Atomic Eneray Commission 69/07/24 HANAUER.S.H. ACHS - Adviso 
ry Committee on Reactor Safeguards. 2pp 4721 1,072-4721 1'073 

-8810260140 "Rept to ACRS Seabrook Nuclear Station Unit 1 " 

* Alomic Energy Commission 69/07/23 6pp 47211.074-47211 079 

-8810260 ISO Forwards list of commonis & questions from review of prehminary 
SAR.Vol8 1.2 & 3 

SHARPE, H,L John A. Blume & Associates, Engineers (subs, of URS Corp). 60/09/ 
09 MORRtSp. Atomic Energy Commission 9pp 4721 1.000-47211 '088. 


8B1013O264 Discusses Commission, affirmall on/discussion & vote in RockvHfe.MD re 
approval of order requiring applicants to provide documentation of plan providing rea- 
sonable assurance that adequate funding for decommissioning available 
CHILK.S J Office of Iho Socrolaiy ol the Commission 88/10/06 Office of the Secre- 
tary of the Commission 2pp. 47155'052 47155 953. 

8810170647 Advises that util will submit updated FSAR within 24 months of issuance of 
low power OL,por lOCFRSO 71 

THOMAS, G S Public Service Co. of New Hampshire 80/10/06 Document Control 
Branch (Document Control Desk) 2pp 47168 220 47160.227 

6810190126 Forwards marked up pages as corrections to draft Tech Specs for low 
power license issued on 880822 

tHOMAS.GS Public Service Co of New Hampshire. 88/10/14. Document Conirol 
Branch (Document (Control Desk) 4pp 47191,290-47191 324 

-6810100126 Marked up proposed Tech Specs re reactor trip ays instrumer>tation tnp 
setpoints, ESP AS inatrumonlalfon trip sotpoints 8i seismic monitoring Instrumentation 
Burvelllaace requiroments. 

* Public Sorvico Co of Now Hampshire 66/10/14 26pp 47191,300-47191,324. 


0 . Inspecllon reports, IE Bulletins A correspondence 


8809010337 NRC fnfo Notice 00 073, "Dirocl ion- Dependent Leak Characteristics of 
Containment Purge Vaivos." Sve list onci 

ROSSI, C.E Division of Operational Events Assessment (Post 070411). 68/09/08 
Consolidated Edison Co. of New York, Inc 1 10pp, 46956 058 4 6958 177 

8809150006 NRG Info Notice 80 077, ‘'Inadvertent Reactor Vessel Overfill " Sve list 
or)cL 

ROSSI, CE Division of Operallonal Events Assessment (PosI B70411). 08/09/22 
Consolidated Edison Co or New York, Inc. Uipp, 47114’291 47115.042. 


8809190047 NRC Info Notice 08 078, "Implemenlaiion of Revised NRC-Ad min [stored 
Requaljfication Exams." Sve Nsl end 

ROSSLC.E Division ol Opefalional Events Assessment (PosI 870411) 88/09/22 
Consol Idalod Edison (Je. of Now York, Inc 1 1 9pp, 471 1 5 043 47 1 1 6 046. 


0809230092 SuppI 1 to NRC info Notice 68 069, "Movable Contact Finger Binding in 
HFA Relays Mfa by GE " Sve list end 

ROSSI.CE. Division of Operallonal Events Assessment (PosI 870411). 8B/09/29 
ConBOlidated Edison Co of New York. Inc 1 17pp, 47115.163 471 15 281 


6810060363 Responda to NRC Bullolln 80 008 re thermal stresses in piping connected 
lo RC3 Seven piping sections unisolable from RCS identified to be potentrally auscep 
jible to previously unanalyzod Iheimal stress. 

THOMAS.GS. Public Service Co of New Hampshire 88/09/30 Document Control 
Branch (Oewument Control Desk). 4pp. 47071.204-47071:207 


6610180019 New England Cealillon on Nuclear Pollution (NECNP) epposilion to appli 
cant motion for summary disposition of NECNP Contention iB2.* Applicant motion 
should be denied Supporting documentelfon &. 5vc list enci 

CURRAN.D. New England Coalition on Nuclear Pollulion CUR RAN, O Harmon & 
Weiss Jlf408 7217, 80/10/03. Atomic Safely and Licensing Board Panel 19pp 
47104:141-47164.1611, 


6610120346 Responda lo 080 B1 6 llr to President Reagan re substandard piping 
fixtures, unqualified Inspector concern & ihofoughneas of licensee Insp to deterniln0 
counlerfelt^lls. NRC Issued NRC Bulletin 68-005 concerning problem 
MURLEYje Office of Nuclear Reaclor Regulation. Director (Post 070411) 88/10/ 
04. COMLEY.S.B Wo The People ol The United Slates (We The People, fnc). 13pp 
47134 279-47135:001 
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-8010120349 Rssponcfs to OSOfll /tr to DOJ & Q80601 CsIcoD f& concerns related to 
conduct Oft Insps by unqualitfcd aulhon^ed nuclear inspector & to deliberate attempt 
by ANI Insurance Co- to conceal discovery Addl followup activities planned 
IHAV£RKAWP,OFl Region 1. Ofc of tha Drreotor 0B/O6/O3 CROMLEY.S B. Affiliation 
Not Assigned 2pp 47134 352-47134 353 

--8810150351 Forwards 8B05t7 memo from J Gutierrez to W Kana ro allegations of 
wrongdoing.per 800601 request 

GUTERRKJM Region 1. Ole of tbe Director BB/06/07 CROMLEY.SB Affirialion 
Not Assigned Ip 47134 354-47134-359 

-8810120354 Discusses aPlefifllions of wrongdoing at plant per 880301 C Wtlite momo 
io WF Ksrte & 8305f1 Inquiry from SB Comlay, al lager Concern Involves no contact 
from Region I since Jen 1968 Comtoy contact w/DOJ 

QUTIERREZ.JM Region 1. Ofc of the Director 8B/05717 KANB.WF Regfon 1. Ofc 
of the Director. Ip 47134-356 47134 355 

-8810120350 Forwards 880111 Hr from SB Comkey to L Lippe of DOJ re aPlegatcons 
involving maps conducted by unqualifted Inspoctor &. attempt to conceal discovery 
VYHIT6.CW Region f, Ofc o1 the Director. 88/03/01 KANE.WF, Region 1, c5fc ot 
tfio Director. 4pp 47134 356 47134 359 

-8810120360 Forwards 880111 Hr from SB Comley alleging wrongdoing at plant lor 
review & appropriate action 

GILQERT.EC Redon 1. Ofc of the Director 88/02/04 WHITE.CW Region t. Ofc of 
(ha Direclor. 1p 47134 360 47135 001 

-8810120363 Fonvards SB Corrley 880111 Hr re allogalion of wrong-doing for appropri- 
ate inveslrgatlon 

LIPPE,L,5HIME,RS Jusltco, Depi of 88/61/1 1. HUTCHINSON.W Office ot Invasti- 
galions ip 47135 001-47135.001 

8810120352 Forwards Safety fnsp Repl 50-443/68 10 on 880706 0921 & notice of 
violation Violation re failure to ropt diesel generator failures addressed (n 886722 
Hr No further response required 

WIGQINS.J.T Region 1. Ofc of the Director 86/10/06 DUFFETT.JC Public Service 
Co of New Hampshire 7pp 47120 025 47120098 

-BB1012035S Notice of violation from insp on 8B0706 0906 Violation noted on 
8 80224, start failura occurred on Train B emergency diesel generator which vras not 
repOfled to NRC unlil BB0722 

* Region 1. Ofc of the Director 88/10/06 Ip 47120 032-47120 032 

-8810120361 fnsp Repi S0-443/6B-10 on 6 80706-0906 Violations noted Major areas 
inspeclod actions on previous fnsp finding s,NRC bulletins & Info notices, operational 
samw^otcntial ROs & operational events & maint & aurvelllance activities 
HAVERKAMP.DR Region 1. Ofc of the Direclor. 88/09/26 66pp 47120 033- 
47120 098 

6B1 003026 6 NRC Info Notice 86 000, "Unexpected Piping Movement Aftributod to Ther- 
mal Siratiffcallon " Sve list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/10/07 
Consolidated Edison Co oi New York, Inc 223pp 471 1 5 262 47115 285 

8810040066 NRC Info Notice 66 061, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betls Nylon Wire Caps During Environ Quatiftcslion Tasting ’* Sve list end 
ROSSI.CE Division of Operational Events Assessment (Post 870411) 88/10/07 
Consolidalfld Edison Co, of New York, fnc 119pp 47116 026-471 16'144 

80 101 901 IS Forwards "SupplemenlarY Tost Program Descnplion A Results of Chemical 
Analysis,'* in response (o NRC Bullelln 86 005 Onlu fimiied number of blind flanges 
idenlifred as substrenglh. 

FEIGENBAUW.T C Public Service Co of New Hampshire. 88/10/14 Document Con- 
trol Branch (Documanl Control Desk). 23pp 47202 163 47202 188 

6610210278 Forwards Safety Insp Rept 50-44 3/68-11 on 880829 £>902 No violations 
rioted 

DURR.JP Region 1, Ofc of the Director 86/10/14 HARRISON.R J. Public Service 
Co of Naw Hampshire 2pp 47231 082-47231 090 

-6610210292 Insp Rept 50 443/88-11 on 080829-0902 No violations noted Major 
areas Inspected procedures & records re mods, engineering & overall technical 
support Unresolved item ra control & completion of designated mod work noted 
WOY.DT, PRIVIDV.LJ,, EAPEN,P K Rageon 1, Ofc of the Director 88/10/03 7pp 
47231.084-47231 090 

0810130161 NRC fnfo Notice 88 0B3, ‘Inadequate Testmg of Relay Contacts in Safety- 
Related Logic Sys.'* Sve lisl end 

ROSSI, C.E Division of Operational Events Assessment (Post 870411) 68/10/10 
Consolidated Edison Co of New York, inc t19pp 47198 239 47196 357 


R. Periodic operating reports & relatecf correspondence 

0810120342 Monthly operating repl for Sept 1968 for Seabrook Station Unit 1 W/ 
881006 lU- 

NARDONE.O , THOMAS.G S Public Service Co. of New Hampshire. 88/09/30 7pp 
47l1i3Q69 47113 095 


S. Reportalble occurrences, LERa A related correspondence 

8809300097 LER 88 005 00 on 680625, supply breaker from MCCE515 to emergency 
feedwater pump turbine tachometer not Identified as requiring surveillance teslpng,per 
T ech Spec 3 B 4 2,Mods conipieled restoring devices to operable status W/880923 Itr 
BELANGER, R , THOMAS,G S Public Sarvree Co of New Hampshire 88/09/23 3pp 
470OS 210 47001 212 

8610240335 Final Defictencly Repl GDR 84-00-13 re portions of control circuits not con- 
sederad when evaluating total circuit lenalh for voltage drop calculations fniliaily report 
ad on 840830 Independent review connrms corrective actions completed. 
THOMAS,GS Public Service Co of New Hampshire 88/10/14 Document Control 
Brar>ch (Document Control Desk) 2pp 47255 142-47256 143 


U. Congressfonal/ExocuHve Correspondence 

6810030204 Responds to 800909 Jtr to Chairman 2ech ro concern over adequacy of 
facility evacuation plan NRC determination of adequacy of facility offsite plans A pre- 

g arodnoss will Include review of FEMA fmeJinos & graded exercise 
TELLO.V Ofc of (he Executive Director for Operations 88/09/19. MAVROULESti 
House of Rep 3pp 47007 143-47007 145 

8810030046 Responds to 880909 Ur re concern over adequacy of evacuation plan pre- 
pared by util for plant Public hearing will bo held to adjudicate admitted conlontiotis 
raised by parties to litigation re plant graded exorcise 

STELLO.V Ofc of the Executive Director for Operations 88/09/28 MAVROl/LES.N 
House of Rap 5pp 47010 260-47010 273 

-881003004B Urges Commission to give sorious A thorough consideration to adoquaev 
of evacuation plan for plant 

MAVROULES.N House of Rep 80/09/09 ZECH,LW Commission ore Ip 
47010 279 47010 273 


V, Operator Examinations 

8000170160 Generic Lir 08-13 Io all power reactor Ijconseea A applicants for OL roop 
eratOT Itcenslng exams Sve list end 

MIRAGLIA.FJ Associate Director for Projects (Post B7041 1) 80/08/08 Consolidaled 
Edison Co of New York, Inc 66pp 46950 001 46968 057 


DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2 


A. Appllcatton/construclion stage documente A correspondence 

8809120065 Generic Lir 88-15 to all power reactor licensees A applicants ra eteciric 
power sys - iaadaquato cohbot over daslon processes 

CRUTCHFIELD, D Associate Director for Projects (Post 870411) 88/09/12. Co^sotl- 
dated Edison Co of New York, Inc 60pp 47001 239 47001 300 

8B10260006 FOfA request for records from 1960s A early 1970s that will shed light on 
util decision to build nuclear power plant A location 

MOKBZYCKI.M Associated Press 88/00/19 ROBINSON, L NRC - No Dotalled Alfiii- 
allon Given 5pp. 47211 034-47211 044 

-8610280009 Forwards docket list for Seabrook Pi ant, specifying documenls requested 
MOKR2YCKLM Assoc/aied Press 88/08/19 MCCOLLOCH.D NRC - No Detaifed Af 
fillalion Given 6pp 4721 1 039 4721 1 044 

6810260013 Final response to FOIA request App A documents end A available In FOR 
GRIM3LEY.OH NRC - No Detailed Affifiatlon Given 08/09/20 MOKHZVCKI,M As- 
sociated Press 3pp 47211 045 47211 088 

-6610260015 Confirms 670606 meeting to discuss suitability of several sites for coi>sl 
of 500 to 800 MWe nuclear fueled plant Agenda listed 

VANN, HE United Engineers A Constructors, fnc (subs of Raytheon Co) 67/05/19. 
MANN, MM Atomic Energy Commission 1p 47211 049-47211.048 

-68 10200024 Expresses appreciation for 670606 meeting to discuss possible slle for 
nuclear plant 

PRIEST.E Public Service Co of New Hampshire 67/06/08 MORRIS.PA Alomlc 
Energy Commission Ip 47211 049 47211 049 

-8810260028 Summary of 670606 meeting to presanl fnfo re proposed reactor silo A 
obtain preliminary views of NRC on suitability of site 

NEWELL, JF Atomic Energy Commission 67/08/14 LEVINE, S Atomic Energy Com 
mission 2pp 4721 1 050 4721 1 051 

-8B 10280030 Summarrzes 670606 meeting to discuss site for const of nuclear power 
plant 

PHfEST,E. Public Service Co of New Hampshire 07/00/05 MORRfS,P.A Alomks 
Energy Commission Ip 47211 052-47211 052 

-8810260040 Responds to 670905 request tor preliminary impressions oJ proposed re 
actor site Comments have not changed due to decision of new site 
MORRIS,? A Atomic Energy Commission 67/09/28. PRIEST ,E Public Service Co ot 
New Hampshire Ip 47211 053-47211 053 

-6810260044 Documents 670919 telcon w/E Priest on question raised in 670005 ttr re 
p(«>uIalion aspects of proposed reacior site 

NEWELL, JF Atomic Energy Commission 67/09/28 MORRIS.PA Atomic Energy 
Commission Ip 47211 054 47211 054, 

-6810280059 Documents 660625 telcon w/RA Downs re announced nuclear plant No 
regulations exist re area ot concern A question should be difocted to uW 
CARLSON,R T Atomic Energy Commission 08/06/26 O'REILLY, J P Atomic Energy 
Commission Ip 47211 056 4^7211 056 

-8810260071 Summary of 680828 meeting w/util A Ebasco Svcsjnc to discuss presoni 
status A proposed schedule for nuclear power plant 

HALE.CJ Atomic Energy Commission 68/06/30. BOYD, R S Atomic Energy Commis- 
sion Ip 47211 060-47211 060 

-8610260077 Requests draft Army Corp of Engineers rept on occurrence A Intensity of 
hurncartes 

OSLICK.H Ebasco Services, (nc (subs of Enserch Corp ) 68/09/12 MORRIS, P.A 
Atomic Energy Gomm^ssion tp 4721 1 061-4721 1 061 

-6610260114 Advises that H Oslick informed that draft Corp of Engineers rept on oc- 
currence A intensity of hurricanes cannot be released 

MULLER, OR Atomic Energy Commission 68/09/20 BOYD.R.S Atomic Energy 
Commission 4pp 4721 1 062 47211 065 

-8810260117 Summary of 681126 meeting w/util to discuss proposed siia of 2,660 
MWI PWR 

HALE.CJ Atomic Energy Commission 66/12/02 BOYD.R S Atomic Energy CommiS' 
SJOn Ip. 4721 1 066-47211 066 
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-8510260131 Fomards commsnls on Air Hesources Environ Lab.ESSA review Of pre> 

SHA??M Atomic Energy CommiBaion 69/05/10 MORRIS.PA Afomic Enoro/ Coni 
miasiorv 3pp 4721 1 069*47211 071 

6809290038 Reaffirms joint owners Intent to Irrevocably surrender CPPR-13a,per 
661203 & 16 lIrstJtJl has no intention of requesting extension of permit expiration 

... - 

THOMAS.GS Public Service Co of Now Hampshfro, 8B/09/22 Document Control 
Branch (Document Control DesK) 4pp 46992 195 46992 198 

8809290342 Discusses scheduler impact of recent Commission order for decommission 
(ng fnfo.NRC will continue working w/achedule discussed on 800922 in spile of T 
Murfey request to postpone meeting scheduled for 801011 

NERSE5,V. Project Directorate 1*3 88/09/23 VARGA, S A Division of Reactor 
Projecis I/ll (Post 070411) 2pp 46992-241*46992 245 

8510030091 Submits second rept on observations on plant financial difficulties & Impact 
on licensfng action & activities Site activities increasing which indicates consistency 
w/p?anl Inil ration on 880910 of heatup preparations 

NERSES. V. Project Directorate 13 08/09/20 VARGA, S A, Division of Reactor 
Projects - l/ll (Post 070411) Ip 47008 076 47008 076 

8610050056 Generic Ur 00-16 to all power reactor licensees & applicants re romoval of 
cycle specific parameter limits from Tech ^ecs Svc list end 
CRUTCHFIEl.D,D Associate Director for Projects (Post 870411). 08/10/04. Consoli 
dated Edison Co of New York, Inc 40pp. 47116 146 47116 194 

6810170047 Advises that util will submit updated FSAR within 24 months of leauance of 
tow power OL.por 10CFR50 71 

THOMAS.GS, Public Service Co of New Hampshire 60/10/06 Document Control 
Branch (Document Control Desk) 2pp 47168 226 47160 227 


F. Security, medical, emergency & fire protection plana 


8809260111 Forwards FEMA rept of exocrcise of ofisito response plans & preparedness 
on 680620 29 

NERSES.V Project DIroctorale (-3. 00/09/16 HARRISON.RJ Public Service Co. of 
New Hampahire. 3pp 46978-337-46980 050 

•'8809140394 Forwards exercise ropt to 860628 29 joint exercise of offsite radiological 
emergency preparedness plans for plant Draft Itr to RJ Harrision.Publlc Svc Co of Now 
Hemps hire, end 

KRlMM,flW, Federal Emergency Management Agency 88/09/02. CONGEL,F.J. Dlvi- 
8 ton of Radiation Protection & Emergency Preparedness (Post 070411) 2pp. 
46978 340 46978.341. 


-86092601 14 "Exercise of Offsite Response Plans & Preparedness " 

* Federal Emergency Management Agency 80/09/01 370pp. 47167 047*47168.117 

BB10270241 Applicant response to lalo-fifed sirens contentions of Commonwealth of MA 
alty general concerning discomfort & siren oscillation * Supporting documontallon & 
Ctorificate of Svc end 

TROUTJP Public Service Co. of Now Hampshire. #480 7367. 80/00/10 Atomic 
Safety and Licensing Board Pane) 16pp. 47207 070*47207:092 

6810030164 Applicant motion to compel answers to Interrogatories 4 production of doc- 
uments t>y Amosbury, Haverhill & Morrimac,* Objections toi answer Interrogatorios 2 
throoglii 6 & 6(a},(b}, (d),(e) groundless W/ro!ated Info 6 Certificate of Svc 
TRODtJp Public Service Co. of New Hampshire #400 7166 80/09/26. Atomic 
Safety and Licensing Board Panel 27pp, 46955.190-46956'216. 

8$f 1)070 192 Forwards responses to Issues Identified In FEMA 800901 exorcise ropl of 
eifsfte emergency organization Provides listing of activllles planned to rosolvo Issues 
kJendlied In rept & Intended completion schedule 

THOMAS.Q.S. Public Service Co. of New Hampshire 00/10/04, Document Conlrol 
Branch (Oocument Control Desk) 10pp. 47076 210 47076.219 

8810189263 Applicant motion for summary disposition of Joint Contentions 44A & 44B.* 
End momorandum in support of motion for summary disposition should be dacicfod In 
applicant favor.Statement of mail facts also end, 

SMITH, J B. Public Service Co of New Hampshire #468 7249 68/10/07. Atomic 
Safety end Licensing Board Panel ip 47105.341-47106-031 

-8810160267 Applicant momorandum In suf^ort of motion for summary disposition of 
Join! Intorvonor Contentions 44 A & 44B * summary disposition shoulo be allowed on 
basis that no matt Issues of fact or law oxisis Certificate of Svc end 
SMITH. J B. Public Service Co. of New HanwshlfO. 00/10/07. Atomic Safety ond LI 
censing Board Panel. 60pp 47105.342-47100-031. 

8810170340 Advises that info identified In Ends 2 & 3 of end 861006 Hr Is portion of 
SeabrooK Plan for Commonwealth of MA Communities provided to NRC by ulil &. 
should be oxompl from public disclosuro.por 10CFR2.790 

NERSES, V. Project Directorate 1-3. 00/10/11, KRIMM.R.W. Federal Emergency Man- 
agement Agency Ip 47223. 302-47223:309. 

-8810260413 Provides response to request for addi Info re Seabrook Plan for Common- 
wealth of MA Communities & vehicular alert & notification sys Ends 2 & 3 contain pro- 
prietaiy Info & withheld (ref 10DFR2.790) 

THOMAS, Q.S Public Service Co of New Hampshire 88/10/06. Document Control 
Branch (Document Control Desk). 7pp. 47223.303-47223-309 

8310200168 Forwards answer of Commonwealth of MA atty general In opposition to ap- 
plicant motion for summary disposition of amended contention on notification 
sy3,fi1ateinent cl mall facts & affidavits of SA Jona3.NA Mason & TG Boulfane. 
JONAS,SA Massachusetts, Commonwealth of. #480 7269 00/10/11 Office of the 
Secretary of the Commission Ip. 47130:243-47130.342. 

-8310200171 Statement of mail facts In dispute.* Unexecuted SA Jonas affidavit & aup- 
porllngdocumentationencl. 

JONAS.SA. Massachusetts. Commonwealih of 08/10/11. 39pp, 47130;272* 
47130 310 


-3310200198 Affidavit of TG Boullane * Discusses public alert & notlflcallon sya & abili- 
ty to moot design objectives, per NUREQ-0654.Supporting documentation & Certificate 
of Svc and .W/ copyright mall 

BOULIANEgTQ, Massachusetts, Commonweafth of 00/10/11. 30pp 47130:316- 
47130-342. 


8810200050 Applicant response to Joint Inlatvenors motion for leave to file reply to re 
sponsea to applicant & staff to onsite exercise contention/ Motion should be 
denied Si^porting documentation A Ce^1^ilcale of Svc end 

DIGNAN.lG PudUc Service Co of New Hampshire. #408 7277 88/10/12 Atomic 
Safety and Licensing Board Panel Opp 47131‘202-47 131:210 

6810190405 Foiwarda "Review & Evaluallon of Seabrook Plan for Commonwealih of 
MA Communities ” NRC will be provided w/ consolidated finding on offsite plans for 
entire EPZ on 881118 

KRIMM.RW Federal Emergency Management Agency. 80/10/14 CON GEL, FJ Divi- 
sion of Radiation Prolaction & Emergency Preparedness (Post 870411) ip 
47201.185-47201 350. 

-8810190406 "Review & Evaluation of Seabrook Plan for Commonwealth of MA Com- 
munllloa " 

* Federal Emergency Management Agency 80/10/31 I73pp 47201.106*47201 350 

8810200143 Forwards "Review & Evaluallon of Seabrook Plan for Commonwealth of 
MA Communilies," dtd Ocl lesa.Certificate of Svc end. 

FLYNN, H.J Federal Emergency Management Agency #468 7270 88/10/14. Docket- 
ing & Services Branch laopp 471 30 (To 1-47 13 0:1 60 

B81 0270171 Applicant motion for sanctions against Commonwealth of MA atty general 
(“'MASS AG") for failure to comply w/Board protective order * Recommends that 
Board dismiss Joint Jntervenors Conlontions 45,65 & BO.Corlificate of Svc end. 

SMITH. J 8. Public Service Co. of Now Hampshire, #489 7331, 88/10/24. Atomic 
Safety and Licensing Board Pane) 2tpp 47206070 47206090 

9810280190 Applicant response to town of Amesbury first set of interrogatories .to ap 
pileant on Seabrook plan for Commonweafth of MA Comniunities.^ Supporting Into & 
Ceriificato of Svc onclRelatod correspondence 

THOMAS.GS Public Service Co of Naw Hampahira #408 7369 08/10/24 Amos* 
bury, MA. 57pp 47226:105*47225 161 

0B1 0280 139 Soacoast Anti-Pollution League supplemental answer to applicant first set 
of Interrogatories, per Board orders of 661018 & 19 * Supporting documentation & Svo 
list and Related correspondence. 

DOUQHTYJ. Saacoast Anti Pollutlors League #468 7377 68/10/26. Public Service 
Co. of New Hampshire. 6pp. 47225:216 47225-223. 


Q. Adjudicatory eor/aipohdence 


6810030041 Forwards AUachmo jit 0 to SN Caruso 06091 7 aflida>^L 
TROUT.JP. Rubric Service Co. of Naw Hampshire TROUTiJ P Ropas & Gray. #408 
7135 80/08/10. Docketing A Services Broncli. 2pp 46S5 4 -239-46054 -240 

8810030086 Certifies svc of notica of appearance A motion to admit exarcisa 
contention, or in alternative, to reopen record on 880916 

TRAFICONTE,J. Massachusetts, Commonwealth o-f. #408 7138 88/09/19 4pp, 
46955:061 *4 6956-054. 

6810030168 Gortifles svo of Inlervenora motion to parmlt response to applicant reply 
ftodings on 800916. 

SNEI0ER,CA. Massachusatls, Commonwealih of #4B0 7140 66/09/19 4pp 
46965.230-46055:241. 

6810270241 Applicant response to lale-filed sirens conlanlions of Commonwealih of MA 
ally general concerning discomfort A siren oscillation * Supporting documentation & 
Coflmcato o1 Svc end. 

TROUT. J P, Publfo Service Co. of New Hampahire. TROUT J.P. Ropes A Gray. #468 
7357. 60/09/10 Atomic Safety and Licensing Board Panel. 15pp. 47207:078- 
47207-092 


BB10030035 Now England Coalition on Nuclear Pollution & town of Hampton conten- 
tions re 1060 exercise of offsite plans A proparednasa tor plant emergency planning 
zone.* Svc list end, 

CURRAN. D. New England Coalition on Nuclear Pollution. CURRAN, D. Harmon A 
Welsa #408 7134. 60/09/21 Atomic Safety and Licensing Board Panel 9pp. 
4e954'230-46054 233 


8B10030139 Town Of Salisbury answers to interrogatorlas propounded by NRC Staff ' 
Certificate of Svo oncf Related correspond enca, 

graham, CP, Salisbury, MA GRAHAM, CP Murphy A Graham #468 7144. 00/09/ 
21. Office of the General Counsef. 10pp. 46955 095-46955.104, 


6B10030d76 NRC Staff response to motion by Commonwealth of MA atty general to 
amend bases w/reapecl lo sirens contention • Motion does not satisfy 
10CFR2.714W(1) requirements A should bo doniacl.W/Cer1ifIcalo of Svc. 
BERQQUIST.8.A, Assistant General Counsel for Hearings. #408 7179 86/09/22. 
Atomic Safety and Licensing Board Panel 11pp. 46985345 46965:355. 

8810030044 NRC Staff response to New England Coalition on Nuclear Pollution pelitlon 
for review of ALAB*e09.^ Patitfon should be denied on basis that request raises no 
significant safety Issues & Important quastlonsW/Certiflcete of Svo 
BERGQUIST.SA, Assistant General Counsel for Hearings. #460 7139. 86/09/23. 
Commlsstoners 14pp. 46954:241-46964-264. 

6810030077 Town of Ameabuiy motion for proloctive order * Protective order prohibiting 
NRC from obtaining certain discovery in NRC 860906 first set of Interrogatories A first 
request for production of documenls requested 

BROCK, M T, Amesbury, MA. 0ROCK.M T. Shaines A McEachern. #480 7140 80/09/ 
23. Atomic Safety and Lfeensing Board Panel 2pp 46955 085 46955-082, 

-8810030086 Town of Amesbury answers to NRC Staff first set of interrogatories A first 
request for product Ion of documents lo towns of Amesbury, Newbury^Salisbury. West 
Newbury A Merrimao A city of Newbu^port.* W/Certlflcale of Svc* 

LOHD,w. Amesbury, MA. 06/09/23. Offico of the General Counsel. 16pp. 46955.067- 
46066:002. 

8810030110 Town of Merrlmac motion tor protective order A objection to NRC Staff In- 
torrogatorles * NRC first set of Interrogatories A request for produciion of documents 
re Seabrook plari for Commonwealth of MA communities unduly burdensome.W/svc 
M, 

AMIRIAN.AN Merrimao, MA. #486 7142 80/09/23. Atomic Safety and Licensing 
Board Panel. 3pp. 46965-091*46965-093. 
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6610030152 O/der (granting applicant motion to wilhd/aw motlOrt for sancKons) * Appll 
cant 880915 molJon 1o withdraw aanclions against Commonwealth of MA ally ganoral 
lor failure to -co/nply w/ Board dis-co/ary order granted Served on 860926 
WOLPE.S J AlomJc Safety and Llconsing Board Panef 71^6 86/09/23 public 
ServjceCo of New Hampshiro Ip 46955 105-46955 105 


6810050104 Applicant response to motion to admit exercise contonticn or, in 
alternatlvQ.to reopen record * Intorvonors 600916 motion should ba denied Alfidavits 
of JA MacOonald.GJ Kline & GF Soaser onci 

DIGNANJG Public Service Co of New Hampshire DI6NAN,T,G Ropes &. Gray 
#488 7195 68/00/28 Commissioners 16pp 46985 072-46985116 


8010030176 New England Coalition on Nucfoar Poirutjor^ bnef in support of appoal of 
Board memorandum & order dtd 680806 * Appeals ASLB renewed aidliort2a1ion to 
operate plant a1 low power, W/ CeFlifJcale oi Svc 

CUFIRAN,0 New England Coalition on Nuclear Pollution CURRAN.D Harmon & 
Weiss #486 7149 6 6/0 9/23 Atomic Safely and Licensing Appeal Panel I3pp 
46955 242 46955 254 

6610030250 Commonwealth of WA Atty General JM Shannon enswers & responses to 
applicant first set of interrogatories A firal request for documents* W/Cemfjcalo of 
SvCRelaledcorrospondenc© 

TRARCONTE.J Massachusetts, Commonwealth of iSf48a 7160 8B/09/23 Public 
^tViCoCo of New Hampsbtra 13pp 46955 272-46955 264 

8810030366 NRG Staff second aet of Interrogatories & second request for production of 
documents to ally eenoral of CommonweaHh of MA.exocuiiv© ofc of jrubllc 
safety ^Essex County ’ Certificate of Svc one! Relalocf correspondence 
CHAN, El Aasislan I General Counsel for Hearings #488 7175 83/09/23 MassaPhu 
setts, CommonweaHh of 4pp 46965 340 46965 343 

6610030145 Appfrcanl response to motions of (nlervenors A £A Thomas for leave to file 
responses to applicant reply to Intorvenor findings on shelter contentions^ Mollons 
shpufd be denied W/Cerljricaio of Svc 

SELLECK.KA Public Service Co of Now Hampshire S6LLECK.K A Ropes A Gray 
#488 7164 60/09/26 Atomic Safety and Lfconsing Board Panel lOpp 46955 18()- 
46055 139 

8810030164 Applicant motion to compel answers to Interrogatories A production of doc- 
Limflots by AmGsbufy.Havorhlli & Merr^mac * Obiectiona to answer tnterrogalorios 2 
through S A 6(a), (b), (d>,(e) groundless.W/relatcd Info & Cortificdta of Svc. 

TROUT, J P, public Senrite Co o1 New Hampshire TROUT, J P Ropos 3 Gray #488 
7135. 83/09/26. Alomic Safely and Licensing Board Panel 27pp 46955 ISO- 
46955 216 


-8810050119 Affidavit of JA MacDonald ^ Discusses June 1980 graded exercise &l 


plant 

MACDONALD.J 
40985 090 


A Public Sorvico Co of Nevr 


Hampshire 08/09/26 4pp 48985087- 


“8810050123 Affidavit of QJ KIfna ' Discusses June 1988 graded exorciaa at plani Kline 
resume end 

KLfNE,GJ Public Service Co of New Hampshire 80/09/28 9pp 46985091 
4Gfl85099 


“8810060126 Affidavit of GF Sosslor ‘ Discusses June 1980 graded exercise fer 
plant Prof qualifications & Certificate of Svc end 

SESSLER.GF, Public Service Co of New Hampshire 08/09/38 17pp 469B5100 
46985116 


681005014B Expresses frustration w/responso to inqui^ re NRC 8B0922 communlCflU)! 
10 Board which supplied two tachnicnl studios published by T UrbaniIcNRO shogld 
move to reopen record or clarify 000022 submittal Ralatod corrospandonco 
TflAFICONiE.J Massachusetts, CommonweaHh of #488 7100 83/09/28 TURK.S 
Assistant General Counsel for Hearings 7pp 46985 065-46985 071 

8810030372 fnforms that Board received town of Morrimac 880923 motion for protoctivfl< 
order & obiodion to NRC interrogatories Served on 080929 
MORAN, DM Atomic Safety and Licensing Board Panel #488 7172 38/09/29 
AMIRIAN.AN Merrimac, MA Ip 46965 344-46965 344 

8810030408 Applicant response to Now England Coalition on Nuclear Pollution petition 
fer review of ALAB 899 * Petition should be denied Certificate of Svc end 
STEENLAND.DS. Public Service Co of New Hampshire STEENLAND.DS Ropes 8 
Gray #488 7183 BB/09/29 Commissioners Bpp 46966 035 46966'042 


0010030182 NRC Staff response to |o(ni intervenors application for stay of order author- 
izing issuance of fow power license,* Request should be dismissed or referred to 
ASUAQ Stay of low power operations unwarranted W/Certlflcate of Bvc. 

BERRV,G a Assistant General Counsel for Hoanngs. #438 7147 88/09/26, ComrniS' 
slonars 2tpp 46965 217-46955 237 


8010050030 Applicant notice re oxerciso related documents * Remainder of exerclsare 
fated documents retained by applicants after 880628 29 graded exercise now avail 
able at station for insp & copying W/Cerlificato of Svc 

SELLECK.KA Public Service Co of Now Hampshire SELLECK.KA Ropes A Gray 
#488 7193 88/09/29 4pp 46985 323 48985 326 


fiSlooSOOBt Forwards even numbered pages to SN Caruso affidavit fifed w/ appficant 
86O017 filing A corrected prof qualifications of LM Jacobson A EB Lfebermen 
TROUT,jp Public Service Co of New Hampshire TROUT, JP. Hopes A Gray #488 
7102,88/09/26 Docketing A Services Branch 24pp 46985 259 4 6985<282 

8810030059 NRC Staff response to (Commonwealth of MA Atty Generaf JM Shannon 
motion for feave to fHe third A fourth suppis to petdioit for waiver of financial qualifica- 
tion njfes,* Motion sltould be g ranted, W/Certificate of Svc, 

BERRY.Q A Aasislant General Counsel for Heanngs. #480 7166. 36/09/27 Commis- 
sioners 0pp. 46955,107-46955 115 

3810030078 Commonwealth of MA Atty General JM Shannon answers A responses io- 
NRC Staff first sal of fnterrogatorfas A first request for documents * W/Cerllficale of 
Svc Related correspondence 

TALBOT, P Massachusetts, (Common wealth of #488 7160. 88/09/27 Office of the 
General Counsel 25pp. 46955 118 46955 142 

6010030133 Forwards tebfe of contents for (Commonwealth of MA atty general exercise 
conlahlions for filing W/Certificate of Svc 

TRAFICONTE.J Massachusetts, Commonwealth of #488 7161 88/09/27. Dockeling 
A Services Branch. 7pp, 46955: 167-46055' 173 

8810036254 Applicant motion to compel answers to Interrogatories A production of doc- 
uinents by Seacosi Anti-Polludon Leacue * Answers to Interrogatories 2 A 6Ca) should 
be compelled by Board Certificate of Svc end 

TROllT.J.P Puolic Service of New Hampshire. TflOUTJP Ropes A Gray. #438 
7107. 66/09/27 Alomic Safety and Ucsnsing Board Panel. lOpp. 46056-285- 
46956294 . 

8810030326 NRC Staff motion for extonslorv of time to file response lo intervenors gen- 
eral exercise conlentlans * Served on 800929. Granted for the AStB on 880920 
SMfTHJ.W, Atomic Safety and Licenalnq Board Panel #438 7171. 86/09/27. Atomic 
Safety and Licensing Board parcel tp 46965 287' 4696 5‘2a 7 

8810030416 NRO Staff motion for extension for time to file response to intervenors gen- 
eral exercise contentions * Extension until 331013 to file response requested on basis 
of vol A complexity of contentions Certificate of Svc enCl 

CHANGE I. AssI slant General Counsel for Hearings. #480 7181» B0/C9/27 Atomic 
Safety and Licensing Board Panel 5pp. 46966 009 46966.013 

8810030358 Town Of Newbury answers to NRC Staff first sal of Interrogatories A first 
request for production of documenita to towns of Amasbury.Ne'Wbury.Bafisbijry.West 
Newbury & Morrimac W/Cohificate of Svo.Reialfld corresponcfance. 

MACHIROS.A. Newbury, MA. #486 7134 86/09/ 28. DRJco of the Generaf Counsel 
14pp. 46065'd26 46065.3S0 

8B1OO3O30S NRC Staff response to motion of EA Thomas for leave to file response to 
certain prit^sad nndings of fact A conclusions of law-* Motion should be denied on 
bast^ lhal Thomas not part o< proceeding. 

T1/RK.SE Assistant General Counsel Tor Hearings, #468 7180 89/09/26. Atomic 
Safety and Licensing Board Panel. 4pp, 46966 016-46966 027. 

“8310030400 NRC Staff response to intervenors motion to permit response to applicant 
rep^ findings.* Motion shouid be denied Certificaie of Svc end 
TllFfK»S E. Assistant General Counsel for Hearings 68/09/28 Atomic Safely and Li- 
censing Board Panel. 6pp. 46966 022-4 696 6 '027. 


8810060138 NRC Staff response to Commonwealth of MA atty general request lo file 
reply to applicant answer to motion to amend basis filed by CommonweaHh of HA alty 
general w/fespoci lo siren contentions * W/Certificato of Svc 
BERGOUIST.SA Assistant General Counsel for Hearings #488 7210 88/09/?^. 
Atomic Safety and Licensing Board Panel 8pp 46907 243 46997 250. 

6810050024 Memorandum A order (approving stipulation as to contentions among jolfll 
Intervenors, applicant A NRC Staff for Seabrook plan for Commonwealth of MA conv 
munltlos) * Served on 880930 ^ ^ 

HARBOUR, J.» UNENBERGER.Q , SMITH,! W Atomic Safety and Llcansinn DoflnJ 
Pone! #400 7188 80/09/30 Office of the General Counsel 7pp. 46905 327- 
46985 336 

I 

“8810050032 Comments on sllpulatfon as to contentions 
TRAFICONTe,J Massachusetts, Commonwealth of 88/09/27. SMITH, I, 

LINEN0ERGER,G, HARBOUR.J Atomic Safety and Ucansing Board Panel. Opp 
46985334-46905 336 

8810050025 Town of Amesbury response to applicant motion to compel answers to In 
terrogatorles A production of documenis by Amesbury, Haverhill A MorrrmaD * Motion 
Should be darkled W/ Cerliticale of Svc 

BROCK, M T. Amesbury, M A BROCK.M T Shalnes A McEachern #460 7197 Ofl/OJ/ 
30 Atomic safety and Licensing Board Panel 18pp 469B5'305 46985 322 

6810050172 Applicant response to molipn of CommonweaHh of MA Ally General JW 
Shannon for leave to fife documant nol authorized by Commission rules of practice. 
Atty general 800915 filing mooted by 8B0922 order W/Cortlficate of Svc. 

DkSnanJ G. Pubirc Service C?o. of New Hampshire DIGNANJ Q. Ropes A Gray. 
#488 7199 88/09/30 Commissioners 6pp. 46985 O59-46905'O64 

88 10050173 Town of Amesbury first suppi to applicant first set of Interrogatories A first 
request for production of documenis to all parties A parilcipatma local govis re con 
tentions on seabrook * W/Cortrficale of Svc Related correspondence 
LORO.W. Amesbury, MA #488 7198 80/09/30 Pubfic Service Co. of New Hamp- 
shire 5pp 46985054 46985 050 

8810060098 NRC Staff response to motions for protective orders filed by Seacosl Anii 
Pollution League, towns of Haverhill, Merrimac, West Newbury a Newbury A city Of 
Newburyport ^ Motions should be denied .Certificate of Svc end 
BERGQUIST^SA Assistant Genoral Counsel for Hearings #488 7212. 80/09/30 
Atomic Safely and I icenelng Board Panel 6pp 46907 307-46997 312. 

8810060075 Applicant response lo (notions for protective order by lown of 
Newbufy,town of West Newbury & city of Newburyport,* Requests Ihet Board extend 
time for intervenors to reply W/ Certificate of Svc 

TROUT.J P Public Service Co. of New Hampshire TROUT, J P Ropes & Gray #408 
7205. 88/10/03 Atomic Safety and Licensing Board Panel 6pp 46097.348* 
46997.351. 

6810060106 NRC Staff response to Joint Intervenors motion lo admit exercise canton- 
lion or,ln alternative, to reopen record * Joint Intervenors 800918 motion should be 
denied Certificate of Svc end 

BERRY.QA Assistant General (Counsel for Heanngs #488 7213 88/10/03 Atomic 
Safety and Ucansing Board Pane! 1 2pp 46997.295-46997.306 


8610050074 Applicant response to inlervepor contentions on June 1968 Seabrook axer- 
else/ Intervener contention b should be disposed of Certificate of Svc end 
SELLECK,KA. TROUT. J.P. fubito Service Co. oi New Hampshire. SELLECK,K.A. 
Ropes & Gray. #488 7203 06/00/28. Atomic Safety and Licensing Board Panel. 
104pp. 46965 122-469S6'225 


6010080116 NRC Staff response to applicant motion for summary disposition of New 
England Coalition on Nuclear Pollution Contention LB 2 (RG*5a coaxial cable).* Appfl 
cant 060909 motion should be gran led. Certificate of Svc and, 

BERRY,GA, Assistant General Counsel for Hearings #488 721 4. 88/10/03 Atomic 
Safety and Ucansing Board Panel 16pp, 46997 263-46997:267 
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•<^B10€€012€ Affidavit of M Walker & AS Gill/ Discusses why applicant 880909 motion 
for summaru disposition of remanded New England Coalition on Nuclear Poliullon 
Contention 1,8 2 should be granted Certificate of Sve end 

WALKE8.H Plant Systems Branch GILL, AS Electrical Systems Branch 0B/1O/&3, 
tSpp 46997.269*46997 267. 

6610180019 New England Coalition on Nuclear Pollution (NECNP) opposition to appli- 
cant motion for summary disposition of NECNP Contention LB 2 * AppJIcant motion 
should be denied Supporting documentation & Sve list end 

CUFHAN.D New England Coalition on Nudaor Pollution CURRAN,D Harmon & 
Wej« #486 7217 68/10/03 Atomic Safely and Licensing Board PenalH 19pp 
47104 141-47104 159 

B810180143 Applicant answer to request to file reply of Commonwealth of MA atty gen- 
eral to applicant answer to motion to emend bases filed by Coiemonwaalth of MA atty 
geneml re siren contentions "* Certificate of Sve enc) 

BIQNAN.T G Public Sen/ico Co of New Hampshire OIGNAN.T Q Ropes & Gray 
#4S8 7239. 68/10/03 Atomic Safety and Licensing Board Panel ICpp 47104 131- 
47104.140 

9810188026 Commonwealth of MA atty general first request for production of docu 
menta to ^plicanl re Seabrook plan for Commonwealth of MA communillsa * W/Cor* 
tilieata of Sve Related correspondence 

FIERCE, A R. Massachusetts, Commonwealth of. #488 7220 08/10/04 Public Sanr 
Ice Co of Now Hampshire 17pp 47104 267-47104 283 

8810240192 Forwards NRC response to motion of EA Thomas for leave lo fllo response 
10 cerlala proposed findings of fact & conclusions of law served on QD0928W/O 
enclRelatodcorrespondence 

T11RK,S.E Assistant General Counsel for Hearings. #408 7310 63/10/04. 

BARSHAK,E J Sugarman & Associates ip. 47164 195 47164-195 

8610188188 Town of Newbury first set of supplemental answers to applicant first sot of 
intorregatorios re contentions of Seabrook plan for Commonweallii of MA communi 
bes " W/ Certificate of Sve Related correspondence 

MACHIROS.A. Nowbury, MA #488 7241 88/10/05. Public Service Co, of Now 
Hampshire. 4pp 47104 170-47104 173. 

88(0188219 Town of West Newbury motion for protective order.* Town ol West New- 
bury respectfully moves that Board enters protective order prohibiting N<RC from ob- 
taining certain aiscovery 

MIZNHR.JH Newbury, MA. #488 7235. 88/10/05. Atomic Safety and Licensing 
Board Pane). Ip 471 05:260-47 105-280, 

-*8610180226 Town of West Nowbury answers to NRC Staff first set of Interrogatories & 
first request for production of documents to Towns of 
Amesbury, Newbury, Salisbury, Wo si Nowbury & Morrimac & City of Nowburyporl * W/ 
Certificate of Sve ' 

PULKKINENJ.E Nowbury, MA. 88/10/05. NRC - No Dalailod Affiliation Given Gpp 
47105.281 47106:289 

B81Q2401O2 Discusses recipient 880928 Itr ro transmittal of Lfrbantk atudies to all 
paiUos Apparent fear that Board will Improperly roly on malls In rendering decision not 
shared by NRC.Rolated correspondence, 

TURK.se Assistant General Counsel for Hearings. #488 7312 03/10/05, 

TRAFICONTE,J. Massachusetts, Commonwoallh of. Ip 47164:148 47164,140. 

B8101B0084 Order * Advises that lime In which Commission may review AIA0-883 ox- 
londedunlil aB1007.Servod on 801008. 

CKILK,S J Office of the Secretary of the Commission #480 7226 83/10/06 Com 
missionare. Ip. 47104.000 47104.080. 

661D180177 Motion Of Commonwealth of MA atty general, New Englar^d Coalition on 
Nuclear Pollutlon,Soacoast Anti Pollution League & town of Hampton to oxtond time 
within which lo reply to NRC Staff responses .* Gertiflcato of Sve end 
TRAFICONTE.J. Massachusetts, Commonwoallh of 0ROCK,MT. Shalnoa & McEo- 
chern CURnAN,D Harmon, Curran & Tousfoy. #480 7242. 86/10/06 Atomic Safely 
and Licensing Board Panel 6pp 47104 174-47104-179, 

8810180189 Notice of deposition * Extends Invitation to attend & cross examine QR 
Gram deposition on 881014 in QDSton,MAW/ Certificate of Sve Related correspond 

TRAFICONTE.J. Massadiusotls, Commonwealth of. #488 7243 80/10/00 6pp 
47104;160 47104-164. 

881018023B Town of Amesbury first set of interrogalorlos & request for production of 
documents lo applicants on Seabrook plan for Commonwoallh of MA communllios 

» .* Certificate of Sve end Related correspondence. 

,MT Amesbury, M A BROCK.M.T Shainos & McEnchorn #408 7245.88/10/ 
06 PubJJc Service Co. of Now Hampshire. 14pp. 47105.299-47105 312, 

8810180214 Town of Amesbury interrogatories & request for production of documenls 
to FEMA on Seabrook Plan for Commonwoallh of MA Communities (SPMC) * Corlifi* 
cete of Sve end Related correspondence 

BROCK, MT. Amesbury, MA. BROCK.M.T Shainos & McEachorn #400 7240. 88/10/ 
06 Federal Emergency Management Agency, lipp 47105 269 47105 279. 

881D180222 Town of Amesbury first set of Interrogatofios & request lor production of 
documonla lo NRC on Seabrook Plan for Commonwaalth ol MA Commumliea.* Certif- 
icate of Sve end Related correspondence, 

BROCK.MT. Amesbury, MA BROCK.M.T. Shainos & McEachorn #460 7247. 88/10/ 
06. NRC - No Detailed Affiliation Given 9pp 47105:290 47106 208. 

8810200037 Motion of Commonwealth of MA atty general.New England Coalition or) 
Nuclear Pollution.Seacoaat Anti -Pollution League & town of Hampton to oxtond lime 
within which to reply to . * Sorvad on 881013 Granted for Goard on 881013 
SMITH.IW. Atomic Safety and Licensing Board Panel #406 7266 88/10/00, Ip 
47131:099-47131-099 

8810240165 NRC Staff third set of Interrogatories & request for production of docu 
menls to towns of Amesbury, New bury, Sdlsbury.WoBi Newbury & Merrimac &. cily of 
W/Cortilicato of Sve, Related correspondence 
BERGOUIST,S,A. Assistant General Counsel for Hearings #480 7309. 88/10/06. 
Amesbury, MA. 20pp 47164 176-47164 194. 


8810100090 Joint rntorvenors motion for leave lo file reply to responses of applicant & 
staff to ensile exercise contention * Motion shouEd be granted on basis of complexity 
Of IS8U0S 

TRAFICONTE.J Massachuselts, Commonweal Ih oL TRAFICONTE.J Hampton, NH 
TRAFICONTE.J Seacoast Anti Pollution League #468 7236 80/10/07 Atomic 
Safety and Licensing Board Panel 3pp 47104 094-47104 123 

*-0810100108 Jomt Intorvenors reply la responses of apDficant & NRC Staff to onsite 
exercise contention* Exorcise contention should be admitted for adjudication & oral 
argument on matter requested W/Certificate ol Sve. 

THAFICONTE,J., TRARCONTE.J, Hampton. NH. TRAFICONTE.J New England Coali- 
tion on Nuclear Pollution 08/10/07 Atomic Safety and Licensing Board Panel 27pp 
47104.097-47104 123 y kk 

B01O18O15B Order CLI 08 08 “ Commission vacates portion of ASLAP memorandum & 
order In ALAB 883 which holds that adequate sys for prompl notification in event of 
accident prequlsito for authoring low power operation Served on 801 007. 

CHILK.SJ Office of the Secretary of the Commission #488 7238 08/10/07 3pp 
47105 218-47105*220. 

BBpiD026B Applicant motion for summary disposition of Joint Conte nllons 44A & 440 * 
End memorandum In support of motion for summary disposition should be decided In 
applicant favor Statement of mall facts also end 

SMITH JB Public Servica Co of New Hampshire SMITH, J B Ropes 8 Gray #408 
7249 86/10/07. Atomfe Safety and Licensing Board Pane! Ip. 47105 341-47106 031 

*•8010100267 Applicant memorandum in support of mo lion for summary disposilion ol 
Joint Intervener Contentions 44A & 44B.* Summary disposition shoulo be allowed on 
basis ttiat no mail issues of fact or law exists Certificate of Sve end 
SMITH, JB Public Service Co of Now Hampshire SMITH.J.B Ropes & Gray. 68/10/ 
07. Atomic Safely and licensing Board Pane) 50pp. 47105*342-47106 031 

8810200005 Commonwealth of MA atty general first sot of inter rogatories to applicant 
on Seabrook plan for Commonwoallh of MA communities • Related correspondence 
TR:AFIC0NTE,J Massachusetts, Commonwealth of #468 7240, 80/10/07. Public 
Service Co of New Hampshire 23 pp 47131.022-4713) 055. 

“-081 0200007 Commonwealth of MA ally general supplemental responses to applicant 
first sol of Interrogatories ' Certificate of Sve end Related correspondence. 

TALBOT, P. Massachuselts, Commonwealth of. 6B/10/07. Public Service Co of New 
Hampshire 11pp. 4713)'046 47131,055 

0010100263 Order.' Period Iri which Commission may review ALAB-899 exlencfod lo 
081027.Saived on 081012 

CMILK,SJ Office of the Socretaiy of the Commission #468 7263 80/10/11, Com 
misslonofs Ip 47106,032-47106032 

B01O2OOOB7 Motion of Seacoast Antl-Pollulion League for partial reconsideration of 
Board memorandum & order approving stipulation as to contentions among Joint In- 
torvenors, applicant & NRC Staff for Seabrook plan .* Sve list end, 

BACKUS, R A. Soacoaal Anil Pollution League BACKUS.R A Backus. Meyer & Solo 
mon. #468 7270 OB/IO/11. Atomic Safety and Uconsing Board Panel 4pp 
47131 216-47131-219 

0010200165 Applicant interrogatories 8 request for production of documents to all Inter- 
veners a partlcipaling focal govts concerning Join! Intervonor Conte nlions 1-26 * Cer- 
iHIcato of Sve onct Rolatod corraspondonco. 

TROUT, JP Public Service Co of Now Hampshire TROUT, J P Ropos & Gray #4B8 
7270.88/10/11. Massachusetts, Commonwoallh of 62pp 47130 161 47)30242 

0810200166 Forwards answer of Commonweal) h ol MA ally general tn opposition to ap- 
plicant motion for summary disposition of amended contention on noLifjcallon 
sys, statement of mall facts & affidavits of SA Jonas, NA Mason 61 TG Bouliane 
JONAS, S A. Massachusolls, Commonwealth of #488 7269 88/10/11 Office of the 
Secretary of Iho Commission, ip. 47130 243-47130-342 

-*0010200162 Answer of Commonwealth of MA ally general in opposition lo applicant 
motion for summary disposition of amended contention on notification sys * Motion 
should be denied 

JONAS, S.A Massachu Belts, Commonwealth of 80/19/11. Atomic Safely and Licens- 
ing Board Pane). 28pp. 47130:244-47130-271 

*-001 0200171 Slalemont of mall facts In dispute * Unexecuted SA Jonas affidavit & sup- 
porting documentation end 

JONAS ,SA Massachuaells, Cornmonwoaltli of 8 8/ 10/11 39pp. 47130.272- 

47130310 

**0010200166 Affidavit of NA Mason.'* Partially withheld affidavit re util vehicular alert & 
notification sys for Commonwoallh of MA. 

MASON, N A. Massachuselts, Commonwealth of. 86/ 10/11. 5pp. 47130 311- 
47130316 

•*0010200190 Affidavit of TG Boullane.* Discusses public alorl & notification sys & abili 
ty to meet design objectives, por NUBEQ-0654.Supportlng documentation & Certificate 
ol Sve end W/copyright mall 

DOULIANE,TQ Massachusotts, Commonwoatih of BOULIANE.T G Cavanaugh Toed 
Associates, Inc. 88/10/11. 39 pp. 47130 316 47130,342. 

0010240207 NRC SlafI motion lo compel answers to inlerronatories 6. production of 
documents by town of Amesbury,^ Town should bo compelled to provide proper & 
complole responses to NRC discovery request Certificate of Sve end. 

BERQOUIST.S.A Asslslanl Gonerat Counsel for Hoanngs #4B8 7318 80/10/11 
Atomic Safety and Licensing Board Panel lOpp 47164,197-47184 215 

8B10240232 NRG Staff response to applicant motions to compel answers to interrogato- 
rtos & production of documents by Seacost Anti -Pollution League & by 
Am0sbury,Havorhill & Morrimac.* Applicant motions should be granted W/Cerlificaie 
of Sve 

TURK,SE Assistant General Counsel for Hearings #488 7819 00/10/11. Atomic 
Safety and Licensing Board Panel 5pp 47164 216 47164-220 

0010200012 Notice of appointment of elternoto ASLB members, per 10CPR2 2721 * JH 
Frya.allernato chairman & JH Carpenter, technical member Served on 881013 
LAZO.R.M, Atomic Safety and Licensing Board Panel #489 7260 88/10/12. 2pp 
47131:056*47131,057 
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8»1020001B Nollce of cla/ificalfon * Cfanf/sg view of Commission amend (o 
tOCFRSO 47.dfd 880923 & Commission 081 007 order re CLI 83 08 Served on 061013 
LAZO.RM Alomic Safefy and Licensing Board Panel 7261 80/10/ 12 Ip 

47131 058-47131 058 

8610200824 Memcrandumi & order (grantrag Commopwealtfi of MA request to file 
reply^denying Commonweallh of MA motion to am end] * Even If molion to era end 
bases of 680908 considered as motion. motion denied Served on 881013 
WOLFE.S J, HARPOUaJ Atomic Safety and Ucensing Board PaneL #408 7202, 88/ 
10/12 MassachoseWs, Commonweaith of. 9pp 47131.059 47131.00? 

B810200031 Forwards correcled Page 7 to Commonweallti of MA atty generat supple 
menial responses to applicant first sot of interrogatories Certificate of Svc 
end Related correspondence 

TALBOT, P. Massachusetts, Commonwealth of #468 7274, 88/10/12. Docketing & 
Services Branch 1p 47131 '083*47 131 090 

-8810200121 Forwards correcled Page 7 1o Commonweallh of MA Atty General supple* 
mental responses to applicant first sot of interrogatories W/Certlflcate of Svc Related 
corroG_^ndenca 

TALBOT, P, Massachusetts, Commonwealth of 86/10/12 TURK,SE. Office of the 
General Counsol, SMITH, I . HARBOUR, J Atomic Safety and Licensing Board Panel 
7pp. 47 131 '084-47131.090 

6610200050 Applicant response to Joint Inlervenors motion for leave to Me reply to re- 
sponses to applicant & stall to onsite exercise ccntention ^ Motion anould be 
denied Simpoding documentation & Certificate of Svd end. 

DIGNAN,TG Public Servico Co of New Hampshire DIGNAN.T.Q Ropes & Gray 
#488 7277. SB/10/12 Atomic Safety and LicenBlrjg Board Pane). Bpp. 47131 '202- 
47131 210 

8810240199 Forwards 630628 29 exercise ropl for plant issued by FEMA on 880901 ,p©f 
831012 requestW/o end 

BERRV.GA, Assistant General Counsel for Hearings #4BB 7317. 80/10/12. 
WOLFE, SJ Alomic Safety and Ucenslng Board Panel Ip 47164 196 47164.196 

8810240242 NRC Staff motion to compel answers to interrogatories & production of 
documents by Town of Newbury * Town of Newbury should tie compelled to provide 
proper A complete responses to discovery Certificate of Svc end 
BEhQQUIST^S A. Assislanl General Counsel for Hoarfngs #4BB 7320, 86/10/12 
Atomic Safety and Licensing Board Panel l6pp 47164:22 1-47164. 239 

6618240270 NRC Slaff motion to compel answers to interrogalorlas & production of 
documents by Commonwealth ol MA atty general, Essex County & executive ole of 
public salety.' Cerliticate of Svc end 

TURK,SE, 0ERGQLfiST,S.A Assislanl General Counsel for Hearings #488 7322 
08/10/12 Atomic Safety and Ucenslng Board Panel 31pp. 47164*256 47164 286, 

8816240299 NRC Staff response to applicant motion for summary disposition of Com- 
monwealth of MA alty general amended contention on notiffcation sya * Motion should 
be granted 

BEflRV,G A Assislanl General Counsel for Hearings #480 7316 88/10/12 Atomic 
Safety and Licensing Board Panel 11pp 47164 042-47164.072 

-8616240303 Affidavit of DJ Perrottl ' Addresses question of whether motion for sum- 
mary disposition of Commonwealth of MA atty general amended contention on notifi- 
cation filed by applicant on 8B0917 shouta be granted 

PEnROTT(,DJ Emergency Preparedness Branch 66/10/12 14pp 47164 053- 
47164066, 

“8810240311 NRC Staff response to Joint Intevenors motfoo for leave to file reply to 
responses of applicant & staff to onsite exorcise contention ‘ Motion should be 
donied.W/Ceniflcate of Svc. 

BERRY,G A Assistant General Counsel for Hearings 88/10/12. Atomic Safety and 
Licensing Board Panel. 6pp 47164 067 47164 072. 

6810240014 NRG Stalf motion to compel response by town of Mammae to staff first set 
of (nterrogalories & request for production of documents orjn af{ernative,mQlior) lor 
Issuance of subpoena.* Certificate of Svc end. 

7URK,S BERQQUfST^S A Assistant General Counsef for Keanngs #460 7295. 
68/10/13 Atomic Safely and Licensing Board Panel. 6pp 47184.099-47164 109 

0810240255 NRC Slaff motion lo compel answers to interrogatones & production of 
documents by town of West Newbury,* Town of West Newbury shoufd be competed 
to provide proper & complete responses lo discovery .W/Certlflcata of Svc 
BERGOUfsT,SA Assistant General Counsel for Heanngs #480 7321 86/10/13. 
Atomic Safety and Licensing Board Panel lepp. 47166 138-47166:153. 

8610240262 NRC Staff response to intervenors contentions on graded exercise * Pro- 
posed generat exercise contentions should be admiKed for litigation & prolerred con- 
lentlons should be denied admission Certificate of Svc end 

CHANGE I. CLARK, LB Assistant General Counsel for Hearings #488 7323 68/10/ 
13 Atomic Safety and Licensing Board Panel 97pp 47163.305-47164 041. 

6610266143 Forwards "Review & Evaluation of Seabrook Plan for Commonweal h of 
MA CommuniiEes,** dtd Oct 19 68 .Certificate of Svc end 

FLYNN,HJ Federal Emergency Management Agency #488 7278 86/10/14 Docket- 
ing & Services Branch teopp 47130.001-47130.180 

6610246011 Applicant second request for production of documents to all Intervenore & 
participating fooaf govts concerning Joint Jntarvenor contentions,* Certificate of Svc 
end Relaira corresportdence. 

SELLECK.K A Public Service Co- of New Hampshire SELLECK.K A. Ropes & Gray 
#488 7203 68/10/14 Massachusetts, Comirron wealth of, 6pp 47164.093-47164 096 

6610246031 Forwards Page 6 lo NRC mollon to compet answers to Interrogatories A 
production of documents by town of Amesbury filed on 681011 due to page not being 
p^holocopied as part of document 

BERGQUIST.SA Assistant General Counsel for Hearings #488 7296, 68/10/14 
SMITH.I.W , LIHENaERGER,G , HARBOUR ,J. Alomic Safety and licensing Board 
Panel 2pp 47164:114-47164 1T5, 

6610270197 Applicant interroflalorjes & request for produebon ol documents to all Inler- 
venors <& pa rtlclpa ting focal govts concerning Joint Intervener Conler^lions 6 & 27 63 * 
W/Certiflcale of Svc Ftefaled correspondence. 

TROUT.J.P Public Service Co of New Hampshire TROUT, JP Ropes & Gray #488 
7340 80/10/14 Massachusetts. Commonwealth of. 96pp, 47200 143-47206,236 


8610200025 Memorandum & order (re limited participation) * Town of Salisbury rrayUtF 
gate ra specified contentions & excused from participating in litigation of other conkm- 
fiorrs for remainder of proceeding Served on 801017 

SMJTH.I W Atomic Safely and Ucenslng Board Panel #480 7264 60/10/17 Salis 
bury. MA 2pp 47130 343-47130 344 

6810200085 Order * Informs that period for Commission to review ALAB 602 & ALAS 
095 extended to 881 1 17 Served on 001017. 

BATES.AL Office of the Secretary of the Commission #486 7280 86/10/17 Com- 
missioners ip 47131 237 47131 '237 

8810200107 Memorandum & order fdirecling Haverhill & Mammae to respond (d discov- 
ery requests) * Requests response to applicant 880631 first set of Interrogatoiios on 
or before 8B1025 Served on 801010 

SMITH, I W Atomic Safety and Licensing Board Panel #408 7287, 38/10/17 Ifflvw 
hllJ, MA 3pp 47131'199-47131 201 

8810240039 NRC Staff motion to compel answers to interrogalorras & productFon of 
documents by city of Newburyport * City should be compelled to respond to inlerroija 
lories due to Invalid foundation re burdensomeness Certificate of Svc end 
BERGQUIST.SA Assistant General Counsel for Hearings #488 7300 88/10/17 
Atomic Safety and Licensing Board Panel I3pp 47164 1 17-47164:129. 

8810270362 Applicant response to motion of Seacoast Anti-Poliutlon LeaQue for partai 
reconsideration of Board memorandum & order approving stipulation as to c^ontonlions 
among Joint Inlervenors, applicant & NRC Staff * W/Certificate of Svc 
DIGNANJ G. Public Senrice Co of New Hampshire DIGNANJ G Ropes ^ Gray 
#400 7349 08/10/17 Atomic Safely and Licensing Board Panel 7pp. 47207 i7ff- 
47207 185 

6810200111 Memorandum & order (directing Seacoast Anti Pollution League lo respond 
to discovery requostd * Served on 081010 

SMITH,! W, Atomic Satoly and licensing Board Panel #468 72BB. 63/10/18 
coast Anil Pollution League 4pp 47131 220-47131 223 

6810240066 Forwards FEMA review & evalualion of Seabrook plan for Commonwoalth 
of MA communilios W/o end 

CHAN, El Assistant General Counsel for Hearings #406 73'02 86/10/18 
SM1TH.I.W, HARBOUR, J, LINENBERGER.G Atomic Safety and licensing Board 
Panel, ip 47164 135 47164 135 

8610240075 Forwards FEMA review & evaluation of Seabrook plan for Commonwofllth 
of MA communities FEMA regards applicant means for providing prompt nollficatiofi lo 
BPZ residents inadequate W/o end 

BERRY, G A Assistant General Counsel for Hearings #488 7603 68/10/16 
WOLFE, S J , LUE0KE,E A , HARBOUR, J Atomic Safely and Licensing Board Pand 
ip 47164 136-47164.135 

8610240082 Forwards disc containing NRC response to Intervenors conlantrons an 
graded exercise filed on 081013 W/o end 

CHAN, El. Assistant General Counsel for Hearings. #480 7304. 68/10/18 
WHBTSTfNE.J Atomic Safely and Licensing Board Panel Ip 471 64:137-47164’ 137 

8810270164 Commonwealth of MA atty general second set of Interrogatories to sppli 
cant on Seabrook plan for Commonwealth of MA communities * Related correspond- 
ence 

FIERCE,AR Massachusetts, Commonwealth of #408 7329 80/10/19 Public Serv- 
ice Co of New Hampshire. 29pp 47206.001-47206 051 

“8810270204 Commonwealth of MA ally general second request for production of dec 
umenls to applicant ra Seabrook plan for Commonwealih of MA communities * Relal* 
ed correspondence 

FIERCE,AR. Massachusolts, Commonwealih ol 88/10/19. Public Service Co of Now 
Hampshire 9pp 47206 030 47206 038 

“6810270212 Commonwealih of MA atty general first request for production documanls 
lo FEMA re Seabrook plan tor Commonwealth ol MA communilfes * W/nollce ol dop 
osilion of R Donovan on 881 109 & Certificate of Svc Related correspondence. 
TRAFICONTE,J, Massachusetts, Commonwealth of, 88/10/19. Federal Emergency 
Management Agency 13pp 47206 039 47206 051 

8810270218 Ack receipt of 881005 Ur in response to author concern re Improper sub- 
mlsssion of certain technical studies lo ASLB after record dosed NRC failure to slate 
particulars re misrepresentation baseless Related correspondence 
TRAFICONTE.J. Massachusetts, Commonwealih of #408 7325 08/10/19 TURK.S 
Assislanl General Counsel for Hearings 2pp 47207 106 47207' 107 

8810270248 Forwards plan.ln response to Commission request In CL 1-68 07 provUmg 
reasonable assurance that adequate funds wilt be avaifable for aafo 
decommissioning W/Cehificate of Svc 

BROWN, BA Public Service Co ol New Hampshire. #488 7326. 6 8/ 10/20 
ZECH.LW. ROBERTS.TM, CARR.KM. Commissioners 150pp. 47207 273- 
47200 076 

8810270211 Town Of Hampton & New England Coalition on Nuclear Poliution reply to 
responses ot Stall & applicant lo Intervenor contenllons on graded exercise.* corlih 
cate of Svc end 

BROCK, M T Hampton. NH BROCK, M T New England Coalition on Nuclear Pollulion 
BROCK, MT Shaines & McEachern #488 7334 80/10/21 Atomic Safety and H 
censing Board Panel 15pp. 47207' 108-47207. 122 

8810270229 Notice of appeal of Commonwealih of MA alty general of ASLB 881012 
order.* Certificate of Svc end 

JONAS, S.A Massachusetts, Commonwealih of #488 7335. 88/10/21 6pp 
47207.093 47207 097 

881027-0243 Informs that notice of appeal filed w/ Appeal Board re ASLB 881012 order 
on alert & notification sys Appeal filed as precaution & may be disposed of prior to 
wasteful briefing on ments 

JONAS.SA Massachusetts, Commonwealih of #488 7336. 86/10/21 

ROSENTHAL, AS Atomic Safety and Licensing P.>drd Panel, 2pp 47207,078 
47207 077 
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8810270263 Seabrook OL case offsite emergency planning issuos ** Fo/wards Now Eng- 
land CoafifJon on Nuclear Pollution & (own of Hampton repi/ (o ap pile ant & NRC re- 
sponses to Intorvonor Contentions EX-2 & EX-3 

CURRAN.O New England Coallllon on Nucloar Pollution CURPtAN,0. Hampton, NH 
CURRAN, D Harmon. Curran & Tousley ffAQQ 7350 88/10/21 SMITH,! W., 
HARBOUR ,J , LIN£NBERGER,G Atomic Safety and Licensing Board Panel Ip 
47207 025 47207 030 

-<8810270282 Now England Coafitlon on Nuclear Pollution (NECNP) & town o< Hampton 
fTOH) reply to applicant & NRC Staff responses to contentions TOH /NECNP EX 2 & 
TOh/nECNP EX 3 * Sve list end 

CURRAN, D Hampton, NH CURRAN, D Now England Coalition on Nuclear Pollution 
CURRAN.O Harmon, Curran & Tousley 06/10/21 Atomic Safety and Licensing 
Board Panel 5pp 47207 026 47207 030 

8S 10280181 On appeal from order of Board issued 060800/ Order should bo 
affirm od Certificate of Sve end 

DIGNANJG Public Service Co of New Hampslifre DIGNAN.TG Ropes & Gray 
#486 7367 88/10/21 Atomic Safely and Uconsing Appeal Panel. 13pp. 47226 202- 
47225 214 

8010270171 Applicant motion for sanctions against Commonwealth of MA alty general 
(■’MASS AQ j for failure to comply w/Board protective order* Rocommenaa that 
Board dismiss Joint Intervenors Contenlions 45,55 & 56 Cortificato of Sve end 
SMITH, J B Public Service Co of New Hampshire SMITH.JB Ropes & Gray #406 
7331 83/10/24. Atomic Safely and Licensing Board Panel 2lpp 47200070 
47206090 

0B1O27O277 Rm)!y of Commonwealth of MA atty general to responses of NRC Staff & 
applicant (o Commonwealth of MA atty general exorciso contentions * Certificate of 
Svo end, 

FIERCE, A R Massachusetts, Commonwealth of. #466 7356 86/10/24. Atomic Safety 
and Licensing Board Panel 62pp 47207 201 47207 264. 

8840270372 Commonwealth of MA atty general aupplemonlal response to NRC Sletf 
Bret set of Interrogatories & firat requasl for documents * Cerlificalo of Svo 
end Related correspondence 

TALBOT.P. Massachusetts, Commonwealth of #468 7358 08/10/24 Office of the 
General CounsGl 14pp 47206 239 47206 252. 

8A1Q20O16O Applicant response to town of Amesbury first set of Interrogatories, ..to ap- 
plicant on Seabrook plan for Commonwealth of MA Communllies * Supporting Into & 
Cortiticate of Sve end Related correspondenco 

THOMAS ,G S , SMITH, J B Public Service Co. of New Hampshlro SMITH, J.B Ropes 
0 Gray #480 7369. 80/10/24. Amesbury, MA 57pp. 47225 105-47225*161. 

8010270254 Memorandum & order (rojecling motion by Seaebast Anti- Pollution Loaguo 
for partial reconsideration of Board memorandum & order of 880930) Served on 
061^25 

HAnBOUH,J, LINENBERQER.G , SMITH.IW Atomic Saloly and Licensing Board 
Panel #468 7344 80/10/25 Seacoast Anti Pollution Leanun 7pp 47207.266 
47207.272, ^ 

88f0270303 Order* Requests that atty general of Commonwealth of MA, applicant & 
NRC provide Board w/vlowa re alty general 001021 notice of appeal 0 occompanyino 
Ilf Served on 601025 

SHOEMAKER, GJ, Atomic Safety and Licensing Appeal Panel #400 734/ QB/10/25. 
OTIfce of IhQ General Counsel. 2pp 47207*197-47207.108 

0S1O27O3S4 Order {directing addi briefing & affidavits) * By 061100, Intoivonors shall file 
affldavils In dotal! responding to affidavits attached to applicant responso of 060926 & 
file s^qrllnn brief Served on 661025 

WOLFE, S J. Atomic Safely and Uconsing Board Panel #488 7340. 00/10/26 Office 
of the General Counsel 2pp 47207 160-47207.167 


8610280105 Memorandum (discovery motions) * Clanfies procedural aspects of motions 
for protective & •jojjpns to compel answers to interrogalories & production of 
docuinenls,par 10CFR2 740(c) & If) Served on 081027 

Licensing Board Panel #488 7373 80/10/26 4pp 

c09-47cZ9 cfZ 

Commonwealth of MA Ally General JM Shannon answers & responses to 
NRG Staff second sat of (nlerrogalorTes & second request for documents/ Notice of 
depositions A Certificate of Sve end Related correspondence 
TALBOTP Massachusetts, Commonwealth of. #4B8 7379 88/10/26 Office of the 
General Counsel 9pp 47225*104 47225 102. 

general motion for eictenslon of discovery 
schedule Extension unlH 890112 requested In order to fully respond to massive dis- 
coveiy requests 

Massachusehs, Commonwealth of #4BS 7380 68/10/26 Atomic 
Safety and Licensing Board Panel epp 47226.162 47225 173 

*-8810280178 Motion of Commonwealth of MA alty genera! to extend lime within which 
p respond to applicant motion for summary disposition of Joint tntervanor Conlen 
* Extension until B81107 requeslad.W/CoHiflcate of Sve 
TRAFICONTE.J, Massachusetts, Commonweal Ih of 80/10/26 Atomic Safely and LI- 
consing Board Panel. 6pp 47225 1 69 47225. 1 73 

8610280110 Advises that NRC brief responding lo New England CDalitlon on Nuclear 
680600 memorandum & order must bo filed no later than 
determinatiof^ ro hearing oral argument Served on 681027 
Atomic S^oly and Licensing Appeal Panel #488 7374 86/10/27 
CUHRAKD New E^ngland Coallllon on Nuclear Pollution CURRAN.O Harmon & 
OQNAN.TQ Public Service Co of New Hampshire 2pp 47225*235 
47c25rZ30 


H. General correspondence 


B01O2 10620 Commonl opposing proposed rule 10CFR59 re emargoncy planning & pro 
parodness require monis lor nuclear power plant fuel loading & rnillal low power opor- 

GUSTAFERROJ Affiliallon Not Assigned 88/06/08 Docketing & Services Branch 
ip. 47186:186 47166*186. 


0819260013 Final response to FOIA request / 
QRIMSLEY.D.H, NRC - No Delalled Afflllat 
soclalad Press 3pp, 4721 1.045 4721 1.088. 


I A documents end & available In PDR, 
Given. 80/09/20 MOKRZYCKI.M As- 


-8810260019 Requests Info re regulalions governing min distance nucloar power plant 
can be built from existing residential dwelling 

472^?‘055^*^ Assigned 68/06/16. Atomic Energy Commission Ip 


-8810260063 Ack receipt of 680610 Itr requesting info re regulations governing min dis- 
tance between resldonco A nuclear power plan!. 

MORRIS.P A Atomic Energy Commission. 88/07/16. DOWNS, R A. Affiliation Not As- 
signed. Spp 4721 1:057-47211.059 

-8810260124 Forwards Itr from S Fowler ro concerns over possible const of nuclear 
powoij)lanl In area of Seabrook,NH, Response requested 

MCINTYRE, T.J. Senate. 69/93/26. SEABOnQ.Q i. Atomic Energy Commission 2pp 
47211,067-47211*088. 


I. Flnanofal Information 


8S1O20O1Q7 Notice of appolnlmont of adjudicatory ompiqyoo* RS Wood of NRR ap- 
pointed as Commission adjudicatory employee, per 1QCFR2.4 Intoraated persons out- 
side agency required to observe restrictions In communIcatlons.Sorved on 601926. 
CHILKiS J Office of tho Secretary of tho Commission #468 7362 88/10/26 2pp 
47225.267-47226,268 


8010210510 Forwards US Bankruplcy Court order denying util notice of Inlanlion re par- 
ticipation In organization & Implomalalion of New Hampshire Yankee Electric Corp.Util 
intends to file for rehearing & provide court w/addi Info W/Svc list. 

HARRISON, R.J Public Service Co of New Hampshire. #486 7041, 83/99/09 Docu- 
ment Control Branch (Document Control Dosk). 26pp 47169:161-47160.105 


6810280112 Town of Amesbury response & euppi to NRC Staff motion lo compot an- 
swfi/a lo Inloffonatories & production of documents by town of Amesbury/ Motion 
should be denied Certificate of Sve end 

BROCK, MT Amosbury, MA BROCK, MT. Shainos & McEacharn. #480 7383. 88/10/ 
26. Atomic Safely and Licensing Board Panel 30pp, 47226 237-47225:208. 


0810260129 Town of Amesbury first suppi to NRC Staff first sot of Inlarrogalories & flret 
request for production of documents to towns of Amosbury.Nowbury .Salisbury .West 
Newbuiy & Marrlmac & city of Nowburyport * Cartificalo of Sve end. 

LOHD.W Amesbury, MA #406 7364. 88/10/26 Office of tho Goneral Counsel 6pp. 
47226 220 47225.233. ^ 


0610210627 Fonvards supplemental response to Question 4 from NRC 080011 request 
for add I Info re flnanclaf coverage for cost of low power operation. 

HARRISON, RJ, Public Service Co. of New Hampshire. #488 7059 08/09/13, Docu- 
ment Control Branch (Document Conlrol Desk). t2pp, 47160*189 47166.200. 

6810180394 Provides third rept on observations of util financial difficulties & Impact on 
licensing actions & plant activitios Increase In site activities consistent w/ initiation of 
healtm aclivltles 

NERSES, V, Project Directorate 1-3, 08/10/14, VARGA.SA Division of Reactor 
PfOiocte • I/ll (Post 870411). Ip 47172:177-47172:177. 


0019200139 Seacoast Anti Pollution League supplemental answer lo applicant first set 
of Interrogatories, per Board orders of 801010 & lO.* Supporting documentation & Sve 
list end Related correspondence. 

DOUGHTY,J Seacoast Anti Pollution League. #406 7377, 68/10/26. Public Sorvlce 
Co. of New Hampshire 0pp. 47226*216 47226.223. 

0010200146 Requests that recipient advise Board & author whelhor & lo what oxlent 
ruling on NRC motion to compel answers to Interrogatories required, per NRC 881014 
hr Related correspondence. 

BROCK.MT, Amesbury, MA. DROCK,MT Shainos & McEachern #400 7366 00/10/ 
26. TURK.S E. Assistant General Counsel for Hearings 1p. 47226:216-47226,215. 

8810280107 Motion of Joint Intervenors to extend lime within which to reply lo NRC 
Staff third sot of Interrogatories & document requests* Extension until 000112 re- 
quested 

tRAFlCONTE,J Massachusetts, Commonwealth of. #468 7368. 08/19/26. Atomic 
Safaty and Licensing Board Panel Spp 47226:174-47225*183. 

-0810200173 Resnonse of Commonwealth of MA atty general to NRC Staff third set of 
InterrrcMatodes & request for production • Certificate of Svo end 
TRAFlcONTE,J Massachusetts, Commonwealth of 06/10/26. Office of the General 
Counsel 7pp, 47226* 177-47226* 183 


O. Inspection reports, IE Bulletins a correspondence 

0809910337 NRC Info Nolle© 06 073, “Dlreclion-Dependenl Leak Characterlalics of 
Containment Purge Valves." Sve list end. 

ROSSI^C.E DIvluon of Operational Events Assessment (Post 870411). 63/09/06 
Consolidated Edison Co. ofNew York, Inc. 119pp. 46956.056 46956*177, 

8809150000 NRC Info Notice 88 077, "Inadverlont Reactor Vessel OvarlilL" Sve list 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411). 88/09/22 
Consolidated Edison Co. of New York, Inc 111 pp. 471 14*291 471 1 6.042 

8809190047 NRC Info Notice 66-076, "Implementation of Revised NRC Administered 
Requallficatlon Exams,*’ Svo list end. 

ROSSI, C.E Division of Operational Events Assessment (Post 870411), 88/09/22 
Consolidated Edison Co. of New York, Inc. 1 1 9pp. 471 1 5.043-471 1 6 046 

6009239092 SuppI 1 to NRC Info Notice 68 069, "Movable Contact Finger Binding In 
HFA Relays Mia by GE.'’ Sve list end. 

ROSSI,C.E Diviaion of Operational Events Assessment (Post 870411). 88/09/26. 
Coosolidaled Edison Co. of New York, Inc 117pp. 47 11 5*1 63-471 15*281 
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8-S 101 $0019 Nevf EnglaDd Coatrtion on Mucfoar PoFlulion (NECNP) oppostdon to appfi- 
cam motion for summa/y disposillon of NECNP Conlontion 10 2.' Applicant motion 
should bo denied Supporting documentallon & Svc list end 

CU0RAM.D New England Coalihon on Nuclear Pollution #488 7217 88/10/03 
AtomfoSafoty and Licensing Board Panel 19pp 47104 141'47104.159 

0910120345 Responds to 880615 Itr to President Reagan re substandard piping 
6x1ures,unqualirjed inspector concern & thoroughness of licensee Insp to determine 
counierfea bolls NRC Issued NRC Bulletin 86 OQS concerning problem 
MURLEY.TE Office of Nuclear Reactor Reoulalion, Dpreclor {PosI 670411), 88/10/ 
04 COI4LEY,S B We The People of The United States (We The People, tnc ). 13pp 
47134-27947135 001 

-$610120349 Responds to 880111 Itr to DOJ & 880601 telcon re concerns related to 
conduct of Inspa by unqualified authorized nircleBr Inspector & to deliberate attempt 
by ANI Insure ncfl Co to conceal discovery Addf followup activities planned 
HAVERKAMP.D n. Region 1. Ofc of the Direclor 68/06/03 CROMLEY.SB Affiliation 
Not Assigned 2pp 47134-35247134 353 

-6810120351 Forwards 880517 memo from J Gulierraz to W Kane re alfegations of 
wrongdo/ngjjfir 880601 request 

GUTIERREZ.J M. Region 1. Ofc of the Director 88/06/87 CROMLEY.SB Affiliation 
NolAssFgned Ip 47134-364 47134 359 

-6610120354 Discusses allegations of wrongdoing at plant per 860301 C White mamo 
1o WF Kane & 0805 1 1 inquiry from SB Comley, alleger Concern Invofves no conlact 
from Reg^^on I since Jan 1688 Com fay contact w/DOJ 

QUTIERREZ.J W Region 1, Ofc of tho Director 80/85/17 KANE.W f, Ragron 1. Ofc 
of the Director Ip 47134*35547134 355, 

-6610120356 Forwards 880111 Itr from SB Com key to L LIppe of DOJ re altegallons 
fnvolving Insps conducted by unqualified inspector & attempt to conceal discovery 
WHITE.CW Region 1. Ofc of Ifie Director 88/03/01. KANE.WF Region 1, Ofc of 
the Director 4pp 47134 358 47134 359, 

-8610120360 Forwards 660111 Ur from S8 Comley alleging wrongdoing at plant for 
review & appropriate action, 

QILBERT.E C. Regfon 1, Ofc of the Director 88/02/04. WHITE, C W. Region 1, Ofc of 
the Director Ip 47134 360 47135 001 

-6810120363 Forwards SB Comley 6B011 1 Ur re allagaUon of wrongdoing for appropri 
ate Investigaton 

LIPPE, L. SHINE, RS. Justice, Dept of 83/01/11 HUTCH IN SON, W. Office of InveslF 
gallons Ip 47135 00147195 001. 

$610030265 NRC Info Notice 88-OBO, “’Unexpected Piping Movement Attributed to Ther- 
mal Stratification " Svc fist and. 

ROSSI,CE Dwisfon of OperaiJonal Events Assessment (Post 870411) 86/10/07 
Consolidated Edison Co of New York, Inc 223pp 47115 262 47115,285. 

6810040066 NRC Info Notice 88-061, “Failure of AMP Window fndent KYNAR Splices 6 
Thomas & Belts Nylon Wire Caps Dunng Environ Qtialificalion Testing.” Svc list end 
ROSSI, CE, Orvislon of Operational Events Assessment {Post 870411) 88/10/07 
Consolidated Edison Co of New Yor1(, fnc. 119pp, 4711602647118.144, 

$810190115 Forwards ‘"Supplemenlary Tesl Program Description 8 Results of Chemicat 
Anafysis,” in response to NRC Bulletin 86-005 Onlir fimlted number of blind flanges 
identiftad as substrength 

FE1GENBAUM,T,C. Public Service Co. of New Hampshire. 08/10/14. Document Con- 
trot Branch (Document Control Desk) 23pp. 47202 163 47202.186 

6610130161 NRC Info Notice 68 - 063 , ’’Inadequate Testing of Relay Contacts in Safety- 
Related Logic Sys '' Svc fist encf. 

ROSSI, GE Division of Operational Events Assessment (Post 670411) 60/1:0/19. 
Consolidated Edison Co of New York, tnc 1 19pp 47166*239 47 1 96 357. 


S. ReporlabEa occurrencea, LERa 6 related correspondence 

8810240335 Final Dsficiencty Repl CDR 84-00-13 re portions of control circuits not con- 
sidered when evaluating total circuit length for voltage drop calculations Initially repoit- 
€kJ on e40'830. Independent review confirms corrective actions compfated. 
THOMAS,Q.S Public Service Co. of New Hampshire 66/10/14. Document Control 
Branch {Document Conlroi Desk), 2pp 47255 142 47255 143 


U-Congreaslonal/ExecutlveCorraapondence 

8810030204 Responds to 6B0909 Ftr (o Chairman Zech re concern over adequacy of 
facility evacuation plan NRC determination of adequacy of facikty offsite plans &. pre- 
pareoness will Include review of FEMA findings A graded exercise 
STELLO,V. Ofc of the Executive Director tor Operations 88/09/19. MAVROOLES.N 
House of Rep 3pp 47007,143-47007.145. 

8610030045 Responds to 880008 Ur re concern over adequacy of evacuation plan pre- 
pared by ulll for plant Public heanng will be held to adjudicate admitted contentions 
raised by parties to litigation re pfent graded exercise 

STELLO.V Ofc of (he Executive Director for Operations 68/09/28. MAVROULES,N, 
House of Rep. 6pp, 47010*288 47010 273. 

-0610030046 Urges Commission to give seiiotis & thorough consideration to adequacy 
of evacuation plan for plant 

MAVflOULES.N House of Rep, 68/09/09 ZECH,L.W. Commissioners, ip. 
47010.27347010:273 


V. Operator CxaminaltonB 


8606 1 70150 Generic Lt/ 66-13 lo all power reactor licensees & applicants for OL ro op- 
erator licensing exams Svc list end. 

MJRAGLIA,F.J Associate Director for Projects {i>o at 670411) 68/08/06 Consolidated 
Edison Co. of New York, fnc S0pp 46956 001-46956:057. 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1 


A. Appllcatlon/conatructlon stage documents & correspondence 


8609120065 Generic Ltr 86-15 to all power reactor licensees & applicants ro electric 
power sys - inadequate control over design processes 

CRUTCHFIELD, 0 Associate Direclor for Projects (Post 870411) 08/09/12. Cenwli 
dated Edison Co oi New York, tnc BOpp 47001 -239 47001 300 

6809290046 Forwards Rev 0 lo ’'Slation Svc Waler Sys Coaling Removal Project Eval- 
uation," addressing corrosion concerns 

COUNS)L,W G, Tu Electric (formerly Texas Utilities Generating Co ) 60/09/23 Docu 
meet Control Branch (Document Conlro) Desk) 2pp 46983-1 1 1-46983 173 

-8809290047 Rev 0 lo, "Engineering Rept,Statlon Svc Water Sye Coaling Removal 
Project Evaluation ” 

GUIdEMOND.W.G . JENKINS,flT, NACE,LD TU Electric (form e/Jy Texas UliliUfii 
Generating Co ) ER-ME-ig ROO 60/09/21. 61pp 46963 113 46903 173. 

8809300067 Notification of contract execution, Mod 19, to “Review & Evaluallon of Com 
mancha Peak Program Plan " Contractor Teledyne Engineering Svce 
PAGE.M Contract Administration Branch NRC-03 85 067 88/09/23. GRIMES.CI 
Ofc of Special Projects LYONS, J NRC - No Detailed Affiliation Given Ip 47002,198 
47002-199 

-8009300090 Mod 19, extending performance period at no addi costjo "Re^ri gw 6 Eval- 
uation of Commanche Peak Program Pian " 

MOONAN.WS Teledyne Engineering Services EDGEWORTH.P J Division of Con 
tracts & Property Management (Post 080515) NRC 03-85 067 63/09/23 Ip 
47002-19947602 199 

8810260468 Final response to FOfA roquesl for documents re plant Forwards App 0 
documents App D documents also availabla in PDR 

GRIMSLEY.DH NRC - No Detailed Affiliation Given 06/09/23 WEISSMAN,8 Cali- 
fornia. State of 2pp 47209 00147209 002 

-8304220651 Board Notification 63-42 forwards Info re unanalyzed reactor vessel tlier- 
mat stress during cooldown B&W Informed NRC of preliminary safely concern cvolv^nj 
from further consideration of 000810 St Lucie upper head voiding event 
EISENHUT.DG. Division of Licensing (000428 851124) 03/04/12. PALlADiNO.NJ 
Commissioners 20pp 47209 0BB47209 069. 

8810060214 Reissued notification of 861005-06 meetings w/util In Rockville, MD to dis 
ciiss proposed changes to Tech Specs. Agenda encf 

MALlOY,M Ofc of Special Projects 80/(59/29 GRIMES, C I Ofc of Special Projects 
6pp 47071 328 47071-333 

$810100198 Summary of 6B0321 meeting w/ulil in Rockville, MD re attenuation of (cts 
from high energy line breaks Meeting notice, list of attendees & handouts on Jet Im- 
pingement foadings end 

MAlLOY.M Ofc of Special Projects 88/03/30 Ofc of Special Projecia 27pp 
47089 321-47089.361. 

8010100199 Summary of 880921 meeting w/uti) in Rockviffe.MD re Chemical Engineer- 
ing Branch review of FSAR List of attendees, meeting notice & agenda end 
MALLOY.M Ofc of Special Projects. 68/09/30. Ofc of Special Projects. 37pp 
47091 312-47091 352 

$810050058 Generic Ltr 68-16 to all power reactor licensees & applicants re removal of 
eyefe pacific parameter limits from Tech Specs Svc list encf 
CRUTCHFIELD, D. Associate Director for Projacta (Post 670411). 88/10/04. Consoli- 
dated Edison Co of New York. Inc 4Bpp 47116 145-47116*194 

8S 10 140209 Summary of 880111-15 meeting In Glen RoseJX re proposed changes lo 
first draft Tech Specs List of attendees & vlewgraphs end 

MALLOY.M. Ofc of Special Projects 88/10/04. Ofc of Special Projects, 49pp 
47146 34147147.093. 

8010170334 Summary of 880412 mealing w/ulil In Rockville, MD re planned changes lo 
Tech Spec 80 concernina administrative controls, Tech Spec devel’Opmenl & tevlett 
schedule & NRC review of proposed Tech Spec changes 

MALLOY,M Ole ol SpeeVa) Projects. 88^0/04. t5tc ot Special Projects, &9pp 
47168 084-47168 146. 

$610200096 Summary of 860922 meetind w/util In Rockviffe,MD fo Tech Specs 8 utii 
phoritizatJon of 64 unreviowed generic changes proposed for facility 
K4ALL0Y,M. Ofc of Speciaf Projects 88/10/04 Ofc of Special Projects 2pp 
47198-149 47198 187, 

$$18270512 Final response to FOIA request for documents Forwards App B 
documents Apps A & B documents also available In PDR. 

GRIMSLEY,D.H NRC - No Detailed Affiliation Given 88/10/05 BAUMAN.L Govern 
ment Accountability Project 3pp 47243 214-47243.229 

-0810270516 Informs that D Jew authorized lo 8 worked on 880716 Tfn>o sheets end 
LIVERMORE, H H Ofc of Special Projects 88/08/03 NRC - No Detailed Affiliation 
Given 13pp 47243*21747243:229. 

8010120309 Notification of 881019 20 meetings w/utif In Rockville, MD to discuss pro- 

E i changes to facility Tech Specs & preparation of proof &. review Tech 
i Agenda vnU be available, 

,OY.M Ofc of Special Projects 88/10/07. GRIMES, Cl Ofc of Special Projects 
4pp, 47113.05047113 053 

0010130060 Requests approval of end final draft, "Process Control Program," 
COUNSIL,vVG. TU Electric (formerly Texas Utilities Generating Co ) 08/10/07. Docu- 
monl Control Branch (Document Control Desk). Ip. 47136*1 13 47136.140, 

-881013(K)64 "Process Conlrot Proarem,” 

* TU Eleclnc (formerly Texas Utilitfes Generating Co.). 88/10/07. 27pp. 47136:114- 
47130:140, 
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£610170067 Comments on end draft environ protection plan Item 2 of Section 2,1, 
"Aouallc Issues" should be deleted since current NPOES does not require chlorine 
minJmizalfon study. Section 4 2 1 should rolloct current third production well 
COUNSIL.WG TU Electric (formerly Texas Utilities Generating Co > 88/10/07 Docu- 
meni Control Branch (Document Control Desk) Ip 47169 346 47169 360 

-6610170070 Draft App 8 to Facility Operating License NPF 2fl Environ Protection Plan 
(Nonradiologica)) « . 

‘ TU Electric (formerly Texas Utilities Generating Co) OD/10/07, 15pp 47169 346 
47169 360 

6810170434 Ack receipt of proposed changes to util Tech Specs Soctions 65 22 & 
6 5 2,6 & to assure that proof & review of changes reflect agreement Changes sched- 
uled W issuance in Doc 190Q 

GRIMES, Cl Ofc of Special Projocts 80/10/07 COUNSIL,WG, TU Electric (formerly 
Texas Utilities Generating Co ) 4pp, 47169*179 47169 182 

6810180313 Forwards proprietary WCAP-11907 & nonpropriotary WCAP-HOaO, "Surge 
Une Stratificaton Presentation Overheads • 080907 Texas Ulit tleclrlc/NRC Meeting " 
Pfopnetary vo/sfon withheld (ref 10CFR2 790) 

COUNSIL,WG, WALKER, RD TU Efectrlc (formerly Texas Ulililles Gonorattnn Co) 
e&/t0/12 Document Control Branch (Document Control Desk) 3pp 47172 006* 
47172 063 

-8610160340 Requests that propriotary WCAP*11967, "Surge Line Stratification Pres 
entatlon Overheads * 680907 Texas Utif Efoctric/NRC Meeting'* bo withhold from 
public disclosure (ref 10CFR2 790) 

WiESEMANN,RA Westinghouse Electric Corp flO/09/26, MURLEY.T, Office of Nu 
clear Reactor Regulation, Diroctor (Post 87041 1) 6pp, 47172 009*47172 01 4, 

-6610160343 "Surge Lino SIralification Presentation Overhoads - GB0907 Texas Ulil 
Elaclrlc/NRC Meeting " 

AIVTAKI.GA Westinghouse Electric Corp WCAP'11900 06/09/30 4Bpp. 47172 016* 
47172,063. 

6610240191 Change Notice 1 to 0B10O7 notification of meeting w/ulil on 081019*20 In 
Rockville, MO to discuss proposed changes to Tech Specs & preparation of "proof 
levlaw" version of Tech Specs Agenda one). 

MALLOY, M Ofc of Special Projects 80/10/18 GRIMES, Cl Ole of Special Projects, 
epp 47265.276*47255 280 


F. Security, medical, emergency & fire protection plana 

1810140127 Summary of 080317*18 mooting w/utif in Rockville, MD re (Ire protocllon 
programon program in rosponse to open & unrosolvod ttoms in lr>sp Rept 59 44&/07* 
22 Olil attends lo submit advanced draft FSAR changes by early May 1980 
W ALLOY, M Ofc of Special Projects 60/00/30. Ofc of Special P/oJocts 20pp. 
47138 060 47138 081. 


0. Ad|ud(catory correspondence 

68f0030339 Applicant reply to Citizens for Fair Util Regulation (CFUR) first suppi to 
66081 1 request for hearing & petition for leave lo inlervono * CFUR request should bo 
deniied Certificato of Svc end 

NEWMAN, JR TU Eloctfic (formerly Texas Utifitlos Genorating Co) NEWMAN, J.R 
Newman & Hollzinger. ^488 7174 68/09/28 Commissionors 30pp 46065 296 
46965 325 

6610060090 NRC Staff response lo Citizens for Fair Util Rogutatlon first suppi to ro 
auesi for hearing & potitlon for leavo lo intorvone * Petition 8 requests for bearings 
^ojld be donied.W/CertifIcato of Svc. 

MOORE, J.E Assistant General Counsel for Hoaringa ^488 7211 08/10/03. Commls* 
slonors 14pp. 46997 313 46997 326 


K. UtllHy Final Safety Analysis Report (FSAR) & amends 

6610240365 Amend 74 to FSAR for Comanche Peak Steam Electric Station Units 1 & 
2.W/881019llr 

COUNSIL.W.G TU Electric (formerly Texas Utilities Gonoralino Co). 80/10/14 
400pp 47267-303*47259 013 


Q. Inspection reports, IE Bulletins & correspondence 

$610270610 FOIA request for documents re NRC 880707 0802 Insp of acllvitios author- 
ized by NRC CPs CPpn.126 & CPPR-127 

BAUmAN.L Government Accountability Project 80/0B/2?. NRC * Mo Doiaitod Aflilt 
a»km Given 2pp 47243 212-47243 2t3 

6609010337 NRC Info Notice 68*073, "Direction Popendonl leak Clraractorlstica of 
Containment Purge Valves." Svc list end 

ROSSt.CE, Division of Operational Events Assessment (PosI 070411), 98/09/08, 
Consolidated Edison Co. of Now York, Inc Il9pp. 46960 058 46958.177. 

88092&(K>15 Forwards Insp Ropis 50 445/88*58 & 60-446/88*54 on 090803*0008 & 
notice of violalion, 

WAftNICK.RF. Ofc of Special Projects, 80/00/21 COUNSIL.WG TU Gloelrlc (for- 
merly Texas Utilities Generating Go ). 6pp 46977.019*46977*042 

-8609280017 Notice of violation from insp on 880803*0908 Violation noted Post Const 
Hardware Validation Program Package CS 090-SG 1*773-54 Si altributoa for 
Iocalk}i>,orian1allon & welding Incorrectly marked 

WARNICK.fl.F. Ofc of Special Projects 80/09/21, 2pp 46977 025 4 6977.026 

-8809260019 Safety Insp Repts 50*445/80-58 & 50*446/88-54 on 860903-0908 Viola- 
tion noted Major areas inspected actions on provlous insp findings, followup on devi- 
ation s/violations & general plant lours 

RUNYAN, MF., LIVERMORE, H.H Ofc of Special Projocts, 89/00/21. 16pp. 

46977.027*46977,042. 

6609260137 Ack receipt of 800906 ttr Informing NRC of stops taken lo correct violations 
noted In In^ Repts 50*445/08*46 & 60 445/00 44. 

WAHNICK.aF. Ofc of Special Projects. 88/09/21. COUNSIL.WQ TU Elociric (for- 
merly Texas Utilities Generating Co), 4pp 46978,232-46078*235, 


8810050316 Forwards Insp Repts 50 446/88 55 & 50-446/88-51 on 980803 0908 No 
violations or deviallons noted 

WARNfCK.RF, Ofc of Special Projects 98/09/21. COUNSIL.WG TU Electric (for- 
merly Texas Ulililies Generaling Co) 4pp 47057.233-47057 253 

-8610060317 Insp Repts 60-445/69-55 & 50-446/88 51 on 980803 0908 No violations 
noted Major areas inspected applicant actions on previous insp findings.tlmelinfiss of 
nonconfornnance rept processing & lechnlcal audit program 

HALE»CJ, LIVEnMORE.HH C5fc of Special Projects 88/09/21 18pp 47057 237- 
47057:253. 

6610050318 Forwards Insp Repts 50-445/8B 57 & 50 446/80 53 on 880803 0908 No 
violations or deviations noted 

WARNICK.R.F Ofc of Special Projecla 86/09/21 COUNSIL.W.G TU Electric (for- 
merly Texas Ulilifles Generating Co ) 4pp 47066 176*47066 108 

-8810050320 Insp Repls 50 445/88 57 & 60 446/86-53 on 8B0803 0906 Ne violalrons 
noted Major areas Inspectedacllons on previous insp fin dings, followup on violations/ 
deviations, actions on NRC bulletins & general plant insps 

PH}LLfPS.HS„ LIVEnMORE,H.H Ofc of Special Projects 88/09/21 9pp 47066 180- 
47066 lOB, 

6809160008 NRC Info Notice 86-077, "Inadvertent Reactor Vossol Overfill" Svc list 
end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co of Now York, Inc 111pp 47114 201-47115 042. 

8809190047 NRC Info Nohee 80 078, "Implementation of Revised NRC-Admlnlsterod 
Roqualificalion Exams," Svc list end 

R05SI,CE. Division of Operatiortal Events Assessment (Post 679411) 88/09/22 
Consolidatod Edison Co, of Now York, Inc 119pp 47115 043-471 15 046 

8810040122 Forwards Insp Repls 50*445/88 54 A 50*446/08-50 on 880803- 0906 & 
notice of violation 

WARNICK,nF. Ofc of Special Profacls 88/09/27 COUNSIL.WG TU Electric (for- 
merly Texas Utilities Generating Co) 6pp. 47040*348 47041*000. 

-8810040124 Notice of violalion from Insp on BB0803 090 8,Vjola lion noted contract em- 
ployee working in fuel bldg crossed barrier Into radlalfon controlled area w/o meoting 
required admlnisirattvo conirols 

WARN ICK.R, Ofo of Special PfOjocls 88/09/27 2pp 47040354 47040 355 

-8810040128 Insp Repts 60 445/88-54 & 50 446/88*50 on 880809 0908 Violations 
noted, Major areas Inspected applicant action on previous insp findings, followup on 
violations A devioUons, preoperatlonal retesting program A plant lours 
BITTER.SD. BURRIS.S.P., WIEBE.J S Ofc of Special Projocts 68/09/27 13pp 
47040 356 47041 008, 

8810060077 Confirms 880804 commitment lo porform addi exams during facility sys 
functional to sling/ heatup In order to provide assurance that A8ME SeclIoA XI repairs 
a mods tested properly. 

COUNSIUWQ , WOODLAN.O R. TU electric (formerly loxas Ulilltles Generating Co ), 
88/09/28, Document Control Branch (Document Control Desk) Ip 47071*313- 
47071.313 

0810060163 Submits tabulation of plant primary meteor olog^^cal tower paramotors for 
Apr-Juno 1980, per Insp open Homs 445/8 807 €2 a 446/6806*02 Tablo ll.percont data 
rocovoiy lor 1988 first & second quarterly periods combined end 
COUNSIL.W.G , WOODLAN.D R TU Electric (formerly Texas Ulilillos GonoraliriQ Co ). 
06/00/26 Document Control Branch (Document Control Desk) fOpp. 47070 333- 
47070 342. 

8806230002 Suppi 1 lo NRC Info Notice 88 069, "Movable Contact Finger Binding in 
HFA Relays Mfg by GE " Svc Nst end 

ROSSI, C.E, Division of Operational Events Assessment (Post S704t1). 89/09/29, 
Consolidated Edison Co of Now York, Inc 1 1 7pp. 471 1 5 163 47 1 1 5 281 

BB1003026D Advises that seismic Qualification of reactor coolant pump lubo oi1 collec- 
tion sys expeclod to bo comploloo by 081031, per Insp Ropt SO 445/67*22 
BECK.J W. TU Elociric (formerly Texas Utilitloa Genofating Co ) 88/09/30 Document 
Conirot Branch (Document Control Desk), Ip 4 7008 293-47006 293. 

8610060337 Forwards Insp Repts 50-445/86-59 & 59 440/86-55 on 680803- 0908 & 
nollco of violation. 

WARNICK,RF Ofo of Special Projects 88/09/30 COUNSIL.WG TU Eloclric(lor- 
morly Texas Utilities Gonerallno Co), 6pp 47067*266*47067*272. 

-8810060364 Notice of vlofallon from Insp on 680803-0908 Violation noted conduit 
listed on data sheoi as Amorlilo Typo VF instead of Soaftito Typo UA 
WARNIGK.n,F. Ofc of Special Projocls 88/09/30. 2pp 47007 262 47067 263 

-0010060367 Insp Repls 60-445/88-59 & 60 446/88-55 on 680003-0908. Violation 
noted Major areas (nspeclod applicant action on previous insp findings, follow up on 
violations & dovlatfons, acllon on 10CFRS0 5S(e) repts & allogalion follow-up 
LIVERMORE, H.H. Ofc of Special ProjoclS 00/09/20 9pp 47067 264 47067:272 

8010000302 Ack receipt of 660906 Hr fnformlng NRC of slops taken to cerrecl: violations 
noted in Insp Repts 50 445/08*44 a 6D 446/88 40 

WARNICK.aF Ofo 01 Spociat Prolocls 68/00/30 COUNSIL.W.G TU Elociric (for- 
merly Texas Ulilillos Generating Co ). 4pp 47065,177-47065 160 

0010140127 Summary of 800317-18 mooting w/ulil in Rockvjllo,MD re fire protection 
programon program In response lo open & unresolved items in Insp Ropt 50 445/87- 
22 Ulil attends to aubmil advanced draft FSAR changes by early May 1908. 

MALLOY, M Ofc of Special Projects 68/09/30 Ofc of Special Projects 29pp 
47130050-47190.081 

6010070306 Insp Repts 60 445/88 5$ & 50'44 6/86*52 on 880803-0908 VrofaHons 
noted Major areas Inspected applicant actions on previous msp findings, followup on 
vlolatlons/deviatlons & review of 10CFR50 55(0) const deficiencies. 

LIVERMORe,H.H, Ofc of Special Projects 88/00/30, 28pp 

8010030256 NRC Info Notice 68*080, "Un expeclod Piping Movement Alinbuled to Ther- 
mal Stratification." Svc list end 

nOSSJ.CE, Division of Operational Events Assosamonl (Post 870411) 88/10/07 
Consolidated Edison Co, oiNew York, Inc 223pp 471 15,282-47116*205 
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S810l)<ll(l«e NRC rnfo NoUce 88-081, "Ralluie of AMP Wladow Indont KYNAR Splices & 
Thomas & Bolts ^J^Ion Wiro Caps During Enwron Qualification Testing " Svc fist oriel 
ROSSI, CE Division of Operational Events Assessment (Post B7G41I) 88/10/07 
Consolidated Edison Co of New York, Inc. ItOpp 47116 026-47116 144 

8810240079 Advises of fnsp Initiative implemented for all operating reactors, Perpoa© of 
fnsp is (0 evalualo each licensee malnl performance against existing regulations & In- 
dustry stds 

CALLANX J Region 4, Otc ol ttie Director 68/ 10/13 COUNSlL,Vil G TU Electric (tor- 
marly Texas U till lies Generating Co) 3pp 47257 1 1 7-47257 1 19 

8810180181 NRC Info Notice 88 CS3, ^Inadequate Testing of Relay Contacts In Safety- 
Ralaled togfe Svs ’* Svc list onci 

ROSSI, CE DMsIon of Operalional Events Assessment (Post 870411) 88/10/19 
Consolldaied Edison Co of New York^ Inc, 1 19pp 47196 233 47196'357, 


S. n&poriQble occurrences, LERa & related correepondence 

8809290383 Supplemental Deficiency Rept CP 87*47 re consumable mails replacement 
program Initially reported on 880206 impleinentation of NEO 6 05 rescheduled for 
connprdffdn by 881 1 1 5 

COUnsil,W G TU Eisetfic (formerly Texas Utilities Generating Co ) 88/03/20 Docu- 
ment Control Branch (Document Control Desk). 1 p 46097:360-46637 360 

8813340147 Supplemental Deficiency Rept CP-8B-22 re svc water discharge pipe mis- 
sile protection inillaliy reported on 680205 Util currently performing detailed reevalua- 
ion of issue & previously specified corrective action 

COUNSIL.WQ, WALKEaRD TU Efeclifc (formerly Texas Utilities Generating Co.) 
88/09/28 Documanl Control Branch (Document Control Desk) Ip. 47026.128- 
470SS m 

88 1004 0157 Supplemental Deficiency Rept CP 86-53 re seismic design of 
conduit. Initially reported on 881 021. Unit I corrective actons rescheduled for 
6703D1 Unit 2 schedule remains unchanged, 

COUNSIL.WQ, WALKER.R.D TU Electric (formerly Texas Utlltiaa Ganoratlng Co.) 
66/09/26. Documanl Control Branch (Document Centro! Desk) Ip, 470M.161- 
47026J6J 

6810060098 Supplemental Deficiency Rapt CP 87-1 15 re modeling error for seismic 
analysis of svc water Ini eke structure Initially reported on 6B0201 Completion of cor* 
restive actions for Unit 1 extended until 661130, 

COUNSIL,W.G . WOODiAN*D R. TU Electric (lormerly Texas Utifilles Qeneraing Co ). 
83/09/28. Document Oonl/ol Branch (Document Control Desk). Ip. 470TO'202* 
47070^202 

6810080102 Supplemental Oeficfancy Rept CP 88-15 re contafnmem max flood 
level. Initially reported on 8601 18 Unit 1 corrective actions scheduled for completion on 
8&C>215LUnrt 2 correction schedule unchsnaed 

COUNSIL,W-G . WCX)DLAN,D R TU Elaciric (formerly Texas Utilities Generating Co ). 
88/09/28 Document Control Branch (Document Control Desk) Ip 47071 338- 
47071 338 

8813360117 Suppiamental Deficiency RePt Cf^8S052 te cable tray hanger reverifica- 
tlon program Inltiafly reported on 851220. Complelfon date for mods as result of vafi 
dallon/lnsp dofayeo until 690301. 

COUNS!L,W,G , WOODLAN.D.R TU Eleclrfc (formerly Texas Utilities Generating Co.). 
68/09/28 Documenl Control Branch (Document Control Desk), ip 47071 ‘245* 
47071 245 

8610030208 Supplomenlel Deficiency Rept CP-6a-20 rd instrumentation utilized in de- 
tection 8 mitigation of certain high energy line breaks (HEL6) fnitfafly reported on 
680126 Redundant HEL6 pressure switch provided Completion expected by 670201. 
BECK,d W TU Efectrio (formerly Texas Ubiities Ganeraiing Co). 88/09/30 Document 
Control Branch (Documenl CJontrol Desk) Ip. 47316022 47016022. 

8810030229 Supplemental Deficiency Rapt CP-85-27 re eefsmlc gap betweer> 
structures Initially reported on 851217,Conipletion of corrective actions rescheduled 
until 890223 Schedule for Unit 2 unchanged. 

8ECK,J TU Electdc (formerly Texas Utilities Generating Co.) 86/09/30 Document 
Control branch (Document Control Desk) ip 47003 277-47003 277. 

8810030237 Siipplomentaf Deficiency Rept CP-d8-25 re design of auxFirary feedwater 
pump turbine control panel which could impair ability to prowde emergency feedwator 
b steam generalors Initially reported on 880l28.ComplelIort©xpactocrby 681219 
&ECK,J W- TU Electric (formerly Texas Utibtles Generating Co ) 8B/09/30 Docurnem 
Control Branch (Document Control Desk), Ip 47003 355-47003355. 

8810030240 Supplemental Deficiency Rapt CP 87-137 re diesel generator governor HX 
which could reduce cooling capacity or HX. Inihaify reported on 880120 Replacement 
of Ur>l! 1 Train A HX internals compJete & work order closed 
BECK.J.W TU Efectnc (tormorfy Texas Utilities Generating Co) 88/09/30 Document 
Control Branch (Document Control Desk) ip 47005 342 47005342. 

6810030243 Supplemental Deficiency Rept CP 67-21 re affect of (hermofag on derating 
factors Initially reported on 871223 Correcirve actions rescheduled for complelfon by 
890228 for Unit I.Unit 2 schedule unchanged 

BECK,0 W TU Electric (formerly Texas Utibties Gerteraimg Co) 68/09/3D Document 
Control Branch (Documenl Control Desk) Ip 470OS215 4^7005 218 

8610030248 Supplemental Deficiency Repi CP-d7-064 r© pressure relieving capacity of 
tornado venting devTces & design basis analysis not including sufficieni documentation 
for differenlial pressures Initially r^rted on 860l20,Rep1 dale revised 
BECKJ.W TU Electric (formerly Texas UHliUes Generating Co) 88/0B/30 Document 
C^trol Branch (Document Conlrol Desk), tp 47005 346*47005*345, 

8810030247 Supplemenlal Deficiency Rept CP-94-029 re safe shutdown analysis eval- 
uations not considering potential fire which could affect habitability of control 
roomJnItially reported on 841105 Issue not repcrlablo per 10CFR50 5 5(e) 

0ECK,d.W. TU Electnc (fornnerly Texas Ut^litres Generating Co ) $8/09/30, Docoment 
Conlrol Branch (Documant Control Desk) 2pp 47003 278-47003 279 

8810030352 Supplemental Deficiency Rept CP-87-139 r© equipment quafificalton of ter- 
minal blocks in & out oj containment Initially reported on 6801 05 Corrective actions re 
Weldmuller terminal blocks under review Next rep! by 898117 
COUN8IL.W G , QECK.J.W 7U Electnc (formerly Texas UWities Generating (5o.) 88/ 
09/30, Document Control Branch (Document Confral Desk). Ip 47016*236- 
47016 238 


$810200027 Part 21 rept re potential butterfly valve failures Dnve train replecomenl bts 
being supplied to purchasers Instructions end 

SANDlfNG.M, Xomox Corp (subs of Ennerson Elecirio Co). 88/09/30 WURLEV.TE 
Office of Nuclear Reactor Regufalion, Director (Post 870411) 35pp, 47228322 
47228358 

8610110292 Supplemental Deficiency Rept CP 87*131 re cubicle steel plalfcrm frarnlng 
8 presaurizer support slab Initially reported on 860205 AddI analysis on pressunzer 
surge line being performed to address thermal stratification effects 
C50?fNSlL,W G., BECKJW TU Electric (formerly Texas Utilities Genorallng Co) W 
10/03 Documenl Conlrol Branch (Document Conlrol Desk) Ip 471(W359- 
47108*369 

6810120357 Final Deficiency Repl CP-88 30 re cold overpressure mitigation sys acCu- 
ation during accident events initially reported on 860718 Condition found not repcA- 
abfe under 10CFR60 55(e). 

CiOUNSlL.WG. TU Eieciric (formerly Texas Utilities Generating Co ) 88/10/05 Docu- 
ment Control Branch (Document Control Desk) 2pp, 47135 067*47135 068 

8B10200039 Part 21 Rept 146 re defect in left inlercoofer Inlet adapter on standby 
diesel engine generator Recommends utils Inspect left Intake manifoia drain as pad of 
operating plan AddI Info expected by 881016 

QUNTRum,B. IMO DelavaV, Inc 88/10/05 OHica of Nuclear Reactor Begulalioa t>* 
rector (Post 870411), 3pp 47225 323 47225 325 

8610120260 Final & Inidrim Deficiency Rept CP-60-34 for Units 1 8 2, respoctivofy re 
RHR HX support design Initially reported on 680906. Unit 2 review & correcllve action 
will be completed prior to fuel load.Next rept will be submitted by 891229, 
COUN8IL.W.G , MARSHALL, J,S. TU Electric (formerly Texas Ulllrllos Genera ling Col 
68/10/06, Document Control Branch (Document Control Desk), 2pp 47112,354- 
47112;355 

8810180243 Interim Deficiency Rept CP-88 35 ra Inadequate or Inaccurate caljbr proce- 
dures & atds which coufd render accuracy of measuring Inslrumenis or ether (Hiuip- 
ment Indeterminate Initially reported on 8B0912,Next r^T by 690123, 

COUNSIL,W G , WALKER, R D TU Electric (formerly Texas Utilities Generating (Jol 
80/10/12. Document Conlrol Branch (Documenl Control Desk) Ip. 47174.32J- 
47174 323. 

6810160247 Interim Denclericy Rept CP-B6>48 re adequacy of nonconformance 
dispositions Initially reported on 860713. Evaluation continuing Next rapt will be svb- 
mllled by 880228, 

WALKER, RO TU Electric (formerly Texas Utilities Generating Co) S8/10/12. Docu 
ment (Control Branch (Document Control Desk). 1p 47100 030 4718{).039 

0S10170476 Supplemental Dellclency Rept CP-05 36 re Train B conduit supports tnilally 
reported on 871 105 Structural Integnly of majority of Train C conduit supports Iwl/ig 
demonstrated per Project Instruction PI 0210 053-013 

COUNSIL,W.G , MARSHALL. JS TU Electric (formerly Texas Ulijities Generating Co) 
88/10/13 Documenl Conlrol Branch (Document control Desk) gpp 47173002- 
47173,003 

8610170181 Supplemental Deficiency Rept CP.87-116 re purge gas overpressunzatioii 
of condensate storage lank & reactor makeup water storage lank.Nexi repl will be 
submitted by 890205 

BECK,J,W TU Efectrfc (formerly Texas Utilities Generating Co.) 80/10/14. Documofil 
Control Branch (Documenl Control Desk). 1p. 47166 121-47166 121 


V* Operator EKamlnattons 

B6DS17015O Generic Ltr 88-13 |o all power reactor licensees 4 applicanls for OL re cp- 
erafor licensing exams, Svc flat end 

MIRAGLIA.F.J Associate Director lor Projects (Post 870411). 88/08/08 Consoffdaled 
Edison Co of New York. fnc.,6epp. 46058 001-46056.057. 

8810070390 Requests that util furnish end list of ref mat! In order for NRC to meet op- 
eralOf licensing exams scheduled for wk of 981219 Requirements for conducling 
exams & rules 4 guidance for admlnialenng written exam end 
CALUN.L J Region 4. Ofc of the Director. 88/09/27. COUN8IL.W G. TU Efectnc (for- 
merly Texas Uiititlos Generating Co ) 12pp 47079 007-47079 010. 

0810200189 Summarizes 860916 meeting w/u(ij In Region IV re now operator requalifl* 
cation methodology, Including general Info on constructing open ref exam questions 
CALUN.LJ Region 4, Ofc oMhe Director 88/10/06 COUNSIL.W.Q TU Eleclrw (for* 
meity Texas UWrtfes Generating Co ) 3pp 47206 358 47205 360. 


DOCKET 50-448 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 2 


A. AppDcatlon/constructlon stage documents & correspondence 


8809120085 Generic Ltr 86-15 lo all power reactor licensees & applicants re electrfo 
power sys - Inadequate control over design processes. 

CRUTCHFIELD, D. Associate Dlreclor for Projecis (post 870411) 80/09/12. Consoli- 
dated Edison Co of New York, Inc. 60pp 47001.239-47001.300. 


6809290046 Forwards Rev 0 (o "Station Svc Water Sys Coating Removal Project Eval- 
uation,"' addressing corrosion concerns, 

COUNSIL.W.G TU Electric (formerly Taxes Utilities Generating Co.). 08/09/23, Docu- 
ment Control Branch (Document Control Desk) 2pp. 40983 1 1 1 -46983:1 73. 


-8809290047 Rev 0 lo, ‘'Engineering Rept,Slalion Svc Water Sys Coating Removal 
Project Evaluation " 

GULDEMOND.WG. JENKINS.R.T.. NACE.L.D TU Electric (formerly Texas Ulililias 
Generating Co.), ER-ME-19 ROO 88/09/21. 61 pp 46983 1 13-46983*173. 


88O930Q087 Notification pf contract execution, Mod 19, to "Review & Evaluation of Com 
manche Peak Program Pfan " Contractor* Teledyne Engineering Svea 
PAQ6,M Conlracl Admlnlsl ration Branch. NRC-03-85-067 86/09/23. GRIMES.CI 
Ofc Of special Projects, LYONS,J NRC • No Detailed Affiliation Given 1p 47002*f98‘ 
47002:199 
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-8^09300090 Mod Ifl.extendfng performance ponorf at no arfrfi cost, to “Revlow & Evol- 
tration of Com mane he Peak Program Pfan ” 

MOONAN.WS Teledyno Engfrioerina Sorvicos EDGEWORTH, PJ Division of Con 
tracts & Property Managament (Post 6B051S) NRC-03 05-067 08/09/23 ip 
47002 109 47002199 

6810200466 Final response to FOIA reouest for documents ra plant Foiwards App 0 
documents App D documanls also avallablo In PDR 

QRIMSLEY.DH NRC • No Detailed Afliliatlon Given 80/09/23 WEISSMAN.S Calk 
lornia. State of 2pp 47209 001^47209 002 

-8304220651 Board Nollllcatlan 83 42 forwards Info re unanalyzed reactor vossel ther- 
mal fitress during cooldown B&W Informed NRC of preliminary safety concern ovolving 
from further consideration of 000610 St Lucie upper head voiding ovom 
EiSENHUT.DG Division of Licensing (800428 851124), 63/04/12 PALLADINO.NJ 
Commissioners 20pp 47200 080 47209 009 

8810100196 Summary of 8B0321 meeting w/ulil In RocKvIHo.MD re attenuation of jets 
from hlgheneray line brooks Meeting notice, list of attendees & handouts on Jet Im 
pingament loadings end 

MAtl.OY,M Ole of Special Projects 88/09/30 Ofc of Special Projects 27pp 
47009 321-47089 351. 

8610100199 Summary ol 880021 meeling w/utll In Rockville, MD ro Chemical Engineer 
\nq Branch review of FSAR.LIst of allondeQs.meoting notice & agenda one! 

MALLOY, M Ofc of Special Projects 08/09/30 Ole of Special Projects 37pp 
47091*312-47091 352 

661t>0!SOOS8 Generic Ltr 88 16 to all power reactor licensees & applicants ro removal ol 
cycle-specific parameter fimiia from Tech %joc3 Svc list end 
CRUTCHFIELD, D Associate Director for Projscls (Post 070411) 88/10/04 Consolt- 
rfalad Edison Co. of New York, Inc 40pp 47116 145-47110 194. 

6610270512 Final response to FOIA request for documents Forwards App B 
documents Apps A & B documents also available In PDR 

GRPMSLEY^DH NRC - No Detailed Affiliation Given 08/10/05 BAUMAN.L Govern- 
ment Accountability Project 3pp 47243 214-47243 229 

-6610270516 Informs that D Jew authorized to & worked on 0BO716Time shoots and 
LIVER MORE, H.H. Ofc of Special Projects 00/08/03 NRC • No Detailed; Affiliation 
Given 13pp 47243 217-47243 220. 

6S10i3t>060 Requests approval of end final draft, ‘'Process Control Program 
COUNSIUWQ TU Electric (formerly Texas Utililios Qehoratlng Co ) OB/10/07 Docu- 
ment Control Branch (Document Control Desk). Ip 47136 113 47136 140 

*-6810130064 “Process Control Program “ '! 

' TU Efectric (formerly Texas Utlfitles Qonorallng Co) 8U/10/07. 27pp 47136 114- 
47mU0 

6010170067 Comments on end draft environ protoction plan Item 2 of Section 21, 
"Aquatic Issues" should be deleiod sinco current NPDES does not roquiro chlorlnro 
minimization study. Section 4 2 1 sitould reflect current third production well 
COUNSIL,W.Q TU Eledrlo (formerly Texas Utllitioa Generating Co). 08/10/07. Docu- 
ment Control Branch (Documortl Control Dosk) Ip 47169.346 47189 360 

-8610170070 Draft App D to Facility Operating Liconso NPF-28 Environ Protoction Plan 
(Nonradiologlcal) 

^ TU Efeclric (formerly Texas Utilities Genorallng Co), 80/10/07 16pp 47160 346- 
47169 360 

8610170434 Ack receipt of proposed changes to util Tech Specs Sections 6.5.2 2 & 
6 5 2.6 & to assure that proof 6 review of changes reltect ngreomont, Changes sched- 
Lifod for issuance In Deo 1900 

GRIMES.CI Ofc of Special Proiocls. 08/10/07 COUNSIL.W.G. TU Eloctric (formerly 
Texas Ulilitles Generating Co.). 4pp 47169 179 47169.182. 

66101B0313 Forwards propriolary WCAP-11087 & nonpropriotary WCAP- 11 980. "Surge 
Line StralKicaton Prosontalion Overheads - 000907 Texas Util Elect ric/NRC Meotlng “ 
Proprietary version withhold (rel 10CFR2.790) 

OOUNSIL.WG,, WALKER, R.D TU Electric (formerly Texas Utilities Gonoralino Co) 
08/10/12 Document Control Branch (Document Control Dosk) 3pp. 47172 006 
47172.063 . 

-8910160340 Requests that proprietary WCAP-11oa7, “Surge Lino Slratilicatlon Pres 
enlation Overheads ■ 080907 Toxas Uhl Electrlc/NRC Meeting" bo withheld Irom 
public disclosure (ref 10CFR2.790) 

WIESEMANN,R.A. Wostinghouso Eleclrlc Corp 88/00/26, MURLEY,T, Olfica of Nu- 
clear Reactor Regulation, Director (Post 870411). 6pp 47172.009 47172*014, 

-8610150343 “Surge Line St rat Hi cation Prosenlallon Overheads - 080007 Texas Uti! 
Elecific/NRC Meeting '* 

ANTAKI.G A. Wastinghouso Electric Corp WCAP-11080 80/09/30 48pp. 47172 015 
47172.063. 

9910200002 Forwards notice ol environ assessment extondlr^g latest const oomplotion 
date to 920B01.ln response to requests 

QRIMGS.CI,Olcof Special Projects 68/10/17 COUNSIL,W.Q TU Eledrlo (formerly 
Texas Utilities Genorallng Co) 6pp. 47100'18O-471OO2O1 

-8910200003 Environ assessment & finding of no significant Impact re oxtorialon of 
cof>sl completion date until 920801 

GRIMES, Cl Ofc of Spoclal Projects 08/10/17. 9pp. 471 90. 103-47198.201. 


F. 8«ciirfty, medical, emergency & fire proteotlon plans 

6610140127 Summary of 080317-18 mooting w/util In Rockville, MD ro fire protoction 
proeramon program in response to open & unresolved Hems In Insp Ropt 60 446/07- 
22 Dill attends to submit advanced draft FSAR changes by early May 1900, 

MALLOY, M Olo of Spoclal Projects. 68/09/30 Ofc of Special Projacts, 29pp. 
47136.050 47138:081. 


Q. Adjudicatory correspondence 

6610030330 Applicant reply to Cilizerts for Fair Ulil Regulation (CFUR) first suppi to 
000811 request for hearing & petition for leava to Intervene,* CFUR request should bo 
denied Cerlificato of Svc end, 

NEWMAN.JB TU Eloctric (formorly Toxas Ulilitlos Gensratlng Co) NEWMAN, JR 
Nowman & Holtzlngor #408 7174 08/09/26 Commissioners 30pp. 46965 296- 


86 10 060090 NRC Staff response to Ciilzens for Fair Ulil Regulation first supp] to re- 
quesHor hearing ^^^emlon for leave to intervene* Pelillon & requests for hearings 

MOORE. JE Assistant General Counsel for Hoanngs /<4B8 7211. 88/10/03 Commis- 
sioners Upp. 46097 313 46997,326 


K. Ulilitv Final Safety Analysis Report (FSAR) * amends 

0010240385 Amend 74 to FSAR for Comanche Peak Steam Electric Station Units 1 A 
2W/80loi0ltr 

COUNSIL.WG TU Electric (formerly Texas Utilities Generating Co,) 68/10/14. 
400pp, 47257 303-47259 013 ^ 


Q. Inspection reports, IE Bulleilns & correspondence 

6810270510 FOIA request for documents re NRC 080707 0002 insp of aclivllies author- 
ized by NRC CPs CPPR-126 & CPPR-127 

BAUMAN.L Government AccountabtlJly Prolect 80/06/22 NRC - No Detailed Affili- 
ation Gfvon 2pp 47243 212-47243 213 

8609010337 NRC Info Notice OB 073, ’'Direction Dependent Leak Characteristics ol 
Containment Purge Valves " Svc list end 

ROSSI, CE Dlvi^on ol Operational Evonls Assessment (Pest 670411) 86/09/08 
Consolidated Edison Co or Now York, Inc 1 10pp 46950 05B-46958 177 

861 0030107 Forwards notice of vlolaliorv from insp of CP CPPR-127 on 860725 
0805.lnsp focused on safety rofated piping weldments in safely Injection sys a cere 
spr^ & 8VC water sys 

MARTINJ.T Rogfon 1, Ofc of the Director 8B/09/1B. GRIMES, Cl Ofc of Special 
Pfojocis 1p. 47010.183 47010104 

-8810030114 Notice of vloJallon from insp on 660725 0805 Violation noted ASWE Class 
2 Spool Sl-2-YO-03e conlainod severe undercut of approx 40 finoar ft noted (n li- 
censee radiographic ropt but never evaluated as nonconforming Item 
* Region 1, Ofc ot tho Director, 88/09/19 Ip 47010 184-47010-104. 

8609280015 Forwards Insp Repts 6O-446/0B-6O & 50.446/PB 54 on 880803*0909 & 
notice of violation 

WARNICK,RF Ofc of Spoclal Projaefs G8/09/21. COUNSIL.WG TU Efeclric (for- 
merly Toxas Utililios Generating Co ). 6pp. 46977 011) 46977‘042 

-6609260017 NoUco of violation from Insp on 660 003-0 9 00. Violation noted Post Const 
Hardware Validation Program Package CS-090-SG 1-773-54-81 attributes for 
locatlon,o)ttontatiQn & we Wing tncwroctly matked 

WARWICK, R P, Ofc of Special Projects 08/00/21 . 2pp 46977 025 46077 026 

-8609200010 Safety Insp Repts SO 445/00-58 & 60-446/80-54 on 060603-0906 Viola- 
tion notod Major areas Inspected actions on previous insp findings, followup on dovi- 
atlons/vlolations & general plant tours- 

RUNYAN.MF. LIVERMORE.HH Ofc of Special pfojecls 08/09/21. 16pp 
46077027 46977 042. 

6610050316 Forwards Insp Repts 50 445/00-85 & 50-446/06-51 on 860803 0900 No 
violations or deviations noted 

WARNICK.RF. Ofc of Special Projade 80/09/21. COUNSIL.WG TU Electric (for- 
merly Texas Ulililies Genorallng Co), 4pp. 47057:233 47057 253 

-8610000317 Insp Repts 50 446/88-55 & 50 446/88-61 on 860803-090S No vlolalions 
noted Major arena Inspected applicant actions on previous Insp findings, timeliness of 
nonconformance repi nrocossing & lochnical audit program 

HALE.CJ., LIVERMORE.H H. Ofc of Special Projects 00/00/21 18pp 47057.237- 
47067:253 

8610050316 Foiwarda Insp Repls &O-44&/03-57 & 50 446/08-63 on 660803 0908 No 
viotatione or devi aliens noted 

WARNICK.nF Ofo of Spoclal Projecls. 08/09/21. COUNSIL.WG. TU Electric (for- 
marly Texas Ulililloa Genorallng Co.). 4pp 47068:176 47066.166. 

-8810050320 Insp Repts 50 445/60 57 & 50~44€/6a 53 on 660803 0996 No vlolatfons 
noted Major areas Inspected aclions on previous Insp findings, followup on violations/ 
deviations, actions on NRG bullolins A. genoral planl inaps 

PHtLLlPSjiS,, LIVERMORE, HH Ofo of Special Projects 88/00/21. Dpp 47066.180- 
47066.108. 

$809160000 NRC Info Nollco 00 077, “Inadvertont Roactor Vessel Overfill." Svc list 
oncl 

ROSSI, CE Division of Operational Events Assessment (Post 870411). 88/09/22* 
Conaolldatod Edison Co of Now York, Inc. 1 1 ipp. 47114 291-47116*042 

8809190047 NRC Info Notico 88 078, "Im pieman tatlon of Revised NRO- Administered 
Requaliflcatlon Exams," Svc list end. 

ROSSLC.E, Division of Opoiatlonal Events Assessment (Post 870411) 88/09/22 
Consolidaled Edison Co ofNow York, Inc IIOpp 471 16 043-471 15.048- 

8610040122 Forwards Insp Ropts 60-446/68 54 & 50-446/08*50 on 680803- 0908 & 
notice of violation. 

WARNtCK.R.F, Ofo of Spoclal Projects 89/00/27. COUNSIL,W.G. TU Etaclnc (for- 
merly Texas Ulilitlos Generating Co). 6pp. 47040 348 47041-008. 

-6810040124 Notico of vlolatien from insp on 860803 0906,Viola1lon noted contract am- 
ployoe working in fuel bldg crossed barrier Into radiation controlled area w/o meeting 
required administrative controls 

WARNIGK,fl. Ofo of Special Projects 86/09/27, 2pp. 47040.354 47O40.355. 
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-«B10040I2« tnsp Fl»|)ts 50 445/84 54 A 50 446/SS 50 on 080503 0908 Violations 
noted Mfijor areas fospsetod sppJicant action on previous insp bindings, toll owup on 
vtolalions & doviaions^ proop o-rational rotasting probram & plant tours 
BITTCR.SD, BURRISiSP, WIEBE.J S Ofe of Special Projects OB/09/27 13pp 
47040 356-47041 008 

W10060153 Submits tabulation of plant primary meleorologtca!' tower paramelers for 
Apr-Juna 1B88,per insp open Uoms 445/fi807 02 & 446/QB06'02TabiB B.porcent data 
recovery (or 1908 first A second quarterly panods combined end 
COUN3IL,WG„ WOOOLAN.On TU Electftc (formerly Texas Ulifitios Generating Co) 
80/09/28. Document Control Branch (Document Conlrol Desk) lOpp 47070:333- 
47070 342 

Sirppl 1 to NRG Into Notice Bd 069, ‘'Movable Contact Finger Binding Irti 
HFA Relaya Mfg by GE *’ Sve fsst end 

ROSSI, CE Drvision of Operational Events Assessment (Post 870411) 88/09/29 
Consolidated Edison Co of New York ^ Inc 117pp, 47115 163 47115 261 

0010060337 Forwards Insp Repis 50'445/QB-5g & 50 446/98.55 on QB0803- 0908 & 
notice of violation 

WARWICK, R.F Olc of Special Prejecta 86/09/30 COUNSJLWG TU Efactnc (for- 
moriy Texas Utilities GeneraUng Co ) 6pp 47067 256-47067 272 

-8610060354 Notloe of violation from Insp on 880B03 0908 Vfolallon noted conduit 
Jisied on dala sheet as Amertile Type VF Instead of Soattite Type UA 
WARN8CK.R F, Ofe of Special ProIeclB 86/09730, 2pp 47087 262-47067.283, 

-8810060357 Insp Repts 60.445/88-50 & 60 446/86 55 on BaOB03>0908 Violation 
neled.MaJor areas Inspected applicant action on previous tnsp findings, follow-up on 
violations & devialiens, action on lOCFRSO 5S(e) repts & allegation follow-up 
ilVERMORE,H H Ofe of Specie! Projects 88/09/29. 9pp 47067.264 47067 272 

8810060362 Ack receipt of 83Q9D6 Itr Informing NRC of steps taken to correct viotations 
noted in Insp Repts ^-445/88-44 & 50 446/88 40 

WARNICK.RF Ofe of Special Prelects 88/09/30 COUNSIL.WG, TU Eteclrfc (for- 
merly Texas Utililies Generating Co ) 4pp 47065.177 47065 180. 

851Q14Q127 Summary of 880317-18 meeting w/util In Rockville.MD re fire proleclion 
programon program fn response to open & unresolved Items in Insp Rept 50-445/67- 
22.U1il attends To submit advanced draft FSAR changes by early May 1968 
MALLOY, M. Ofe of Special Proleds 60/09/30 Ofe of Special Protects 29pp 
47138,050-47136 081. 

6810030255 NRG tnfo Notice 88 080, ‘'Unexpected Piping Movement Attnbuted to Ther- 
mal Stratification " Sve list end 

ROSSI.CE Division of Operational Events Assessment (Post 670411) 80/10/07 
Consolidated Edison Co of New York, he 223pp 47115282 47115 285 

8810040066 NRG Info Notice 88-001 , ’’Failure of AMP Window Indent KYNAR Splices & 
Thomas & Belts Nylon Wire Caps During Environ Qualification Testing.’' Sve list end 
ROSSI, CE. Division of Oparatlonal Events Assessment (Post 870411), 88/10/07. 
Consolidated Edison Co of New York. Inc 1l9pp 47116028 47116 144 

8810240079 Advises of Insp initiative Implemented for all operating reactors Purpose of 
Insp is to evaluate each licensee maint performance against existing regulations & fn 
dustry stds. 

CALLAN.LJ Region 4, Ofe of the Director 06/10/13 COUNSIL.WG TU Electric (for- 
rr^erly Texas Utilities Generating Co ). 3pp. 47257 1 17-47257 1 19 

661013-0161 NRC Info Notice 88-083, "Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sya " Sve lisl end 

ROSSI.CE Division of Operabonal Events Assessment (Post 870411) 88/10/19 
Consolidated Edison Co of New York, Inc 1 19pp. 47196 239 47198357. 


S. Reportable occur re nces, LERs 6 related correspondence 

6809290363 Sueplemenlal Deficfency Rept CP'87-47 re consumable mails replacement 
prog ram. Initially raporled on 880209^ Impfsme-ntation of NEO 605 reschraulad for 
completion by 861 1 15 

COUNSIL,W.Q. TU Electric (formerly Texas Utilities Generating Co) 80/09/20. Docu- 
ment ChnUol Branch (Document ConUol Desk) Ip 46997'360-46997:360 

6610040147 Supple menial Deficiency Rept CP-8a-22 re sve water discharge pipe mis- 
sile protection Inllfally reported on 660205 Uhl currently performing detailed reevalua- 
lion o1 issue & previouBly specified correettvo acbon. 

COUNSIL.W.G , WALKER, R.O TU Electric (formerly Texas UUlities Generating C^J 
66/0'9/28, Document Conlrol Branch (Document Control Desk) ip 47026:128- 
47028.120 

8610040157 Supplemental Oeficienc^ Rept CP 86 53 re seismic design of 
CDfidu II .Initially reported on 061021 Unit 1 corrective actions rescheduled for 
8 70 301 .Unit 2 schedule remains unchanged 

COUNCIL, W.G , WALKER.R.D, TU Elec&ic (formerfy Texas UtdiBes Generating Co,) 
86/09/28 Document Control Branch (Document Control Desk) ip. 47026 161- 
47026,161. 

6610080102 Supplemental Deficiency Rept CP-a0-1S le containment max flood 
ievellniOaWv reported on 880llfl.ljnrt 1 corrective actions scheduTed tor completion on 
6602 15. Unit 2 correction schedule unchanged 

COUNSIL,WG., WCX}0LAN,D R. TU Electric (formerly Texas Utilities Generating Co) 
8B/D9/26. Document Control firancti (Document Control Desk) ip 47071.330- 
47071*338, 

6610000117 Supplemental Deficiency Rept CP 85 062 re cable tray hanger reverifica- 
llon program InlUalty reported on 851220 Completion date for mods as result of vali 
dalion/hao delayed unia 890301. 

COUNSIL.W.G , WOODLAN.D R TU Elficlnc (formerly Texas UliMies Generating Co) 
88/09/28 Document Control Branch (Documanl Control Desk) ip 47071*245- 
47071*245 

6810030208 Supplemental Oeflciency Rept CP-00 20 re instrumentation utilized fn do 
lectfon & mitlgaticn of certain hSgn energy tme breaks (HEIB) Initially reported on 
86012B.Redundanl HELD pressure switch provided Completion expected by 670201. 
BECK,J W. TU Electrfc (fermerty Texas Utilities Geiteraling Co > 86/09/30. Document 
(Control Branch TOocument Control Desk), ip. 47016 022-47016 022. 


0610030229 Supplemental Deficiency Rept CP-05-27 re seismic; gap bolwi»n 
structures Initially reported on 051217 Completion Of correclive aclions re-sch^eij 
until 090223 Schedule for Unit 2 unchanged 

BECK.J W TU Electric (formerly Texas Utilities Genoratmg Co) 88/09/30. Oocvmewt 
Control Branch (Document Control Desk) 1p 47003 277-47003 277 

0610030237 Supplemental Deficiency Rept CP-60-2S re design of auxiliary foed^aisr 
pump turbine conlrol panel which could impair ability to provide emergency feodivaier 
to steam generators mitiaffy reported on 660128 Completion expecteef by 861219 
6ECK,J W TU Electric (formerly Texas UIiIjIios Generating Co) 68/09/30 Document 
Control Branch (Document Control Desk), tp 47003 355-47003365, 

8610030240 Supplemental Deficiency Rept CP 67-137 re diesel generalor flovorrw HX 
which could reduce cooling capacity of HX Initially reported on 86D120 ReplacamenI 
of Unit 1 Train A HX Internals complete & work order closed 
BECK.J W TU Electric (formerly Texas Utilities Generating Co) 08/09/30 Dociiment 
Conlrol Branch (Document Control Desk) Ip 47006 342-47005 342 


8610030243 Supplemental Deficiency Rept CP 07 21 re effect of thormolag ondardting 
factors Initially reporled on 871223 Corrective actions rescheduled for completion by 
690228 for Unit 1 Unit 2 schedule unchanged 

BECK.J W TU Electric (formerly Texas Utilities Generating Co) S6/09/30, Documsol 
Confrol Branch (Document Conlrol Desk) Ip. 47005-216 47005 216 

8610030246 Supplemental Deficiency Rept CP-67 064 re pressure relieving capacity of 
tornado venting devices & design basis analysis not Including sufficient documeniation 
for ditfarentlal pressures Initially r^orted on DBD120 Rept date revised 
BECK.J W TU Eloclric (formerly Texas Ulllilios Generaiing Co) 68/09/30 Documaal 
Conlrof Branch (Document Control Desk) Ip 47005 345 47005345 

8810030247 Supplemental Deficiency Rept CP-04-029 re safe shutdown analysis eval- 
uations not considering potential fire which could affect habitability of conlrc4 
room Initially reported on 041105 Issue not reportable per 10CFR50 55(e). 

BECK.JW TU Efectrfc (formerly Texas Utilities Generating Co) 08/09 /3(), Docum^l 
Control Branch (Document Contfot Desk) 2pp 47003.270 47003.279 

881D030252 Supplemental Deficiency Repl CP-07-139 re equipment quallfIcaUon cl lor- 
minal blocks In & out of conlainment Initially reported on 880105 Corrective acUonstG 
Wetdmutler terminal blocks under revlew.Noxt rept by 690117 
COUNSIUWG, BECK.J, W TU Electric (formerly Texas Ulltitles Gena rating Co) 68/ 
09/30 Document Control Branch (Document Conlrol Desk) Ip 4701623d 
47015'238 

8810200027 Part 21 rept re potential butterfly valve failures Drive train raplacomen! kits 
being supplied to purchasers Instructions end. 

SANDLING.M Xomox Corp, (subs, of Emerson Electric Co.). 86/09/30 MURLEY.TE- 
Office of Nuclear Reactor Regulation, Director (Post 870411) 35pp, 47226*322- 
47226 356, 


6810110292 Supplemental Deficiency Rept CP-87-131 re cubicle steel platform framleg 
& pressudzar support slab.InJilally reported on 6B0205 AddI analysis on pressuifior 
surge line being performed to address thermal straliffcation effects 
COUNSIL.WG. BECK.JW TU Electric (formerly Texes Ulilitios Generaiing Co| 88/ 
10/03 Document Control Branch (Document Control Desk) Ip 47i06'359 
47100 359 


8810120357 Final Deficiency Rept CP-OB-30 re cold overpressure mitigation sva 
etion during accident events Initially reported on 000718 Condition found not ropdl- 
able under 10CFR50.5S(e) 

COUNSIL.W.G TU Electric (formerly Texas Utilities Generating Co ) 08/10/05. Docu- 
ment Control Branch (Document Conlrol Desk) 2pp 47135-0e7-47 135-06 8 

8810200039 Part 21 Rept 146 re defect in left Intercooler fnlet adapter on standby 
diesel engine generator. Recommends utils inspect left intake manifold drain es pan of 
operating plan AddI Info expected by 081 01 6 

GUNTRUM.B IMO Dolaval, Inc 08/10/05 Office of Nuclear Reactor Regula!K>f\ D- 
roctor (Post 070411). 3pp. 47225.323-47225:325 

8810120260 Rnal & Interim Deficiency Rept CP-B8 34 for Units 1 & 2, respectwoly, re 
RHR HX support designJnillally reported on 88O0O6.Unil 2 review & corrective 
Mrilf be completed prior to fuel load Next rept will be submitted by 891229. 
COUNSIUW.G . fMRSHALL,J S TU Electric (formerly Texas Uiililles Generating Co> 
88/10/06 Document Control Branch (Document Control Desk). 2pp. 47112 SM- 
47112.355 


8810189243 Interim Deficiency Rept CP-88'35 re Inadequate or Inaccurate callbr proce- 
dures & stds which could render accuracy of measuring Insirumenta or other eqi4p- 
ment Indeterminate, Initially reported on 680912 Next rept by 890123 ^ , 

COUNSIL.W G,. WALKER, R D TU Electric (formerly Texas Utililies Generating Co I 
88/10/12. Document Control Branch (Document Control Desk) Ip. 47174 323- 
47174-323. 


6810160247 Interim Deficiency Repl CP'06-4B re adequacy of nonconfwmanw 
dispositions Initially reported on 68i)7l3 Evaluation continuing. Next rept will be sub- 
mitted by 8B0228. 

WALKER, R D. TU Electric (formerly Texas Utilities Generating Co ) oe/10/1if Docu- 
ment Conlrol Branch (Document Control Desk) Ip, 47180 039 47180.039. 

8610170478 Si^femenlal Deficiency Repl CP-05'38 re Train B conduit supports InllWIy 
reported on 0711O5,Slructura1 integrity of majority of Train C conduit supports beir>g 
demonstrated per Project Instruction PI-0210-053'013 

COUNSIL.W G„ MARSHALL, J.S. TU Electric (formerly Texas Utilities Generating Co) 
88/10/13. Document Control Branch (Document Control Desk) 2pp. 47173002- 
47173003. 


6810170161 Supplemental Deficiency Repl CP-87-116 re purge gaa overpressuriial^ 
of condensate storage lank & reactor makeup water storage lank Next rept will « 
submitted by 890205 

BECK.J W. TU Electric (formerly Texas Utilities Qanarating Co ). 88/10/14 Docunneni 
CenUo) Branch (Document Control Desk) Ip 47166*121-4^7166 121. 
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V. Oparat^r Examlnatfona 

M081 70160 Goneric Ltf 80-13 lo all power reaclor ficanseoa & applicanis for OL ro op- 
era lor ficonslng exams Svc list end 

WlflAGLIA.FJ Associate Director for Projects (Post 870411) 88/08/08 ConsolPdatod 
Edison Co of New York, Inc 56pp 46058 001-46958 057 

8810070390 Requests that util furnish end list of ref mall in order for NRC to moot op- 
aralof llcflnsfng exams scheduled for wk of 081219 Requirements for conductijig 
oxams & rules & ouidance for administering written exam end 
CALLAN.l J Region 4, Ofc of the Director 80/09/27 COUNSIL.W G. TU Eloclrlc (for- 
merly Texas Ulllitles Generating Co ) 12pp 47079'007 47079 OlO 

6810200169 Summarizes 880916 meeting w/util In Region IV re now operator roqualifi- 
callon mat hodology, Including general info on constructing open ref exam euestfons 
CALLAN.L J RogSn 4. Ofc of the Director 08/10/05 COUNSIL.WQ TU Electric (for- 
merly Texas UliliTies Generating Co.), 3pp 47205 350 47205 360. 


DOCKET STN.50-454 BYRON STATION, UNIT 1 


E. NRC Safety Evaluation Report fSER), suppis & correspondence 

fia 10060393 Partial response to FOIA request App A documents ovallebto In PDR App B 
documenls re SER open llems,fir 0 protection site audit, meeting summary & compll 
aiKs w/firo protedlon requlremonts being made avoilablo In PDR 
GRIWSLEY,0H Division of Rules & Records (870413 880514) 08/09/01. 

MURPHY.M. Affiliation Not Assigned, 4pp 47046 309 47047 0l3 


6810120348 Forwards Safety tasp Repls 60 454/88-18 & 50 456/83-16 on 880919- 
22, No violations noted 

SHAFER.WD Region 3. Ofc of Ihe Director 08/10/03 REED.C Commonwealih 
Edison Co. 2pp 471 18 306471 18 317, 

-8810120350 Insp Repls 50454/88-18 8 60 455/88-16 on 8B091922NO violations 
notodMalor areas Inspected action on previous^ fdontilled Items.ernergency plan ectL 
vatfons & status of emergency preparedness program Two open itemsTdenltfled. 
SMITH.M. PLOSKI.T, SNEiL.W. Region 3, Ofc of the EJIractor 88/10/03 10pp, 
47118 300-47118 317 

0810130020 Revised emergency plan Implementing proceduresjodudma Rev 6 to Pro 
ceduro BZP lOO-Tfl. ’‘Rad Cham Director*’ & Rev 6 to Procedure BZP 380-3, "Post. 
Accident Vent Stack Sampling of Wide-Range Gas Monitor '* 

* Commonwealth Edison Co 88/10/03. 27pp 47155’001-47I55 027 


J. Insurance & Indemnity Information 


8B10200006 Forwards environ assessment & finding of no slgniricent impaci ro cxemp- 
lion from 10CFR60 B4(w)(6)(l) of property Insurance rule 

MU LLER. D R. Project Directorate lll'2 88/99/30 BLISS^M Commonwealth Edison 
Co. 3pp 47233,23747233.276. 

-8810200016 Environ assessment & finding o1 no significant Impact re exemption from 
10CFR60.64(wM6)(l) on property Insurance rule. 

MULIER,D.R Project Directorate 111-2. 88/09/28 6pp. 47233 284 47233 269 


“■8210100280 Forwards summary of deviations from Branch Technical Position CMEB 
9,6 1 in fire prolecllon plan & position re fire protection for SER open items Open 
nema listed. . ^ . 

JOHNSTON ,W.V. Assistant Director for Malls & Qual Engineering (Pre 830201). 82/ 
09/29. NOVAKJ Assistant Director for Licensing. 7pp. 47048’313 4/046.319. 


P. Security, medical, emergency A fire protection plane 

8610060391 FOIA request for pi ant-s pacific documents ro firo protection 
requlr 0 meni 8 ,in 8 p repts, hard ware-sped lie doficlancles & NRC communications w/olll. 
MURPHY. M, Affiliation Not Assignod 88/06/16 NRC - No Detailed Affiliation Given, 
fipp 47048’304 47046 308. 

S6I0M0393 Partial response to FOIA request App A documents avoilablo in PDR App B 
documents re SER open Items.fire protection alto audit, maetlng summary & compll 
ancs w/fIro protection requirements being made available In POR 
GRiMSlEY.DH Division of Rules & Records (870413 680514). 86/09/01 
MURPHY, M. Afflliallon Not Assigned. 4pp 47046 309-47046*312. 

-6210190200 Forwards summary of deviations from Branch Technical Position CMEB 
9.5*1 in fire protection plan & posilion ro firo protection for SER open itoms.Opon 
Items dated 

JOHNSTON,W.V. Assistant Director for Mails & Qual Engineering (Pre 630201). 82/ 
09/29 NOVAK.T Assistant Director for Licensing 7pp 47046 313-47046.310 

-&3Q8O4O01O Trip repl of 830712 & 16 site visit ro fire protection silo audlLllst of 
agreemenls & concerns discussed eric). 

KU3ICKLD. Chemical Engineering Branch 83/07/28, BENAROYA.V Chemical Engl- 
pveenng Branch lipp 47046 320-47046.330 

-6312070100 Summary of 831028 meeting w/ulll.Sargont & Lundy & Gage- Babcock ro 
unpeotocied structural steel & separation of redundant trains or shutdown related ca- 
Wing & equipment Idt lire piotocUon plan. 

OLSHANX. Licensing Branch 1. 63/ 11/07. Licensing Branch 1 6pp 47046 333- 
47040 337 

-0403000111 Forwards request for addi Info ro compliance w/flro protection roquire- 
manls of SRP Section 9 5.1 .Rev to fire protection ropi not Incorporated into NRR 
SER 

RUBENSTEIN.LS. Assistant Director for Coro & Plant Systems 64/03/05. 
NOVAKJ M. Assistant Director for Licensing. 2pp. 47046:330 47046.339 


0810200402 Forwards temporary exemption from require mente of property insuranca 
mle.1 OCFR 50.54 (w){5)(i) Exemption valid until rulemaking complcteo 
MULLER, DR. Proloct Directorate III-2, 88/10/03 BLlsS,H Commonwealth Edison 
Co. 3pp, 47205 204 47205*322 

-0010200333 TemporaFy exemption from scheduler requiremonis of property Insurance 
rule, per 10CFB50.54(w)(5}(i).pending completion of rulemaking not later than 660401 
HOLAHAN.Q M. Division of Reactor Projecla - IIIJV.V & Special Projacla (Post 
870411). 88/10/03. Commonwealth Edison Co. 5pp 47205.292-47205:296. 


P. Operating license stage documents ft correspond ence 

0609120006 Generic Ltr 88 15 to all power reactor licensees & applicants re electric 
powor sys • Inadequate coritrol over deslon processes 

CRUTCHFIELO.O Assoclaie Diroclor for Projocls (Post 870411). 86/09/12. Consoll- 
dalod Edison Co. of Now York, Inc 60pp 47001 ’239-4700 1:300. 

6009270009 Forwards safety evaluation supporting util Insorvlce testing program for 
pumps & valves Integral simulation test program addressed fm rept covers first 10-yr 
Intervals from 6509 16 05091 8 for Byron 1 ft from 37082 1-970621 for Byron 2. 
OLSHAN.L Project Dlroclorato Ilf-2. 88/09/16. BLISS, H.E. Commonwealth Edison Co 
6pp 47177,009-47177:109. 

-B0OB12O303 "Pump & Valvo Inservlca Tesling Program.Byron Station Units 1 & 2,'* 
technical evaluation rept. 

HARTLEY, RS., ROCKHOLD.HC. EQ&Q Idaho, Inc. (subs, of EQftQ, Inc.) 
HARTLEY, R.a Idaho National Engineering Laboratory FIN A-6812 EGQ-NTA-B051. 
80/06/30 NRC - No Dolalled Affiliation Given. 67pp. 47177:110-47177.171. 

6809290220 Ack receipt of 860913 response lo 660720 ltr describing filnoss for duty 
allogatlon Involving alleged alcohol abuse on frequent A significant basis by two 
named employees Allegalion not subalanllaled based on Inter^ews. 

NORELIU^CE Region 3, Ofc of the Diroclor 68/09/22. REED.C Commonwealth 
Edison Co 2pp 46009.356-46899*356. 

-8009290223 Forwards Info on invoatieation of NRC fitness tor duty Allegation 66 -A- 
0087 at pfani.EncI withheld (ref 10CFR2.700(aKT)) 

CHRZANOWSKI.R. Commonwealth Edison 60/09/13 DAVIS, A.B. Region 3, Ofc 
of the Director, Ip. 46989,356 45990:350 


-0410230S77 Forwards Auxiliary Sys Branch SSER ro post-firo aafo shutdown 
capability Shutdown capability complies w/6RP Section 9 6.1, Positions C5b & CGc 
guidelines ponding Implementation of conditions Idontiflod In evaluation. 

RU8ENSTEIN,L 5 /Uslatanl Director for Core & Plant Systems, 84/10/17, 
JOHN8TON,W.V. Assistant Diroclor for Malls, Chom & Environ Technology (Post 
830201) Ip. 47047:007 47047*007 

-841031 WU forwards fire protoctlon program SSER & SALP Input based on 830712 ft 
15 (ire protection site visit, Region III 831221-23 & 27 30 insp & addI Info provided by 
ftPpllcaiiL 

^RNSTON,W.V. Assistant Director for Mails, Chom & Environ Technology (Post 
630201) B4/1O/10 NOVAK.T M Assistant Director for Licensing 26pp. 47046.340- 
47047.(X>4. 

-1411090500 Forwards Auxiliary Sys Branch SSER Section 9614, "Firo Prolecllon of 
Safa Stiuldown Copabllity" & "Alternate Shutdown Copabilliy." Ffro watch InBllluled 
unlil fke hazard panel ft related mods installed 

JOHNSTON^Wv Assistant Director for MatlS, Chom. ft Environ Technology (Peal 
830201). 64/10/26. NOVAK,T.M. Assistant Diroclor for Licensing 2pp. 47047.006- 
47647*006 

-0010066390 Discusses potential licensing problems re Imptomentallon of fire protee* 
lion guidelines Full cooperation from applicant lo Implement fire prolecllon program 
consistent w/guldellnes not received High level mgl Involvement recommended. 
FERGUSON.R.L. Chemical Engineering Branch. 83/10/31. JOHNSTON.W.V Aesisi 
ant CkreclOf for Malls, Chem, ft Environ Technology (Post 830201). 3pp 47046:331- 
47646,332. 


6610260460 Final response to FOIA request for documenta re plant. Forwards App D 
documents App D documonts also available In PDR. 

QRIMSLEY.D,H. NRC - No Detailed Afhliatlon Given. 68/09/23. WEISSMAN.S Cali- 
fornia, Slato of. 2pp 47209 001-47209,002. 


-8304220651 Board Notificdllon 83^42 forwards Info ro unanalyzed reaclor vessel thor* 
mal stress during cooldown 0&W Informed NRC el preliminary safety concern evolving 
from further consideration of 600010 St Lucie upper head voiding event. 
eiSENHUT.DG. Division of Licensing (800420 851124). 83/04/12 PALLADINO.N J. 
Commissioners. 20pp. 47209.088-47209 069. 

6610130263 Forwards Amend 23 lo Licenses NPF-37 ft NPF66 ft Amend 12 to Li- 
censes NPF .72 & NPF-77 ft safety evalualfon, Amends remove Iv/o tables from Tech 
Specs which list reactor trip sys Instrumentation ft E3F response limes 
SANDS.SP., OLSHAN,L.N Project Directorate III 2. 08/09/27. 8LISS,H E. Common- 
weallh Edison Co. 4pp 47132:020 4 7132 060. 


-0810130264 Amends 23 lo Licenses NPF-37,NPF 66 ft Amends 12 to Llcensas NPF- 
72 ft NPF-77,fespeclivaly,femoving two tables from Tech Specs which list reactor trip 
sys instrumenlatlon & ESF response ilmos. 

MULLER,D.R, Project Directorate 111*2. 66/09/27. 32pp. 47132.024-47132 055, 


-6010130266 Safety evaluation supporting Amends 23 to Licenses NPF-37 ft NPF-66 ft 
Amends 12 to Licensee NPF-72 AN PF-77,respeClivoly, ^ ...... 

* Office of Nuclear Reaclor Regulation, Director (Post 670411) 08/09/27 2pp. 
47132.05047132*057 


-061DO063H SSER re post fire safe shutdown capebillty.Capability compiles w/guldo 
lines of SRP Section 9.5 1, Posilion C.5 b pending listed condition, 

• Auxiliary Systems Branch 84/10/17, 6pp. 47047:008-47047 013 

0810450336 Forwards Rev 26 to security plan Rev withhold (ref 10CFR73 21) 

BLtSS,H.E Commonwealth Edison Co. 88/09/26. Document Control Branch (Docu- 
ment Control Desk), ip. 47059,113-47059 113 


-0010130267 Requests FR publication o1 notice of Issuance of Amends 23 lo license 
NPF-37,NPF-66 ft Amends 12 lo Licenses NPF-72 ft NPF-77.raspecliveN,Am0nd8 
remove two tobies from Tech Specs re reaclor trip sys instrumentation ft ESF re 

SullerId^R Project Dlreciorato III- 2 . 66/09/27 NRC - No Detailed Affiliation Given. 
3pp 47132 956-47132060 
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4810070265 Appfication for amends to Licenses NPF‘37,NPF 66,NPF^72 & NPF-7S.re- 
vising actPon slatemsnt m Tech Spoc 0 1 3 1 to restrict control rod movement thor- 
mal power (n event of inoperable control rods Fee paid 

CHn2ANOWSKI*Fl Commonwealth Edison Co 68/09/20 WURLEY.TE OWicoofNu 
deaf Roaclor Reflulation, Director (Post 87041 1) 2pp 47080 204*47080 307 

*•8810070241 Proposed Tech Specs re reacflvity control sys, movable control assem* 
blies & group height 

* Commonwealth Edison Co 88/09/28 12pp 47060,296 47080,307, 

88f0Q70173 WUhdraws 8C0805 amend request to pe/imlt continued operation for 90 
days if Flock Rrver flow decreased to under 700 cfs In recent wks, plant area received 
surilclenl rafn to preclude reaching 700 cfs flow rate 

CHRZANOWSKI.R Commonwealth Edison Co B8/t0/03 MURLEY.T.E, Oflice of Nu- 
clear Reactor Ragulaiion, Director (Post 870411) Ip 47081 162-47081 162 

80 too 600 86 Genenc Ltf 88-16 to all power reactor ficonseas & appllcartls re removal of 
cwle-Medfic parameter limits from Tech Specs Svo fist end 
CRUTCHFIELD, D. Associate Direcior for Projects (Post 870411) 88/10/04, Consoli- 
dated Edison Co of New Yorkt Inc 46pp 47116 145-47116,194 

8810110337 Informs o( concern re recent event at facility On 880919 reactor vessel in 
M'f^henlly drained to point where RHR pump cavitatad & decfared Inoperable 
MURlEY.TE. Office of Nuclear Reactor Regulation, Director iPosl 870411) 
DAVIS, A B Region a, Ofc of the Director 88/10/04 REED.C Commonweallh Edison 
Co 4pp. 47109 35S 47109 368 

0810130106 Application for amends to Ucenses NPF37.NPF-66.NPF-72 A NPF-75,fa- 
vising Tech Spec 4,6 1 3a to be consislerit w/ NUREG-0452.RflV 5. "Std Tech Specs 
for Weslinohouse PWRs.” Fee paid 

CHRZANOWSKLR, Commonwealth Edison Co 89/10/04 MURLEYJ.E Offrc© of Nu- 
clear Reactor Regulation, Director (Post 67041 1J 2pp 47122 273-47122 282 

-8B1013O1OB Proposed Tech Specs re installation of automatic leakage rate detection 
sys to provide ccijtinirous pressure taaling of contalnmer^l air lock door seal gaskets 

• Commonweallh Edison Co 88/10/04 8pp 47122276 47122,262, 

8810170347 Advises that 080912 Rev 52 to QA Topical Rept CE-1-A consistent w/re* 
aulrements of 10CFR50,App8 & acceptable 

WRIGHT.GC Region 3. Ofc of the Director 88/10/07 REED.C Commonwealth 
Edison Cki 2pp. 47166089 47166.087 

88102 18S15 Fon^arda response toa$0902 tefcon requeslEng addi Info re natural circufa* 
between plants Request clarified fn 860928 telcon 
CHRZANOWSKLR Commonweallh Edison Co 88/10/14 MURL6YJ.E Office of Nu 
clear Reactor Regulation, Director {Post 87041 1) 6pp 47232 067-47232 071 

8810240606 Advises that util needs to submit complete technical analysis re 060928 
reguesf for amend to Lcensea covering jestrjctaci control rod movement & thermal 
power In event of multiple Inoperable, but trippable, control rods, 

SANDS, SP Projeci Directorate JII. 2 , 88/10/17, BLISS.HE Commonweallh Edison 
Co Spp, 47243 032 47243036. 


Q, Inspetitfon reports, IE Bulletins &. correspondence 


i81(H>60391 FOIA request for plant specific documents re fire protection 
replSjhardware gpocrtlc deficiencies & NRC communicalions w/util 
MUR PH Y,W. Affiliation Not Assigned 88 / 06/16 NRC * No Dolaifed Affiliation Given 


5pp 47046304 47046 308, 


881O2'6-0396 FOJA request for listed documents le QC inspector reinsp program 
MURp)^ M Affiliation Not Assigned 88/08/16 NRC - No Detailed Afniiation Given 
7pp. 47209004 47209 100 


8810060393 Partial response to FOIA request App A documents available In POR App B 
oocumenis re SER open items, fire protection site audit, meeting summary 8 compll 
ance w/fire protection requifomenls being made availablo in POR 
GRIMSLEY.D.H. Division of Rules & Records (870413-880514), 88/09/01 
MURPHY,M, Affiiialion Not Assign^ 4pp 47046 309-47046 312 

-6410310614 Forwards fire protectiQn program SSER 8 SALP Input based on 830712 & 
15 (Ire protection site visit, Region ill 831221 23 A 27-30 insp & addI info provided hv 
aMlJcanl. 

JOHNSTON, W.y Assistant Director for Mails, Chem A Environ Technologv (Post 
830201), 84/10/19, NOVAK,T M Asafslant Director for Licensing 26pp 4704 6 340 
47047,004 

8809010337 NRC Info Notice 80-073, "Direction Dependent Leak Characlerislics of 
Conialnmenl Purge Valves " Svc list end. 

ROSSLCE Diwsion of Operational Events Assessment (Post 870411) 88/09/08 
Consolidated Edison Co of New York. Inc 119pp 46950 058 48958;! 77 

88 10060278 Responds to NRC 880819 Ur re vioiations noted in Insp Repts 60 454/88- 
11 & 59 455/88 li.Correclive acfions caution statement placed fn electrical dieinbu- 
tion book to ensure prints used for 1 20-volt feed 

8L1SS,H e. Commonweallh Edison Co, 68/09/19 DAVIS.A B Rcoion 3. Ofc of the Di- 
rector. 4pp, 47060.247-47060 250 ” 

88092 W353 Forwards response to NRC Bulletin 86-008 & Suppis 1 4 2 to NRC Bulletin 
88-008, ‘ Thermal Stresses in Piping Connected to RCS" A WesUnghouse engineenna 
evaluation used fn preparing response 

MORGAN. W.E Commonwealth Edison Co 88/09/20 Document Control Branch 
(Document Conlrol Desk) llpp 46994 288 46994 316. 

-8808290357 Rev 1 to “Identification of Umsolabfe Pipirm & Determination of Inso Lo- 
cations'* ^ 

' ASZTALOS.M J Corjimonwealth Edison Co MT-SME- 
427(68) R01, 88/09/30 I8pp, 46994 299'4eg04 3l6 


8810050122 Forwards addi info re insp of containment teak chase channels, per 880&16 
fercort Concerns re degradation of containment liner welds already addressed bv per- 
formance of containment Integrated leak rate test 

HUNSAD£fl,SC Commonweallh Edison Co 8B/09/21 MURLRY.TE. Office of Nu- 
clear Reactor Regulation, Director (Post 870411). 94pp 47053 196 47053'2a9 


8009150008 NRC Info Notice Bfl-077, "Inadvertent Reactor Vessel Overfill" Svc bA 
end 

ROSSLCE. Division of Operational Events Assessment (Po&t 870411). 09/09/21 
Consofidatod Edison Co of New York, Inc Ilipp 47114,291-47116 042 

88D9190047 NRC Jnfo Notice 08-078, "Implementalion of Revised NRC-Admlnistofel 
Re^allfjcation Exams " Svc list onci 

ROSSI,C E Division of Operational Events Assessment (Post 8704 1 1) 88 / 99 / 22 . 
Consolidated Edison Co of New York, fnc 1 19pp 471 15,043-471 15 046 

6810260401 Partial response to FOIA request for documents App A,B 8 C cfocurreNi 
available fn PDR App C document padially withheld (ref FOIA Exemption 6) Fowairf^ 
Am? B documents 

QRIMSL6Y.DH NRC - No Detailed Affiliation Given 00/09/26 MURPHY, M AfW- 
alien Not Assigned Spp. 47209 101-47210 029 

-9810260406 Requests planned action & schedule for resolving Love recomirendatcn 
Inal facililies be inspected re util policy of designating Interim lead auditors whert Iryfr 
viduals not qualified to be certified as load auditors 

DAVIS.A B Region 3, Ofc of the Director 83/09/1 1 SPESSARD.R L DivoJ Engvtoer- 
fng, n3. 7pp, 47209 106-47209 112 

-88 10260411 Informs that Love concerns resolved on basis of cllafion 8 Tfcensaa 
rasponse.llems considered ctosed Related Info end, Including portions of reinspifopL 
SPESSARD.L Olv of Engineering. R3 83/09/26 DAVIS.B Region 3, Ofc of the &■ 
rector 112pp 47209.113 47209 337 

"-88 10280424 Forwards insp plan for completing reinsp program, based on prevfoius insp 
results, review of "Rept on Byron QC Inspector Ramsp Program" & discussions w/Cw 
of Projects & Resident Programs 

SPESSARD.RL Div of Engineering, R3 04/03/09 NORELfUS.CE. Dlvof ProfccI 1 
Resident Programs, R3 3pp 47209 338-47209 340 

••6010260431 Fartialfy withheld Hr advising of listed understanding re Increased sarrpla 
ol visual wetd Insps.per 831128 telcon 

HAYES, DW Region 3, Ofc of the Director 83/12/07 KNOP,n C Region $, Ofc of 
the Director 3pp 47209 341-47210 029 

6609230092 SuppI 1 to NRC Info Notice 88 069, "Movable Contact Fine or BJating n 
HFA Relays Mtg by GE " Svc list end. 

ROSSkCE, Division of Operational Events Assessment (Post 870411) 86/09/29 
Consolidated Edison Co. of New York, fnc 1 17pp 471 15-163 47116-281 

8010070267 Responds to NRC Bulletin 88 008 SuppIs 1 & 2 re review of RCS to Wenli- 
ty any connected, unisolabfe piping subj to temp distributions which would result in wv 
acceplable thermal stresses 

MORGAN, we Commonwealth Edison Co 80/10/03 Document Control Or^ncli 
(DocumenI Conirof Desk) 22pp 

8810120340 Forwards Safety Insp Repts 60 454/08 18 & 50-455/88-16 on 880919- 
22 No violations noted. 

SHAFER.WD Region 3, Ofc of Ihe Director 80/10/03 REED.C. Commonwflailh 
Edison Co. 2pp. 471 18 306 47118.317 

"•6610120360 insp Repls 50-464/88-10 & 50-455/88-16 on 000919-22 NO ViOlaWM 
noted Major areas Inspected action on previously identified item a, emergency plan acti- 
vations & status of emergency preparedness program Two open items Went if led 
SMITH, M, PLOSKM, SNELL, W Region 3, Ofc of (he Director. 88/ 10/03. lOpp 
47118;308-47118 317 

8810030255 NRC Info Notice 80-OBO, "Unexpected Piping Movement Attribufed io Ther- 
mal Stratification " Svc list encf 

flOSSI.CE Division of Operational Events Assessment (Post 67041 1J &9/IO/d7 
Consolidated Edison Co of New York, fnc 223pp. 471 16 282 47115-285. 

8810040066 NRC fnfo Notice 68 081, "Failure of AMP Window Indent KYNAR SpiiCflS i 
mmas & Betts Nylon Wire Caps During Environ Qualification Testing." Svc hit ml 
ROSSI, CE, Division of Operational Events Assessment (Post 070411) 88/10/07 
Consoiidated Edjson Co. of New York, Inc 1 19pp 471 1 6 026 471 18 144 

6610170115 Forwards Safety fnsp Repts 60-454/88-16 & 50 455/80-15 on 680816- 
0930 & notice of viofation Response should address operability of pumps for which 
locator markings utilized in taking vibration data were obscured or missing 
FORNEY, W.L Region 3, Ofc of the Director. 00/10/11 REEO.C. CommonweaflPi 
Edison Co. 2pp 471 09 03 1 -471 69 045 

-8810170121 Notice of violation from Insp on 880816 0930 Viofailon n-oled failure to ex- 
plicllfy identify Jocallona on pumps to be used for obtaining vlbraion 
measurements Relief from ASME Code not submitted to Commission. 

FORNEY, WL Region 3, Ofc of the Director 00/10/11 Ip. 47169 033 47169003 

-0810170132 Safety Insp Repls 50-454/88-16 & 50-455/88-16 on 880816 0930. Viola- 
lions noted Major areas inspected previous Insp flndings.operations summary, training 
& rafuefing & spent fuel pit activities 

HiNDS,J M Region 3, Ofc of the Director 80/10/05 12pp. 47169 034-47169 045 

8610190434 Forwards Safety Insp Rept 50 464/60-19 on 08 O 916 - 2 B. VTalatieaS 
noted NotifJcalion of enforcement action forthcoming. 

GREENMAN.EG Region 3, Ofc of the Director 08/10/12. REED,C Commonweallh 
Edison Co 2pp 47106 057-47186 067 

-8810190437 Insp Rept 50 454/08-19 on 880919 28 Violations noted* fnadequa la pre- 
cedures for instaflation & use of tygon tubing for RCS level indication Major areas 
inspected low of train of RHR when water level In RCS lowered on 680918. 

HfNDS.J M Region 3. Ofc of the Director. 80/10/12 9pp. 47186059 47186067 

8010170220 Confirms 081021 enforcemenl conference in Glen Ellyn.lL re toss oi tram 
of RHR sys While lowenng water level In RCS on 800919 Util should bo prepared to 
^fcuss lack of procedural spec to monitor reactor vessel water level 
GREENMAN.Eg Region 3, Ofc of the Director 88/10/13 REED.C. Commonweallh 
Edison Co 2pp 47168,297-47168.298 

8810130161 NRC Info Notree 08 083. "Inadequate Testing of Relay Conlacls In Safety- 
Related Logic Sys " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 00/10/19 
Consolidated Edison Co of New York, Inc, 119pp 47196 239-47196.357 
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R pertorfrc oparallng repoiis & rafaled corraapondenco 

aei 0190236 Monlhly operating repts for Sapt 1988 for Byron Nuclear Power Station 
Units 1 & 2.W/881010 Itr 

SPiTZER.DJ, PLENIEWfCZ.R Commonwealth Edison Co. 88/09/30 14pp 
47191.132*^7191 145 


»6610060396 Discusses potential licensing problems re Implenfteni alien of fire protec- 
tion guidelines Pull cooperation from applicant to (mplomont fire protection program 
consistent w/guldeNnes not received High level mgl Involvement recommended 
PEROUSON.RL Chemical Engineering Branch 63/10/31 JOHNSTON, WV Assist- 
ant Director for Mails, Chem & Environ Techrtology (Post 030201) Spp 47046 331- 
47046 332 


S, Raponable occurrences, LERs & related correspondence 


8610060391 fOIA request for plant-speclUc documents re Uro protection 
reaulfementsjnsp repts, hardware-specific oeficlenclas & NRC communications w/util 
MURPHY M. Affiliation Not Assigned 06/06/16 NRC • No Oelailod Affiliation Given 
6pp. 47046304 47046 308 


4610070234 Summary of Operating Reactors Events Meeting 06-38 on 060927 re 

avenls which occurred since last meeting on 880920 

JAUDON,J P Events Assessment Branch 68/09/28 ROSSI, C,E Division of Oper- 
ational Evanla Assessment (Post 070411) 22pp 


6610200004 Part 21 rept to fuel nozzle tips in standby diesel generator KSV-20T w/ 
cracks permitting diesel fuel to be sprayed into cylinders Heavy vapors ohsorved emit- 
Ing from breathers on some cylinder heads 

STOLGA F.8. Cooper Bessemer Corp. 88/10/04 NRC • No -Detailed Affiliation Given 
2pp 47223’262-47226'2e3. 


6810050330 Forwards Rev 26 to security plan Rev withheld (ref 10CFR73 21). 

QLI&S,H E Commonwealth Edison Co. 86/09/26 Document Control Branch (Qocu- 
mern Control Desk), ip 47069 1 13-47059 1 13 

881012034B Fonvards Safely Insp Repts 50-454/80-18 & 50 455/88-16 on 680919- 
22 No violations noted 

SHAFEn,WD Region 3. Ofc of lha Director 86/10/03 REED.C Commonwealth 
Edison Co. 2pp. 47118 306 471 18.317 

-B610120350 Insp Ropls 50 454/88 18 & 50-455/8B-I6 on 880919-22 No violations 
noted Ma^or areas inspected action on previously Idenlifled items.Gmergenoy plan acti- 
vations & status of emergency preparedness progrann.Two open ileimsTdenllfjed, 
SMITH, M Region 3, Ofc of the Director 88/10/03. 10pp. 471 16'306-471 10 317 

0810130020 Revised emergency plan impfementing procedures .Including Rev 6 to Pro- 
cedure BZP 100 T8, “Rad Chom Diraclor” & Rev 6 to Procedure BZP 300 3, "Post- 
Accident Venl Stack Sampling of Wide Range Gas Monitor.” 

* Commonweallh Edison Co 68/ 10/03, 27pp 47165001-47155 027. 


V* Operator Examinations 

6606170160 Generic Ltr 00-13 to all power reactor llconsoos & applicants for OL re op- 
erator licensing exams ,Svc fist enc). , j 

MfRAGLIAiF J. Associate Director for Projects (Post 070411) 88/00/08 Consolidated 
Edison Co of New York, Inc. 66pp. 46958 001-46968 057. 

^609299074 Forwards proposed operator licensing & requaliflcatlon oxam schedule 
format In response to 880808 Generic Ltr 88-13 _ ^ ^ 

MORGAN.W.E. Commonwealth Edison Co 80/09/21 HANNON, J NRC - No Detailed 
Affihallon Given lOpp 46992 153-46992-1 71. 


J. Insurance A Indemnity Information 

8010200906 Forwards environ assessment & finding of no significant Impact re exemp- 
tion from 10CFR50.54(w)(6)(l) of property insurance rule 

MUILER.DR Proieci Directorate III 2 8D/06/S0 BLISS, H Commonwealth Edison 
Co 3pp. 47233 237-47233 275 

-8610200016 Environ assessmeni & finding of no sign! flea r>l impact re exemption from 
10CFR50.54 (w)( 6)(I) on property insurance rule 

MULLER. D R Project Ofrectorele III 2 08/09/26 Spp 47233 264-47233 269. 


E>OCKET 8TN-S0.455 BYRON STATION, UNIT 2 


E. NRC Safety Evaluation Report (SER), auppla A correspondence 


$610060393 Partial response to FOlA request App A documents available fn PDR App B 
doaiments re SER open Items, fire protection silo audit, mooting summary & compli- 
ance w/fir e protection requirements being mode available In PDR 
QRtMSLEY.OH Division of Rules A Records (870413-8006141). 66/09/01 
MLfRPHY,M Affiliallon Not Assigned 4pp 47046 300-47047‘013. 


*-$210180200 Forwards summary of deviations from Branch Technical Position CMEB 
9 5 1 In fire prolection plan A posillon to fire prolecllon for SER open items.Opon 
il€ni3 listed 

JOHNSTON, W.V. Assistant Director for Malls A Qual. Englnoorlng (Pro 830201) 62/ 
09/20 NOVAK, T Assistant Director for Licensing 7pp 4704S313 47046'3ie 


p. Security, medical, emeroency A fire protection plana 


8010200402 Forwards temporary exemption from requirements of property Insurance 
nile,lOCFRB0 S4(w)C6Ki) Exemption valid until rulemaking completed 
MULLER.DR. Project Directorate 1112. 88/10/03. BLI8S,H Commonwealth Edison 
Co 3pp. 47205.284-47205.322. 


“8810200333 Temporary exemption from scheduler requirements of properly insurance 
rule.per 10CFRB0 64Cw)(53fi),pondmo completion of rulemaking not later than 090401. 
HOLAHAN.GM Division of Reactor Projects - III, IV, V A Special Projects (Post 
070411). 00/10/03 Commonwealth Edison Co. Spp 47205' 292-47 205’296 


P. Operating license stage documents A correspondence 


6009120008 Generic Ltr 60 16 to all power reactor licensees A applicants re electric 
power eye - Inadequate conl/ol over design procoases. 

CRUTCHFIELD.D Associate Director for Projecta (Poat 870411). 00/09/12. Consoli- 
dated Edison Co. of New York, Inc. 60pp. 47001:239 47001 '300 


|01DOAO3$1 FOIA request for plant-spocific documents re fire protection 
raoulfementajnsp ropls, hardware-specific doficiGnclos A NRC communications w/ullf. 
MURPHY.M. Affiliation Not Assigned 08/06/16. NRC * No Detailed Affiliallon Given. 
5pp 47046 304 47046.300. 

6010066393 Partial response to FOIA request. App A documenla available In PDR App B 
documenls re SER open items, fire protection site audil.moeling summary A compli 
ence w/ffro proleclfon requirements being made available In PDR. 

GniMSLEV,D,H Division of Rules A Records (870413 880514). 80/09/01 
MURPHY.M Affiliation Not Aaslgned 4pp 47046 309 47046,312 


^$210160260 Forwards summary of devialions from Branch Technical Posillon CMEB 
6.6-1 fn fire protecllon plan A position re fire protection for SER open I toms, Open 

JOHNSTON, W.V. Assistant Director for Matts A Dual Engineering (pre 630201) 82/ 
09/29. NOVAK.T. Assistant Director for Licensing. 7pp. 47046 313-47046.310. 


“0300040619 Trip rept of 030712 A 16 site visit re fire protection site audlLllst of 
agreements A concerns discussed end. . 

KU0ICKLO. Chemical Engineering Branch. 83/07/26. BENAROYA.V. Chemical Engl- 
neeiing Branch 11pp. 47046.320 47046'330 

“Ml 20701 00 Summary of 031028 meeting w/uill,Sarpont A Lundy A Gage- Babcock re 
unproleoled stmclural steel A separation of redundant trains of ehuwown-rofaied ca- 
bling A equipment for fire protection plan. 

OLSHAnX Licensing Branch 1. 83/11/07 Licensing Branch 1. 6pp. 47046*333- 
47046 337. 


-0403090111 Forwards request for add! fnfo re compliance w/firo prolection reoulre- 
n>enl8 of SRP Section 9.5.1. Rev to fire protection rept not Incorporated into NRR 
SER 

RUBENSTEIN.LS. Assistant Director for Core A Plant Systems. 84/03/05 
NOVAKiT.M. Assistant Director for Licensing. 2pp. 47046.338-47046 339 

“041()31O$14 Forwards fire protection program S8ER A SALP Input based on 630712 A 
16 rue protection site vIslLRoglon III 831221-23 A 27-30 Insp A addi fnfo provided by 

5&¥iNSTbM,WV Assistant Director for Malls, Chom, A Environ Technology (Post 
630201), 04/10/10. NOVAK, T.M. Assistant Director for Licensing 2epp 47046*340- 
47047 004, 


-0411060609 Fowards Auxiliary Sys Branch SSER Section 9 6.1.4, "FIro Protection of 
Safa Shutdown Capability” A ''Alternate Shutdown Capability.'' Ffre watch Instituted 
unlll fire hazard panel A related mods (nslallad 
JOHNSTO>l,WV, Assistant Director for Metis, Chom A Environ 
$30201). 84/10/26 NOVAK, T.M. Assistant Director for Licensing 
47047 006. 


Technology (Post 

. 2pp. 47047*005- 


6609270009 Forwards safoly evaluation supporting util Insorvlca lasting program for 
pumps A valvos Integral simulation lest program addrossad In rapt covers first 10-yr 
rnloivals from 85091 6-95091 6 for Byron i A from 870821-970021 for Byron 2 , 
OLSHAN.L. Profeol Directorate III 2. 06/09/16 BLISS, H.E. Commonwealth Edison Co. 
4pp 47177:009-47177.100. 

-0808120303 "Pump A Valve Inservico Testing Program, Byron Slallon Units 1 A 2," 

technical oval uallon rept. _ . _ ^ 

HARTLEY.n.S, ROcRholD.H.C. EG&Q Idaho, Ihc. (subs of EjQAQ Jnc.). 
HARTLEY, R.S. Idaho National Engineering Laborato^. FIN A 6812. EGQ'NTA-e051. 
60/00/30 NRC - No Detailed Affiliation Given 67pp. 47177:110-47177*171. 

8609290220 Ack receipt of 880913 response to 880729 Itr describing fitness for duty 
allogatton Involving alleged alcofiol abuse on frequent A significant basis by two 
named employees. Allegation not substantiated based on Intorvlewa, 

NORELIUSic.E. Region 3, Ole of the Director. 86/09/22. REED.C Commonweallh 
Edison Co 2pp. 46999:356-46999.350. 

-8809290223 Forwards info on Invesllgalion of NflC fitness for duty Allegation 08-A- 
0007 at plant End withheld (ref 10CFR2.790ja)(7J). * n o . » 

CHRZANOWSKi.R. Commonweallh Edison Co. 86/09/13. DAVIS, A B Region 3, Ofo 
of the Director. Ip. 46999.350 40999.368 

6610260466 Final response to FOIA request for documents re plant. Forwards App D 
documents top D documents also available In PDR. e o i. 

GRIMSLEY,n H. NRC - No Detailed Affiliation Given. 88/09/23. WEISSMAN,S. Call- 
lornla. Slate of. 2pp. 47209.001-47209 OOP 

-8304220651 Board Nollficatlon 83-42. forwards Info re unanalyaed reactor vessel ther- 
mal stress during Gooldown.BAW Informad NRC of preliminary safety concern evolving 
from further consideration of 000610 St Lude upoer head voting av-ent . , 

EISENMUT.D.Q Division of Licensing (000428-851124). 03/04/12. PALLAOINO.N J. 
Commissioners. 20pp. 47209.068 47^9 089 

8810130283 Forwards Amot^d 23 to Licenses NPF-37 A NPF-66 A Amend 12 to Li- 
censes NPF-72 A NPF-77 A safety evaluation Amende remove two tables from Tech 
Specs which list reactor trip sya Instrumentation A ESF response t riies. , , „ ^ 
SANDS,S.P.i OLSHAN,Ltr Rolecl Dlractorate 111-2. &8/09/27. BLISS,H.E. Common- 
wealth Edison Co, 4pp. 47132.020 47132060. 

-8$101302$&Saroty evaluation supporting Amends 23 to Licenses NPF-37 A NPF-oe A 
Amends 12 to Licenses NPF-72 A NPF-77.re8pBc«v©ly oo/nnyo -7 o 

• Office ol Nuclear Reactor Regulation, (Sireolor (Post $70411). 88/09/27. 2pp. 
47132,056-47132.057. 
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-681<l13ff267 Requests FR publication of noUce of issuance of Amends 23 to License 
NPF-37,NPF6e & Amends 12 to Licenses NPF'72 & NPF'77/espQClivery Amends 
remove two tables from Tech Specs re reactor trip sya instro mentation S ESF re 
sponsa times 

MULLER, Dfl Project Directorate III 2 sa/09/27 NRC - No Detailed Altilralion Given 
3pp 47t32(t5ft47132060 

6a 10070255 Application for amends to Ucensoa N‘PF-37,NPr'66.NPF-72 A NPF-75/e 
visinQ action stalameni In Tech Spec 3 f 3 1 to restrict control rod movement S ther- 
mal power in oven! of Inoperable control rods Fee paid 

CRRZANOWSKI.R Commonwealth Edison Co 88/09/20 MURLEYJE Office ol No- 
clear Reactor Reguia1ion« Director (Post 67041 1) 2pp 47080 204-47080 307 

-8810070261 Proposed Tech Specs re reaclwity control sys, movable control assem- 
blies & group height 

^ Commonwealth Edison Co 88/09/26 12pp 47080 296-47080 307 

8610070173 Withdraws 660605 amend requaat to permit continued operation tor 90 
days It Rock Rrver How decreased lo under 700 cfs. In record wKs, plant area received 
sufficiont ram lo preclude reaching 700 cfs flow rate 

CHR2ANOWSKI.R Co mmonweaftn Edison Co 60/10/03 MURLEY.T E OlhceotNu 
clear Roaclor Regulation, Director (Post 070411) Ip, 47061 162-47081.162 

0810050058 Generic Ur 83-13 to all power reactor licensees 3 applicants re removal of 
cycle-specific paramolei llmilB from T ecti Specs Svc hsl end 
CRUrCKFIELO.D Associate Director for Projects (Post 870411) 88/10/04 Consoli 
dated Edison Co of New Yerh. Inc 46pp 47116 145-47116 194. 

6810130106 Appfpcation for amends to Licenses NPF 37.NPF-66,NPF-72 & NPF-75,re- 
vising Tech S{»c 4 j 6 t 3a to be conalstenl w/ NUREG Q452,Rov 5, "Sfd Tech Specs 
(or Weslm^ouse PWRs “ Foe paid. 

CHRZANC5WSKI,R Commonwealth Edison Co 88/10/04 MURLEY.T E Office of Nu 
clear Reactor ReQuiation, Director (Posi 87041 1). 2pp 47122*273 47122 282 

-8810130108 Proposed Tech Specs re installation of aulomatic leakage rate detection 
ays to provide continuous pressure tasting of containment air lock door seal gaskets 
' Commonwealth Edison Co 88/ 10/04 app 47122,275 47122 282 

8610170347 Advrses that 880912 Rev 62 to QA Topical Rapt CE-1-A consistent w/re- 

9 uirementsof tOCFR50,App B & acceptable. 

/HIGHT.GC Ragfon 3, Ofc of the Director 88/10/07. REED.C. Commonweatth 
Edison Co, 2pp 47166088 47166087 

6610211)515 Forwards response (o 660902 (elcon requesting addi info re natural circula 
lion capability comparison between^ plants Request clarified in 880928 lefcon 
CHflZANOWSKI.R Cammonweallh Edison Co 88/10/14 MURLEY.T E Office of Nu 
dear Reactor R^ulatlon, Director (Post 67041 1) 5pp 47232 C67-47232 071 

8610240506 Advises that util needs to submit completo technical analysis re 880928 
' request for amend to licenses covenng restricted control rod movement & thermal 
power In event of multiple Inoperable, -but trippablo, control rods 
SANDS, SP Frojeci Directorate 111*2. 08/10/17. BLISS.HE Commonwealth Edison 
Co 5pp 47243.032-47243036 


Q. fnspeelfon reports^ JE BulJetfne 6 correspondence 

8818060391 FOIA request for plant-specrfic documenis re fire protection 
requlremenls/nsp re pis, hardware-specific oeficlencies & NRC communications w/ultl. 
MUflPHY,W. Affiliation Not Assigned BQ/oene NRC - No Deiailed Affikalion Given 
5pp. 47046384 47046*306 

6610260386 FOIA request for fisted documents re OC inspector remsp program. 
MURPHV^M Affpllallon Not Assigned 86/86/16. NRC - No Detailed Affilration Given 
7pp 47209094 47209 100. 

6B10060393 Partial response to FOfA request App A documents available In POR App B 
cfocumenis re SERI open Items, fire proteclion site audit, meeting summary & compli- 
ance w/fire protection requirements being made available in PDR 
GRIMSLEY.DH Division of Rules & Records (670413-880514) 88/09/01 

MURPHY.M Affiliation Not Assigned. 4 pp 47046 309^47046.312. 

-S4103 10614 Forwards fire protection program SSER A SALP Input based on 830712 & 
15 fire protection site visK^Region III 631221-23 & 27*30 insp & addI info provided by 
agpllcan! 

JOHNSTON,WV. Assistant Director for Malls, Chem. & Environ Technology (Post 
830201). 84/10/19, NOVAK, TM. Asslstanl Director for Ucensing. 26pp 47046:340 
47047.004. 

8809010337 NRC Info Ndtico 88-073, '’Direction-Dependent Leak Characteristics of 
Containmenl Purge Valves/* Svc fist end 

BOSSf.CE Division of OperaDonal Events Assessment (Post 670411) 88/09/06 
OonsoWsled Edison Co. of New York, (nc 1 19pp. 46958 058 46956.177 

6610050276 Responds te NRC 660819 ftr re viofafions noted Jn Insp Repts 50 454/68- 
11 a 50-455/60-1 1 Cor/eclivo actions cauOon statemenl placed )n elecUical distribu- 
tion book to ensure prints used for 120 volt feed 

BLISS, H e Commonweallh Edison Co, 68/09/ 1 9 DAViS.A B. Regton 3, OJc of the Dl- 
ledor. 4pp 4706fr247 -47060 260. 

8009290353 Forwards response to NRG Bulletin 88 008 & Suppla 1 & 2 to NRC Bulletin 
08-006, "Thermal Slreases in Piping Connected \o flCS" & Westinghouse engineenng 
evaluation used In preparing response 

MORGANjW.E. Commonwealth Edison 68/09/20, Document Control Branch 
(Document Control Desk). 1 1pp 46994 208 46994,316 

’-*$809290357 Rav ^ \o "fdenMvcation of Untenable Piping & Determination o1 Insp Lo- 
cations/' 

0AMFORD,W.H . SWAMY.S A , ASZTAIOS.M J Com rmm wealth Edison Co MT-SME- 
427(88) R01, 68/09/30. lapp 46994 299-46994^3 16 

8819050122 Forwards addi info re Insp of containment leak chase channels, per 680916 
t elcon Concerns re degradation of containment liner welds already addressed by per- 
formance of containment Integrated leak rate teat. 

HUNSADEasc Commonwealth Edison Co 88/09/21 MUflLEY,TE Office of Nu- 
clear Reactor Regulaflon, Director (Post 87041 1), 94pp 47053 1 96-47053 289- 


8809150008 NRC Info Notice 6B 077, "Inadvertent Reactor Vessel OvarfiH" 6vc Esc 
encf 

ROSSI, CE, Division of Operational Events Assessment (Post B70411) 89/09/22 
Consolidated Edison Co of New York, Inc 1 1 fpp 471 14 291 471 15042 

6809190047 NRC Info Notice 80 078, "Implementation of Revised NRC-AdmrnfSt^€d 
Bequaliffcallon Exams/* Svc fist end 

ROSSLCE, Division of Operational Events Assessment (Post 8704ll| 96/09/22 
Consolldafed Edison Co of New York, Inc 1 19pp 47115 043-471 15,046 

6810260401 Partial response to FOIA request (or documents App A,0 A C doormen’s 
avaffable In PDR App C document partially withheld (ref FOIA Exemption 6) fooNB-'it 
App B documents 

GRIMSLEY.DH. NRC • No Detailed Affiliation Given 88/00/20 WUBPHV.M Mill, 
ation Not Assigned 5pp 47209 101-47210 029 

**8810260408 Requests planned action & schedule for resolving Love recorrm coda don 
that facilities be Inspected re util policy of deslgnalmg interim fead auditors i^hen tnct- 
viduafs not qualified to be cerliflea as lead auditors 

DAVISA B. Region 3. Ofc of the Director 03/09/1 1 SPESSARD.R L Oiv of Eo^ineef- 
ing. R3 7pp 472O9'1O0 47209 112 

**8810260411 Informs that Love concerns resolved on basis of citation S licensee 
response.llems considered cfosed Related Info encL Including portions of rcinsp rcf L 
SPESSARD.L Div of Engineering, R3 83/09/26 DA VIS, B Region 3. Ofc of the Di* 
lector. 1l2pp 47209 113-47209 337, 

*-8810260424 Forwards insp plan for compleling relnsp program.bas 0 d on previous fnsp 
results, review of "Rept on Byron OC Inspector Relnsp Program" & discussions w/Dw 
o) Projects & Resident Programs 

SPESSARD,BL Div Of Engineerlna R3 84/03/09 NORELIUS.CE DJV ol Projoci & 
Resident Programs, R3 3pp 47209 338 47209.340 

-*8610260431 Partially withheld Itr advising Of listed understanding re increased sample 
of visual weld insps.per 031 1 28 lelcon. 

HAYES.DW Region 3. Ole ol the Director 83/12/0? KNOP.R C Region 3, Ole (A 
the Director, 3pp 47209 341-47210 029. 

8809230092 Suppf 1 10 NRC Jnfo Notice 88 069, "Movable Contact Finger Binding 'm 
HFA Relays Mlg by GE *’ Svc list end 

ROSSLC.E Division of Operational Events Assessment (Post 870411) 88/09/25 
Consolidated Edison Co of New York, Inc. 1 17pp 47115 163-471 15 281 

8810070267 Responds to NRC Bulletin 80 008 Suppla 1 & 2 ro review of RCS lo Icfonti- 
fy any connected, unisolabfe piping aub] to temp distributions which would reaull In un 
acceptable thermal stresses 

MORGAN.WE, Commonwealth Edison Co 80/10/03 Document Control Branch 
(Document Control Desk) 22pp. 

8810120348 Forwards Safety insp Repts 60 454/80-10 & 50-455/0B-16 on 080919 
22 No violations noted 

SHAFER, WD. Region 3, Ofc of the Director 88/10/03 REED.C Commonweaftti 
Edison Co 2pp 47110 306 47118 317 

-8010120350 Insp Repts 50-454/88 18 & 60 455/08-16 on 880919-22 No vlolslHNi5 
noted Major areas Inspected flcilon on previously fdenlifJed items, emergency plan acti- 
vations & status of emergency preparedness program Two open ilemsldontined 
SMJTH.M. PLOSKIJ, SNELL, W. Region 3, Ofc of (ha Director 68/10/03 fOpp. 
47118*300 47118 317 

8810030255 NRC Info Notice 88 080. "Unexpected Piping Movement Atlribulod lo Thcr* 

maf Slratifrcalion " Svc list end , . 

ROSSI, CE Division of Operational Events Assessment (Post 87041 1J 88/10/07, 
Consolidated Edison Co of New York, Inc. 223pp 47115 202-471 1 5’2fl5 

8810040066 NRC fnfo Notice 80-081, ''Failure of AMP Window Indent KYNAR Splices A 
Thomas & Belts Nyfon Wire Caps During Environ Qualification Testing " Svc fist enci 
ROSSLC.E Division ol Operational Events Assessment (Post 870411) 88/10/0? 
Consolidated Edison Co of New York, Inc 119pp 47116.026 47116^144 

0810170116 Forwards Safety Insp Repts 50 454/88-16 & 50 456/88 15 on 83031^ 
0930 & notice of violation, Response should address operability ol pumps for which 
locator markings utilized in taking vibration data were obscured or missing 
FORNEY, WL Region 3. Ofc of the Director 88/10/11. REED.C. CommonwoaUh 
EdisonCo 2pp 47160 03V47 169 045 

-8810170121 Notice of violation from insp on 880816-0930 Violation noted failure to px- 
pJicitfy identify loealrons on pumps to be used for obtaining vibration 
measuremenlB Relief from ASME Coda not submitted to Commission 
FORNEY.W L Region 3, Ofc of the Director. 88/10/11 1 p 47169 033 47169033 

-8810170132 Safety Insp Repls 60-454/80-16 & 50 455/88-15 on 880810* 0930 
tlor^s noted.Major areas Inspected previous Insp findings, operations summ8ry,b8ffrin9 
& refueling & spent fuel pit activities 

HINOS.J M. Region 3, Ofc of the Director 88/10/05 12pp 47169 034*47169 0^5. 

8810170220 Confirms 881021 enforcement conference In Glen EHyrj.iL ra loss ol trasn 
of RHR sys while lowenng water Jevel In RCS on 88091 9 Util should be prepared lo 
tJisc-uss lack ot procedural spec to monitor reactor vessel water level 
GREENMAN.EG Region 3, Ofc of the Director. 88/10/13 REED.C CommonwosICh 
EdisonCo 2pp 47 t€l-297-47 168:298. 

8010130161 NRC Info Notice 08-003, "Inadequate Testing of Relay Contacts In Safely 
Related Logic Sys " Svc list end. „ 

ROSSI, CE Division of Operational Events Assessment (Post 870411). B8/10/19. 
Consolidated Edison Co, of New York, Inc 119pp. 47196 239-47196 357 


R Periodic operating reports It related correspondence 

8810190236 Monthly operalinq repts for Sept 1980 for Byron Nuclear Power Siation 
Uf>n 8 1 & 2 w/eeioio iir, 

8FITZERDJ, PLENIEWICZ,R Commonweallh Edison Co. BB/omo 14pp 
47191.132*47191:145. 
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S. Reportable occurrencea, LERa & related correspondence 


P. Operating Keens e stage documenie & correspondence 


8810060391 FOIA request for 
requiremenlsjnsp repts, hardware 
MUPPHV.M, Affifiatfon Not Assigr 
5pp 47046 304-47040 300 

8610200004 Part 21 repl re fuel nozzle tips in standby diesof generator KSV-20-T w/ 
cracks permitting diesel fuel to be sprayed into cylinders Heavy vapors observed emit- 
tina from breathers on some cylfr^der beads 

STuLaA,FB Cooper Bessemer Corp 08/10/04. NRG - No Detailed Affiliation GIveni 
2pp 47226 262 47226.263 


plant-specihc documents ro fire protection 
specific dohcfencies & NRG communications w/util 
led 60/06/16 NRG - No Detailed AHitiatfom Given 


V. Operator Examinations 

6808170150 Generic Ltr 88-13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams.Svc list end. 

MIRAGLIAiF J. Associate Director for Projocts (Post 070411), 08/08/06 Consolidated 
Edison Co of New York, Inc 56pp 46950 001-46950 057 

8809290074 Forwards proposed operator licensing & requallficalfon exom schedule 

format in response to 800800 Generic Ltr 80-13. _ 

MORGAN, WE Commonwealth Edison Co. 80/09/21 HANNON,J NBC - No Detailed 
Affiliation Given 19pp 46992 1S3-46992-1 71 

DOCKET STN-50-456 BRAIDWOOD STATION, UNIT 1 


F, Security, medical, emergency & fire protection plans 


8610060391 fOIA request for plent-specific documenls re ffre proloclion 
reculremontsjnsp re pis, hardware-sped fie deficiencies & NRG common icalfons w/ulll 
MURPHY.M Affiliation Not /Vssigned 00/06/18 NRG ■ No Detailed Affiliation Given. 
5pp 47046304 47046 308 

6810060393 Partial response to FOIA request App A documenla available In PDR App B 
documents re SER open items, fire protection site audit, meeting sum maty & compli- 
ance w/firo protection requirements being made available in PDR. 

GRIMSLEV.B.H Division of Rules & Records (870413-680514). 80/09/01 

MURPHY, M Affiliation Not Assigned 4pp 47046 309-47046.312. 


-8403090111 Forwards request for addi Info re compliance w/firo protection roquiro- 
ments of SBP Seclion 9 5 1 Rev to fire protection ropt not Incorporated Into NRR 
SER 

RUBENSTEIN.LS Assistant Director for Core & Plant Sysloms 84/03/05 
NOVAK,T M Assistant Director for Licensing 2pp. 47046 330 47046.330. 


8810050251 Confirms 080022 as dale for site visit to tour omergency rosponso 
facility.per 880001 talcon Oullino for evaluating llcensoo accomodations for NRC site 

SHAFER.WD Region 3, Ofc of the Director. 08/09/08 RECD,C Commonwealth 
Edison Co 3pp 47066 127-47006.120. 

80(19279015 Rovlsod fndox,refloding deletion of procedures Bw2P 600-2 Bw2P SCO- 
2A1 

* Com monweal Ih Edison Co 08/09/09 3pp 40972;1 11-46972:113 


6809299148 RovIsod omorgency plan implemonling procedures jnctuding Rev 3 lo Pro- 
coduro Bw2P 500 2, ’’Operallonal Chocks of Communications Sya (Primaiy Responsl- 
lulity Gsnerallng Slalion Emorgoncy Plan Coordinator) 

* Commonweallh Edison Co 00/09/12. 19pp, 46907*107-46997 206. 

8810050121 Responds lo NRC 080029 Ur re violallons noted In Insp Repls 60-466/8G- 
18 & 60 457/80-18 Correclivo aclions.utll policy of deadly force as curronlly atalod In 
socunty plan has been ostoblishod w/10CFR73.65.Encl withhold 
BLISS, H E Commonweallh Edison Co 08/09/16. DAVIS, A.8. Region 3, Ofc o1 Iho Dl- 
rflctar. 2-pp 47050.171-47059*172 

8810070112 Revised omorgency plan implemonling procedures.includlnp Rev 6 lo 
BwZP 100*1, *’Stallon DIroclor Implemontina Procedure,'* Rev 4 to Bw2P 100-3. 
'Technical Director Implementing Procedure & Rev 3 to BzWP 100*7, ‘*SoGurlty . 

* Commonwealth Edison Co 00/09/19. 36pp, 47080.312*47000 347 


8810140229 Rev 4 lo Emergency Plan Implemonling Procedure BwZP 100-7, *'Socurily 
Director Implemonling Procedure *' 

* Commonwealth Edison Co 88/10/05 0pp. 47160,147-47150*165. 


88T0179114 Rovlsod generating station emergency plan procedures. Including Rov 19 
to BwZP 600 1, "PriorilizocI Call Listing For Staff Augmonialion," Roy 11 to BwZP 
500 3, "Support Group Direclory" & Rov 1 1 lo App C, 'Triorllizod Calf..., 

* Commonweallh Edison Co 00/10/06 34pp 47169.1 84-47 160'2 17 


J. Inaurence & Indemnity Information 


8809120066 Generic Ltr 88-16 to all power reactor licensees & applicants re electric 
power sys * Inadequate control over design processes. 

CRUTCH FIELD, D. Associate Director for Projects (Post 870411) 88/09/12 Consoli- 
dated EdisorrCo, of New York, Inc 60pp 47001.239 47001 300 

8810130263 Forwards Amend 23 lo Licenses NPF-37 & NPF-66 & Amend 12 to Li- 
censes NPF-72 A NPF-77 & safety evaluation Amends remove two tables from Tech 
Specs which list reactor Irfp sya inslrumentBifon 5 ESF response tlmea 
SANDS.S.P, OLSHAN,L.N Project Directorate NI-2. 88/09/27. BLISS,H E Common- 
wealth Edison Co. 4pp 471^2 020 47132.060. 

“8810130265 Safely ovatualion supporting Amends 23 to Licensee NPF 37 & NPF 68 A 
Amends 12 to Licenses NPF-72 & NPF-/ 7 ,rasp 0 clively 

* Office of Nuclear Reactor Regulation, Director (Post 870411) 88/09/27 2pp, 
47132056-47132 057, 


“8810130267 Requests FR publication Of notice of issuance of Amends 23 to License 
NPF-37, NPF 66 & Amends 12 to Lf censes NPF-72 & NPF-7 /.respectively Amends 
remove two labtas from Tech Specs re reactor trip sys In si fomentation a ESF re 
sponse limes. 

MULLER.DR Project DJroctomle III 2. 88/09/27. NRC * No Detailed Affiliation Given 
3pp 47132.058 47132.060 


8810070265 Application for amends lo Ucensas NPF.37.NPF-66.NPF.72 & NPF.75,r0 
vising action atatement in Tech Spec 3.1. 3.1 to restrict confrol rod movemant & ttier- 
mal power In event of inoperable control rods.Fee paid 

CHRZANOWSKI.fl. Commonwealth Edison Co 88/09/28 MUR LEY, T E Office of Nu- 
clear Reactor Regulation, Dfreclor (Posl 870411) 2pp 470B0294 47080 307 

“8B10070261 Proposed Tech Specs ro road wily control sys, movable control assem 
biles & group height 

♦ Commonwealth Edison Co. 88/09/28 12pp. 47060 296 47080307, 


8810170389 Forwards "Primary Coolani Sources Outside Conlainment, fnitial Exam 
Summary Ropt,*’ per TMI Hem lll.0 1.1 Presently, no fuel stored In fuel cool. 
HUNSADER.S.C. Commonwealth Edison Co 60/09/29 MURLEY.T.E Olfice of Nu* 
clear Reactor Regulation, Director (Post 870411). 6pp 47173.034 47173.038 

B8100S005S Generic Ltr 80-16 to all power reactor licensees A applicants ro removal of 
cycfe-spocilic parameter llmils from Tech Specs Sve list end 
CRUTCHFIELO.D, Associate Director for Projects (Post 870411) 06/10/04 Consol! 
dated Edison Co of New York, Inc 46pp. 47116 145-471 16*194, 

8010130106 Application for amonds to Licenses NPF-37, NPF-Be, NPF-72 & NPF-76jo 
vising Tech Spec 4 6 1 3a to bo conslslonl w/ NUREG 045 2, Rev 6, *'Sld Tech Specs 
for wdstirighouso PWRs " fee paid. 

CHRZANOWSKI.B. Commonwealth Edison Co. 00/10/04, MURLEY.T.E. Office of Nu- 
clear Reactor Regulation, Director (Posl 870411). 2pp 47122*273 47122'282- 

-8610130100 Proposed Tech Specs re Installation of automatic leakage rate detection 
sys to provide continuous pressure testing of containment afr fock door seal gaskets 

* Commonwealth Edison Co. 88/10/04. 8pp 47122,276-47122 262 

8610130170 Forwards safety evaluation re util 860826 & 0902 proposals lo NRC to 
rovlow performance of mixed grease samples w/ mixtures of 12% ef 93% Sun EP50 
w/Exxon Nebula EPO/EPI . Insufficienl into prosonlod to form conclusion 
SANDS, 8 P, Project Directorate l!l-2 88/10/08 BLISS,HE C o m mo n wealth Edison 
Co. 3pp. 47138066-47136.059 

“8810130173 Safety evaluation re mixed greases w/groater than 5% unqualified con- 
taminant In LImItorquo valve operators Insufficienl Info presented to draw conclusions, 

* Office ef Nuclear Reactor Regulation, Dfreclor (Post 0704 11) 86/10/06 2pp 
47130.058*47136 059, 


8810170347 Advises that 860912 Rev 52 lo QA Topical Rept CE-I-A consistent w/re- 
qulromentsof 1OCFRBO,App0 Aaccoplabla, ^ ,.u 

WRIGHT, Q.C. Region 3, Ofc of the Director 88/10/07. REED.C Commonwealth 
Edison Co 2pp. 47166.086*47166087. 

0810200006 Forwards request for mods to NPDES Permit ILOO40321 for plant, per Sec- 
tion 3.2 of App 0 of Licenses NPF-72 A NPF-77. Mod would permit dlsdiarge of walor 
from station coollna pond lo replenish n earby manmnade Pond s 
HUNSADER.S.C Commonwealth Edison Co 66/ 10/ 13. MURLEY,T.E Document 
Control Branch (Document Control Desk). 4pp. 47198*145 471 88.148. 

6610210515 Forwards response to 880902 telco n roquosting add I Info ro natural orcula- 
llon capability comparison between plants RequesI clanfiod in 680928 t^e Icon 
CHRZANOWSKl,R. Commonwealth Edison Co 06/10/14, MURLEY.T E Office of Nu- 
clear Reactor Regulation, Director (Posl 876411) 6pp 47232 067-47232 071. 

6810240506 Advises that util needs to submil complete lochnlcal analysis re 680928 
request for amend to licenses covering restricted control rod movement & thermal 
power In event of mulllplo inoperable, but tnppabie, control rods „ 

SANDS,8.P Pfoect Oiraclorate III-2. 68/10/17. DLISS.H.E Commonweallh Edison 
Co. 6pp. 47243 ()32-47243.036 


8810209006 Forwards environ assessmonl A finding of no significant impact re exemp 
Uon from 10CFR50 64(w)(5)(l) of property Insurance rule. 

MULLER.D R Pfojocl Directorate l^l•2, 80/09/30. BLISS, H. Commonweallh Edison 
Co 3pp 47233 237-47233.276 

“B610200934 Environ assessment A linding of no significant impact re exemption from 
10CFH50 64 w}(6)(i) on properly insurance rule 

MULLER.D R Frolocl Directorate 111-2 66/09/26. 6pp 47233*270-47233.276. 

0819209402 Forwards temporary oxempllon from roqulremenls of property Insurance 
OCFR 50 54 (w)(5Hi). Exemp lion valid until rulemaking comploled. 

MULLER.D R Project Diroclorato III 2, 08/10/03 SLtSS.H. Commonweallh Edison 
Co 3pp 47205 264-47206 322 

“8810200391 Tomprorary oxemption from schodular roqulremenls of property Insurance 
iule.per 10CFR6664(w)(5)(l),pondin9 completion of rulemaking not lator than 890401 
HOLAHAN.G.M. Division of Reactor Projects • lll,IV,V A Special Projecls (Post 
070411). 8B/10/03. Commonweallh Edison Co. 6pp. 47205,287-47205:291. 


O. Inspection reportSi IE Bulleilni A correspondence 

6610060391 FOIA request for plant- specific documents ro fire protection 
feaulremonlsJnsp repts, hardware specific deficiancies A NRC communications w/util 
MURPHY, M Afflllalion Nol Assigned, 88/06/16 NRC • No Detailed AtWialion Given 
5pp, 47046.304*47046:306 

8610190421 Responds io NRC 680616 llr re violations noted In Insp Ropt 50-456/88- 
13, Corrective actfon'ulil will aubmil change to Tech Specs to modify Sections A 0.3 & 

BLIsJhE ISmmonweallh Edison Co flB/07/lS DAVIS,AB. Region 3, Ofc of the Oi- 
roclor. 2pp 47202.068 47202,060 

6699Q10937 NRG Info Notice 88-073, "‘Diraclian-Dependent Leak Characteristics of 
Containment Purge Valves " Sve list end , , an 

ROSSLCE Diviwon of Operational Events Assessmanl (Posl B70411) 68/09/08 
Consotidaled Edison Co of New York, lr>c lIQpp 48950 058*46958 177 
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££10050121 Responds lo NRC 860629 Itr roi violallo/is noted tn tnsp Repls 50 466/08 
16 & 50-457/80 IS Correcljve adJansulil poUc/ of deadly forco as currently stated In 
aecunty pfanlias been established W/10CFR73 55 End withheld 
BLISS.H E Commonwealth Edison Co 88/00/16 DAVIS. A B Repfon 3. Ofc of lha Di- 
rector 2pp. 47050 171-47059 172 

0609290363 Forwards response to NRG Bullalin 88 DOB Suppis 1 & 2 to NRC Bulletin 
88 068, 'Thermal Stresses in Piping Connecied to RCS" A Westlnghouse engineering 
avaluatfon used In preparing response 

MORGAN^WhE Commonweal Ih Edison Co 08/09/20 Documont Control Branch 
(Document Oonirol Desk) 11pp 46gg4'2aB 46994 316 

-«6S0g290357 Rov 1 to ‘'(dentificallon of Unisolable Piping 81 Determination of Insp Lo- 
cations/' 

BAWFORD.VVR . SWAMY.S A . ASZTALOS.M J Commonwealth Edison Co MT-SME- 
427<B8| n01 88/09/30 Iflpp 46994 299-46994.316 

8S ICO 601 22 Forwards addl (nfo re Insp of contdlriment leak chase channels, per 880916 
le Icon .Concerns r© degradation of containment liner welds already addressed by per- 
formance of containment integrated leak rate test 

HUNSAOER.se Commonwealth Edison Co. 89/09/21 MURLEY.TE, Office of Nu 
clear Reactor Regulation, Director (Post 870411) 94pp 470S3 196 47053 289 

O0O91£OOO£ NRC Info Notice 88 077, "Inadverlent Reactor Vessel Ovorfilf." Sve fist 
end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co of New York, Inc Ilipp 47114*291-47115 042 

0009190047 NRC fnfc Notice 68-078, "ImplerPentalicn of Revised NRC-Admlnistered 
Reoualiflcatlcri EKams " -Sve fist end 

ROSSI.CE Division of Operafional Events Assessment (Pest 870411) 86/09/22 
Consolidated Edison Co of New York, inc 1 10pp 471 1 S 043-471 1 5 046 

asioosooei Forwards Safety Insp Repls 50-456/08'25 & 50 457/63-26 on 680829 
090 a, No violations noted 

SHAFER, WD Region 3, Ofc of 1h© Director 68/09/23 REED.C Commonwealth 
Edison Co 2pp. 47060 326 47060 336 

<*0010050087 Insp Repls BO 456/88 25 6 60 467/63 25 on 800829 0906 No vioratlons 
©r deviallons noted Ma(or areas inspected operational radiation proteclion program & 
gaseous liquid 8 solid rad waste programs 

GRANT, W^, GREQER.LR Regton 3. Ofc of Ihe Director. 88/09/23. 12pp 
47060 325 47060 336 

8609330092 Supp! 1 to NRC Info Notice 88-069, "Movable Contact Finger Binding in 
HFA Relays fXfg by GE " Sve list end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 08/09/29 
Consolidated Edison Co oJNaw York, Inc t17pp 47115 163 47115 281. 

6010190428 Informs that submittal of proposed changes to Tech Specs 4,0 3 & 4.0 4 In 
manner outlined In Generic Ltr 67 09 will be delayed until 881031 , per 880715 & 0902 
responses to fnsp Rapt 50 458/88-13 

BLISS.H E Commonwealth Edison Co. 86/09/29 DAVIS, A B Region 3, Ofc of Ihe Di- 
reclor Ip 47191.065-47191065 

8810070267 Responds to NRC Bulletin 88-008 Suppis 1 & 2 re review of RCS to Identi- 
fy any connected .unisolable piping sub] to temp distributions which would result in un- 
acceptable thermal stresses 

MORGAN, WE Commonwealth Edison Co BS/10/03 Documont Control Branch 
(Pooumant Control Desk) 22pp 

8810140116 Rounds to proposed imposifion of civil penalties as result of violations 
noted In Insp Rept 50-456/68-07 Amount of degradation of VC sys (hat occurred as 
result of Incorrect wiring of heater Interlock fogic svritches clarified 
DELQE0RQE,LO Commonwealth Edison Co 88/10/06 LtEBERMAN.J Ofc of En- 
forcement (Post 870413) app 47136 35S-47136 360 

6810030265 NRC Info Notice 8B-080, "Unexpected Piping Movement Altnbuted to Ther- 
mal Stratification " Sve list ©neP 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/10/07 
Consolidated Edison Co of New York. Inc. 223pp 471 15282-471 15-285 

6810040066 NRG Info Notice 88-oal. "Failure of AMP Window Indent KYNAR Splices & 
Thomaa & Betts Nylon Wire Caps Dimng Ewiron Qeaktlcabori Testing." Svo Lst end 
ROSSI, CE Division of Operational Events Assessment (Post 870411). 88/10/07, 
Consolidated Edison Co of New York, Inc 1 19 pp 47116.026-47116 144 

8610130161 NRC Info Notice 88-083, "Inadequate Testing of Relay Contacts in Safety- 
Related Logic Sys," Sve list end. 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 88/10/19 
Consolidated Edison Co. of New York, Jno. 119pp 47196.239-47196,357. 

8610240086 Forwards order Imposing crvil monetary penalty In amount of $50,000,per 
NRC 880506 notice of violatfons Violation 8 occurred as amended due to util not pro 
viding sufficient basis for reduction of seventy level 

TAYLOR, J M. Deputy Executive Direclor for Regional Operations, EDO (Post 070413) 
86/10/19 0*CONNOR,J J. Commonwealth Edison Co 2pp 47254 300-47254 313 

-6010240069 Order Imposing civil monelary penalty in amount of $68,000, per 880506 
notice of violation from insp on B803O1-17 

TAYLOR, J M Deputy Exectillva Oireclor for Regional Operations, EDO (Post 870413) 
6B/10/19. Com mon weal th Edi so n Co 1 2pp. 47254 302-47254 3 1 3 

6810240099 EN 86-036A-on 681 01 9, order imposing ctvil penalty in amouni of $50,000 
issued lo licensee Action based on three design control deficiencies which resuffed in 
control room ventilation sys being degraded 

UE8ERMAN,J., LUEHMAN,d Ofc of Enforcement (Post 870413) 88/10/19 Ip 
47259 122-47259.122 


R. Periodic operating reporle & related correspondence 

6610190033 Monthly operating repta for Sept 1966 for Braldwcxnd Nuclear Station, Units 
1 A 2.W/681007 ltr 

PETERSON,MW, OUERIO.R E Commonwealth Edison Co 8B/09/30, 14pp 
47190 251 -47 190' 264. 


6810190149 "Breldwood Nuclear Power Station 10CFR60.59 Annual Repl 1986" W/ 
681012 ltr 

HUNSADER.SC, Commonwealth Edison Co 88/12/31, MURLEY.TE Office of 1^ 
dear Reactor Regulalion, Director (Post 870411) 9pp. 47186 006 47166 006, 


S. Reportable occurrences, LEBe A related correspondence 

6810080391 FOIA request for plant-specific documents re fire prolectioo 
requirements, Insp rept s,h a rd ware-specific deficiencies & NRC communications w/uti. 
MURPHY, M Affiliation Not Assigned 68/06/16 NRC - No Detailed AffillaUcfl GIvttV 
5pp 47048 304-47046.308 

8810060268 LER 68-003-01 on 6601 13, fuel handling bfdg Incident monitor ORT Alt 068 
went into afarm condition due to loss of pulses Cause not known Detector cable 
slackness not considered to have caused loss of pulses Monitor replaced W/£3i;)9 19 
ltr 

STANCZAK.P, QUERIO.RE Commonwealth Edison Co 88/08/31, 5pp 47065 28)- 
47065-286 

8610060263 LER 88 011-01.on 660415,0503 & OSOG.hIgh radiation signals processed 
by control room train B radiation monitor caused control room venblation ays tosihifl 
to emergency makeup mode Caused by noisy 8wltch,MonUor rase t.W/ 6309 19 llr. 
ROUNTREE.R , QUERIO.R E. Commonwealth Edison Co. 88/09/02 6pp 47065 20T- 
47066,292 

8B1D12D087 LER 88-020-00 on 88091 6, control room Train 8 ventifaiion eulomaliCfllV 
switched lo makeup mode due (o high radiation signal.Cause unknown. Pressure Irens- 
ducer replaced W/800930 ltr 

STANCZAK.P , QUERIO.R.E. Commonwealth Edison Co 88/09/27. 4pp 47134018- 
47134 021. 


V. Operator Examlnatlona 

6806170160 Generic Ltr 88 13 to all power reaclor lIcensDos & appllcanla for OL re op- 
erator licensing exams Sve list end, 

MIRAGLIA.F.J Associate Director for Projects (Post 870411) 88/08/08, Consolirfaiad 
Edison Co. of New York. Inc, 66pp 46958 001-46958-057 

6609290074 Forwards proposed operator licensing A requalificallon exam schedule 
format In response to 880808 Goneifc Ltr 88-13, 

MORGAN.WE. Commonwealth Edison Co 88/09/21. HANNON. J NRC No Detaaed 
Affiliation Given. 10pp, 46992,163 46992.171 


DOCKET 8TN-50-457 BRAIDWOOD STATION, UNIT 2 


F. Security, medical, emergency A fire protection plana 

B610060391 FOIA request for plant-specific documents re fire prelection 
requirements, Insp rept s, hardware specific deficiencies & NRC communications w/ubl 
MURPHY, M Affilialron Not Assigned. 88/06/16, NRC - No Detailed Affiliation Qlveiv 
5pp 47046.304-47046.308 

8810060393 Partial response to FOIA request App A documents available fn PDR App B 
documents ro SER open items, fire protection site audit, maeting summary A compli- 
ance w/fire protection requirements being made available in PDR 
QRIMSLEV.D.H Division of Rules A Records (870413 880514). 86/09/01 
MURPHY.M. Affiliation Not Assigned 4pp 47046-309-47046.312 

-8403090111 Forwards request for addl Info ro compliance w/fire proleoiron rocjitie* 
menia of SRP Section 9 5,1. Rev to fire protection rept not Incorporated InloNBR 

RU6ENSTEIN,L S Assistant Director for Core A Plant Systems, 84/03/05 
NOVAK, T.M Assistant Director for Licensing 2pp 47046.338-47046 339. 

0010050251 Confirms 800922 as dale for site visit to tour emergency response 
facility, per BB0901 telcon Outline for evaluating licensee accomodations for NRC site 
team end 

SHAFER.W.D Region 3, Ofc of the Director 80/09/08. REED.G. CommOnweiHh 
Edison Co 3pp. 47066-127-47068-129 

8809270015 Revised index, re flee ling deletion of procedures BwZP 600 2 A BwZP600 

* Commonwealth Edison Co B8/09/09 3pp 46972*1 11-46972.1 13 

8609290140 Revised emergency plan implementing procedures.including Rev 3 to Pro- 
cedure BwZP 500-2, "Operational Checks of Communications Sys (Primary Responsi- 
bility-Qeneraling Station Emergency Plan Coordinator)." 

* Commonwealth Edison Co. 88/09/12. 19pp. 46997*107-46997 206. 

0610050121 Responds to NRC B80629 ltr re violations noted In Insp Repls 60 460/60- 
Id A 50 457/68-1 B.Corrective actions, ulil policy of deadly force as currently aisled tn 
secunty plan has been established W/10CFR73 SS.EncI withheld 
BLISS, H.E. Commonwealth Edison Co. 88/00/16 DAV1S.A B. Region Ofc of the W- 
reciOf. 2pp, 47059.171-47059:172 

6010070112 Revised emergency plan Implementing proceduresJncludlng Rev 5 to 
BwZP 100-1, "Station Director implementing Procedure/’ Rev 4 lo BwZP 1003, 
"Technical Director Implementing Procedure A Rev 3 to BzWP 100-7, "Secunty " 

* Commonwealth Edison Co 80/09/19. 36pp 47080.312-47080:347 

0010140220 Rev 4 to Emergency Plan Implementing Procedure BwZP 100-7, "Security 
Director implementing Procedure." 

* Commonwealth Edison Co 88/10/05. 9pp. 47150:147-47150-165, 

8610170114 Revised generating station emergency plan procedures, Including Rev 10 
lo BwZP 600-1, "Prioritized Ceil Listing For Staff Augmentation/' Rev 1 1 lo ewZP 
600-3, "Support Group Oireclofv" A Rev 1 1 to App C, '^Prioritized Calf " 

* Commonwealth Edison Co, 88/10/06. 34pp. 47169*184-47169-217. 
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Jnturance A fncfemnlty Information 

9810200006 Forwards environ assessment & finding of no significant impact ro OKomp' 
tidn from 10CFR60 64(w)(5)(i) of property Insurance rufe 

MULLER, DR Project Directorate 111-2 6B/09/30 BLISS, H Commonwealth Edison 
Co 3pp 47233-237*47233 275 

-8at0200034 Environ assessment & finding of no significant Impact re exemption from 
ti0CFRS0,54{w)(5)(l) on property Insurance rule 

MULLEaO R. Project Directorate 111*2. 80/09/26 6pp 47233 270 4 7233 275 

8Bf 0200402 Forwards temporary exemption from requirements of property Insurance 
fule.tOCFR50 54(w)(5)(i) Exemption valid until rulemaking completed 
MULLER, DR. Project Directorate III-2 88/10/03 BLISS,H Commonwealth Edison 
Co 3pp 47205 284-47205 322 

-8810200301 Temprorary exemption from schedular requirements of properly insurance 
ii/e,per l0CFR5O,S4(wj(5)(i),pending completion of rulemaking not later than 690401 
hfOLAHAN,GM. Division of Reactor Projects - lfLIV,V & Special Projocla (PosI 
870411). 88/10/03. Commonwealth Edison Co 6pp 47205 2Q7-47205 291 


P. Operating license stage documenta & correspondence 

8808120065 Generic Ltr 68 15 to all power reactor llconseos & applicants re electric 
power ays • Inadequate control over design processes 

CRUTCHFIELD,D. Associate Director for Projocls (Post 870411). BB/09/12 Consoli- 
date Edison Co of New York, Inc. 60pp 47001 239 47001-300 

8810130263 Forwards Amend 23 to Licenses NPF-37 & NPF-66 & Amend 12 to Li- 
censes NPF-72 & NPF-77 & safety evaluation Amends remove tv/o tables from Tech 
Specs which list reactor trip ays instrumentatian & ESP rosponso times. 

SANDS, SP. Project Directorale 111*2. 68/09/27. BlISS,HE Commonwealth Edison 
Co 4pp 47132.020 47132.060. 

-0810130264 Amends 23 to LIconsoa NPF-37, NPF-6G & Amends 12 to Licenses NPF- 
72 & NPF’7 7, respectively, re moving two tables from Tech Specs which fist reactor trip 
sys instrumentation & ESF response times. 

MULLER.DR Projo Cl Directoralo 111*2 88/09/27 32pp 47132.024 47132.055 

-8810130265 Safely evaluation supporting Amends 23 to Licenses NPF-37 & NPF-66 A 
Amends 12 to Licenses NPF-72 & NPF-77,r0spGcliv0ly, 

' Office of Nuclear Reactor Regulation, Director (Post 870411). 88/09/27. 2pp 
47132 056 47132 067. 

-8810130267 Requests FR publication of notice of Issuance of Amends 23 to Liconso 
NPF37,NPF66 & Amends 12 to Licenses NPF-72 & NPF-77, roapecWvoly Amends 
remove two tables from Tech Specs ro reactor trip sya Inslrumontalion & ESF re- 
sponse times 

MULLER, D.R. Project Directorate III 2 88/09/27, NRC • Na Detailed Affiliation Given 
3pp 47132-060 47132 000 

8610070255 Application for amends to Llcensos NPF-37,NPF 66, NPF-72 & NPF-76,ro- 
vising action statement in Tech Spec 3.1.3 1 to restrict control rod movoment & thor- 
mal DOwer In event of Inoperable control rods.Fee paid 

CHFfeANOWSKI,R Commonwealth Edison Co 80/09/28 MU RLE YJ.E. Office of Nu- 
clear Reactor Regulation, Director (Post 070411). 2pp 47080-204 47000:307. 

-8810070261 Proposed Tech Specs ro reactivity control sys^movoblo control o&som- 
btles & group height 

' Commonweallh Edison Co 88/09/20 12pp 47080-296 47080.307. 

86100S0058 Generic Ltr 88 16 to all power reactor llconseos & applfcants re romoval of 
cycle-specific parameter limits from Tech Spocs Svc list end 
CfiUTCHFIELD,D Associate Director for Rojocts (Post 870411) 80/10/04. Consoli- 
dated Edison Co. of New York, Inc 4Bpp. 47116 145-47116.194 

8610130106 Application for amends to Licenses NPF 37.NPF-60,NPF.72 & NPF-76, re- 
vising Tech Spec 4 6.1.3a to bo consistent w/ NUREQ*0462,Rev 6, "8td Tech Spocs 
for Westlnghouse PWRs " Foe paid 

CWRZAN0WSKI,R. Commonwealth Edison Co 88/10/04 MURLEY.T.E Office of Nu- 
clear Reactor Regulation, Director (Post 8704 1 1). 2pp. 47122.273*47122 282 

-8810130106 Proposed Tech Specs ro Installation of automatic leakage rale dotoctlon 
sya to provide continuous prossuro testing of containment olr lock door seal gaskets 
' Commonwealth Edison Co 88/10/04 Opp 47122-276*47122:282. 

8810130170 Forwards safoty evaluation ro util B8D626 & 09D2 proposals to NRG to 
review performance of mixed grease samples w/ mixtures of 12% of 33% Sun EPBO 
w/Exxon Nebula EPO/EP1. Insufficient Info presented to form conclusion. 

SANDS.S.R Project Directorate II 1-2, 88/10/06, BLISS, H.E. Commonwealth Edison 
Co. 3pp. 47138055 47138 069, 

-8810130173 Safely evaluation re mixed greases w/groater than 6% uriquallfled con* 
lamfnant in LImitorque valve operators. Insufficient Info presented to draw conclusions. 
♦ Oifice of Nuclear Reactor Regulation, Director (Post 870411). 06/10/06 2pp 
47136.058 47136 059 

8810170347 Advises that 880912 Rev 62 to QA Topical Rept CE-1-A consistent w/ro* 
quirennants of 10CFR60,App B & acceptablo, 

WRIGHT, GC Region 3, Ofo of the Director 88/10/07, REED.C. Commonwealth 
Edison Co. 2pp 47166-086 47166:087. 

8810170186 Advises that startup from Jan 1980 surveillance outage contlngont upon 
resolution of Bunker Remo penetrations. Environ qualification tost should be conduct- 
ed as soon as possible 

HOLAHAN,G kL Division of Reactor Projects - lll,tV,V & Special Projocts (Post 
070411). 86/10/11 BLISS, H.E. Commonwealth Edison Co. 4pp. 47168:147- 
47168.160, 

8810200006 Forwards request for mods to NPDES Permit ILO048321 for planLpof Sec- 
tion 3 2 of App B of Licenses NPF‘72 8 NPF-77. Mod would permit discharge of water 
from alation coofing pond to replenish nearby man*mado ponds, 

HUNSADER,S.a Commonwealth Edison Co. 80/10/13. MURLEY.TE. Document 
Control Branch (Document Control Desk) 4pp 47198:146 47108:148, 


S610210515 Forwards respor>se to 8QQ902 lelcon requesting addi info re natural circula- 
tion capability comparison between planis Ro quest clarified in 880928 lelcon 
CHRZANOWSKI.R Commonweallh Edison Co 68/10/14 MURLEY.TE Office of Nu- 
clear Reactor Regulation, Oiroclor (Post 37041 1 ) 5pp 47232 067-47232 071. 

8810200259 Requests remiltanco of fees for 8BQB31 application requesting exemption 
from 10CFR50 49 re Bunker Ramo Instrumentation penetration assembly for facility. 
DIGQS,RM License Fee Management Branch 08/10/17 BUTTERFIELO.L Com- 
monwealth EdJson Co ip 47208 135 47208.135 

9810240506 Advises that ulil needs to submit complete lechnical analysis re 8B0928 
request for amend to licenses covenng reslricleo control rod movemenl & thermal 

g ower In event of multiple Inoperable, but In ppable, control rods 
ANOS.SP Project Directorate III-2. 8B/i0/17. BLISS.H E. Commonweallh Edison 
Co.Spp 47243032-47243 036 


Q. Inapoctlon reports, IE Bulletins & correspondence 

9810080391 FOIA request for plant-specific documents re fire proteclion 
r6qulrGmont8,lnsp ropls.h8fdware-spocific doficiencles & NRC communications w/util. 
MURPHV.M Affiliation Nol Assigned 88/06/16 NRC No Detailed Aihlialion Given 
5pp. 47046.304-47046309 

BBOBOIOBBT NRC Inlo Notice 88 073, ‘'Direction- Da pendent Leak Charactorisilcs of 
Conlalnmont Purga Valves '* Svc list end 

ROSSI.CE Division of Operational Events Assessment (Pest 870411) 8B/09/08 
Consolidated Edison Co oi New York, Inc IIBpp 4695B 05Q-4695B 177 

8810050121 Rosponds to NRC OD0629 Ilf re violations noted in In&p Repts SO 456/89- 
16 & 50-457/8Q 10 Correotve actions util policy of deadly force as currently stated In 
security plan has been established W/10CFR73 55 End withheld. 

8LISS.H E Commonweallh Edison Co 88/09/16. DAVIS, A B Region 3, Ofc of the Di- 
rector 2pp. 47059 171 47050 172 

0909290353 Forwards response to NRC Bulletin 88 009 & Suppis 1 & 2 to NRC Bullelln 
BO-QOO, "Thefftial Slrassas In Piping Conned ed to RCS" & westlnghouse engineering 
ovaliratlon used in preparinig response 

MORGAN.WE Commonwealth Edison Co. 6B/09/20 Document Control Branch 
(Document Control Desk) lipp 46994 288-46994.316 

-B9 00290357 Rev 1 to “Idontiflcalion of Unlsolable Piping & Dote rmlna lion of Insp Lo- 

BAMf6rd,WH, JUSINOpA, STRAUCH.P.L Commonwealth Edison. Co MT-SME- 

427186) R 01 . 80/09/30 tapp, 46994 299 46094’316 

80100501122 Forwards addI Info re Insp of containment leak chase channels, per 680916 
lelcon.Concerns ro degradation of contain men! liner wolds already addressed by per- 
formance of containment integrated leak rata tesl. 

HUNSADER.se Commonweallh Edison Co 80/09/21 MURLEY.T.E. Oltice of Nir- 
cloar Reactor Rogulalion, Director (Post 870411). 94pp. 47053-196 47053.299. 

8809150000 NRC Info Notice 08 077, "Inadvertent Reactor Vessel Overfill." Svc list 
end 

ROSSI.CE Division of Operational Events Assessment (Post 870411). 08/09/22 
Censoll dated Edison Co of Now York, Inc. 111pp. 47114 291-47116.042 

8809190047 NRC Info Notice 60 078, "Imptementation of Revised NRC-Admlnlslered 
Ro quail licallon Exams " Svc list end 

ROSSI.CE Division of Operational Events Assessment (Post 070411). 60/09/22 
Consolidated Edison Co. of Now York. Inc, 11 Opp. 47116 043-47116.046 

0010050001 Forwards Safoty Insp Repts 60-456/88*25 & 50 467/98 25 on 880829* 
0908 No violations nolod 

SHAPE R,W,0, Region 3* Oto of the Director 89/09/23 REED.C, Commonweallh 
Edison Co 2pp 47060-323-47060.630. 

-0810050067 Insp Repts 50*450/68*25 & 50 457/89*26 on 890629-0903 No Violations 
or doviallons notod Major areas Inspected operational radiation protection program & 
gaseous liquid & solid radwasle prog rams 

GRANT.W3, GREQER,L.R R^ogron 3. Olc of the Director. 89/09/23 12pp 
47060 325-47060-336 

8609230092 SuppI 1 to NRC Info Notice 89 069, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE," Svo list end 

ROSSI.CE. Division of Operational Events Assessment (Post B70411) 88/09/29 
Consolidated Edison Co. of Now York. Inc. Il7pp. 471 ie;163.471 16:231. 

8810070267 Responds to NRC Bulletin OB 008 Suppis 1 & 2 ro review o( RCS to Identi- 
fy any connected .unlsolabte piping sub] to temp disiilbutions which would result In un 
occ^tablo thermal stresses 

MORGAN, W.E. Commonwealth Edison Co. 89/10/03. Document Control Branch 
(DoGumenl Control Desk) 22pp 

0810030266 NRC Info Notice 38-060, "Unoxpoclocf Piping Movemenl Allnbuted to Ther- 
mal Stralificalion " Svc list end. 

ROSSI,C.E. Division of Operational Events Assossmor^t (Post 970411). 86/10/07. 
Consolidated Edison Co. o/ New York. Inc. 223pp 47116 282-47116.285. 

6810040066 NRC Info Notice 89-001. "Failure of AMP Window Indeni KYNAR Splices & 
Thomas & Betts Nylon Wire Gaps During Environ Qualification Testiing," Svc lisl and, 
ROSSLC.E Division of Operational Evenia Assessment (Post 670411). 68/10/07 
Consolidated Edison Co. of New York, Inc. 1 1 9pp 471 16 026-471 16.144 

8610130161 NRC Info Notice 68 063, "Inadequate Testing of Relay Contads In Safety- 
Related Logic Sya." Svc list end 

ROSSI, C.E. Division of Operational Evenia Assessment (Post 670411). 66/10/19. 
Consolidated Edison Co ot New York, Inc. 1 1 0pp 47196-236 47199*367. 


n. Periodic operating reperis & related correspondence 

861Q100O33 Monthly operating repts (or Sepi 1988 for Braldwood Nuclear Station, Units 
1 &2W/981007 ifr 

PETERSON. M,W., QUERIO.RE Commonwealth Edison Co. 83/09/30. 14pp. 
47100.251-47190-294. 
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8310190149 “flrafdwood Nuclear Power Slalloa 10CFR50 59 Annual Repl lOSS/' W/ 
031012 III. 

HUNSADEFI.SC Commonwealth Edison Co 86/12/31 MURLEY.TE Ollice of Nu 
dear Reacior Regulation, Director <P03| S7041 1) 9pp 47166 006-47166 006 


S. Reportabfe occurr'encea, LERa & related correapondence 

66 1006 03 9T FOIA request for plant- specific documents re fire protection 
requirements, Insp repts, hard ware-specific dericlencles & NRC communications w/util 
MURPHY, M AffiNatlon Not Assigned 8 3/06/ 16 NRC - No Detaited Affiliation Given 
5pp 47046,304-47046 308 

8810060266 lER 88 020 00 on 880904 .manual reactor tnp occurred due to fo-lo steam 
generator levels Caused b/ failure of emergency drain valve Steam generator levels 
recovered & slablo conditions established \v/8 00921 ILr. 

MELONE.C A, OUEHIO.R E Commonwealth Edison Co 80/09/OB 4pp 47070,343- 
47070346 

8610160492 LER 88 C21 00 on 8600 15, high level alarm occurred on steam gonerator 
2C Caused by out of calibr positioner for feedwater regulating bypass vatve 
2FW630A Water level restored & work request Issued, W/8B101 3 Itr 
IBRAHIW.DW, QUERIO,RE. Commonwealth Edison Co 80/09/28, 4pp 47175 199 
47175 202 

SaiOtS'OZfT lER 86 022 00 on 680 91 9, reactor trip occurred due to source range chan 
nel N3t exceeding selpalnl of 1 OxES counts per second Caused by loose connection 
In main control room panel 2PM05J Investigation conducted W/88l6l3 Ur 
RAMOS, F, QUERIO.R E Commonweallh Edison Co 88/10/n. 4pp 47190*148- 
47190151. 


V. Operator Examinations 

9008176160 Generic Lir 88-13 to all power reactor licensees & applicants for OL re op- 
erator licensing exams Sve Hal end 

MiRAGLfA,F J. Associate Director for Projects (Post 879411) 88/08/08 Consolidated 
Edison Co. of New York* Inc. 68pp, 469 58 00 1-46958 057 

3899290074 forwards proposed operator licensing & requalification exam schedule 
format in response to 880808 Generic Ur BB-13 

MORQAN.W E. Commonwealth Edison Co 88/99/21. HANNON,J. NRC - No Detailed 
Affiliation Given igpp. 46992:153-46992:171. 
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Fi Security, medical, emergency A fire protection plans 

6810040404 Rev 4 to Emergency Plan Implementing Procedure EIP*2-001p “Classifica- 
tion of Emergencies " W/d80919 Itr 

CADWALLA6En,J , ODELL, W.A. GRAHAM.PD Gulf States Utilities Co 88/00/19 
41pp. 47929.1 10-47029:159 

8806210041 Forwards Safety Insp Rept 50-458/66-20 on 689622-25 No vlolatfons or 
deviations no led. 

CALLAN.LJ Reglon4. OfcoftheDIreclor 88/09/20 DEDDENS.JC Gulf Stales Util- 
ities CO. 2pp. 4698 1.023 -46931 025, 

-880&289042 Insp Rept 50 458/88-20 on 880622*25 No vtofations noted, Details with- 
held (rof 10CFR73.21). 

KELLYJ A. OALDWELL.RA, EARNEST, A B. Region 4. 0(c of the Director 88/09/ 
14. 1p.49981-025 46981.025 

8800269266 Forwards response to violations noted fn tnsp Rept 50-458/68-14 on 
080613-17 End withheld (ref 10CFfl73 21). 

DEDDENS.JC. Gulf States Utilities Co 68/09/22 Document Control Branch (Docu- 
ment Control Desk), 2pp 46972 249*46972 250. 

6S10179490 Forwards Insp Rept 50 458/88 21 on 880912*14 No violations or devi- 
ations noted. 

CALLAN.LJ Region 4, Ofe of the Director. 88/10/07 DEDDENSJ.C Gulf Slates Util- 
ities Co 2pp, 47160 .351-471 60 '359. 

-8819170494 Ifisp Rept 50 459/88-21 on 680912-15 No violations or devTalions 
noted Major areas insp ected emergency preparedness p/ogram 
TERO.NM , EVERETT, RJ. Region 4, Olc of the Director. 88/10/03 7pp. 47160.353- 
47160 359. 

8810180316 Raviseef emergency plan implementing procedures, fncldding Rev 5 to Efp- 
2-002 "Nallflcfllion of Unusual Event," Rev 5 to E IP-2-004, "Silo Area Emergency," 
Rev 6 to EIP-2 005, "General Emergency" & Rev 9 to EIP-2-006 W/B810t0 Hr. 
BOOKER, JE Gulf Slates Utilities Co. 68/10/10 250pp 47176 001-47176 305 


j. Financial Information 


8010030039 Advises that financial info for 1968 submitted fn util 860625 ttr satisfies re- 
quirements of 1 0C FR f 4 9. 2 1 

NASH,DA Policy Development & Technical Support Branch (Post 870411). 88/09/ 
22. BOOKER.J.E Gulf States Ulilities Co. Ip 47010.142-47010.142 


J, Insurance & Indemnity information 

8810030213 Forwards environ assessment & finding of no significant impact re tempo- 
rary exemption from scheduler requirements of proparty Insurance rufe (lOCFflSO 64), 
PAlJLSON,WA Project Directorate IV 88/09/28, DEDDENS.JC, Gulf States Utilities 
Co. 4pp 47010 207-47010 214. 

-8810030217 Environ assessment & finding of no significant Impact re temporary ex- 
emption from scheduler requirements of properly insurance rule. 

WIGGINTON.D L. Project Directorate IV. 86/09/28 4pp 47010-21 1*47010 214 


8810140034 Forwards temporary exemption from schedular requirements o1 proMfly In- 
surance rule.per 10CFR50 54(wH5)(i), effective on 801004,Exemplfon vay unU 
BQ0401 or until action on rulemaking completed 

PAULSON, W A Projecl Directorate IV 88/09/30, DEDDENS.JC Gulf Stales ULRftss 
Co. 4pp 47161 091 47161,098 

^6810140041 Temporary exemplion from schedular requirements of property taanoe 
rule, effective on 8B1004.per 10CFR50.54(w)(5)(i) 

HOLAHAN.GM Division of Reactor Projects - ilj,IV,V & Special FrolecU (PosI 
870411) 83/09/30 4pp 47151 095*47151.098 


P. Operating ilcense stage documents & correspondence 

8BQ91 20085 Generic LU 68-16 to all power reactor licensees & applicants re efectnc 
power sys - inadequate control over design processes 

CRUTCHFIELD, D Associate Director for Projects (Post 870411) 88/09/12, Cwvsofi- 
dated Edison Co of New York, Inc 60pp 47001 239-47001:300. 

0809260049 Forwards safety evaluation supporting licensee posl-trip review program &. 
procedures par Generic Ltr 83 28, Item 1 1 

PAUL50N.W A Project Directorate IV 88/09/22 DEDDENSJ C Gulf Stales UHiilres 
Co. 4pp 46983 238 46983 245 

-8B09290052 Safety evaluation supporting licensee post trip review program &^oce- 
dures per Genenc Ltr 83-28,ltem 1 1 re generic implications for Salem ATWS events. 
PAULSON,WA Project Directorate IV 88/09/22. 4pp. 46983 242-46983-245 

0010100213 Discusses progress of procurement & evaluation aciivilies for mealing Reg 
Guide 1 07 neutron monitoring requirements, per NRC 680706 llr.Davelopmeal of bid 
spec for neutron monitoring sys completed & being prepared for Issuance 
BOOKER.JE Gulf States Utllltlos Co 66/09/30 Document Control Branch [Doco 
ment Control Desk) 2pp 47081 262-4708 1*253 

6810110365 Application for amend to License NPF*47,rovl8lng Tech Specs 3 04.4 0 3 & 
4.0 4 re applicability of limiting conditions for operations & surveillance requlremenls 
per Generic Ltf 87-09 Fee pale 

BOOKER.J.E. Gulf Slates Utilities Co. 88/09/30, Document Control Branch {docu- 
ment Control Desk) lipp 47108 061-47108-133. 

-0810110357 Proposed Tech Specs re applicability for fimlling conditions for ojwation* 
& surveillance requirements for control rod operability, reactor protection laslru- 
menlatlon & ECCS actuation 

* Gulf States Utilities Co 88/09/30. 63pp. 47108.072*47108:133. 

0010170107 Forwards request for addi Info ro util 860805 submittal on qperalion w/ 
feedwater heaters out of sve to complete review of Sections 4.2 8 5.3 of K EDO- 
31 683 Response requested within 45 days 

PAULSON, W A, Project OIrectorato IV, 88/10/03. DEDDENS,JC Gulf States Utk lie a 
Co. 4pp. 47149 069*47140.072 

8010050058 Generic Ltr 88*18 to all power reactor IfcenSBea & applicants re lemoval ol 
cycle-specific parameter limits from Tech Specs.Svc list end 
CRUTCHFIELD, 0. Associate Director for Proleots (Post 670411). 80/10/04. CoivsoS- 
dated Edison Co of New York, Inc 48pp. 471 16.145-471 16-194. 

8010190470 Requests meeting w/NRC during wk of 881031 to discuss end agenda 
Items re proposed changes to Tech Specs 3 8.1.1, "AC Sources - Operating," 3 74, 
"Snubbers" S license Hem 2,c(4) re seismic qualification of CRD hydraulica contrd$- 
BOOKER, JE. Gulf Stales Utilities Co, 88/10/14 Document Control Branch (Doou* 
ment Control Desk). 9pp 47203 201-47203:209 

8010200030 Forwards corrected notice of consideration of Issuance of amend to l> 
cense NPF-47, reducing mln water coverage for Irradiated fuel & conirol rods during 
handling 

PAULSON.W.A. Projecl Directorate IV 88/10/14. DEDDENS,JC. Gull States Unities 
Co.3pp 47199 007-47199 010 

-0810200041 Corrected notice of consideration of issuance of amend to license MPF- 
47, revising Paragraph 4 re submittal of petition & Paragraph 7 re availability of appkea 
Iron tor amend. 

CALVO.J A. Project Directorate IV 68/10/14 Ip. 47199.010-47199 010. 


Q, Inapeotlon reports, IE Bulletins & correspondence 

8809010337 NRC Info Notice BB-073, "Direction- Dependent Leak CharaclerlslKS of 
Containment Purge Valves " Sve list end. 

ROSSI.C.E. Divife of Operational Events Assessment (Post 870411) 80/09/08 
Consolidated Edison Co. of New York. Inc. 119pp. 46958 050-46958-177, 

8809200041 Forwards Safety Insp Rept 50-458/08-20 on 680022-25. No vlolaliofis or 
deviations noted. 

CALUN.LJ. Region 4, Ofeof the Director, 88/09/20. DEDDENS.J.C. Gulf States UW- 
Hies Co. 2pp. 46981:023-46981. 026, 

-0809280042 Insp Rept 60-458/88-20 on 0BOB22-26.No violations noted. Details vnllv 
held (ref 10CFR73.21) 

KELLY.JA, CALDWELL, fl A., EARNEST. A B. Region 4, Ofc of the Director. 80/097 
14. Ip. 46981.026-46981.026 

6009150008 NRC Info Notice 80-077, "Inadvertent Reaotor Vessel Overfill," Sve W 
end, 

ROSSI.C.E. Diviafon of Operational Events Assessment (Post 870411). 88/09/22. 
Consolidated Edison Co of New York, Inc. 111pp. 47114.291-47116 042 

8609190047 NRC Info Notice 88*078, "Implementation of Revised NflC*Ad ministered 
Requaliffcalion Exams." Svo list encL 

ROSSI.C.E, Drvlsfon of Operational Events Assessment (Post 870411). 80/09/22, 
Consolidated Edison Co. of New York, Inc 119pp. 47116.043-47115 046 

6809200260 Forwards response to violations noted In insp Rept 50*458/88-14 oi> 
0BO613.17Encl withheld (ref 10CFfl73.21) 

DEDDENS,JC Gulf States Utilities Co 68/09/22. Document Control Branch (Docu- 
ment Control Desk). 2pp, 46972:249-48972-250, 
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&e09230a92 Supp! 1 to NRG Info Notice 08*069, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE Svc list end 

ROSSI, CK Division of Operational Events Assessment (Post e70411) 86/09/20, 
Consdidfllod Edison Co of New York, Inc 117pp 47116 163^47116 281 


$810120199 Fonvords Insp Repl 50*456/68 22 on 880829 0915 Violaliona 
noted Enforce meni conferanco will be scheduled In Region lY ofc to discuss apparent 
Vidal ions, per 680926 tel con w/ GL Constable & LA England 

CALLAN.L J Region 4, Ofc of the Director 80/09/29 DEODENS.J C Gulf Stales IJtiL 
lies Co 2pp 47114.221*47114'2ai 


-*8810120200 Insp Rept 50 458/88*22 on 880029 0916 Violetlons noted Malor areas 
Inspected fuel bldg ventilation charcoal filtration sys. 

FORD.E J,. JONES.W0., CONSTABLE, Q L Region 4, Ofc Of Ihe Director 88/09/27 
9pp 47t 14 223 47114 231 


8810100117 Responds to NRC Bulletin 00>OO 6, including Suppls 1 & 2. "Thormal 
Sl/esses In Piping Connected lo RCS" Based on Infrequent operation of HPCI & 
RCIC sys $ insignificant valve leak rates, fatigue not expected in uni&olabte piplngn 
aOOKtR,JE. GuK States Utilities Co 88/09/30 Document Control Branch fOocu 
ment Control Desk). 4pp 470B6 234 47086*237. 


8610<1(>0206 Responds to violaliona noted In Insp Rept 50*458/88-18 Correclive 
actions temporary change notice issued for Procedure STP-403-0601 to reflect actual 
testing require menta for standby gas treatment ays 

BOOKERJE. Gulf Stales Utilities Co. 80/09/30. Document Control Branch (Docu 
meni Control Desk) 6pp 47085.353-47085 357. 


6810139346 Nollflcatlon of 881006 maetlng w/ulll in Region IV to discuss enforcement 
conference 

CONST ABLE.Q L. Region 4, Ofc of the Director 88/10/04. Region 4, Ofc of the Di 
rector. 2pp 47136 180 47136101 

6610030265 NRC Info Notice 88-080, "UnoKpected Piping Movement Attributed to Thor* 
mal Sl/atiMlon " Svc list end 

ROSS1,CE Division of Operational Events Assessment (Post 870411) OB/10/07, 
Consolidated Edison Co of Now York, Inc 223pp 47116.282.47115*285 


8810040066 NRC Info Notice 88 001, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Quolilicallon Testing,'* Svc list end 
ROSSI.CE Division of Operational Events Assessment (Post 070411) 88/10/07 
Consolidated Edison Co of New York, Inc 119pp 47116026 47116.144, 


6810179490 Forwards Insp Rept 50 456/68 21 on 680912-14 No violations or dovl. 
aliens noted. 

CALLAN,L J Region 4, Ole of the Olreclor 88/10/07. DEDDENS.JC Gulf Slates Util* 
lues Co 2pp 47160 351 47160 359. 

-*6610176494 Insp Rept 50*458 /66>21 on 68091 2*1 5.No violations or doviallons 
r>oled Major areas Inspected emergency preparedness program 
TERC.N M„ EVERETT,R.J Region 4, Ofc of Iho Director 88/10/03. 7pp 47160 353* 
47169.359. 


6810160004 Ack receipt of 680922 Itr Informing NRG of stops taken to correct violation 
noted in Insp Rapt 50 456/00*14 

CAILAN.LJ Region 4. Ofc of the Director 68/10/12 DEDDENS.JC Gull Slates Util- 
ities Co 2pp. 47187*307 47107*309 

66 10240064 Advises that Insp initiative Implomonlod for all operating reactors for perl* 
odfc test of one or more sub) areas.Maint selected as area of emphasis & will bo in- 
spacled within next 2 yrs 

CALLAN.L J Region 4, Ofc of the Director. 88/10/13 DEDDENS.J.C, Gull States Util* 
ittes Co 2pp 47260 * 075 - 472 e 0 . 076 . 

6610130161 NRC Info Notice 6B 083, "Inadequote Testing of Relay Contacts in- Safety- 
Related Logic Sys " Svc list end 

ROSSI ,C,E Division of Operational Events Assessment (Post 870411) 60/10/10 
Consolidated Edison Co. of Now York, Inc. 110pp. 47196-230 47106 357. 


S. Reportable occurrences, LERs & related correspondence 

6609290267 NPDES noncompllance not If I cation. on 0609l7,aamplo from Outfall 
001, cooling tower blowdown, indicated pH of 3 1 SU, Caused by pumping of sulfuric 
acld*contB mi Rated rainwater Into circulating water flume More stringent controls 
added. 

DEDDENS,JC. Quit States Utilities Co. 66/09/22 O'NEILL.M Louisiana, Slate o) 
2pp 45996 254*46966*256 

6B1D096393 LER 66-020 00 on 6 806 2 9, control switches for both dive of fuel bldg fittra* 
tion heaters found In deenergizod posilion. Caused by porsonnol orror.Control switch 
roslored to energized position W/B60926 hr. 

ENGLAND.LA, BOOKER, J.E. Gulf Slates Utillllos Co 88/00/23 6pp. 47004-020 
47004 025 

6610030023 LER 88*019*00 on 880627, fuel bldg charcoal filtration sys indtatod CausDc) 
by technicians lifting wrong leads in [uncllon box ad^acont to RM-60 conifol 
cabinet Technicians retrained & proper leads lifted.W/B60926 llr 
ENGLAND.LA. BOOKER. J E Gulf States Utilities Co 80/09/26. 4pp. 47010 018* 
47016 021 

6610039376 ROon 860531 & 0601, during performance of surveillance test Proceduro 
STP'OOOOOOIJemp in diesel generator IB control room Identified above Tech Spec 
limit of 104 F.Mod request prepared to provide addi cooling in control rooms 
GOOKER.JE Gulf States Utilities Co. 68/09/20. Document Control Branch (Oocu* 
menl Control Desk). 3pp, 47010.240 47010:242. 

8810039379 LER 88*016 00 on 8 8 062 5, reactor automatically scrammod doe to turbine 
conl/ol valve fast closure caused by loss of main generator field oxcltalion resulting in 
automatic main generator & turbine tnps.W/OOC92S Ur. 

ENGLAKD,LA, BOOKER, J E Gulf Slates Utilities Co. 88/09/26. 6pp 47009:047* 
47009055 

8810209027 Part 21 rept re potential butterfly valve failures Drive train roplacomenl kits 
beingsupplied lo purchasers Instructionsencl 

SANDLINu.M. Xomox Corp. (subs, of Emerson Electric Co ) 88/09/30 MUR LEY ,T E 
Ollice of Nuclear Reactor Rogulatlon, Director (Post 870411) 35pp, 47228 322* 


8B10100234 PNO-IV*0B081.on eB093O,lwo Of eight solenoid operated valves failed 
during tost of MSIVs per Info Nolle© 86*043 Reader shutdown commonced from A to 
7 days 

CONSTABLE.QL Region 4, Ofc of the Director 88/10/03 2pp 47065 340- 
47005 341. 

B61Q1400B9 LER 88 021 00 on 860908, genera lor /turbine tripped, re suiting in reactor 
scram, Caused by fault on neutral grounding transformer duo to stray cal shorltng out 
highsido of 1 ransfornn or Trans lofmer Isolated W/0B1OO5 Itr. 

ENGLAND, LA., BOOKER, JE Gulf Slates Utilities Co 68/10/05. 6pp 47147 064- 
47147-068. 

6619170271 LER 00*022*00,0 n 660006, fuel bldg venlllatlDn Iroatment sys autostarted 
due lo radlallon monllor high alarm No actual high radiation condition exislod 5 sys 
returned to normal conllgu ration Malm work order In hi a ted W/ 681006 Itr. 
ENGLAND.LA, BOOKER.JE Gulf Stolea Ulihties Co 88/10/08 6pp. 47153 350- 
47153 362 

6810170402 Special rept on 86 0906, invalid failure occurred on DIv III MFCS diesel 
generator Caused by operalcr error HPCS diosel output breaker reset & speed droop 
sellings correctly set 

BOOKER,J,E Gulf Sletos UlilJtles Co 60/10/10. Document Control Branch (Docu- 
ment Control Desk) 3pp 47166 095*47186 097. 


V. Operator Examinations 

6608170160 Gonoric LU 88 13 lo all power reactor llcensoos A applicants for OL re op- 
erator licensing exams Svc list end. 

MIRAGLIA,F J Associate Diroclor (or Proiocta (Post 070411). 86/00/08 Consolidated 
Edison Co of New York, Inc. 5&pp. 40958 001-46056 057 

6610130302 Forwards firading A answer sheols for 680021 goneric fundamonlals pilot 
exam W/o ends 

PERKIN S.K.E, Operator Licensing Branch 80/10/07. FIT2 PATRICK. E„ QOOHER.J E 
Qonaral Public Ulllilies Corn, - GPU Service <^rp KIMQSLEY.O D. System Energy Re- 
sources, Inc. 37pp, 47130.001-47136 037. 


DOCKET 60-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A. Appllcall an/ construction stage documonta & correspondence 

6906120066 Generic Llr 08*15 to all power reactor llconsoes & applicants re eloctric 

S ower sys • inadoquato control over design procossos. 

iRUTCHF(£LO,D Associate Dfroc lor for Projects (Post 8704 1 1) 0D/O0/t2 Consoll* 
dated Edison Co ol New York, Inc COpp 4700 V230 -4 700 1.300 

8S10050068 GenorIc Ltr 06-18 lo all power reactor licensees & applicants re romoval of 
cyclO'Spoclilo paramoler limits from Tech Specs Svc list end 
CflUTCHFIELD.D Associate Diroclor for Projocls (Post 870411). 80/10/04. Consoli- 
dated Edison Co of New York. Inc 4epp 47116.146*47118.104. 


Q. Adjudicatory correspondence 

8810060964 Submits twentieth quarterly status root re const aclivltioB at facility.per 
631014 memorandum & orUorNo sign] lies nl safety-related consi activliias performed 
during Third Ouartor 1966 & limited engineering effort conlinuinn. 

R6YNOLOS,N,S. Washington Public Power Supply System REYNOLDS, N S. Bishop, 
Cook, Pufcelt & Reynolds. j?4aD 7204 60/10/03 QLOCH.P.D, BRIGHT.GO, 
HAR0OUn,J. Atomic Sofoly and Licensing Board Panel Ip 46007-352 46097.352, 


S. Reportable occurrences, LERa A related correapondenco 

6809269260 Interim deficiency & Part 21 ropt re Calcon engine control dovtcoa w/signif 
leant number of failures, fnilially reportod on 0D0D30.Lubo oil pressure trip awJtch will 
bo removed by const restart & relumed to vendor. 

SORENSEN, G.C Washington Public Power Supply Syalom. 06/09/22 Office of Nu- 
clear Reactor Regulation, Diroclor (Posl 870411). 2pp. 46982-331.46982 332. 

0810200039 Perl 21 Repl 146 ro dofocl In loft intercooler Intel adaptor on standby 
diesel engine generator Recommends utils inspect left Intake men Hold drain as part of 
oporetmg plan AddI Info exjwcted by 001016 

GUNTRUM,B. IMG Delaval, Inc 66/10/05. Office of Nuclear Reactor Rogiiletion, Di 
rector (Post B704I1) 3pp. 4/225*323-47226 325 

6610170374 Doricloncv repl re crackod slides In valve hydraulic actuator 4-way 
valves, Cracks result from brazlng/hoat troaling of slide mall Anchor/ Dai ling provided 
teat procedures lo identify 4 way valves w/cracked slides 

SORENSEN,Q.C. Waslilnglon Public Power Supply System 60/10/07, Document 
Control Branch {Document Control Desk) 2pp 47167.33B-47107'337 


V. Operator Examinations 

8696170150 Generic Llr 86-13 to all power reactor licensees & applicants for OL ro op- 
erator licensing exams Svc list end 

MIRAGUA,F J. Associate Director for Projects (Post 0704 11) 66/08/96, Consolidated 
Edison Co of Now York, Inc. 66pp. 46958 '001.4695e’057. 


DOCKET 60-461 CLINTON POWER STATION, UNIT 1 


F. Security, medical, emergency ^ fire protection plans 

8B10200216 Forwards updated FSAR for Clinton Power Sta lion Affidavit & plant 
modsjompornry mods, procedures & documents end 

PERRY.JS tllinels Power Co 88/19/06 Oocumonl Control Branch (Document Con- 
trol Desk) 4pp 47200 001-47320.227 
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-9610200431 App E. ‘‘Fife Pfoteellon Evatoa^ton Rapt/* lo Clinlon Nuc? 0 af Po\yar Sla* 
tion updalad SAR 

• Illinois Power Co 88/10/06. 4 OOpp 47318 150*47310 250 

-6810200433 App F, "Fire ProlectJon Safe Shuldown Analysis," to Qinton Nticlaar 
Powfir Si a 1(0 n lipdaled SAR 

^ Illinois Powaf Co, 68/10/08 300pp 47319 26l-47320'2a7 


-6S 10200302 Chapter 14, "Initial Test Program" to Clinton Nwclear Power Stelwi vO’ 
dated SAR 

• Illinois Power Co 88/10/08. 233pp 47315,01 7-4731 5*249, 

-0610200309 Chapter 16, "Accident Analyses" to Clinton Nuclear Power Power Siabon, 
updated SAR 

* Illinois Power Co 8 Q/IO/O 6 600pp 47315 260-47317*041 


H. Qanaral correaponderice 

60 10170461 Adwses that JS Perry eleciad assistant vice prosident, effective on 
081OI2,lltil currently In process of removing organizational charts from Tech Specs 
per Generic Ltr 88 06 

HOLTZSCHER OL firinops Power Co 88/10/14 Document Control Branch (Docu- 
menl Control Desk) 2 pp. 47171 *324-47171 .325. 


J, insurance 6 indemnity information 

6810110677 Forwards environ assessment & Finding of no significant impact re exemp 
tion from 10CFRSO 54{w)f6}(l) re onsite property damage Insurance unlil rulemaking 
finalized but no faler than 8S04D1, 

STEVENS, J A, ProjQCl Directorate ljJ -2 88/09/30 HOLT2SCHER,DL Illinois Power 
Go. 4pp 47107 284-47107 292 

“6610110083 Temporary exemption from lOCFRSO 54<w)(5>(i) re onsite property 
damage insurance unt^l lUtemaMng tmalized bu\ no later than 890401, 

MULltR.DR Project Directorate 1112 ao/09/26 llllnoia Power Co 6 pp 47107 208- 
47107 292 


“6010200390 Chapter 16. "Tech Specs" to Clinton Nuclear Power Station updated 
SAR 

* Illinois Power Co 86/10/06 Ip 47317 042-47317.042 

“8810200393 Chapter 17, “OA" to Clinton Nuclear Power Station updated SAR 

* lllmois Power Co 88/10/06 2pp, 47317*043-47317*044 

“6010200423 App A, "Glossary," to Clinton Nuclear Power Station updated SAR 

* Illinois Power Co, 00/10/06 19pp 47317:045-47317 063. 

-6010200426 App B, "Const Matl Stds & QC Procedures," to Clinton Nuclear Power 
Station updated SAR. 

• Illinois Power Co 08/10/06 44pp 47317*064-47317:107 

“M^O2OO420 App C, "Computer Programs," lo Clinton Nuclear Power Slalion updalod 

• Illinois Power Co 88/10/06 126pp, 4731 7.1 08-473 17.342 

“0810200429 App D, "Reoulremenis Resulting from TMI -2 AccldenI " to Cllnion Nude- 
ar Power station updated SAR 

• Illinois Power Co 88/10/06 t67pp, 473l7.343'473i8.149, 


8810190308 Forwards temporary exempllon from 1OCFR50(w)C5)(i) Insurance require 
menls pending completion of rulemaking 

STEVENS, J A Project Directorate 1112. B8/I0/03 HOLTZSCHER.D.L Illinois Power 
Co 4pp 47203.31^47203 325 

“8810190312 Exemption from 10CFR50 S4(w){5){i) requirements ra property Insurance 
rule 

HOLAHAN.GM Division of Reactor Projects - JII,IV,V & Special Projects (Post 
8704 1 1 J. 8 8/1 0/03 jjllnoi 9 Power Co. 5pp 47203*32 1 47203 325. 


K. Utility Final Safely Analyals Report (FSAR) A amende 

8810200218 Forwards updated FSAfl for CImlon Power Station Affidavit A plant 
mods, temporary mods.procedur 0 s A documervis end, 

PERRY, JS Illinois Power Co 86/10/06. Document Conirol Branch (Document Con- 
trol Desk) 4pp. 47290 001*47320.227. 

-6810200216 "10CFR50 50 Repl for Plant Mods, Temporary Mods.P/ocedures A 
D<jcumer\ta,jaivMar 1966" 

Illinois Power Co 88/03/31 67pp. 47290005 47290061 


“8610200431 to E, "Fire Proteclion Evaluation Rept," to Clinton Nuclear Power Sia 
tion updated SAR 

* illinols Power Co 88/10/06 400pp 47318.160 47319.250. 

“6610200433 App F, "Fire Protection Safe Shutdown Analysis,” lo Clinton Nuclear 
Power Station updated SAR 

• Illinois Power Co 88/10/06 300pp. 47310,251-47320.227 


P. Operating license stage documents A correspondence 

8609120086 Generic Ur 88-15 to all power reactor licensees & applicants re elocl/lc 
power ays - Inadequate control over design processes. 

CRUTCHFIELD, 0 Associate Director for Projects (Post 870411) 88/00/12. ConsOfa 
dated Edison Co o 1 Now York, Inc 60pp 4700 V.23S -4700 V.300. 

8809260007 Forwards Interpretation re Inoperability of sys providing support function, lor 
comments 

HOLT2SCHER,D L Illinois Power Co 88/09/20. Document Control Brandi (Dotfu- 
menl Control Desk) 17pp. 46982 338 46082.354, 


“8810200221 Updated SAR lor Clinton Nuclear Power Station 
‘ Illinois Power Co 86/10/06, 19,200pp 47290062-47310 360 

-8810200273 Chapter 1, "IntrcxJuclion & General Description of Plant," to Clinton Nu 
clear Power Station updated SAR 

* Illinois Power Co. 88/10/16. 600pp 47290-111-47291 310 

“B01O2OO275 Chapter 2, "Site Characteristics/* to Clinton Nuclear Power Station updat- 
ed SAR 

* llfrnols Power Co 88/10/06. 2.6CK)pp 47291 311-47296 162 

-0810200276 Chapter 3, "Design of Structurea.ComponenIs, Equipment & Sys" to Clin- 
ton Nuclear Power Station updated SAR 
^ flirnols Power Co 88/10/06 2,500pp 47296:163-47302 162 

“0810200341 Chapter A, "Reactor," to CUnton Nuclear Power Ste1^or» updated SAR 
' Illinois Power Co 88/10/08. SOOpp 47302 153 47303 024 

-6810200356 Chapter 6, "RCS & Connected Sys/' lo Clinton Nuclear Power Station 
updated SAR. 

* mmols Power Co 88/10/06 7S0pp 47303.026-47304*007 

“6S102OO3S9 Chapter 6., "ESFs" to Chntor) Nuclear Power S1ation> updated SAR. 

* Illinois Power Co 86/10/06. 1,100pp. 47304 008 47306 091 

“8810200360 Chapter 7, "Instrumentation A Control Sys" lo Clinton Nuclear Power Sla- 
lion updated SAR. 

* lllmofs Power Co 68/10/06 1.200pp 47306.092-47309 089 

“6810200363 Chapter 6, "Electric Power" to Clinton Nuclear Power Station updated 
SAfl 

‘ llllnoia Power Co 88/10/06. 200pp 47309 090-47309 333 

-8810200384 Chapter 0, "Auxiliary Sya" lo Clinton Nucfear Power Station updated SAft 

* lllmcia Power Co 86/10/06. OOOpp 47309 334-47312 189 

-0810200372 Chapter 10, "Steam & Power Conversion Sys" to Clrnton Nuclear Power 
Station updated SAR. 

Mllinds Power Co 88/10/06 200pp 47312 190 47312321 


0810050274 Application for amend lo License NPF-62, Increasing vol ol fuel oii required 
for operability of Div If diesel generator 

HALL,0 P fiiinols Power Co B8/09/23, Document Conirol Branch (Document Conirol 
Desk). 6pp. 47066 192-47066 199 

“0810050280 Proposed Tech Specs ra limiting conditions for operation for ac aources - 
operating & ac sources - shutdown. 

• Illinois Power Co. 88/09/23 2pp 47066.1 98 47060*109 

8610100002 Forwards Amend 11 lo License NPF-62, safety evaluation, notice of Issu- 
ance A environ assessment. A mend revises Tech Specs re main steam ime 
radlatlon,hiQh full power background radiation levels A associated Irip setpoints. 
STeVENS.JA Project Directorate 1112 08/00/27 HOLTZSCHER.O L llfinois Power 
Co 4pp. 47086 204 47006*229 

-8010100083 Amend 11 to License NPF.62, revising Tech Specs re main steam kne 
radlalion,high full power background radiation A associated setpoints. 

MULLER, D R. Project D/reclorate III-2 88/09/29 7pp. 47086 208*47085214. 

“8010100080 Safety evaluation supporting Amend 1 1 to License NPF-62, 

* Office of Nuclear Reactor Regulation, D rector (Post 870411). 88/09/29 4j)p 
47086*215 47086 218 

“8810100087 Notice of issuance of Amend 11 to License NPF-62, revising Tech Specs 
re mam steam line radiallon.high full power background radiation levels A essocisted 
trip selpoints. 

MULLER.DR Project Directorate llf-2. 88/09/27 3pp 47006 219-47006.221. 

“8810100088 Forwards environ assessment A finding of no signihcaoii ImpRCl re 
880518 application lo amend License NPF-62, changing Tech Specs re radialwn 
levels A associated trip setpoints. 

STEVENS,J A, Project Directorate llf-2, 88/09/27 HOLTZSCHER.D.L lltinola PoweN* 
Co Ip 47086 222-47088 229. 

“0810100089 Environ assessment A finding of not significant Impact to amend to U* 
cense NPF-62, changing Tech Speca re raolatton teveTe A asaoctated hip 
MULLER, D R. Project Djreclorale III-2 88/09/20. 7pp. 47086 223-47086*228. 


“8810204374 Chapter 11, ''Radwaste Wgt" lo Chnion Nuclear Power Station updated 

' Illinois Power Co 86/10/05 400pp. 47312 322-47313242 

-8B10200376 Chapter 12, "Radial ion Proi action" lo Clinton Nuclear Power Slalion up- 
dated SAR 

• Illinois Power Co 88/10/06 400pp, 47313 243 47314 tB9 

-8810200378 Chapter 13, "GortducI o( Operations" lo Clinton Nuclear Power Statlork 
updated SAR. 

• lllinofs Power Co, 88/10/06 lOOpp, 47314 190-47314^276. 

“081D2OO381 App 13A," Resumes of Illinois Power Co Key Staff Poadlons" lo Clinton 
Nuclear Power Station updated SAR 

• Illinois PowerCo 88/10/06. lOOpp 47314 277-47315*016. 


8610100023 Forwards Hr acK receipt of petition Med by OCRE under 1OCFR2 206 rO 
request lor Immediate action w/respect to BWRs 

STEVENS.JA Project Directorate 111-2. 88/09/28. HOLTZSCHER.D.L. Illinois Powaf 
Co 4pp. 47006 204 47085,21 1, 

SB10060017 Grants permission for NRC to copy AMP, Inc Qualification Test Repl lift- 
11004, “AMP Insulated Terminals A Splices for Class 1E, Inside Containment Sve In 
Nuclear Power Generating Stations." for placement of repl In PDR 
SCHflOEPFER.LJ AMP. Inc 88/09/29. WILSON.R. Vendor Inspection Branch. Ip. 
47001 213-47001 229. 


-8609 290403 Rev A to Qualification Teat Rept 1 10-1 1004, "AMP Insulated Terminals A 
Splices for Class IE, Inside Containment Sve In Nuclear Power Generating Stations" 
PRESCOn.R.W., RENSHAW.FH, MYERS.C AMP, Inc 110-11004 RA 68/02/02. 
lepp 47001 214-47001*229 
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flB 10050068 Genoric Ur 88-16 to all power reactor licensees & applicanls re removal of 
c/cre-apeclflc parameter limils from Tech ^eca.Svc list end 

CTUTCHFIELO.O Associate Director for Projects (Post S70411). Ba/'t0/04. Consoli- 
cfateo Edison Co. of New York, fnc 40pp 471 16*145-471 16'1 04. 


Mt0t30OQ9 Requests PR publication of notice of consideration ol iesuance o1 amend 
(0 Uconse NPF-62 & proposed NSHC determination & opportunity for hearing on 
680516 request re Tech Spec Sections 3/4 3 7 8 & 4.7.2.e 2 & bases 
STEVENS J A Project Directorate 111-2 88/10/06. NPC ■ No Detailed Affiliation Given 
7pp 47122.168 47122 174 


8610190496 Reguesls that consideration be given to removing License Condition C(9}b 
re open DCflOR issues from License NPF-02 Items requiring addi altentlon 
includdtannunclatora w/faded or Inconsistent lettering & panel overhang on P8d0 
HOLTZSCHER.D L Illinois Power Co 88/10/14 Document Control Branch <Docu- 
ment Control Desk) 3pp. 47186 065-47186.087. 


0. Inapaction reports^ IE Bulletins A correspondence 


660901 0337 NRC Info Notice 88 073, "Dlrecllon Dependent Leak Characlerisllcs ol 
Contalnmont Purge Valves •’ Svc list end 

ROSSLCE Division of Operationai Events Assessment (Post 870411) 0B/O9/O8 
Consoildaled Edison Co ol New York, Inc. 110pp. 46958 058-46958' 177. 

8609150008 NRC Info Notice 88-077, '‘Inadvertent Reactor Vessel Overilll.^* Svc list 

ROSSI, CE Division of Operational Events AsseasmenI (Post 870411). 80/09/22 
Consolidated Edison Co. of New York, (no. 111pp. 47114:291-47116 042. 


8609190047 NRC info Notice 68 078. '‘Impfemenlallon of Revised NRC-AdmInlatered 
Requaliflcatlon Exams " Svc list end 

ROSSI.CE. Division of Operational Events Assessment (Post 870411). 08/09/22. 
Consolidated Edison Co of New York. Inc 119pp. 47115.043 47116*046 


8610040186 Responds to NRC Bulletin 88-008, "Thermal Stresses In Piping Connected 
to RCS*' All piping svs connected to PCS reviewed & determined that only Hated sys 
sub] to thermal stratification. 

hlALL D P. minds Power Co. 68/09/28, Document Control Branch (Document Control 
Desk), 2pp 47036*245-4703e'246 


86(KI230092 Suppt 1 to NRC Info Notice 68 069, "Movable Contact Finger Binding In 
HFA Relays Mfg by QE " Svc list end 

ROS0I,C.E. DivlBlon of Operational Events Assesament (Post 870411). 60/09/29. 
Consolidated Edison Co of New York, Inc. 117pp. 471 16.163-471 16‘281 


8810170183 Forwards Safety Insp Rept 60-461/88-24 on 080014-16 A 19-20. No viola- 
te ns noted 

SHAPE R,W.D. Region 3, Olo of the Director. 88/10/06. QERSTNER.W.C Illinois 
Power Co. 2pp 47173.240*4717a:263. 


-88 10170161 Insp Rept 50-461/68-24 on 880114-16 & 19-20.No violations noted Mdor 
areas laspocted.chomlslry & environ radiological monitoring prog rams, uA 
progr6m,audl1s & appraisals A changes In organlzetfon. 

HOLTZWAN,R,8., SCHUMACHER.M.C. Region 3, Ofo of the Director, 68/10/06. 
12pp. 47173 242-471 73'263. 


881003036$ NRC Info Notice 68-000, "Unexpected Piping Movement Attributed to Ther- 
mal Btratiflcation." Svc list end 

ROSSI, CE. Division of Operational Events Assessment (Post 870411) 86/10/07. 
Consolidated Edison Co. of Now York, Ino. 223pp. 471 16:282-471 16:285. 


8810040086 NRC fnfo Notice 88-081, "Failure of AMP Window Indent KYNAR Splices & 
Thomas A Betts Nylon Wire Caps During Environ QualINcatfon TesKno.'' 8vo list end. 
ROSSLCE Division of Operational Events Assessment (Post 670411). 68/10/97. 
Confiolidalod Edison Co. of New York, fnc IIOpp 47116.026 47118:144 


#810130181 NRC Info Notice 88-083. "Inadequate Testing of Relay Contacts in Safety- 
Related Logic Sys." Svc list end. ^ ^ 

ROSSLCE Division of Operational Events Assessment (Post 670411). 88/10/19. 
Consolidated Edison Co of New York, Inc. 119pp. 47198:239 47196:357. 


R, Periodic operating reports & related correspondence 

8810190261 Monthly operating rept for Sept 1980 for Clinton Power Station Unit 1.W/ 
681014 Itr. 

HOLTZSCHER,D.L Illinois Power Co. 88/09/30. 0pp. 47206:298-47208:303 

8810209218 Forwards updated FSAR for Clinton Power Statlon.AffldQvl1 A plant 
mods,1emporary mods, procedures & documents end. 

PERRY J.S. Illinois Power Co, 68/10/06. Document Control Branch (Document Con- 
trol Desk) 4pp 47200.001 47320 227 

-8610269219 ''10CFRB0.69 Rept for Plant Mods, Temporary Mods, Procedures A 
[)octiments,Jan-Mar 1988 " 

* IHfnols Power Co. 88/03/31. 67pp. 47200 006-47290:061 , 


8810170261 PNO III 88 084 on 80101 1, licensee Informed of Invasligalion of senior man- 
ager for possible alcohol use on 881010 Manager actions did not appear to impact 
conduct of operations Licensee pfans to retain outside consullanl to investigate 
COOPER,R, KNOP,R Region 3, Ofc of the Director- 88/ 10/ 11 Ip 47 1 69. 1-83- 
47169 103 


V. Operator Exafnlnalfona 

6608170150 Generic Ltr 68 13 to all power reactor licensees & applicanls for OL re op- 
erator licensing exams 8vc list end 

MIRAQLIA.F J. Associate Director (or Projects (Post 870411} 88/08/08 Consolidated 
Edison Co. of New York, Inc 56pp 46958 001-46958 057 

08101 101B3 Notifies that RP Blchol & RB Mundlapudi changed posilions wilhin util &. no 
longer need operator licenses 

HOUTZSCHEh.D L Illinois Power Co, 88/ 10/04 Document Control Branch (Docu 
manl Control Desk) Ip 47110 360 47110 360 


DOCKET fiCF462 CLINTON POWER STATION, UNIT 2 


S. Reportable occurrences, LERs 5 related correspondence 

#810170261 PNO 111-68 O64'on 8B1 01 1, licensee informed of investigation of senior man- 
ager for possible alcohol use on 88 1010. Manager actions did not appear to Impact 
conduct of operations LIcenseo plans to rolain outside consullant to Investigate 
COOPER.R, KNOP.R Region 3, Ofc of the Director 88/10/11 Ip 47169-103- 
47169183 


DOCKET 60-466 ALLENS CREEK NUCLEAR STATION, UNIT 1 


8. Reportable occurrences. LERs & related correepon dance 

681006006# Supplemental Deficiency Rept CP'D7-115 re modeling error for seismic 
analysis of &vc water Intake structure Initially reported on 8 89201, Completion of cor- 
rective actions for Unit 1 extended until 86 1 1 30, 

COUNSIUW.Q., WOODUN.D.a TU Electric (formerly Texas Utilities Generating Co) 
06/00/28. Document Conlrol Branch (Document Conlrol Desk). Ip. 47070.292- 
47070.202, 


DOCKET STN-50-470 CEBSAR SYSTEM 80 


A. Appllcatlon/constfuotlon stage documents A correspondence 


8609290307 Provides proposed rosolullon for single Issue of advanced reactor severe 
eccldent program Topic Paper Set 4. "Essenlla) Equipment Performance." 
SCIHERER,AE Combustion Engtnooring, Inc 80/00/09, MIRAQLtA,FJ Associate Di- 
rector for Projects (Post 67041 1) 16pp 46002.130-46962 145 


#609290014 Responds to NRC roquoat for addI Info re Chapters 6 & d of CESSAR-DC 
10 ateam generator secondary water chemistry, reactor coolant water chemlslryjlre 
protection sysJetdown purification line A hydrogen fanltlon. 

SCHERER, A E Combustion Engineering, Inc 68/99/29 VISSING.G.S Slendardiza 
tion & Non-Power Reactor Project Directoiate 23pp 46963 249 46083,271 


F, Security, medloal, emeipency & fire protection plans 


8699290014 Responds to NRC request for addi info ro Chapters 5 & 9 of CESSAR-DO 
re steam generator secondary water chemistry, reactor coolant water chemistry, fire 
protection sys.letdown purification line & hydrogen Ignition 

§CHERER.A.E. Combustion Engineering, Inc 89/99/20. VISSING.GS Slantfardfza- 
Iton & Non-Power Reactor Project Directorate. 23pp 469 83-24 9 46963:271, 


K. Utility Final Safety Analysis Report (FSAR) A amends 


8810110320 Forwards Amend D to CESSAR FSAR, including revs to Chapters 2-7 A 
lO.Techntcal review should be allowed to proceed unencumbered pending sottlement 
of dispute re fees. 

SCHERER, A.E. Combustion Engineortna, fnc. 86/09/30 MiRAGUA,F.J. Associate Di- 
rector for Projects (Posi 870411). 6pp. 47000:001-47001:307. 


-8810110358 Amend 0 to FSAR for CESSAR. 

♦ Combustion Engineeing, Ino. 66/99/30. 700pp 47000.006-47091,307. 


DOCKET STN-BC-482 WOLF CREEK QENERATINQ STATION 


S. Rsporiable occurrences, LERs A related correspondence 


P. Securlly, medloai, emergency A fire protection plans 


#810040332 LER 8S-022-00:on 680901 .false low reactor pressure vessel signal caused 
automatio Inillatton of HPCS A Injection of water Into reactor. Caused by sensor sya 



47042,077. 


5810040388 LER 0B-O23-OO.on 880 901, personnel discovered flush valve for HVAC 
monitor grab sample pallet open-Cause attrlbuled to personnel error. Procedures up- 
graded lo require performance of complete valve lineup,W/680B3Q Itr. 

CAMILLERI.TJ, HOLTZSCHER.D.L. Illinois Power Co. 86/08/30. 6pp. 47041*017- 
47041:022. 


#510200027 Part 21 rept re potential butterfly valve fallure8.Drive train replacement klls 
being supplied to purchasers, Instructions end. 

SAlvfDUNQ,M. Xomox Corp. (sobs, of Emerson Electric Co.}, 08/09/30. MURLEY,T.E. 
Office of Nuclear Reactor Regulation, Director (Post 870411). 35pp 47226:322- 
47226 356. 


8810040020 Forwards Insp Rept 60-482/66 22 on 880601-31 & notice of violation, 
CALLAN,L.J. Renton 4, Ofc ol the Director 88/00/26 WiTHERS.B.D. Wolf Creek Nu- 
clear Operating Cofp- 2pp. 47019.292*47010:394. 

-##10040027 tnap Rept 60-482/86-22 on 689801-31.000 violation noted. Major areas 
lo8pecled:planl sralus^operatlonal safety verificailon.monlhly surveillance 
observation, monthly maint observation, on site event foSlowim A physical security. 
BARTLETT, B.L, SKOW,M.E„ MCNEILL.W.M. Region 4, Ofo of th a Oireclor. 80/09/ 
22. 10pp. 47010:295.47019:304. 


fi#101203(XI Documents 869930 lelcon between GD Boyer A DD Chamberlain re 
Change h completion date lor Rav 2 to emergency operating procedure Because o 
number of changes required A required procedure training submittal delayed until 
890330. 

0AILEY,>I,A. Wolf Creek Nuclear Operating Corp. 80/10/07. Document Control Branch 
(Document Control Desk). Ip. 47118:192-47118:193. 



216 DOCKETED ITEMS 


SBloaiOiaa Forwards Insp Repl 50 482/86 29 on 880927*29 & notice of 
violation ViQlatian withheld (ref tOCFR73 21) 

CALLAN.L J Region 4. Ole of the Director 80/10/14 WITHERS.BD Wolf Creek Na* 
clear Operatinfl Corp 2pp 47233 122-47233.124 

-8010210141 Pertiafly withheld Insp Ropt 50 462/88*29 on 880927-29 (ref 
tOCFR73 2l) VfoJalion noted Mapr areas Inspected physical sacurity plan A Imple* 
menting procedures .security program audits & malls control account abirity 
KELLY ,J A, EARNEST,AB, EVERETT.R J Region 4, Ofc ol the Director. 88/10/13 
ip, 47233-124-47233 124 


8810070242 Responds to NRG Bulletin 88 008, ‘Thermal Stressess in PipJng Ccwiecl 
ed lo RCS '* EngineerinQ review initfated to determine whether unisolablo sociiow ci 
piping connected to RCS sub] to stresses from temp stralificalion. 

WITHERS, BD Wolf Creek Nuclear Operating Corp 88/09/20 Docurrant ConVol 
Branch (Document Control Desk) 4pp 

8009230092 SuppI 1 to NflC Info Notice 88 069, “Movable Contact Flngor Cifxling n 
HFA Relays Mfg by GE “ Sve list encf 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 68/0^/29 
Consolidated Edison Co of New York, Inc 1 1 7pp 471 15 1 63 471 1 5 28 1 


J> Insurance & Indemnify Information 

8610030223 Forwards environ assessment & finding of no significant Impact re exemp- 
tion from 10CFR50 54(w)(5J(i) concerning increase In amouni ol onsite property 
damage insurance required by licensees 

O'CONNOR, P.W Project Directorate IV. 88/09/26 WITHERS, B 0 Wo« CieaH Nucle- 
ar Operating Corp 4pp 4700B 027-47006 034 

-8610030227 Environ essassment & finding of no significant Impact re exemption from 
lOCFRSO 54(w)(5Ki) concerning increase in amouni of onsite property damage Insur- 
ance required to be carried by licensees 

WIGGINTOROL Project Directorate IV 88/09/28 4pp 47008 031-47008,034 

8610140075 Forwards temporary exemption from scheduler requirements of property In 
surance rule 10CFR50 54(w] (5)0) .effective on 861004, 

O’CONNOR, PW. Proieci Directorate IV 88/09/30 WITHERS, B 0 WoH Creek Nuefe 
ar Opereting Corp, 4pp 47156061 47168 008 

-68 10140076 Exemption from schedular requirements of property Insurance rule 
lOCFRSO 54(w}{5}(i). effective 881004 

HOLAHAN.G M Division ol Reactor Presets - fll.lV.V & Special Projects (Post 
870411) 88/09/30. Wolf Creek Nuclear Operating Ck>rp 4pp 47156 065-47156 068 


P. Ope rating ticanae stage documents h corrsapondencs 


6810070223 Provides updated response to NRC Bulletin 88 005, “Potential Safety Fte- 
lated Pump Loss ’’ 

WITHERS, B D Woff Creek Nuclear Operating Corp 88/09/29 Documeni Control 
Branch (Document Control Desk) 23pp 47072 244-47072 266 

6010070198 Responds to NRC 800902 Mr re violations noted in Insp Ropl 5O402/a&- 
21 Corrective action verbatim compliance w/all procedural requirements has been 
stressed by mat & will continue to be stressed & monitored by mgt 
BAILEY. J A wolf Creek Nuclear Operating Corp 08/09/30 Doc urn onl Control Brar«/i 
(Document Control Desk) 4pp 47072 240-47072 243 


6S100302SS NRC Info Notice 88-060, “Unexpected Piping Movement AMnbuted lo Tter 
mat Stratification “ Sve list end 

ROSSI, CE, Division of Operational Events Assessment (Post 870411) 86/10/07. 
Consolidated Edison Co of New York, Jnc 223pp 471 15 282-47116 285 


0810040066 NRC Info Nolica 08-081, "Failure of AMP Window Indent KYNAR Splice? & 
Thomas & Bells Nylon Wire Caps During Environ Qualification Tosling" Sve listcird 
ROSSI, CE Division of Operational Events Assessmant (Post 670411) 80/10/07, 
Consolidated Edison Co of New York, Inc 1 19pp 471 16 020-471 10 144 


8810210193 Forwards Insp Rapt 50-482/80-29 on 860927-29 & nobco ol 
violation Violation withheld (ref 10CFR73 21} 

CALUN,L J Region 4, Ofc of lha Director 88/10/14. WITHERS, B D Wolf Crook Wu 
clear Operating Corp 2pp 47233' 122-47233 124 


8609 12008 5 Genenc Ltr 65-15 to all power reactor licensees & applicants re efectrfc 
power sys - Inadequate control over design processes 

CRUTCHFiELO.D Associate Ckrectof for Prolects (Post 670411), 66/09/12. ConaoK- 
<daied Edison Co of New York, Inc 60pp 47001 239 47(>Ot 303 

661OD70274 Documents utif conclusion that environ effects of operation of fuel enrich- 
ments lip to 5 0 wa^ht % U'235 & fuel in-ediations up to 60 GWO/MT bounded by 
impacts reported in table S-4 of lOCFflSI. 

WrrHERS,B D Wolf Creek Nuclear Operating Corp 68/09/30 Document Conlrol 
Brsne}) (Document Control Desk) 2pp 47001 168 470B1'169. 

86 10050060 Generic Ltr 80-16 to all power reactor licensees A applicants re removal of 
cycla-speoinc parameter limits from Tech %>ecs Sve fisl end 
CaUTCHFIELO.D Associate Director tor Projecls (Post 870411) 88/10/04. Consoli- 
dated Edison Co of New York, Inc 48pp 47116i45-47116194 

6810 170119 Forwards Amend 16 to License NPF-42 & safety evaluation Amend revises 
Tocti Speo 3 4 8 & associated bases lo modify requirements for reporting Iodine spik- 
ing from short-term irept lo item Included in annual repl, per Generic Ltr 85 19 
OTONNOR,F W. Project Directorate JV 88/10/05 WITHERS.B.D. Wolf Creek Nucle- 
ar Operating Corp 4pp. 47153 154 47153 169. 


-0910210141 Partially withheld tnsp Rept 50-482/88-29 on 680927-29 (ref 
10CFR73 21) Violation noted Major areas Inspected physical security plan Impio 
menting procedures, security program audits & malls conlrol & accountability’ , 
KELLY.JA, EARNEST.AB, EVERETT.RJ Region 4, Ofc of the Direclor. 80/!()/13 
Ip 47233 124 47233 124 

0810130161 NRC Info Notice 86 083, “fnadequate Testing of Relay Conlacis inSaloV' 
Related looic Sys." Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 970411) 68/10/19 
Consofidated Edison Co of New York. Inc 1 19pp 47196 239 47106 357 


R, Periodic operating reports A related correspondence 

8810190436 Monthly operating repl for Sept 1988 for Woff Creek Generating Slallon W/ 
881014 Mr. 

WILLIAMS.M. BAILEY, J A Woff Creek Nuclear Operating Corp 68/09/30 7pp 
47186,044-47186 050. 


-0610170136 Amend 18 to License NPF-42,ravi$ing Tech Spec 3.4,8 & associated 
bases to modify requirements for reportlrig Iodine spking from short-term rept to item 
fr>cfuded Irt annual rept.per Genenc Ltr 85-19. 

CALVOJ A Project Directorate IV 88/10/05, lOpp 47153,158-47153 167 

—8310170130 Safety evaluation supporting Amend 18 to License NPF'42. 

* Office -of Nuclear Reactor Regufallon, Drector (Post 870411) 88/10/05 2pp 
47153.166 47153 169 


Q. Inspection reports, )E Bulletins A correspondence 


8609010337 NRC fnfo Notice 88 073, "Dree lion Dependent Leak Characteristics of 
Coniajnnenl Forgo VaNes “ Sve fisl end 

ROSSj.CE Division of Operational Events Assessment (Post 670411) 88/09/08. 
Con^lidated Edison of New York, Inc 119pp 46958058-46958 177 

609150008 NRC fnlo Notice 88-077. "Inadverlent Reactor Vessel Ovorfdl" Sve fisl 
end. 

ROSSLC.E. Division of Operational Events Assessment (Post 870411) 88/09/22, 
Consolidated Edison Co of New York, Inc Ilipp 47114 291-47115.042 

8809190047 NRC livfo Notre© 86 078, "Impiftmenlation of Revised NRC-Admlnlslored 
Reoualificalion Exams Sve fisl end. 

ROSSI, CE, Divjsion of Operational Events Assessment (Post 870411), 88/09/22. 
Ccnsolldatod Edison Co or New York, Inc tigpp 47115 043 471 15.046 

8810040020 Forwards fnsp Rept 60 482/68-22 on 860801-31 & notice of violation 
CALLAN.L J. Region 4. Ofc of the Director. 68/09/26 WITHERS, B D Wolf Creek Nu- 
deer Operating Corp 2pp. 47019 292-47019 304 


—8810040024 Notice of vwfatton from fnsp on 680601 -Sl.Vlofation rKlIed. failure to com- 
pfete a vBfva checklisL 

^ Flegfon 4, Ofc of Uia Director. 88/09/28, ip 47019,204-47019.294 


-0610040027 Insp Repl 50-482/88-22 on aeo0O1-3l.On0 violation noted Major areas 
inspected plant 5latus,operaUonal safety v8nfication,monthly aurvell/ance 
observation.monthfy maml observalron,onsite event toDowup A ohysicajt aecunty. 
eARTLETT.BL. SKOW.M E., MCNEILL, WM, Region 4. Ofc of the Director. 88/09/ 
22. 10pp. 47019 295 4 7019304 


5610050 H t Ack receipt of 860829 ltr Informing NRC of steps taken to correct vfolatfons 
nolecf in Jrisp Rept Sa4e2/88-1 9 

CALLAN.L.J. fleokift 4, Ofc of the Director. 86/09/26. WITHERS.B.D Wolf Creek Nu 
olear Operabng Corp. 2pp- 47057 109'47057i12. 


S. Reportable occurrences, LERs & related correspondence 


8810070091 Summary of Operating Reactors Events Meeting 80 37 on 680920 Into oikI 
Includes rept-io date of fong-term followup assignments & summaw of reaclor scrams 
JAUDON.J.P Events Assessment Branch 88/09/20, ROSSLC E Division of Opw- 
ationaf Events Assossmont (Post 87041 1) 12pp 47079 03 4 -4 7079. 04 5, 

8010060216 LER 88 016 00 on 870922 .essential sve water sys Train A declared 
Inoperable On 870928,Tech Spec action statement entered when air condiUonina unrl 
repair took fonger than allowed Caused by Tech Spec mislnterpratatfon W/680923 Ilf 
WILLIAMS.M G . WITHEflS.B D. Wolf Creek Nuclear Operating Corp 88/09/23. 4pp 
47070.020 47070.031 

8810080225 LER 88 015 00 00 080825, ESF actuation occurred Caused by loose con 
nections in containment atmosphere radiation monitor Connections lightened & riKmh 
lor returned to sve Connections on remaining monitors Inspected W/0BO023 Mr 
WILLIAMS.M Q . WITHERS, B D. Wolf Creek Nuclear Operating Cofp- 03/09/23 4(5p 
47068.307-47068 310 

0910050112 LER 85-076 01 on 850lQ6,maln steam line Isolation valve w/ cracked 
piston slide discovered In hydraulic 4-way valve On 850607 & 1 1 ,two add! vahesi 
failed Following repfacemont, add! valves failed Caused by flaw in rnfa W/600929 Hr. 
WILUAMS.M G., WITHERS, B D. WoU Creek Nuclear Operating Corp 80/09/29. Tpp 
47058'040-47058 046 

8810240467 LER 88-01 T-OO.on 080 9 15, deter mined that four strontium sources not leak 
tested between 860113 lo 871212 & Ihree cesium sources not tested between 
650703 to 860606 Caused by personnel error Sources added to procedurosW/ 
881017 ltr. 

WILLIAMS.M G . WITHERS.B D Wolf Creek Nuclear Operating Corp. 08/10/17 6pp 
47257 112-47257116 


V. Operator Examinations 


8008170150 Generfc Ltr 88-13 to all power reactor licensees & applicants for OL re bp* 
erator licensing exams Sve kst end 

MIRAGLIA,F.J. Associate Direclor for Projects (Post 870411) 88/00/08. Consolidated 
Edison Co, of New York. fnc. 56pp. 4695^ 001-46958.057. 


f>OCKET STN-50-4B3 CALLAWAY PLANT, UNIT 1 
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K Oeneral correapondenc© 

^609290128 Flequdsta removal of SE Miltonbergor from mailing ll&l Miltenberger no 
longer employed w/util 

MCLAUGHLIN.J E Union Eleclrlc Co 68/09/20. NRC * No Defalled Affiliation Given, 
ip 47001 102 47001 102 


Jf. Inaurance h indemnity Information 

8810100214 Forwards environ asseasmenl & finding of no slg^niflcant impact re tempo 
rarv exemption from onsite property damage insurance (10CFR50 54(w}} 
ALEXIONJW. PfoiBCt Directorale III-3 68/09/26 SCHNELL.D.F. Union Eloctfic Co 
3pp 4r085'346 47065,352 

— 681 01002 1& Environ assessment & finding of no significant impact re exemption from 
10CFR50 54(wH5)(i) concerning onsite property damogo Insurance Action will not 
have effeci on environ 

PEflKINS.K E Project Directorate 111*3 86/09/26. 4pp 47085 349*47085.352 

Q8f 0130330 Forwards temporary exemption from schodular requirements of property In- 
surence rule effective 881004 

ALEXiON.m Project DIroclorate II 1-3 68/10/03 SCHNELl,D.F. Union Electric Co 
3pp 47136-321 47136 327 

-8610130332 Exemption from requirements of 10CFR50 64(w)(&)(i} until completion of 
pondmg rulemaklnj extending Implementation date no later than 800401. 
HOLAHAN,GM tJivislon of Reactor Projects ■ llt.lV.V & Special Projects (Post 
870411). 88/10/03. Union Eloclric Co 4pp. 47138-324-471 38-327 


P. Operating license stage documenia & correspondence 

6609120086 Generic Ur 88-15 to all power reactor licensees & applicants re electric 
power sys ’ inadequate control ovor design processes 

CRUTCHFIELD, D Associate Director for Projects (Post 87041 1). 88/09/12 ConsoH 
dated Edison Co. of New York, Inc 60pp. 47001 239*47001.300. 

661 0280 46 6 Final response to FOIA request for documents re plant Forwards App 0 
documents App D documents also available in PDR 

QHIMSLEY.D.H NRC > No Dolailod Affiliation Given. 88/09/23 WEISSMAN,S. Cali* 
fornla. Stale of. 2pp. 47200 001*47209-002. 

-63042206S1 Board Notification 83 42 forwards info re unanalyaed reactor vessel ther* 
mal stress during cooldown B&W Informed NRC of preliminary safety concern evolving 
from further consideration of 800610 St Lucie upper head voiding event 
EtSENHUT,OG Division of Licensing (600426*051124) 83/04/12 PALLAOINO.N X 
CommlBSioners 20pp 47209 086-47209.089 

6610030919 Notification of 801005 meeting w/util In Rockville, MD to discuss licensee 
presentation of steam generator level reactor trip mod for plant. 

ALEXlON.r.W. Project Directorate 111*3. 88/09/27. HANNON,J N Project DIroclorate 
111-3. 3 pp 47015 211-47016.213 

8610950066 Generic Ltr 88-16 to all power reactor licensees & applicants re removal of 
cycle*8podtiC parameter limits from Tech Specs.Svc list end 
CRUT6 ifieLD,D Associate Director for Projects (Post 670411} 68/10/04, Consoli- 
dated Edison Co. of New York. Inc. 4Bpp 47118.145 47116 194. 

6810129196 Requests variance from requirements as ref in NUREG 0737, Section 
II F.I.Atlachmenl 2, Clarification 3 re wide range gas monitor Isokineti-c sampling Ulil 
proposes to use normal vent flow/high radiation sample Isokinotic no7zlo. 
SCHNELL,DF Union Eloclric Co. 68/ 10/04 Document Control Branch (Document 
Control Desk). 4pp. 47112.350 47112-353. 

8610120192 Forwards response to TW Alexion 880816 request for addi Into re wide 
range gas monllor concentrallon display.por NUREQ 0737, Section II F.I.AtlachmonI 
l,Crafilk!allon 1 

SCHNELUD.F. Union Electric Co. 88/10/05. Documonl Control Branch (Document 
Conlrol Desk). 6pp 47114 207 47114.212 

8610160085 Forwards notice of consideration of Issuance of amend to License NPF-ao 
6i oppodunity for hearing re 880830 request 

ALEXION, TW Proloct Directorate 111-3. 80/10/06. SCHNELL.OF. Union Electric Co. 
2pp 4717B324 47176-329 

-8610180032 Notice of consideration of issuance of amend to License NPF 30, adding 
environ allowance modifier & trip time delay to low low level trip circuitry 
HANNOH,J.N. Project Directorate 111*3. 86/10/06 4pp 47175.326 47176 32P, 


Q, Inspflollon reports, IE Bulletins & correspondence 

6609010337 NRC Info Notice 88 073, "Direclion-Depondent Leak Charectenslics of 
Oonlainment Purge Valvos.‘’ Svc list end 

RDSSLCE Division of Operational Events Assessment (Post 870411). 88/09/08. 
Consolideled Edison Co. of New York, Inc. 119pp. 46958,058-46958.177 

1609290366 Forwards Safety Insp Rept 60 483/86-17 on &e0022.26ND violations 
noted. 

SHAFeR.W.D, Region 3, Ofc of the Director. 80/09/16 SCHNELL,OF Union Electric 
CJ0.2pp 46983.175-46983 191 

-6609290366 Insp Rept 60 483/88-17 on 860822-26 No violations noted. Major areas 
Inspected.chemlslry program including procedures.organlzatlon & Iraining, reactor sys 
water QC programB & QA/QC programs In labs. 

HOLTZMAN.fl.B , SCHUMACHER.M C Region 3. Ofc of the Director. 08/09/16. 
15pp 46963 177-46983 101 

S6892BC14S Forwards review ol plant sys conducted to determine If unisolable sections 
connected to RCS may be subjected to stresses from temp stratification or temp os- 
dilalions induced by leaking valvea.per NRC Bulletin 68-OOB 
SCHNELL.DF. Union Electric Co 86/09/20 Document Conlrol Branch (Document 
Conlrol Desk) 7pp 46976-177-46976.163 

6809150006 NRC Info Notice 88*077, "Inadvertent Reactor Vessel Overfjll," Svc Hat 
end. 

ROSSI, CE Division of Operational Events Assessment (Post B70411) 88/09/22 
Consolidated Edison Co ol New York, Inc Ilipp 47114.291-47115 042 


8809190047 NRC Info Notice 08 078, "fmplemonlalion of Revised NRC- Ad mini stored 
Reouafiflcalion Exams " Svc list end 

ROSSI.CE. Division of Oporatfonal Evanis Assessment (Post 870411) 88/00/22 
Consolidated Edison Co of New York. Inc 11Bpp 471 15.043-471 1S 046 

8809230092 Suppl 1 to NRC Info Nolice 86 066. "Movable Contact Finger Binding in 
HFA Relays Mfg by GE " Svc list encl 

ROSSI.CE. Division of Operational Events Assessment (Post 870411) 80/09/29 
Consolidated Edison Co of New York, tnc 117pp 47115,163-47115 281 

8810070200 Responds to NRC Bulletin 88 009 requiring licensees to establish & Imple- 
ment (nsp program to monitor thimble tube penormance.conftrming establishment & 
li^lementatlon of insp program consistent w/NRC request 

SCHNELL.OF, Union Electric Co 08/09/30 Documenl Conlrol Branch (Document 
Conlrol Desk). 3pp 

BBIoo-30255 NRC Info Notice 88*080, "Unexpected Piping Movement AUribuied to Ther- 
mal Slretiflcatlon *’ Svc list encl 

ROSSLC.E Division of Operational Events Assessment (Post 0704111 88/10/07 
Consolidated Edison Co of New York, Inc 223 pp 47115 282-47116 205 

6810040086 NRC Info Notice 88*081, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Oualificaifon Tasting " Svc list end. 
ROSSI.CE. Division of Operational Events Assessment (Post 870411) 80/10/07 
Consolidated Edison Co ol New York. Inc, 119pp 47116 026-47116 144 

6810130161 NRC Info Nolice 86 003, "Inadequate Testing of Relay Contacts in Safely 
Related Logic Sys * ' Svc list e n cl 

ROSSI.CE Division of Operational Events Assessment (Post 870411), 88/10/10 
Consolidated Edison Co of New York, Inc, 1 19pp 47196 236-47166 357. 


R. Periodic operating reports & related correspondence 

8810190429 Monthly operallng rept for Sepl 198B for Callaway Plant Unit i W/881007 
Hr. 

MCCANN.RJ. BLOSSER.JO. Union Electric Co 80/09/30 6pp 47191:125- 
47191-130. 


S. Reportable occurrences, LERs & related correspondence 

BB09290266 LER 88 009-00 or» 680823*dlscovored that exccre neutron monitoring sys 
power range channels not survollled before late finish lime Caused by operator 
error Missed survoitlance complatod & event reviewed W/880922 Ur 
TAYLOR.ME, BLOSSERJD Union Electric Co. 86/09/22 5pp 46983-303- 
46983;307. 

8610000324 LER OBOIOOOon 6 80902, unplanned reactor trip occurred, followed by 
automatic actuation ol ESF A auxiliary feedwater & feedwater Isolation Caused by per- 
sonnel oifor & leaking valve Switchgear doors will be locked. W/601 003 fir. 
ROBINSON.WR, BLOSSEH.JD IJnlon Electric Co 88/10/03. 8pp 47070.317- 
47070 322 


V, Operator Examinations 

8606170150 Generic Lir 88-13 to alt power reactor licensees & applicants for OL re op- 
erator licensing oxama.Svc list end 

MIRAQ1IA,F.J. Associate Director for Projects fPost 870411). ao/OB/08 Consolidated 
Edison Co of Now York, Inc 56pp 46958001 48950 057 
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F. Securllyt medical, emergency & fire protection plans 

8009300052 Advisos that 880718 changos to safeguards contingency plan meets provi 
slons of 1QGFR50 54(P) & acceptable. 

CALLAN.J L Region 4, Ofc of Iho Director. 88/09/20. GOLDBERG.J.H Houston 
Lighting & Power Co. 4pp 47003 171-47003-176. 

8009290200 Revised emorgoacy plan impla men ling procedures .Including Rev 3 to 
OEPPOt-ZAOOII, "Recovery Oporations." Rev 3 to OEPP01*zA-0012, "Proleckve 
Action Rocommandalions." 8i Rev 2 to OEPPQ1-ZA*0013, "Conlamlnaled Inlurios." 
W/86O021 Hr 

MCBURNETT.MA. Houston Lighting & Power Co 06/09/21. 43pp 46090 001- 
46098.046 

6609290262 AcK receipt of 880823 Mr Informing NRC of steps taken to correct violation 
noted \n Insp Repis 60*468/88 37 & 50*499/58-37. 

CALLAN.lX Region 4. Ofc ol the Director. 88/00/21 GOLDBERG. JH Houston 
Lighting & Power Co 3pp 46992 094-46992 096 

6009290294 Amended notification of significant meeting on 880030 In Arlington, TX lo 
discuss Improper fire watches as described in NRC Investigation Repl Case 4 88 004 
& apparanl violation re improper close out of rftaint work request, per msp rept 
HOLLER.E J Region 4, Ofc of the Director. 66/09/21 Region 4. 0(c of the Director 
2pp 46904:28 1-46994:282. 

8S1D05D086 Foiwards (nsp Repts 60 498/80.60 8; 50 499/08*60 on 080906-07 No vie* 
lations or deviations noted 

CALIAN.LJ Region 4, Ofc of Ihe Director 80/09/27 GOLDBERG.JH Houston 
Ughlmg & Power Co 3pp 47060.309 47060 3 1 2 

-0010050094 PartlallY Withheld Insp Hopts 60 498/88 60 8. 60-409/88*60 on 080906-07 
(ref 10CFR732l>No violaltons or deviations noted Major areas inspected I ixod sito 
physical protociion of SNM of lov/ slraleglc significance 

EARNEST, A B., EVERETT.RJ Region 4. Ofc o! the Director 80/09/20 Ip 
47060:312-47060 312. 
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W 10060142 Amended noUca of signFficant meehng w/tJtil on 880930 to conduct en- 
forcement conference re Improper fiire watches & improper closeout of main! work re- 
quest described In fnsp Rapt 60 498/88 46 Co reference initially schadu-led on 680915 
KOLIER.E J Region 4, Ofc of the Director, 88/09/27 Region 4. Ofe of the Director 
2pp. 47065358 47065 359 

6610120127 Forwards Ray 13 to physical secaaty plan & descnplions of changes Ends 
witn?ieJd (ref 10CFR73 21) 

MC0UflNETT,M A, Houslon Lighting & Power Co 88/09/30 Document Conlrof 
Branch (Documeni Gonlrol Desk) 2pp 47118 194 47118 195 

80 10190466 Revised emergency plan implemenlfna procedures including Rev 5 to 
OEPPOf-ZA 0004, “Emergency Response Personnel Activation” & Rav 1 to OEPP01- 
ZA-QQ39i "AllernaCe Emergency Operations Ctr,Activa(ion.Operation$ & , W/6B1012 

ftr. 

WCBURRETT.MA Houston Lighting & Power Co 88/10/12 29pp 47203.155- 
47203-183 

6810210161 Forwards summary of 860908 mealing in Region IV ofc w/utll re schedule 
for completion of certain aocunly tasks 

CALLAN.LJ Region 4, Ofc of Ihe Director 88/10/14 GOLDBERG, JH Houston 
Lighting & Power Co 3pp, 47232 026 47232 030 

-6810210189 Summary of 680908 meeting w/util in Arlington, TX re schedule for com- 
detion of certain security tasks 

EARNEST, A 8 Region 4, Ofc of the Oireclor 88/10/12 Region 4, Ofc of the Direc- 
tor 2pp. 47232,029 47232 030. 


H. Oaneral correspondence 

6809280176 Responds to 880829 Hr forwerding constituent R Barsanti 689728 Hr re 700 
allegalloiis received by GAP from 56 whistleblowers A liegations identified no substan- 
tiv© safety issues & on 880321, NR C issued Unit 1 OL 

3TELLO,v, Ofc of the Executive Direclor for Operations 66/09/26 FAWELL.HW 
Rouse of Rep 4pp 46982 087 46902 092 

-8609280177 Forwards conatilusnl R Barsanti 880729 Hr raising concerns re safety vie- 
fstions at facllilies Response requested 

FAWELL.HW Mouse of Rep 88/06/29 BRADBURNE.J NRG - No Detailed Affili- 
etfon GFvan 2pp. 46982 091-46962.092 


J, Insurance & Indemnity Information 

0610036230 Forwards environ assessment & finding of no significant impact re tempo- 
rary exemption from schedulsr requirements o1 prcperty insurance rule 
10CFP50.64(wJ(5)aaffect(ve on 881004 

D1CK,QF Proiect Directorate iV 6&/09/29 GOLOaERG,JH Houston Lighting 3 
Power Co 5pp. 47014 277 470 M. 285 

-8810030233 Environ assessment & finding of no significant impact ro temporary ex- 
empllon from tOCFR50 54(w)(S)(i) requirements for property damage insurance re- 
quired to be earned by licensees. 

WIGG INTONED L Proiecl Directorate JV- 88/09/26. 4pp 47014 282-47014 285 

6019140021 Forwards temporary exemption from schedufar requirernents of property in 
surance rule iaCFB5064{w)(5Hi}.effsclive 881004 

DICK, a F Proiect Directorate IV. 66/09/30 GOLDBERG, JH. Houston Lighting & 
PowerCo 5pp 47156042 47156 050 

-0010140026 Temporary exemption from scheduler requirements of property insurance 
ruJe 10CFfl50 64rw|<5)(i), effective 861004 

HOLAHAN^GW Division of Reactor Projects • III, IV, V & Special Projects (Post 
870411) 86/09/30 Houston Lighting & Power Co 4pp 47166047-47156050 


P. Operating license stage documents A correepondence 

6806020019 Provides further Info re seal mall fncorr>patibility Issue at ptanLper 580415 
discussion Recommends enhanced surveillance program for suspected operators to 
monitor for excessive leakage Part 21 related 

FI&HER.RC. Paul Munroe ENERTECH 88/04/18 MARTIN.R Region 4, Ofc of the 
Director. 4pp 4708 9 087*47089 090. 

0SO912OO85 Generic Ltr 88-15 to all power reactor licensees & appficanis re electric 
power sys - inadequale control over design processes 

CflUTCHFIELD,D Associate Director for Projects (Post 670411), 66/09/12 Consolf* 
dated Edison Co. of New York, Inc 60 pp 47001 239-47001 300 

8009280206 Responds to addi NHC questions raised in 680822 meeting w/US Tool & 
Oie,fnc & Bechtel In Allison Park, PA Technical audit conducted to support util pro- 
posed fic enae amend re expansion of spent fuel storage capaetty 
MCBURNETT,M A, Houston Ughimg & Power Co 68/09/21, Document Control 
Branc h (Document Control Desk) 1 8pp. 46977 00 1 -46977 01 6 

0089300010 Forwards response to addI NRC queslions on use of high density spent 
fuel racks ImpacI of addf heat load rejected 1o environ due lo increased spent fuel 
pool stoiage addressed 

WCBURNETT.MA Houston Ughling & Power Co. 65/09/22 Document Control 
Branch IDocumenl Control Desk) llpp 47001 '351-47001 361 

001OO7OOS3 Clarifies misunderstanding re Operational Readiness Review Observation 
10 on possible frictfon between operations & treinmq slaff at plants Concept of rotat- 
ing plant personnel into different assignments embooied m nuclear group policy 
VAUQHN.G E Houston Lighting & Power Co 58/09/29 Document Control Branch 
(Document ConUot Desk) 3pp 47081 053-47081:055 

8010120058 Forwards listed into re spacing of the high density spent fuel storage 
racks Licensing submitlal of 660008 annotalsd lo incorporate 1 inch irtstaflaban crjte- 
na 

MCBURNETTiM A Houston Lighting & Power Co 86/09/29 Document Control 
Branch (Document control Desk) I7pp 471 1 7 262-4711 7 298 

0610050166 Fonvards proprfelary WCAP-11963 & nor>propfielaty WCAP‘11964, “NRC 
Update Meeting Souln Texas BMI Flux Thimble Wear" Weslmghouse appfication for 
wilhhofdmg & alfidavjl enci WCAP-1 1963 vMlhheld (ref 10CFR2 790), 

MCBURNfcTT.M A Houston Lighting & Power Co 58/09/30 Document Control 
Branch (Document Control Desk) 3pp 47057 261-47057.301 


-0810050170 Requests that propnetary WCAP-11963, "NRC Update Meeting South 
Texas BMf Flux Thimble Wear” be withheld from pubfic djscloaure (ref 10CFH27&oii 
WIESEMANN.RA Westinghouse Efectnc Corp 88/09/06, Office of NucIsarReacW 
Regulation, Director (Post 87041 1) 9pp 47057 264-47057 272 

-8G10050174 ''NRC Update Meeting South Texas BMI Flux Thimble Wear" 
QALEMBUSH,JS Westinghouse Electric Corp WCAP-1 1964 60/08/10 OOta. 
47057 273 47057 301 

6010100230 Forwards documentalion re review of City of Austin vs Houston Li^hbna A 
Power & Houston Industries End describes scope & methodology of program IMjaled 
on 880725 NRC participation in litigation review program welcomed 
GOLDBERG, J H Houston Lighting & Power Co 86/09/30 Document Ctontrof Brancfi 
(Document Control Desk) 9Spp 4708 1 349 47082 080 

0610050050 Generic Ltr 86-16 to all power reactor licensees 5 Dppileanis re reniCYalof 
cycle-specific parameter limits from Tech Specs Sve list end 
CRUTCHFIELD.D Associate Director for Proiects (Post 870411) 60/10/04 Consoft- 
dated Edison Co of New York, fnc 48pp 47116 1 45-471 16> 194 

6010170007 Notification of 661016-21 meeting w/util & EQ&G In Rockvilto,MP to ds* 
cuss plant combined Tech Specs 

DICK,GF Proiect Directorate IV 08/10/12 CALVO,J A Project Directorato IV 5pp 
47171338 47171 342 


Q. Inspection reporfa, IE Bulletins & correspondence 

6809010337 NRC Info Notice 66 073, “Direction-Dependent Leak Gharaclarfstli^s of 
Containment Purge Valves " Sve fist end 

ROSSI, C.E Division of Operational Evania Assessment (Post 579411), 88/09/08. 
Consolidated Edison Co ol Naw York, Inc. 1 19pp 40956 058 46958 177. 

6809290262 Ack receipt of 890823 Hr informing NRC of steps taken lo correct vnlaban 
noted in fnsp Repls 50-498/88-37 & 50-499/88-37. 

CALLAN.LJ Region 4. Ofc of the Director 08/09/21 QOLDBERQ.JH Hoision 
Lighting & Power Co 3pp 46992 094-46992 096 

0009290294 Amended notification of significant meeting on 680930 in Arlington, TX to 
discuss improper fir© watches as described in NRC Investigation Rept Caso 4 80 004 
& apparent violation re improper close out of mafnt work request, per insp ropl 
HOLLER, EJ Region 4. Ofc of the Director 88/09/21. Region 4, Ofc of the Diroct« 
2pp 46994 281 46994 282 

8809290394 Forwards fnsp Repts 50 498/88 51 & 50 499/00-51 on 880725 20,0009-12 
& 29 0901 No violations or deviations noted 

CALLAN.LJ Region 4, Ofc of Ihe Director 06/09/21 GOLD BERG, JH Houstoh 
Lighting & Power Co 2pp 46993.002 46993 01 1 

-6609290396 Insp Repls 50 496/88-51 & 60 499/68-51 on 600725-29 0000.12 8 0029- 
0901 No violalions or deviations noted Major areas inspected racerds 
review.procedures review, inslrumantallon components & sys.work observations & tioal 
shrinkable tubing 

VfCKREY.R.B , WAGNER.P C , GAGLIAHDO,JE Region 4, Ofc ol tiva Director. 08/ 
09/20 8pp 46993 004-46993 01 1 

0809300025 Discusses Insp Repts 50 490/86-11 & 50 490/88 24 on 080211- 0331 A 
0405 0502 & forwards notice of violation, per enforcement conference on 880520 in 
Region IV ofc, Ar/ington.TX 

CALLAN.LJ Region 4, Ofc of Ihe Director 88/09/21, GOLDBERG. JH Houslon 
Lighting 8 Power Co 4pp 47003 068 47003 062 

-0009300033 Notice of viofation from insps on 000211-0331 & 0405 0502 ViolalwiA 
noted, licensee discovered 7 out of 12 feedwater flow transmitters vafved ou( ei &vC 
since 870430 

' Region 4, Ofc of the Director 08/09/21, tp 470D3 062-47003 062, 

8809150008 NRC fnfo Notice 06 077. "fnadvertonl Reactor Vessel Overfill" 6vc lisl 
encl 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co or New York, Inc 1 1 1pp 47114 291-471 16 042 

8009190047 NRC fnfo Notice 68 078, "Implementation of Revised NRC Adinmislerad 
Requalilication Exams Sve list end 

ROSSI, CE Division of Operaiional Events Assessment (Post 870411). $8/09/22 
Consolidated Edison Co of New York. Inc 1 19pp 471 15'043 471 15 046. 

8610040441 Forwards Insp Repts 50 49B/B8-59 & 50 499/80-59 on 680906 09, No yio- 
latlons or deviations noted 

CALLAN.LJ Region 4, Ofc of the Director. 80/09/23 Houston Lighting & Power Co 
3pp 47040,200-47040 286 

-8810040443 Insp Repts 50 496/00-59 & 50-499/86-59 on 600906 09 No violalions (V 
deviations noted Major areas inspected completed pre operational test procedures A 
review procedures for & observe receipt & storage of new fuel 
MUflPHY.ME, SEIDLE.WC Region 4. Ofc of the Director. 80/09/19 4pp 
47040 283 47040 288 

0010050086 Forwards fnsp Repls 50 498/80 80 & 50 499/80 60 on 960906 07 No vio- 
lalions or deviations noted 

CALLAN,LJ Region 4. Ofc of the Director 88/09/27 GOLOBERG.JH Houslon 
Lighting & Power Co 3pp 47060 309 47060 312. 

-0B1OO6OO94 Partially withheld Insp Repts 50 466/86 60 A 50 499/88-60 on 86090007 
(ref 10CFR73,21) No violations or deviations noled.Major areas Inspected fpxotf site 
physical protection of SNM of low strategic significance 

EARNEST,AB, EVERETT.RJ Region 4, Ofc of the Director 68/09/20 Ip. 
47060 312-47060 312 

8610060142 Amended notice of significant meeting w/util on 000930 lo conduct en- 
forcement conference re improper fire watches & improper closeout of mainl work re 
quest described in insp Rept 50-496/60-46 Conferertce Initially scheduled on 660915 
HOLLER.E J Regfon 4. Ofc of Ihe Direclor 00/09/27 Region 4, Ofc Of ihe Direefw 
2pp 47065 358--^065 359, 



DOCKETED ITEMS 219 


4-81DOSOt54 Responds to NRC Bulletin &Q 006,Suppls 1 & 2, “Thermal Stresses In 
Piping Corneclfid to RCS'‘ Program will bo devofoped to provide conlinuir>g assur- 
ance that unisolable portion ot RCS will not be subj to thermal stresses 
GOLDBERG, J H Houston Lighting & Power Co 86/09/2B Document Control Branch 
(Documonl Control Desk) 6pp 47050 249 47050,264 

8610060206 Notifies that enforcement conference scheduled for 880930 ro Improper 
fire watches will be conducted via telephone On 880930 

CALLAN.LJ Region 4. Ofc of the Director 80/09/28 GOLDBERG, JH Houston 
LIghbng & Power Co 4pp 47072 129-47072 132 

8809330092 Suppi 1 to NRC Info Notice 88 060, “Movable Contact Finger Binding In 
HFA Relays Mfg by GE " Svc list end 

ROSSLCE. Division of Operational Events Assessment (Post 670411) 06/09/29 
Consolidated Edison Co of Now York. Inc 1 17pp, 47115 163 471 15 281 

6610070003 Responds to NRC 880Q31 Itr re violations noted In Insp Repl 50-496/8 B- 
47.CorrGctlve actions re failure to stagger reactor trip breaker surveillance lest 
in ten/ats, described in end LER 

VAUGHN, G.E Houston Lighting & Power Co 08/09/29 Document Control Branch 
(Oocumenl Control Desk), zpp 47001 069-47081 073 

6810140162 Informs that emergency operating procedures Insp will be conducted a! 
ptar^f on 0B1O24-1 104. Insp team will require reasonably quiet room w/tobles & chairs 
lor i 0 people & tetephone 

WRIGHT, QC Region 3, Ofc of Iho Director 88/09/30 GOLDBERG.JH^ Houston 
Uflhtng A Power Co 4pp 47150 171*47150 174 

6810170131 Advises that util 880320 response to NRC Bulletin 08-002, “Rapidly Propo 
gating Fatigue Cracks in Steam Genoralor Tubes" satisfactory 
DICKGF Pfolect Directorate IV 00/10/03, QOLDBERG.JH. Houston Lighting & 
Power Co 4pp 47164 340 47164.352 

6610170209 Advises that four areas that required wall thickness verification, per Insp 
Repts 50 490/80-38 & 60 499/80 30, have been ultrasonically oxamlnod & found ac- 
ceptable 

QOLOBERG.J H Houston Lighting & Power Co 80/10/03 Document Confrol Branch 
(Document Control Desk). 3pp 47160 340-47160 350 

6610120008 Forwards Insp Repts 50 408/08 57 & 60 499/88 57 on 060629- 0902 No 
violations or deviations noted 

CAIUN.LJ Region 4. Ofc of the Director 80/10/04. GOLDBERG, JH. Houston 
tlghtlng & Power Co 2pp 47135'002-47135.Q14 

-8918120009 Insp Repts 60 490/80-57 & 50 499/60-57 on 800829-0902 No violations 
or deviations noted Major areas inspocted.Unlt 1 radwaste troatmont sys & preopera- 
Llonal Insp of Unit 2 waior chemistry & rad loch o mis try programs 
NICHOLAS, J.B„ BAER.RE Region 4, Ofc of Ine Dlreclor, 88/09/30 lipp 
47135.004-47135014. 

8810120210 Forwards Insp Repts 50 498/00-65 & 50 499/60 65 on 000601 -3 1.No vio- 
lations or deviations noted 

CALLAN,LJ Region 4, Ofc of the Director 80/10/06, GOLDBERG, J.H Houston 
Ugbting & Power Co 3pp 47119 344*47120*013 

-6810120211 fnsp Rents 50 498/80-55 & 60-499/80-55 on 800801 -31.No Violations or 
deviations noted Major areas inspected loose part monitoring sys tost,romoto roactor 
shutdown test, control rod sys tost & fuel handling bldg Insp 
BESS,J.E , GARRISON, D L , TAPIA.J I Region 4, Ofc of the Director. 88/09/20 27pp 
47110-347-47120 013 

6810030256 NRG Info Notice 88 080, “Unexpected Piping Movoment Attributed to Ther- 
mal Slrallficalion.’' Svc list end. 

ROSSI, C,E Division of Operational Events Assessment (Post 070411), 80/10/07 
Consolidated Edison Co of New York, Inc. 223pp 471 16 202-471 15-286 

6eiO(HCH>5S NRC Info Notice 80 081. "Falturo of AMP Window Indent KYNAR Splices •& 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing ” Svc list one). 
RC3SS1,C.E. Division of Operational Events Assessment (Post 870411). 08/10/07. 
Consolidated Edison Co. of Now York, Inc. 1l0pp 47118 026-47116,144, 

6610130005 Supple response to violations noted In Insp Repis 60-498/88-38 & 50 499/ 
88-30 Four areas requiring wall thickness verification acceptablo, 

GOLDBERG. J.H. Houston Lighting & Power Co 80/10/13. Document Control Branch 
(Document Control Desk). 2pp. 47136‘069-47135 070. 

6810210598 Forwards Insp Repts 60-490/88 64 & 50-499/80 84 on 880921 > 24 No Vio- 
lations or deviations noted. 

CALLAN.LJ Region 4, Ofc of the Director. 08/10/13. QOLOBERG.J H. Houston 
Lighting & Power Co 3pp 47236.186 47236 192. 

-68 10210606 Insp Repts 50 498/80 64 & 50 499/08 64 on 8B0921-24.No violations or 
deviations noted Major areas Inspected, Unit 2 structural Integrity test & contalnmont 
integrated leak rote test. 

A2UA,R V.. 8EIDLE,W.C Region 4, Ofc of Iho Director. 00/10/12, 4pp 47238.109- 
47236.102. 

6810240295 Advises that insp iniliative implementod by NRC for all operating reactors 
to evaiuato malnt performance, both safety related & balance of-pfanl,agalnst existing 
regulallons & Industry stds. 

CALLAN.LJ. Region 4. Ofc of Iho Director 88/10/13. GOLDBERG.JH. Houston 
Uflhling & Power Co. 3pp 47255-2ai. 47265 203. 

6610240103 Forwards Insp Repts 60-498/00-52 & 60-409/60-52 on 080808- 0902.No 
vtaiBlions or deviations noted Two unresolved Items In Paragraphs 3 2.2,3 3 1 & 6 5 of 
rent, 

cAllan.LJ. Region 4, Ofo of the Director 80/10/17. GOLDBERG, JH. Houston 
Lighting & Power Co. 3pp. 47260 077-47260 096. 

-6610240106 Insp Repts 50-490/88-62 & 50-409/88*52 on 8 00808-0902, No violations 
or deviations notsd.Major areas Inspected* malnt procedures, emergency procedures & 
Tech ^ecs associated w/ Unit 2 

HUMTERjDR , EVANS.R , GAQLIARDO.J.E, Region 4, Ofo of the Director. 88/10/12. 
17pp 47260080-47260.096. 

8610130161 NRC Info Notlco 88-083, “Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys “ Svc list end. 

ROSSI, G.E. Division of Operational Events Assessment (Post 870411) 88/10/10, 
Consolldetod Edison Co. of Now York, Inc. 1l9pp 47196*239-47106:367 


R. Periodic operating reporla & related correspondence 


8610190181 Monthly operating ropt for Sept 1988 for South Texas Project Unit 1.W/ 
QQ1012ltr 

KENT.AP., MCBURNETT.MA Houston Lighting & Power Co 88/09/30 lOpp 
47190 307-47190 316 


8. neportablB occurrences* LERs & related correspondence 


6B0929Q297 PNO IV-BB 078 on 080923, util plana to begin scheduled outage to Inspect 
bottom mounlod inslrumenl fBMI) tubas On 880506, util reported that review ot eddy 
current test data on 58 BMI thimble tubes revealed wear on 19 Ihimble tubes, 
HOLLER.E Region 4, Ofc of the Dlreclor. 86/09/23 2pp 46994 340 46994 341 

8610050075 LER 08 049 00 on 06OB26.reactor trip occuured due to turbine trip subse 
quontly on low stroam pressure at 1728 h Caused by defective fuse block in stator 
cooling waiof trip circuit Fuse block repfacad & oparator trained W/e809 26 Itr 
AYALA.C A , VAUGHN.G E. Houston Lighting & Povyer Co. 88/09/26 5pp. 47056 132 
47058 130 


B8100B0161 LER OB'050 09 on e60B27,ESF actuallon of all Ihree trams o1 HVAC lor 
control room envelope, fuel handling bldg & containment bldg occurred 
slmullaneou sly Caused by failure of radiation monitors Investigation underway.W/ 
860928 Hr 

AYALA, C A , VAUGHN,G,E Houston Lighling & Power Co 68/09/26, 5pp, 47060 2 51 
47060 265 


8610200027 Part 21 repl ro potential butlorfly valve failures Dnve train replacement kits 
being Bupplied to purchasers Instructions end 

SANDLING,M Xomox Corp (subs of Emerson Electric Co ) 68/09/30. MUR LEY, T.E 
Office of Nuclear Roactor Rogulallon, Director (Post 870411) 35pp 47226'322- 
47226,356, 


6610130092 LER 8 0 062 OO.on 080902.RCS flow anomaly existed In four loop plants of 
design Caused by design of late generalion 4 Loop PWRs Operating procedure re- 
vised to include now Woslinghouao recommendations W/e01OO3 Itr. 

AYALA.CA , VAUGHN, G E Houston Lighting & Power Co 88/10/03 6pp 47146260* 
47146261, 

8810130316 LER 86-051-00 on 800902, door required lo separate area classified as mild 
environ from area classified as harsh environ doleted during consLCaused by person- 
nel error. Design change issued lo Install door W/Oeioaa Itr. 

AVALA,C A , VAUQHhLG E Houston LIglilmg & Power Co. 00/10/03. 6pp. 47133035 
47133 039. 

8610200004 Part 21 rapt ro fuo) nozzle tips In standby diesel generator KSV-20-T w/ 
cracks permitting diosel fuol to bo sprayed Into cylinders Heavy vapors observed emit 
ting from breathers on some cylinder heads. 

StOL 0A,FIJ. Co<y> 0 r Bessemer Corp 00/10/04 NRC - No Detailed Afflliallon Given 
2pp 47226,262-4^26 263 


V. Operator Examinations 


6896170169 Generic Llr 60-13 lo all power reactor licensees A applicants for OL re op- 
erator licensing exams Svc list end. 

MIRAQUA,FJ Associate Director for Projects (Post 870411) 88/08/08 Consolidated 
Edison Co. of New York, Inc 36pp. 46958001 46058 057. 

8310170472 Responds to NRC Generic Ltr 68-13, ^’Operator Licensing Exams" Re- 
quoatod estimates of needs for operator licensing exams for FY6 9,90^1 & 92 & an* 
ticipaiod number of candidates & dates provided 

MC0URNEn,M,A Houston Llohtlna & Power Co. 88/19/12 HANNON,J. Operator U- 
censing Branch. 4pp. 47169 251-47160.264 
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A. Applloatlon/conetructlon siege documente & correspondence 

B8D6020019 Provides further info re seal mat! Incompatibility Issue at plant, per 660416 
discussIon.Rocommends enhanced aurvelllence program for suspected operators to 
monitor lor oxcesswo feakago.Parl 21 related 

FISHER,R.C Paul-Munroo ENERTECH. 86/04/18 MARTIN, R Region 4, Ofc ol the 
Director 4pp 47080 087-47989 009. 

8609120066 Generic Ltr 60-16 lo all power roactor licensees & eppli cants re electric 
power sys • Inadequate control over design processes. 

CRUTCHFIELD,D. Associate Director for Prelects (Post 870411) 66/09/12. Consoll- 
dalod Edison Co of New York, Inc. 80pp, 47001.239 47001.300. 

6B092602Q8 Hosponds to addl NRC questions raised fn 6 BO 822 meettog w/US Tool & 
Diejno & Bochlel In Allison Park, PA .Technical audit conducted to support util pro- 
posed license amend re expansion ol spent fuol storage capacity 
MCBURNETT.MA Houston Lighting & Powor Co. 66/09/21 Documenl Control 
Branch (Documenl Control Desk). 18pp 46677:001-46077 016. 

8699300018 Forwards response to addl NRC questions on use ol high density spent 
fuol racks. Impact of ado I heat load rejectod lo environ due to Increased spent fuel 
pool storage addressed 

MCBURNETT.M.A Houston Lighting & Power Co, 68/09/22. Document Control 
Branch (Document Control Desk), 1 1pp. 47001:351-47001:361, 

6810070083 Clarifies mlsur^derslandlng ro Operational Readiness Review Obsenration 
10 on possible friction between operailons & training staff at plants Concept ol rolal- 
Ing plant personnel Into different assignments embexfled In nuclear group policy 
VAUGHN, QE Houston Lighting 4 Po^er Co. 68/09/29 Document Control Branch 
(Document Control Desk), 3pp 4708 V053 47081,066. 
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6^10120058 Forwards lisl&df info re spacung o1 iha high denslly spent fuel storage 
racks Liconsfng submittal of eflOSOO annoiated to jncofporato 1 Inch installation crite- 
ria 

MCaUftNeiT.MA Houston Unhung & Power Co 88/09/29 Document Control 
Branch (Documeni Control OoskJ 1 7pp 47 1 1 7 28?'47 1 1 7 298 

8010100230 Foifwa/ds documenlallon re review of City of Austin vs Houston Lighling & 
Power & Houston Indusirres Fed describes scope & methodology ol program fnitrated 
on 880725 NRC participation in fitigation review program wofcomed 
GOLDBERG, J H. Houslon Lighting A Power Co 88/09/30 Document Control Branch 
(Docomenl Controt Desk) 95pp 47081 349-47082 080 

8810850058 Genonc Ltr 68-16 to all power reactor licensees & applicants re removal of 
cvCla specific parameter timils from Tech Specs $vc fist and 
CRUTCHFIELD, D Asaocialo Director for Pro|ects fPost 870411) 80/10/04 Consoli 
daied Edison Co of New York. Inc 4epp 47116 145*47116 194 


8809200262 Ack recoipl of 880823 ltr informing NRC of stops taken lo correct ^lalion 
noted In Insp Repts 50.498/88*37 & 50*499/88*37 

CALLAN.LJ Region 4, Ofc of the Director 88/09/21 GOLDBERG, JH, \\m\ori 
Lighting & Power Co 3pp 46992 094-46902 096 

8600290394 Forwards Insp Repts 50 498/60 51 8 50-409/83*51 on 880725>20.0808 12 
& 29 0001 No violations or deviations noted 

CALLAN.LJ Region 4. Ofc of the Director 88/00/21 GOLDOERQ.JH KouMOOi 
Lighting A Power Co 2pp 46093 002*46993 01 1 

-8809200396 Insp Repts 50-408/88*51 & 50-409/80*51 on 880725-29 0808 12 ^0029 
0901 No violations or deviations noted Major areas inspectod records 
r6vlew,procedufes review, inslrumenlation components & sys.work observations 4 hei I 
shrinkable tubing 

VICKREY,R B » WAGNER.P C . GAGUARDO.J E Region 4, Ofc of the Diroctof 66/ 
09/20 8pp 46903 004 46993 01 1 


6810180280 Forwards safety evafuahon granting util 680308 & 26 requests to Increase 
capacity of speni fuel pool through use of high densily storage racks 
DICK.QF Proiocl Directorate IV 88/10/05 GOLDBERG.JH Houston Lighting & 
Power Co 6pp. 47173 324 47 1 73,360 

-6810160263 Safely evaluation granting utiJ 680308 & 26 requests to increase spent 
fuel pool capacity through use of high densily storage racks 

* Office of Nuclear Reactor Regufation, Director (Post 870411), 88/10/05 32pp 
47173 329*47173,360 

6618170007 Notificalion of 681016*21 meeting w/ulfl & EG&G in Rockville, MD lo dis- 
cuss plant combined Tech Specs 

DJCK.G F, P/ojacI Directorate IV. 88/10/12 CAUVO.J A Project DJroclorato IV. 5pp 
47l7V33a 47171.342 


F. Secwlly, medical, eihergency A lire prolecllon plana 


0009300052 Advises that 680716 changes to safeguards contingency plan meets provj* 
Sionfl of t0CFR60 54(p) & acceptable. 

CALLAN.JL. Region 4. Ofc of the Directof 88/00/20 GOLDBERG.JH Houston 
Lighting & Power Co 4pp 47003 1 71.47CMD3, 176, 

6609290200 Revised emergency plan implementfnQ procedures,! ncluding Rev 3 to 
OEPP01-ZA 0011, "Recovery Operations." Rev 3 to OEPPOI-ZA 0012, "Protective 
Action Racommenda lions,’* & Rev 2 to OEPP01*ZA 0013, "Contaminated Injuries*' 
VV/S60921 Hr 

MCBURNETT.M A. Houslon Lighting & Power Co 88/09/21. 43pp 46998.001* 
46996 046 


B809S962$2 Ack receipt of 680323 ftr Informing NRC of steps taken lo correct violation 
noted fn Insp Repts 60 498/03*37 & 50*499/80 37 

CALLAN.LiL Region 4, Ofc of the Director, 83/09/21 GOLDBERG, JH Houslon 
Lighting 8 Power Co 3pp 46092 004*46092006 

0 013060066 Forwards Insp Repts 50 493/08 60 & 60*499/66*60 on 660906*07 No vto 
Jations or deviations noted. 

CALLAN,LJ Region 4, Ofc of Ihe Director. 68/09/27 GOLOBERG,J H Houslon 
ughlmg & Power COs 3pp 47060.309*47060 312 


-0010050004 Partially withheld Insp Repts 50*406/68 60 & SO 499/88 60 on 880906*07 
{ret IOCFR73.21)No violations or deviations noted Major areas inspected fored all© 
physical protection of 8NM of low strategic significance. 

EARNE9T.AB. Region 4, Ofc of Ihe Director 68/09/20 Ip 47060 312*47060 312 


B809300025 Discusses Insp Repts 50*498/68-11 & 50 498/86*24 on 660211- 0301 A 
0406*0502 & forwards notice of violalioaper enforcement confarenco on 080526 in 
Region JV ofc, Arlington, TX 

CALLAN.LJ Region 4, Ofc of the Director 88/09/21 GOLDBERG.JH Houstcfl 
Lighting & Power Co 4pp 47003 050 47003 062 

660916000B NRC Info Notice 88 077, "Inadvertent Reactor Vessel Overfill" Sve bsl 
encl 

ROSSt.CE Division of Operational Events Assessment (Post 670411) 08/09/22 
Consolidated Edison Co of New York, fnc 1 1 ipp 47114 291-471 1 S 042 

6809190047 NRC Info Notice 36 078, "Implementation of Revised NRC-AcJn^fnislcred 
Requalification Exams " Sve fist enef 

ROSSI.CE Division of Operational Events Assessment (Post 870411) 08/09/22 
Consolldaled Edison Co of New York Jnc IIOpp 47115 043*47115 048 

6610040441 Forwards insp Repts 60*498/88*59 & 50 409/88-59 on 860906 09No vk>* 
laKona or daviadona noted 

CALLAN.LJ Region 4, Ofc of Ihe Director 88/09/23 Houston Lighting A Power Co 
3pp, 47040.260-47040<2a6 

-8810040443 Insp Repts 60 498/80-69 & 50 499/80*59 on 080906-09 No vlofallonsor 
deviations noted Major areas Inspected completed orooporational lest proceduros A 
review procedures tor A observe receipt & etorago of r\ow fuel 
MURPHY.ME, SEIDLE.W.C Region 4. Ofc of the Director. 8B/09/19 4pp 
47040*263 47040 286. 

88100500B6 Forwards Insp Repts 50 498/0B-6O & 50 499/68 GO on 0eO0O6*O7,NP 
falions or devfalfons noted 

CALLAN.LJ. Region 4. Ofc of the Director 88/09/27 GOLDBERG, J,H Houslon 
Lighlir^g & Power Co. 3pp 47060 309-47060 312, 

-6010050094 Partially withheld insp Repta 50 490/86*60 3 50-499/88-60 on 0S0W6-O7 
(ref 10CFP73 2t),No violations or deviations noted Major areas inspected flxod frlo 
physical protection of SNM of low strategic significance 

EARNEST,AB. EVERETT.RJ. Region 4, Ofc of the Director. 00/O9/2O. Ip 
47080.312*47060 312 

8810050154 Responds to NRC Bultetin 86*008, Suppls 1 & 2, "Thermal Strossos In 
Piping Connected to RCS." Program wili be developed lo provide continuing assw- 
anco that unisoiabio portion ol RCS will not be subj to thermal stresses. 

GOLDBERG, J.H Houslon Lighting A Power Co, 88/09/28 Document Controt Branch 
(Document Control Desk) 6pp 47050 249 47050 254 


6610123127 Forwards Rev 13 lo physical eecunty plan A descriptions of changes Ends 
willlIield(ref10CFR7321). 

WCBURNETT^A Houston Ugh ling A Power Co 88/09/30 Document Control 
Branch (Document Control Desk) 2pp 47118 194*47116 IBS. 


8610060206 Notifies that enforcement conference scheduled for 060930 re Imprope/ 
fire watches will be conducted via telephone on 880930 

CALUN.LJ, Region 4, Ofc of the Director 86/09/26 GOLDI3ERQ,J,H Houston 
Lighting & Power Co 4pp 47072-129-47072,132 


8810190458 Revised emergency plan ImpfomanUng procedure sjncluding Rev 5 to 
OEPP01-ZA-0004, "EmergencY Response Personnel Activation" A Roy 1 to OEPPOl- 
2A'0039, "Alternate Emergency Operations Ctr.Acirvatlon, Operations & " W/081012 
ltr. 

WCBURNETT.MA Houslon Lighting A Power Co. 86/10/12 29pp 47203-165* 
47203:163, 

8310210161 Forwards summary ol 680908 meeling In Region IV ofc w/util r© schedule 
for confiplellon of certain security tasks. 

CALLAN.LJ Region 4. Ofc of Ihe Direclor 83/10/14, QOLDBERG.J.H. Houston 
Lighting A Power Co 3pp 47232.02C 47232 03D 

-6010210169 Summary of 660908 meeting w/ulll fn Arlington, TX re schedule for com 
ploUon of certain secuiUy leaks, 

earnest, A.B Region 4, Ofc of the Direclor 8a/f0/l2 Region 4, Ofc of the Direc- 
lor. 2pp. 47232.029 47232 030, 


0809230092 Suppi 1 to NRC Info Notice 88*069, "Movable Contact Finger Binding In 
HFA ReJaya Mfg by GE " Sve list end. 

ROSSl,CE Division of Operational Events Assessment (Post 870411) 63/09/29 
Consofidaled Edison Co of New York* Inc, 117pp. 47115*163-471 1 6-281, 

8810040062 Responds to NRC 660831 ltr re violations noted In Insp Rep I 50 409/66- 
47 Corrective adiona preventive mamt checklist for electrical ponetratfon aasembfies 
approved & operational roadinesa review of maint program will bo conducted 
GOLDBERG, J H Houston Lighting A Power Co, 08/09/30. Document Control Brandi 
(Document Control Desk). 4pp 47019.318 47019-321 

6310140162 Informs that emergency operating procedures Insp will be condiicled SI 
Plant on 881024-1104 Insp team will require reasonably quiet room w/tabfes S dw 
for 10 people A telephone 

WRIGHT.GC. Region 3, Ofc of the Director 88/09/30 GOLDS ERG, J,H. Houston 
Lighting A Power Co 4pp 47150-171*47150-174. 


H. Qanerat correepondenc© 

S3092B0176 Responds lo 680626 itr forwarding constituent R Baraantl 860726 (tr re 700 
^legations received by GAP from 56 whlstfeolowera Allegations Identrfied no substan 
live safety issues A on 86032 1,NRC issued Unit 1 OL. 

STELLO,V« Ofo of the Executive Director for Operations. 88/09/26, FAWELL.HW, 
House or Rep. 4pp. 46962.087-46902 092. 

*>6009260177 Forwards consliluent R Barsanti 880729 Hr raising concerns re safety vio- 
lations at faeikties, Response requested 

FAWELL.H.W. House of Rep. 88/06/29 BRADBURNEJ NRC - No Detailed Affilr* 
alien Given 2pp 48962.091 *4 6982.092 


Q. Inspection reporlSt IE Bulfallns A correspondence 


8910170209 Advises that four areas (hat required wail thickness vonflcatlon,per Insp 
Repts 60 498/80*38 A 50 4 99/ 88 -3 8, have been ullrasonlcally examined A found ac 
ceptabfe 

Q0LD8ERQ,J.H Houston Lighting A Power Co 08/10/03 Document Control Branch 
(Document Control Desk), dpp 47160:346 47160 350 

0310120006 Forwards Insp Repts 60 498/06*57 A 50 499/88*67 on 860829- 0002 No 
Violations or deviations noted 

CALLAN.LJ Region 4, Ofo of the Director 88/ f 0/04. GOLDBERG.JH Houston 
Ughting A Power Co 2pp, 47135-002*47135-014 

-3810120009 Insp Repts 60 490/88*57 A 50*499/80*57 on 800829*0902 No violations 
or deviations noted Major areas InspeciediUnit 1 radwasto irealment sys A preopere* 
tional insp of Unit 2 water chemistry A radiochemlstry programs 
NICHOUS,JB, BAER,R.E Region 4. Ofc of the Director. 09/09/30, 11pp. 
47135004-47135 014 


660^10337 NRG fnfo Notice 88-073, "Direcboh'Oependent Leak Otiaractenslics of 
Contafnment Purge VaNes " Sve list enci 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411). 68/09/08. 
Consolidated Edison Co> or New Yoik, fnc 119pp. 45958 053 46050,177 


B8 10120210 Forwards Insp Repts 50 498/88*55 A 50*499/08-55 on 30060 1*31. No vio 
rations or deviations noted 

CALLAN.LJ. Region 4, Ofc of the Director $8/10/06 GOLDBERG, J H. Houston 
Lighting A Power Co. 3pp 47119-344-47120 013. 
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devlallons notdd Major areas inspocted loose part monitoring sys tast.remolo reactor 
shutdown tost, control rod ays tost & tuel handling bldg insp 

BBSS J E , GAflflISORD L , TAPIA, J I Region 4, Ofc of tho Director 68/0 9-/ 29 27pp A, Appftcallon/constructfon stage documents A correspondence 

47f 19347-47120 013 


B01OO3O26S NRC Info Notice 80-OBO, '’Unexpeclod Piping Movement Attnbutod to Ther- 
mal Stratification " Svc list one) 

ROSSI CE Division of Operational Events Assessment (Post 870411). 00710/07 
Consolidated Edison Co orNowYork, Inc 22app 47115 262-47115*265. 

8810040086 NRC Info Notice 88 081, “Failure of AMP Window fndent KYNAR Splicos & 
Thomas & Betts Nylon Wire Caps During Environ Quafification Testing “ Svc list end 
HOSSICE Division of Operational Events Assessment (Post 670411) 88/10/07 
Consolidated Edison Co orNewYork. Inc 119pp 47116 026 47116144 


8809120085 Generic Hr 80-15 to all power reactor licensees A applicants re electric 
power sys • Inadequate control over dosPgn processes 

CRUTCHFIELO.O. Associate Director (or Projects (Post 679411) 88/0fl/12 Consoli- 
dated Edison Co of New York, Inc 60pp 47001 -230-47001 300. 

8B1005005S Generic Ltr 68-16 to all power reactor llcenBeos & applicants re removal of 
cydo-spocific parameter (itnits from Tocli Specs Svc list end 
CRUTCKFIElDA Associata Diroctor for Projects (Post 670411) 68/10/04 Consoli- 
dated Edison Co of New York, Inc 48pp 47116.145-47116 194 


8819140109 Fotwards “Preservico Insp Summary Rept for Class 1 & Class 2 Pressuro 
Relalnlna Components at South Texas Project Genorating Stalion-UnH 2/' Vols I A II 
BAIL6Y.3 N. Houston Lighting A Power Co 86/10/10 Document Conlrol Branch 
(Document Control Desk). 2pp 47142 275 47146 269 


-8810140111 Vols I 8 II of “PresorvicQ Insp Summary Rept for Class 1 & Class 2 Prea- 
suis Rolalning Components at South Texas Project Efoctric Genorating Slallon Unit 
0 « 

M UR DOCK, D, A Houston Lighting A Power Co. 68/0D/39 1,600pp 47142.277- 
47145 269. 


Q Inspectfon reports, IE Bufletlns & correspondence 

8809010337 NRC fnfo Notice 88-073, “Direction Dependent Leak Cha/ackerfstics of 
Conlalnmonl Purge Valves “ Svc list enef 

ftOSSI.CE Division of Operational Events Assess monk (Post 8704 11). 86/09/08 
Consolidated Edison Co of Now York, (n-c 1 19pp 46958 058 46958'177 

8809150008 NRC Info Notice 88 077, “fnadvertonl Reactor Vessel Overfill '* Svc list 
end, 

ROSSI, CE, Division of Operational Events Assessment (Poal 870411) 86/09/22 
Consolidated Edison Co of New York, Inc. 111pp. 471 14.291-471 15 042 


881 0-1 3000 5 Suppls response to violallons noted )n Insp Rapts 80 4GB/8B 38 A 60 4BD/ 
68-38 Four areas roqulrlr^g wall ihickness verification accoptabko 
GOLDBERQ,JH Houston Llghling & Power Co 66/10/13 Document Control Branch 
(Document Control Desk) 2pp 47135.069 47135’070 


8809190047 NRC Info Notice 66 078, “Impremonlfllion of Revised NflC-Ad mini ate red 
Requalincallon Exams Svo lEst end 

flOsSf.CE DIvlalon of Operational Events Assossmenl (Posi 870411), 68/09/22 
Consolidated Edison Co of New York, Inc. t19pp, 47116-043-47116,046 


8810210598 Forwards Insp Repts 50 496/88 64 & SO 409/80 84 on 680921* 24 No vlo- 
fatfons or deviations noted 

CALLAN.LJ. Region 4, Ofc of the Director 00/10/13 GOLDBERG, JH. Houstof> 
Ugfitin^ a Power Co 3pp 47236 168-47236.192 


8809230092 SuppI 1 to NRC Info Notice 68 089. “Movable Contact Finger Binding in 
HFA Relays Mfg by GE " Svo list one! 

ROSSI.CE Piwsion of Operaiionat Events Assessment (Post 670411), 66/09/29, 
Consolidated Edison Co of Now York. Inc 117pp 47116 163-471 IB 2fll, 


4^610210800 Insp Repts 60 498/88 64 & 50-409/80 64 on 800921*24 No viola lions or 
devialidns nolodMaJor areas in&peclod Unll 2 slruclurat Integrity test A containment 

SStJA^aV l^SEIDLE.W C. Region 4, Ofc of Iho Director 08/10/12 4pp 47238 109- 
47238.182 


0310240205 Advises that insp Inllfativo Implemented by NRC for all oporaling reactors 
to evefuato malnl performance, both a afoty* related & balance of plant, ogolnst existing 

Cj^LIjSS?*^ Rogionf 4, Ofc of the Director 88/10/13. GOLDBERG, J.H, Houston 
tlghlfng & Power Co. 3pp. 47255 201-47256 203, 

0810240103 Forwards Insp Ropta 50-400/80 62 A 60 409/80 52 on 080800- 0902 No 
violaklons or deviations noted Two unresolved Items In Paragraphs 3, 2.2, 3 3 1 & 5.5 of 

cl^LAN.LJ Region 4, Ofc of tho Director 80/10/17. QOLDBERG.JH. Houslon 
Ughting A Power Co 3pp. 47280 077-47260.008 

-0810240106 Insp Repta 60 490/68 52 A 60 499/00 52 on 800008 0902.No violations 
or deviations noled.Major areas inspocted maim procedures, omorgoncy procedures a 
Tech Specs assoclalod w/ Unit 2 

HUNTER.OR , EVANS, R , QAQLIARDO.J E Region 4, Ofc of the Oiroclof 00/10/12 
17pp. 47260.080 47260.096 


0010130161 NRC Info Notice 00 003, “Inadequate Testing of Relay Conlacts In Safely- 
Related Logic Sys “ Svc list end. 

ROSSI C.E. Division of Operational Events Aasossmont (Post 070411), 80/10/19 
Consolidated Edison Co of Now York, fnc. 110pp. 47196 239 47196-357 


S, flaportablo occurrences, LERb A related correspondence 


0000290399 Summary of Operating Roactore Events Mooting 09‘036 on 680900 re 
events which occurred since last meoling on 800B30,Ust of aflendoea end 
JAUCSoNtJ P. Events Assossmenl Branch 80/09/07 ROSSI.C B Division of Opor- 
alignak Events Assessment (Post 070411). 22pp 46990.068 46908 ODD. 

0810260027 Part 21 rept re potonliol butterfly valvo failures Drivo train replace menl kits 
befng supplied 10 purchasers Instructions end 
SANDL(NQ,M, Xomox Corp (subs of Emerson Electric Co.) 86/00/30. 

Office of Nuclear Reactor Rogulalion, Direclor (Post 870411). 36pp 47826.3P2- 
47220 350. 


0010290004 Park 21 rept re fuel norzia tips in standby dioae) generator KSV ao-T w/ 
cracks permitting diesel fuel to bo aprayad into cyllndera.Hpavy vapors observed emit- 
ting Irom breathers on some cylinder heads. * ^ 

STOLBA*F B, Cooper Bessemer Corp, 88/10/04. NRC • No Detailed AKiliatlon Given. 
2pp 47226 262-47226-263 


V. Operator Examinations 


0008170100 Generic Ltr 88-13 to all power reactor liconBOoa & appticanta for OL re op- 
erator licensing exams Svc list end ^ ^ 

MIRAGLIA,FJ. Associate Director for Projects (Post 870411) 88/OG/OO Consolidated 
Edison Co. of New York. Inc Q6pp. 46058.001 46958,057 


0010170472 Responds to NRC Generic Ltr 80 13, “Operator Licensing Exams'* Re- 
questod estlmatoa ol needs for operator licensing exams for FY89.90.91 * 92 & an- 
tldpatod number of candidates & dates provided 

MCQUnNETT.M.A. Houston Lighting A Power Co 88/10/12, HANNON.J Operator Li- 
censing Branch 4pp 47160 201-47160 264 


6610030255 NRC Info Notice 80 080, “Unexpected Piping Mevomont Attributed to Ther- 
mal Strati fl cation " Svc Hat end 

ROSSf.CE Division of Operational Events Assessment (Post 670411) 88/10/07 
Consolidated Edison Co. of New York. Inc. 223pp 471 16 282 471 15^285 

8810040066 NRC Info Notice 08 081 , “Faifure of AMP Wmdow Indent KYNAR Splices a 
Thomas A Belts Nylon Wtre Caps During Environ Qualification Testing *’ Svc list end. 
ROSSI.C E Division of Operallonal Events Aasessmonl (Post 670411) 68/10/07 
Consolidated Edison Co ol New York, Inc 1 19pp 47116.026 471 16 144 

6610 130151 NRC Info Notice 68 083, “InadequBko Testing of Relay Contacts In Safety- 
Bo Idled Logic Sys “ Svc Nat end 

BOSSl.C,E Division of Operaiionat Events Assessment (Post 870411). 86/10/16, 
Censolldalod Edison Co oiNowYe/k, Inc 110pp 47106 239*471 96 357 


V. Operator Examinations 

8608170160 Generic Ltr 08-13 to all power roacter licensees & applrcants for OL re op* 
orator tlcensing exams Svc list end 

MIRAGLIA.F.J. Aeaoclate Director for Projocls (Post 870411). 80/06/00. Consolicfaiecl 
Edison Co of Now York, fnc 60pp 46958 001-46956 057. 


DOCKET S7N*60*626 PALO VERDE NUCLEAR STATION, UNIT 1 


. Security, medical, emergency A fire protect Ion plans 


6010040300 Forwards public version of Rev 0 lo Emergency Plan Implemenilng Proce* 
duro EPIP 20. “Porsonnel Assembly & Accoun1ability.'’"W/0aO92e release memo 
KARNER.DB Arizona Nuclear Power Projoct (formerly Arizona Public Service CoJ 
80/09/00. Document Control Branch (Document Control Desk) 2pp 47021 103 
47021:147 

-8610040311 Public version ol Rev 8 lo Emergency Plan Implemonling Procedure 
EPIP-20, “Personnel Assembly & Accountability ’ , . . 

WRIGHT, K , PERROTTiES Arizona Nuclear Power Project (foimorly Arizona Public 
Service Co.). 80/09/09. AOpp. 47021:106 47021.147 

0909270039 Forwards corrected ropiacernent pages for Amend 16 to sociiriky plan End 
Withboldtrot 10CFFt?3 21 & 2796ld)) , „ u,. o < r> . 

KARNER,DD Arizona Nuclear Power Projecl (formerly Arizor^a Public Service Co) 
09/00/11- Document Control Breach (Oocumonl Control Desk) 2pp 48967.163- 
46967H64 

$810030421 Forwards Insp Repts 60*520/68*28,50.62 9/80*2 7 & 50 530/06*28 on 
880015-19 No violations or deviations Idonlihed n. i, . 

PATE,RJ aoQton 5, Ofc ol tho Difoclor 00/09/16 KAHNER,D3 Arizona Nuclear 
Power PrOjeci (formerly Arizona Public Sorvico Co ) 2pp 47004. 266-47004*260 

-B81O03O425 Insp flepts 60 528/00 *28. 50 -5 20/ 68 27 A 60*530/68 26 on 880816- 
10 No violations or devlallons noted Major areas inspected vital areas A equipment in 
plant, followup of onforcemonl ilems & bullelms/Part 21 

aURDOlN.JF Region 6, Ofc of the Director. 68/09/16 13pp. 47004 280-47004,280 


J, Insurance A Indemnity infer mstlon 

$$10050260 Forwards environ assessment A finding of no signillcanl impoci re exemp* 
lion from 10CFn50 54(w)(5)(l), Increasing amount of ensile property damage Insurance 

KARNER,aB Arizona Nuclear 
Ip. 47060 '250-47060 265 


roqutred 1o bo carded by power reBCloi licensees. 
CHAN.T, DAVIS, M Project Directorala V 00/00/26 
Power Projecl (formerly Arizona Public Service Co ) 6 
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*•£81005027? Envixon assessment & finding of no significant impact r$ temporary ex- 
emption from I0CFR60 54fwl(5K'Kfncr0asifig amount of onsite property damage insur- 
ance requfred to be carried by power reactor licensees 
ROOD,H Pro|ec1 Directorate V, 60/ 09/26 4pp. 47060 26^47060 265 


K. Utnity Final Safety Analysis Report (FSAfl) & amends 

££10110259 Rev f (o updated FSAFt for Pale Varda Nuclear Generating Station^Unlts 

1,2 & 3 

' Anzona Nucfear Power Project {(ormerry Arizona Public Service Co) 88/0D/30 
67pp 47094-106-47094 173. 

8810240424 Change notice Rev 2 to updated FSAR for Palo Verda Units 1 ,2 & 3 
' Arizona Nuclear Power Pfoiecl (formerly Arizona Public Service Co) 88/10/18 
150pp 47255 166-47255 272 


P. Operating ifcense stage documents & correspondence 

8609120085 Qenerrc Itr 88-15 to all power reactor licansoes & applicants ro electric 
power sys * inadequate control over design processes 

CRUTCHFIEUD.D Associate Director for Projects (Post 870411) 88/09/12 Con soil 
dated Edison Co of New York, Inc 60pp 47001 r239*4700 1*300 

6810060291 Forwards rovs to updalod FSAR used to support 880825 Tech Spec 
change rcouest Change requesi would delete organization charts A Figures 6 2-18 
6 2-2 from Tech Speca.per guidance provided by NRC In Generic Ltr 88 06 
KARNERpD B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.) 
88/09/20 Oocumenl Control Branch (Document Control Desk) 36pp. 47072,047- 
47072082 

6609260233 Advises that TL Chan wifl be new project manager lor Units 1 & 2 effective 
8Sm5 

KNIGHTON, GW Project Direclorate V 88/09/23 KARNER.DB. Arizona Nuclear 
Power Projeci (formerly Arizona Public Service Co.) 4pp- 46978 329-46970 332 

£810260466 Final response to FOfA request for documents re pfarti Forwards App 0 
documents App D documenls also available in PDH 

GftlMSlEV.OH NRC - No DeUifod Aifilt&to GNaa 68/09/23 WEtSSMAN.S CoH- 
(omia. Slate of. 2pp 47209 001-47209-002 

-8303166766 Board Noiflcalien 83 27'forwards 830221 memo & fir>al EG&G repi re 
addi REUAP 5 calculation for S emf scale S'SR-2 tesi 

EISENHUT.D.G Division of Licensing (800428-661124) 83/03/04 PALLAOINO.N J. 
Ckimmlssioneia t Vpp 47209 07 1 47209 087 

-e304220€51 Board Nolificalron 63 42Torwarcf8 Info ro unanatyzod reactor vessel iher- 
mat stress durmg cooldown B&W mformed NRC of preliminary safety concorn ovofvmg 
from further considoration of 600610 SI Lucie upper head voiding event 
EfSENHUr.DQ, Division of Licensing (800428-851124) 83/04/12 PALLAOINO.N J 
Commissjonors. 20pp 47200 068-47209 089 

6610170010 Advises of possible necessity of placlngboth conirof element assemblies in 
inoperable mode when on© assembly out of avc S/or conditions warranl unM source 
of problem can be located 

KARNER.DB Arizona Nuclear Power Project tformeriy Anzona Public Service Co) 
86/10/03 Documeni Control Branch (C^cumenl Control Desk) 2pp 47167 020- 
47167.021. 

a81005€0£6 Gonoric Lir 68 16 to all power reactor licensees & applicants re removal of 
cycle -specific paramoler limits from Tech Specs Sve list encL 
CRUTCHFIELD, D Asscciato Director for Projects (Post 670411) 68/10/04 Consoli 
dated Edison Co of New York, f no 48pp 47116.145-47116,194 


Q. Inspectfon reporiSi IE Bulletins A correaponcPence 

8609300137 Forwards frisn Repts 50-528/88-27,50 529/86-26 & 50 530/80 25 on 
660801*11 A notice of violation. 

SCAR AMO, B A Region 5, Ofc of Iho Director 88/09/07 KABMER.O B Anzona Nu- 
clear Power Protect (formerly Afizona Public Service Co) 2pp 47001 12147001 142 

-8609300143 Notice of violation frorn inep on 860301-11 Violation noted written safety 
evaluation addressing processing of radioactive equipment In Traifer 3 2 not per- 
form ad, 

SCARANO.fl A Region 5, Ofc of the Diredor 88/08/07 2pp 47001,123-47001 124 

-6609300147 (nsp Repts 50 528/86-27,50-529/88-26 & 50-530/0 0 25 on 880801- 
ll.Violafions roted.M0jor areas Inspected licensee action on previous insp 
findings, radiation protection & chemistry & radwaste organization & mgL 
CILLIS,M . TENaROOK,W K , YUHAS,G P, Region 5, Ofc of the Diredor 88/09/06 
lepp 47001.125 47001*142 

8609010337 NRC Info Notice 88 073, " Dir ©c lion- DependenI Leak Characferislics of 
ConlaFnmeni Purge Valves “ Sve list end. 

ROSSI, OE Division of Operalional Events Assessment (Post 870411) 68/09/08. 
Consolidated Edison Co of New York, fne 1 19pp 46958 058 46958 177. 

6810040053 Forwards Enforcement Conference Repls 50-628/88 30, 50-529/00 29 & 
50-530/88-28 qn B80617 Three events considered to be result of utif mgt 
WARTIN.J B Region 5. Ofc o( the Director 88/09/16, KARNER.DB Arizona Nuefear 
Power Project (formerly Arizona Public Service Co ) 5pp, 47019 322 47019344 

-6610040067 Enforcement Repts 50 528/88-30,50 529/88-29 & 50-530/88-26 on 
880817 Major areas discussed early cribcalily a1 Unit 1 on 88051 4, inadvertent Inoper- 
abilily of ossentiaf chided water sys from 880520-29 & radiation overexposure 
RICHARDS.SA Region 5. Ofc ci the Director. 68/09/12 17pp 47010-327- 
47019 344 

8810030421 Forwards Insp Repls 50-526/06-28.50 529/88 27 & 50-530/88 26 on 
890015-19 No violations or deviations rdentified 

PATE.R J Region 6, Ofc of the Director. 68/09/16 KARNER.D8, Arizona Nuclear 
Power Project (formorJy Arizona Pubfrc Sorvfc© Co ) 2pp 47004 266-47004,260 


-6610030425 Jnsp Repts 50-528/88 26,50-529/88-27 & 50-530/88 26 on msf^ 
10 No viofalions or deviations noted Major areas inspected vital areas & equipment h 
plant, followup of enforcement items & bulletina/Part 21 

BURDOIN.JF, R(CHARDS,S Region 5, Ofc of the Diredor 06/09/16 13j» 
47004 268 47004 280 

8810040136 Forwards Insp Repts 60-528/88-23,50-529/88-23 & 50 530/88 22 on 
880705-0813 No violations or deviations noted 

PATE,R J Region 5, Ofc of the Director 80/09/20 KARNER.D.B /Vnzona Nucfeai 
Power Project (formerly Arizona Public Service Co ) 2pp 47026 1 1 1 47026 127 

-8810040137 Insp Repts 50-528/00.23.50-529/88-23 & 50-630/88 22 On 880705. 
0613 No violations noted Major areas Inspected previously Identified ltem3,raYfaw ol 
plant activities.areas observed on plant tours & operating fogs A records 
POUCH, T , BALL,J , FlORELU.G Region 5, Ofc of the Director. 88/09/20, 16pp 
47026 113-47026127 

8609160006 NRC fnfo Nolice 00-077, ''Inadvertent Reactor Vessel OvarMr' Sve fot 
end 

flOSSf.CE Division of Operational Events Assessment (PosI 670411) 88/09/22 
Consolidated Edison Co of New York. Inc 1 lipp 471 14.291-47115 042. 

8809190047 NRC Info Notice 88 078, “Impfemantalion of Revised NRC Admlnlstsrc<l 
Requalification Exams " Sve fist end 

ROSS), CE Division of Operational Events Assessment (Post 870411) 88/09722 
Consolidated Edison Co of New York, Inc, 1 19pp 471 IS 043 471 15 048 

6609230092 SuppI 1 to NRC Info Notice 08-069, "Movable Contact Einger Binding m 
HFA Relays Mfg by GE " Sve list end 

ROSSI,CE DMsIon ol Operational Events Assessment (Post 870411) 80/09/29 
CensefIdeted EdisonCo of New York, tnc 117pp. 47115 163-47115 281 

£810140102 Forwards response to NRC Bulletin 88 008 re thermal stresses In (>i^ru 
connected to RCS Based on piping sys arrangement & low probablllCy of chsrgirvg flvla 
reaching Injection line check valves existing fnservice Insp plan adequal© 
KARNER.DB Arizona Nuclear Power Project (formerly Anzona Publfo Service Co) 
00/10/03. Document Control Branch (Documeni Control Desk) 7pp 471S02O9- 
47160215 

8810030265 NRC Info Notice 80 080, "Unexpected Piping Movement Altribuled toTtMf. 
mal Stratification " Sve list end 

ROSSI, CE Dlviaion Of Operational Events Assessment (Post 870411) 86/10/07 
Consolidated Edison Co of New York, Inc 223pp 471 16i282-471 15 285. 

6810040066 NRC fnfo Notice 80-001, "Failure of AMP Window Indent KYNAH Splices £ 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing " Sve list end 
ROSSI, C.E Division of Operational Events Assessment (Post 870411). 60/10/07 
Consolidated Edison Co of New York, Inc 1 19pp, 471 16 026 471 16’ 144 

£810120182 Responds to NRC 680907 ltr re violations noted In fnap Repts 50520/66 
27,50-529/08-26 & 50 53O/80-25.CorrectiV0 actions* survey to be cortductad to evalv 
ate existing temporary facilities 8 appropriate 10CFR50 59 reviews per results 
KARNER.DB. Arizona Nuclear Power Project (formerly Arizone Public Servica Co) 
86/10/07 Document Control Branch (Document Control Desk). 5pp. 47184 068 
47134,072, 

8810130161 NRC Info Notice 60 063, "Inadequate Testing of Relay Contacts In Safely 
Related Logic Sys " Sve list end 

ROSSI.C.E Division of Operational Events Assessment (Post 870411) 86/10/1$ 
Consolidaled Edison Co of New York. Inc 110pp. 47196 239 47196357 


B, Periodic operating reports A related correspondence 

8809290347 Forwards amended pages to monthly operating repts for Palo Verde Uml 1 
for Mar & Apr 1968 & Mar 1688 

HAYNES, J.G Arizona Nuclear Power Project (tormerty Anzona Public Service Co) 
80/09/19 Document Control Branch (Document Conirof Desk) Ip. 46992221* 
46992 225 

-*£809290350 Corrected monthly operating rept for Mar 1086 lor Pato Verde Unit 1. 
BLOOM, T J Anzona Nuclear Power Project (formerly Arizona Public Service Co ). W 
09/13 1p. 46992.222-46992.222 

-8809290354 Corrected monthly operating rept for Apr 1066 for Palo Verda Unit I 
8LOOM,T.J Arizona Nuclear Power Prqect (formerly Arizona Public Service Co ). £8/ 
09/13 Ip 46992 223 46992*223 

-8609290355 Corrected monthly opefalmg rept for Mar 1088 for Pafo Verde Unit 1. 
BLOOMJ J Arizona Nuclear Power Project (formerly Arizona Public Service Co) 86/ 
09/13 2pp 46992 224 46992.225 

6810210403 Monthly operating repls for Sept 1968 for Pafo Verde Units 1,2 3.W/ 

880914 tU < 

BLOOM, T J , HAYNES, J G Anzona Nuclear Power Project (formerly Arizona PubfJc 
Service Co ) 80/09/30. 16pp 47230.263 47230.278 


S. Reportable occurrences, LEBa & related correspondence 

SB 10040073 Bequests ulif evaluate approach toward assessing event report ability, per 
LER 520/80-014 00 Concludes that more than permitted number of safety valves In- 
operable at one lime, resulting In plant being operated outside Tech Speos 
CHAFFEE.A E Region 6, Ofc of the Director 88/09/15 KABNER.D B Arizona Nude 
ar Power Project (formerly Arizona Public Service Co.) 2pp 47038 291-47038 232 

8009290099 LER 80 021-00 on 80 0821, reactor (rip occurred due to high pressurizer 
pressure Caused by failure of mlcroswilch In stator coolant flow trip cfrcuil.Microswiltfh 
replac0d.W/ 880919 Ur, 

SHRJVER.T.D , HAYNES.J G. Arizona Nuclear Power Project (formerly Arizona Public 
Service Co), 88/09/19 7pp 46997 353-46997*369 
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8810030191 88-024-00, on 6 806 27, reactor trip occurred resultinfl In ditutlon A con- 

sol element assembly wthdrawal & power increase to point of swapover for feed- 
water regulaling valve Caused by low steam generator level. W/6e0d26 l(r, 

SHHIVER to, HAYNESpJ.Q Arizona Nuclear Power Project (formerly Arizona Public 
Service Co). 88/09/26 Bpp 47008*294-47008-301. 


6810110377 LER 8B 017 01 OH 660529, Trains A & B essential chillers discovered Inop- 
erable due to shut root Isolation valves for transmitter Caused by personnel errors 
wWte afflxino warning labels near valves W/880920 Itr 

SH RIVER. T Dm HAYNES,J Q Arizona Nuclear Power Project (formerly Arizona PubHo 
Service Co) eB/09/29 13pp 47111*345-47111*357. 


681021KK)04 Part 21 rept re fuel nozzle tips in standby diesel gerwrator KSV*20-T w/ 
cracks permitting diesel fuel to be sprayed Into cyllnders^Meevy vapors observed emit- 
ting from breathers on some cylinder heads 

STOL0A,Ffi Cooper Bessemer Corp 88/10/04. NRC - No OelaM Affiliation Given, 
gpp. 47226.262-47226’2B3 


6810160229 LER 88 018 01. On 880729, NSSS ESP actuation sys cabinet Potler A Brum- 
field relay failure discovered Caused by inadequate design by cabinet engIneer.Relays 
replaced & design changes implemented W/88101 1 Ur. 

SHRIVE n.T.D, HAYNES, J.Q. Arizona Nuclear Power Projecl (forrnerly Arizona Public 
Service Co) 88/10/11 15pp 471B0.00l-47180.O16. 


P. Operating license stage documents a correspondence 

6809120086 Generic Ltr 66-15 to all power reactor licensees A applicants re electric 
power sys - inadequate control over design processes 

CRUTCHFIELD, D Associate Director lor Prolecls (Post 870411). 80/00/12 Consoll 
dated Edison Co. of New York, Iric. 60pp, 47001- 230-47001 r3 00 

8610060261 Forwards revs to updated FSAR used to support 860B25 Tech Spec 
Change re^st Change request would delate organization cherts & Figures 6 2-1 & 
6.2 2 from Tech Specs, per guidance provided by NRC In Genetic Ltr 88-06 
KARNER.D.B. Arizona Nuclear Power Project tformerly Anzona Public Service Co.) 
88/09/20. Document Control Branch (Document Control Desk), 3Bpp 47072 047- 


6609260233 Advises (hat TL Chan will be new projecl manager for Units 1 A 2 effective 

KNIQHTON.Q.W. Proiecl Directorate V 88/09/23 KARNER.DB. Arizona Nuclear 
Power Project (formerly Anzona Public Service Co.) 4pp 4 6976 -326 -4 8976 *33 2, 

6610260406 Final response to FO)A request for documenls re plant. Forwards App D 
document B D documents also available In PDR. 

GflIMSLEY.D K NRC - No Detailed Affiliation Given, 88/09/23 WEISSMAN.S Cali- 
fornia. Slate of. 2pp, 4 7209.001-4 7209.002, 


V, Operator Examinations 

66061701 SO Generic ltr 88-13 (o all power reactor licensees & applioanis for OL re op- 
erator licensing exams, Svc list end. 

MIRAGLIA,FJ Associate Director for Projeols (Post 670411). 66/06/08. Consolidated 
Edison Co. of Now York, Inc 66pp 46958.001-46958.067 

8810120214 Advises of changes made to reactor operator & senior reactor operator li- 
censing exam schedule to Implement facility exam validation process, per NUREQ- 
f021 facility review of written exam requirements & operating exam security agiee- 

PATE,rT R egion 5, Ofc of the Director. 68/09/30 VAN BRUNT, E.E. Arizona Nudear 
Rower Project (formerly Arizona Public Service Co.). 6pp 471 11:01 1-47111:016. 


DOCKET 8TN-S0-529 PALO VERDE NUCLEAR STATION, UNIT 2 


-6303160780 Board Nollffcalton 83-27.forwards 630221 memo & final EQAQ rept re 
addl REtAP-5 calculation for Semiscafa S-SR'2 tesl 

EISENHUT.D.Q. Division of Licensing (600428-6 S1 124). 63/03/04 PALLADINO.NJ. 
Commlaslonera. 11pp. 47209:071-47209.087. 

--63042 20651 Board NotiBcetlon 83 42 .forwards Info re un analyzed reactor vessel ther- 
mal atreas during cooldown B&W Informed NRC of preliminary safety concern evolving 
Ifom further consideration o? 600810 St Lucia upper head voiding event 
EISENHUT.D.Q. Division of Licensing (800428 661124). 63/04/12. PALLADINO.NJ 
Commissioners 20pp. 47209.086-47209.089. 

6610170010 Advises of possible necessity of placing both control element assemblies in 
Irtoperabia mode when one assembly out of svc &/or condtlions warrant until source 
of ^oblem can be located. 

KARNER.D.B. Adzona Nuclear Power Project (formerly Arizona Public Service Co.) 
66/10/03. Document Control Branch ([wument Control Desk), Bpp 47167:020- 
47107.021. 


p. Security, medical, emergency 6 fire protection plans 

0810040308 Forwards public version of Rev 8 to Emergency Plan Implerbenting Proce- 
dure E PI P-20. ‘'Personnel Assembly & Accountab III ty."^W/ 960928 release rtwno. 
KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co.J, 
66/06/09. Document Control Branch (Document Control Desk). 2pp. 47021:103- 
47021:147. 


66100B0056 Oenerio Ltr 88 16 to all power reactor flcensees A applicants re removal of 
cycle-specitio parameter llmlfs from Tech Specs Svc list end. 

CRUTCH FIELD, D. Associate Direclor for Projects (Post 870411). 88/10/04. Consoli- 
dated Edison Co. of New York. Inc. 46pp. 47116 145 471 16.194 


Q, Inspedlon reports, IE Bulletins A correspondence 


--6010040311 Public version of Rev 8 to Emergency Plan fmplAnnenling Procedure 
EPiP-20, “Personnel Assembly 8 Accounlability.’'^ 

WRIGHT.K., PERROTT.E S Arizona Nuclear Power Project (formerfy Arfzona Publlo 
Service CS) 68/09/09. 49pp 47021- 106 47021- 147. 


6609300137 Forwards Insp Repls 50-528/08*27, 50 529/88 26 & 60-530/88-26 on 
660801-1 1 A notice of violation. 

SCARANO.aA. Region 5, Ofc of the OIrecfor. 8B/09/07. KARNER,OB, Arizona Nu- 
clear Power Project (formerly Arizona Public Service Co.) 2pp. 47001:121-47001:142. 


6609270039 Forwards corrected replacemoni pages for Amend 16 to security plen.EfKl 
withhold (ref 10CFR73.21 A 2 700(d)), 

KARNER.DB Arizona Nuclear Power Project (formerly Arizona Pubilo Service Co^. 
68/00/11. Document Control Branch (Document Control Desk). 2pp. 46967:166* 
40967:154. 


6610030421 Forwards Insp Repte 60-626/66-26,60-629/66-27 A 60-530/66*26 on 
86061 6-1 g.No violations or devlatlona Idenlifled. 

PATE,RJ Region 6, Ofc of tfio Director. 88/09/16. KARNER,O.B. Arizona Nuctepr 
Power Project (formerly Arizona Publlo Service Co.). 2pp. 47004-266*470041260. 


•*6609600143 Notice of violation from Insp on B8060M 1 .Violation noted* written safety 
evaluation addressing processing of radioactive equipment in Trailer 3-2 not per- 
formed. 

SCARANO,R.A, Region 5, Ofo of the Director. 86/08/07. 2pp. 47001:123-47001:124. 

-A609600147 Insp Repls 60-528/86-27,50-529/86-26 A 50-530/68*25 oh BeOBOl* 
11. Violations noted. Mslor areas Inspected I Iconsae action on previous Insp 
flrtdirraa, radiation protection & chemisliy A radwasta organization A mgl. 

CILLi5,W., TENSROOK,W.K , YUHAS.G.P. Region 5, Ofc of the Direclor. 68/09/06. 
lOpp. 47001:125-47001:142. 


*-6610030425 Insp Repls 50 526/68 28,60-629/68-27 A 60-530/86-20 on $80616- 
18 No violationa or deviations noted, Major areas inspected.vJtal areae A equipment In 
plant. followup of enforcement items A bulletins/ Part 21. 

6urDOIN,JF Region 6, Ofc of the Director. 68/09/18, 13pp. 47004:266-47004*260. 


6609010337 NRC Info NbOce 8B-073, "Direction Dependent Leak Char aclerl slice of 
Containment Purge Valves." Gvo list end, 

R085I.0,E. DMsIon of Operational Events Aassssment (Post 670411). 66/09/08. 
C?onsolldat^ Edison Co. OJ New York, fno. 1 19pp. 46968:050-46956:177. 


6110030011 Summary of 660914 meeting w/utll In Region V re resulia of util reevalua* 
lion of 680622 overexposure discussed at 680617 onfoTcemenl 
conference Supporting Into end, 

YUHAS^G.P. Division of Radiation Protection A Emergency PreparedneM (Post 
8704 It) 88/09/21. Divisfon of Radiation Protection A Emergency Preparedness (Poet 
070411) 47pp 47014:166-47014:201. 


J. Insurance A Indemnity Informatlort 


6610050268 Forwards environ assessment A finding of no significant Impaot re exemp* 
lion from 1 0CFR6D, $4 (w)(6} (I) .increasing amount of onsite property damage lnaurar>ce 
required to be carried by power reactor licensees. 

CHAN.T,, DAVIS, M. Project Directorate V. 68/09/26. KARNER.D.B. Arizona Noctear 
Power Project (formerly Arizona Publlo Service Co.). 6pp 47060:266-47060:288, 


-*8610050277 Environ assessment A finding of no significant Impaot re temporary ex- 
emption from l0CFR50.64(w)(6)(l), Increasing amount of onsite property damage insw- 
ance required to be carried by power reactor licensees, 

ROOD,H. Project Directorate V. 68/09/26, 4pp. 47060:262*47060:265. 


6610040063 Forwards Enforcement Conference Repts 50-628/e8'30, 50*629/88-29 A 
5Q«530/eG*2& on 66081 7. Three events considered to be result of ulll mgt, 

MARTIN, J.B, Region 6, Ofc of the Director. 60/09/16. KARNER,D.B. Anzona Nuclear 
Power Project (formerly Arizona Publlo Servfce Co). 5pp. 4701 9 - 322 - 4701 0.344. 

-*6610040067 Enforcement Repte 60-526/66-30,60 529/88-29 A 60 530/88-28 on 
86081 7.Ma{or areas dlocussed; early criticality at Unit 1 on 8 805 14, inadvertent inoper- 
ability of essential chilled water sys from 680520-26 A radiation overexposure. 
R|CHARD9,5.A Region 6, Ofo of the Director, 88/09/12, 17pp 470-1 9*327- 
47016-344. 


•016080421 Forwards Insp Repts 60 520/68-26,60*529/88-27 A £0 630 / 68-26 on 
80061 5*19,No Violationa or deviations Idenlifled. 

PATE,R.J. Region 6, Ofo of Ihe Director. 60/09/18. KARNER.D-B. Arizona Nuclear 
Power Project (formerfy Anzona Publlo Service Co). 2pp, 47004: 266-47004:280. 

-6610630425 Insp Repts 60*528/60*28,50 629/88*27 A 50-530/66-26 on 680816- 
19.No vl^atfOhB or deviations noted.MaJor areas lnspeoted.vltal areas A equipment In 
planUollowup of enforcemenl Items A bulfetlns/Part 21. 

BUROOIN,J.F., RICHARDS,S. Region 6, Ofo of the Director 88/09/16 13pp. 
47004:2$8*47004'280, 


K. UlINty Final Safety Arialysla Report (FSAR) A amends 

66t011Q26G Rev 1 to updated FSAR for Palo Verde Nuclear Generating Blalion.UnIti 
t,2 A3. 

' Arizona Nuclear Power Project (formerly Arizona Public Servlca Co,). 66/09/30. 
07pp. 4 7094:1 06*47094:1 73, 

6610240424 Change notice Rev 2 to updated FSAR for Palo Verde Unite 1|2 A 3. 

* Arizona Nuclear Power Pfoioot (formerly Arizona Publlo Service Co,). 66/10/16. 
l&Opp. 47255:166-47265.272. 


•610040166 Forwards Insp Repts 60 620/60-23.60*629/00-23 A 60 530/60-22 on 
680705*001 3.No violations or deviations noted. 

PATE,R,J. Redon 6, Olo oi the Direclor. 08/09/20, KARNER,D B. Anzona Nuclear 
pJjwer f^ect (formerly Arizona Publlo Service Co,). 2pp, 47026:1 1 1-47026:127. 

-6810040137 Insp Repts 50-520/00*23,50-62 9/80-23 A 50 550/88-22 on 0SO7OB- 
0$13.No viclaltons noled.Major areas Inspected: previously Idenlifled Hems, review of 
plant actlvitles,areas observed on plant lours A operating Iom a records 
POUCH, T., FIORELLI.G. Region 6 , Ofc of Iho Direclor, 88/09/20. 16pp. 

47026-113*47026:127. 



224 DOCKETED ITEMS 


8010030011 Summary of 6B0914 meatng w/ulil m Region V re rosufts of utif reevalua- 
1jg/i of 85052^ overaxposure diiscussed at 880017 enforo ament 

conference Supportmj info end 

YUHAS.GP Divlsfon of Radiation Protection & Emergency Preparedness (Post 
870411} 80/09/2 1. Drvision of Radiation Protection & Emergency Preparedness <Pos1 
87041 1) 47pp 47014 155 47014 201 

8809150008 NRG Info Notice 88 077, ^'Inadvertent Roactor Vessel OvorflU" Sve list 
end 

ROSSLCE Division of Operational Events Assessment (Post 870411), 8&/09/22 
Con sol idol ed Edison Co orNew YorJi, Inc 111pp 47114 291 47115 042 

8809190047 NRC Info Notice 88*078, ’‘Implementation of Revised NRC Administered 
ReouafificalPon Exams ” Sve list end 

ROS&I.CE Pivision of Operational Events Assessment (Post 870411), 88/09722 
Consolidated Edison Co of New VorK Inc 1 19pp 47115 043*471 15046 

6609230092 SuppI I to NRC fnfo Notice 88*069, "Movebfe Contact Flngor Ginding in 
HFA Relays Mfg by QE " Sve lisl end 

ROSSI.C E DmsI-on of Operetionel Events Asseasmont (Post B70411) 86/09/29 
Consolidated Edison Co of New York, Inc 117pp 471 15 163 47115 281. 

6810148193 Forwards response to NRC Bulloim 8S0OQ re thermal stresses in piping 
connected to RCS Based on piping ays arrangement ■& low probability of charging fluid 
reaching injection line chock valves existing inservfce insp plan adequate 
KARNER.DB Arizona Nuclear Power Proieci (formerly Arizona Public Service Co) 
88/10/03. Docuntent Confro) Branch (Document Control Desk) 7pp 47156 209* 
47158215 

8610030255 NRC fnfo Notice 88 080, "Unoxpacted Piping Movement Attributed to Ther- 
mal Stratifjcallon." 8vc list end 

ROSSI, GE Division of Operational Events Assessment (Post 870411) 88/10/07, 
Consolidated Edison Co of Now York, fnc 223pp 47115 282-47116*285 

8810040066 NRC Info Notice 88*081, " Failure of AMP Window Indent KYNAR Sphees 8 
Ttiomas & Betts Nylon Wrre Caps During Environ Qualification Testing " Sve ilst encf 
ROSSI, CE Division of Operational Events Assessment (Post 870411), 88/10/07 
CkinsolidalGd Edison Co of New York, Inc 1i9pp 471 16 026 47116.144. 

6610120182 Responds to NRC e809(}7 JV re violations noted In Insp Ropis 50*528/66 
27,60 529/88-26 & 60-530/88*25 Corrective actions survey to be conducted to evalu- 
ate existing temporary facilities & appropnaie 1QCFR50.59 reviews per resufis. 
KARNER.D B Arizona Nuclear Power Projoct (formerly Arizona Public Service Co ) 
08/10/07 Document Control Branch (Documsnt Control Desk) 5pp. 47134.068 
47134072. 

6810130161 NRC info Notice 88*083, "Inadequate To sling of Relay Contacts in Safety- 
Rolatad Logic Sya " Sve list end 

ROSSLCE Division of Operalfonal Events Assessment (Post 870411) 88/10/10 
(^nsolidaied Edison Co of New York, Inc 119pp 47166 239 47196 367 


DOCKET STN-50-630 PALO VERDE NUCLEAR STATION, UNIT 3 


F. Security, medical, emergency & fire protection plane 


8810040308 Forwards public version of Rev 8 to Emergency Plan <m pie m ami ng Proce- 
dure EPIP-20. "Personnel Assembly & Accountability '^W/Ba0928 release memo- 
KARNER,D B Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
00/09/09 Documenl Control Branch (Document Control Desk) 2pp 47021 '1(W 
47021:147 

-8610040311 Public version of Rev 8 to Emergency Plan fmplomenling Procedure 
HPlP-20, "Personnel Assembly & Account ebility 

WRIGHT, K, PERROTT.ES Arizona Nuclear Power Project (formerly Aitz-ocs PuWw 
Service Co) 88/09/09 43pp 47021 106 47021 147 

6009270039 Forwards corrected replacement pages for Amend 16 to security plan End 
withheld (ref 10CFn73.21 & 2 700(d)) 

KARNER.DB Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
88/09/11 Document Control Branch (Document Control Desk) 2pp 4698716^ 
46967 154 


8810030421 Forwards Insp Repis 60-528/88 28,60-529/88*27 & 50-530/88 26 on 
880815-19 No violations or deviations identified 

PATE.RJ Region 5, Ofe of the Director 88/09/16 KARNER.DB, Arizona Nudoar 
Power Project (formerly Arizona Public Service Co ) 2pp 47004 206*47004 280 

-8610030425 Insp Repis 50-528/88-26,50-629/83*27 & 50 530/66-26 on 880815- 
19, No violations or deviations noted, Major areas Inspected vital ereas S equipmnrt in 
plant, followup of enforcement items & bullet Ins/Part 21 

BURDOIN.JF Region 5. Ofc of the Director. 80/09/16 13pp 47004 268 47004 760. 


J. Insurance & Indemnity Information 


8810050288 Forwards environ assessment & finding of no significant fmpaci re oxorr^ 
tion from t0CFR50 64(w)(5)(l}, Increasing amount of onsite property damage Insurance 
required to be carried by power reactorlicensees 

CHAN.T . DAVtS.M Project Dkectorato V 66/09/26. KARNER.D B Arizona Nxlaar 
Power Project (formerly Arizona Public Sarvico Co ). 6pp. 47060 256 47060 285. 

-8610050277 Environ assessment & finding of no significant Impact « temporary ex* 
emption from 1OCFR5O54(w)(5)(0, Increasing amount of onsite property damage Insuf 
ance required to be carried by power reactor llcensoos 
ROOD.H Project Directorate V 88/09/26 4pp 47060 202 47000 265 


K Ultnty Final Safely Analysis Report (FSAR) & amends 


R, Periodic operating reports 8e lefaled correspondence 

8610210403 Monlhly operating repts for Sept 1980 for Palo Verde Units 1,2 & d.W/ 
060914 hr. 

Bl.OOM,TJ, HAYNES.JG Arizona Nuclear Power Prolect (formerly Arizona Public 
Servfco Co.) 88/09/30 lepp. 47230 263*47230 278 


6010110269 Rev 1 to updated FSAR for Pafo Verde Nuclear Generating Slalion.Unrts 
1.2 & 3. 

* Arizona Nuclear Power Project (formerly Arizona Public Service C3o.). 88/09/30 
67pp. 47094 106 47094:173. 

8810240424 Change notice Rev 2 to updated FSAR for Pafo Verde Units 1,2 6 3. 

• Anzona Nuclear Power Project (formerly Arizona Public Service Co) 88/10/18 
150pp 47255*166-47255.272 


S. Reportable occurrences, LERs & related correspondence 


P. Operating license stage documents & correspondence 


8810040073 Requests util evaluate approach toward assessing event report ability .per 
LER 528/88 014-00 Concludes that more than permitted numoor o1 safety valves in- 
operable at one time, resulting In plant being operated outside Tech %3ec$. 

CHAFFEE, A E Region 6. Ofc of the Director. 88/09/15 KARNER.D € Arizona Nucle- 
ar Power Project (formerly Anzona Public Service Co ) 2pp 4703 8'23 1*47038 232, 


8609120085 Generic Ltr 88-16 to all power reactor licensees & applicants re elecirfc 
power sys - Inadequate control over design processes 

CRUTCHFIELD, D Associate Director for Projects (Post 870411). 88/09/12 ConSOBI* 
dated Edison Co of New York, Inc 60pp 47001:239-47001 300 


8809290171 LER 68 013-00 on 680824,1 n operability of preplanned alternate sampling 
sys for plant vent discovered Caused by temporary & permanent electric loads in 
excess of clrcirll capaciN Engineering evaluation request Issued W/860923 Ur. 
SHRIVER.T.O , HAYNES.J Q Arizona Nuclear Power Project (formerly Arizona Public 
Service Co) 88/09/23. 6pp 46999054 46999 058 

8810200004 Part 21 repi re fuel nozzle tips fn standby diesel generator KSV*20 T vr/ 
cracks permlt^ng dfesel fuel to be sprayed Into cylinders Heavy vapors observed emil- 
tif^ from breathers on some cylinder heads 

5TOLQA.F,6 Cooper Bessemer Ck?rp 88/10/04. NRO • No Detailed Affiliation Given. 
2pp. 47226^262-47226203 

0819180005 Special Rept 2-SR-e8*002-on 680912,r8clfalfon monitor Inoperable for 
greater than 72 h.Prep)anned alternate sampring program initiated to monitor fuel bfdg 
ventilation sys. when needed. 

HAYNES,j 6 Anzona NucTaar Power Project (formerly Arizona PubWe Service Co), 
80/10/11 Document Control Branch (Document Control Desk) 3pp 47186184- 
47166:186 


V, Operator Examinations 


8810000291 Forwards revs to updated FSAR used to support 800825 Tech 
change request Change request would delete organization charts & Figures 6 2*1 & 
6 2*2 from Tech Specs.per guidance provided by NRC fn Generic L(/ 0B-O6 
KARNER,DB, Arizona Nuclear Power Project (formerly Anzona Public Service (3o) 
88/09/20 Document Control Branch (Document Control Desk) 36pp 47072 0i47- 
47072.082. 

8009200233 Advises that TL Chan wiif be new project manager for Units 1 & 2 effeclive 
880925 

KNIGHTON.GW Project Directorate V. 80/09/23 KARNER.DB. Arizona NuciMf 
Power Project (formerly Arizona Public Service Co ) 4pp 46978'329-4697&'332 

8810260468 Final response to FOIA request for documents re plant. Forwards App 0 
documents App 0 documents also available fn PDR 

GRIMSLEY.D.H. NRC * No Detailed Affiliation Given 88/09/23 WEISSMAN,S Cali- 
fornia, Stale of 2pp 472(jl|9.001 -47209 002. 

-8303160760 Board Notification 83-27.forward5 830221 memo & final EG&Q rept re 
add! RELAP-5 cafculatlon for Somfscafe S*Sfl*2 test 

£ISENHUT,DG. Division of Licensing (800428-861124). 83/03/04. PALLADINO.NJ 
Commissioners 1ipp 47209 071-47209 087. 


8608170150 Generic Ltr 88-13 to all power reactor licensees &. applicants for OL re op- 
erator licensing exams Svc list end. 

MIRAOIIA.F.J. Associate Director tor Projects (Post 870411). 86/08/08 CkmsoKdated 
Edison Co of New York. Inc 66pp 46958001-46958.057. 

6610120214 Advises of changes made to reactor operator & senior reactor operator If- 
censing exam schedule to Implement facility exam validation process, per NUREG- 
1021 Facility review ol writtert exam requirements & operaijng exam secunty agree- 
mants end, 

PATE,R J. Region 5. Ofc of the Direcfor 88/09/30. VAN BRUNT.E E, Arizona Nuclear 
Power Projeci (tormeity Anzona Public Service Co) 5pp 471 11 81 1-47111 015, 


-8304220651 Board Nolilication 63 42. forwards Info re unanalyzed reactor vessel lh«* 
mal stress during cooldown.8&W Informed NRC of preliminary safety concern evolvlr>9 
from further consideration ol 800610 St Lucie upper head voiding event 
EISENHUT.D.Q, Division of Licensing (000428-851124) 03/04/12. PALLADINO.NJ 
Commissioners 20pp. 47200 088-47209.099, 

6810060066 Advises that loss of offsite power (LOOP) test required to be conducted 5 
should be performed prior to restart from first refueling outage Schedule for compfa- 
Don of LOOP leal requested within 30 days of Hr receipt 

DAVIS,M J Project Directorate V. 88/09/29, KARNER.D 0. Arizona Nuclear Power 
Project (formerly Anzona Public Service Co) 7pp. 47070*1 1 9-47070 126 



DOCKETED ITEMS 225 


8310170010 Advises of possible necessity of piecing both control otement assemblies In 
inoperable mode when one assembly out of svc &/or condi Icons warrant until source 
of problem can be located 

KAflNER,D B Arizona Nuclear Power Project (formerly Arizona Public Service CoJ 
83/10/03 Document Control Brahch (Document Control Dosk) 2pp 47167 020' 
47167*021. 

6810050058 Generic Ur 08-16 to all power reactor Ifcenseos & applicants re removal oi 
cycle-specific parameter limits from Tech ^oca Svc list end 

CRUTCHFIELD, D Associate Director for Projocts (Post 070411) 60/10704. Consoll' 
daled Edison Co of New York, Inc 40pp 471 16 145 471 16 1 94 


881004006S NRG Infe Notice 66 001, "Failure of AMP Window Indent KYNAR Splices & 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing" Svc hat end 
ROSSI, CE* Division of Operational Evants Assessment (Post 670411) 88/10/07 
Consolidated Edison Co of New York, Inc. 119pp 47116O20'47116 144 

8D10120162 Re^onds to NRG B80907 ftr re violations noted in Insp Ropts 50-526/63- 
27,50-528/60 26 & 50 530/68-25 Corrective actions survey (o be conducted to evalu 
alo existing lomporary facililies & appropriate 10CFR50 59 reviewspor results 
KARNERjDB Arizona Nuclear Power Prelect (formerly Arizona Public Service Co) 
63/10/07 Doci/mani Control Branch (Documenl Control Desk) 5pp 47134 063- 
47134 072. 


8810120239 Forwards SuppI 2 to "Palo Verde Nuclear Generating Station Unit 3 Startup 


KaSnER.DB Arizona Nuclaar Power Project (formerly Arizona Public Service Co), 
08/10/05 Document Control Branch (Document Control Desk) Ip 47120.009- 
47120 105 


3810130161 NRG Info Notice 83 063, ''Inadequate Testing of Relay Contacts In Safety- 
Related Logic Sys " Svc tist end. 

ROSSI, CE Division of Operational Events Assessment (Post 670411) 88/10/19 
Consolidated Edison Co of New York, Inc 1 19pp. 47196'230-47196 357 


•-BSIOI 20284 "Palo Verde Generating Station Unit 3 Startup Repl.SuppI 1." 

• Arrzona Nuctear Power Project (formerly Arizona Public Sorvioo Co) 88/10/31 6pp 
47120 10047120105 


Q Inspectfon reports^ IE Bulletins & correspondence 


H, Periodic operaling reports & related correspondence 

3810210403 Monthly operating ropis for Sepl 19B8 for Palo Verde Units 1,2 & 3 W/ 
860914 Ur. 

BLOOM,TJ. HAYNES, JQ Arizona Nuclear Power Project (formerly Anzona Public 
Service Co ). 68/09/30 lepp. 47230 263 47230 278 


6809300137 Fonvards insp Repts 60-526/00 27,50-529/68 26 & 50 530/8B-25 on 
880801-1 1 & notice of violation 

SCARANO.RA Region 5, Ofc of the Director. 06/09/07 KARNER.DB Arizona Nu- 
clear Power Project (formerly Arizona Public Sen/lce Co) 2pp 47001 121-47001 142 


-6609300146 Notice of violation from Insp on 80QQ01-11 Violation noted written safety 
evaluation addressing processing of radioactive equipment in Trailer 3 2 not per- 
formed 

SCARANO.RA Region 6, Ofc of the Director 88/08/07 2pp 47001 123 4700V124 


-8809300147 InSp Ropts 50 526/80-27,50 529/88-26 & 50-530/68 25 on 080B01- 
11 Vioiations noted Major areas Inspected licensee action on previous Insp 
rjnrfings.radoljon protection & chemistry & radwasto organizallon & mgt. 

CILLtS.W , TENBROOK.WK, YUHAS.Q P Region 5, Ofc of iUo Director. 68/09/06. 
IBpp 47001:126-47001.142 


6609010337 NRC Info Notice 88 073, "Direction Dependent Leak Charac tensile s of 
Conlainmeat Purge Valves " Svc list end 

ROSSI»CE Division of Operational Evonls Assessment (Poal 870411). 80/09/08. 
Consol I dated Edison Co ol Now York, Inc IIOpp 46968 058-46950.177 


S. Reportable occurrences, LERa & reloied correapondence 

6809290174 lER 88 006 00 on 880621 .discovered that surveillance testing interval for 
radioacltva aflloeni monitoring sys exceeded Caused by cognitive personnel 
error Human performance evaluallon ays analysis of error underway W/e809 19 Itr, 
SHRIVEH.TD,, HAYNES.J.G. Arizona Nuclear Power Project (formerly Anzona Public 
Service Go). 68/09/10. 6pp 46992 226-46092 231. 

6610200004 Pori 21 repl re fua! nozzle lips \n standby diesel generator KSV-20-T w/ 
cracks permitting diesel fuel to be sprayed into cy finders. Heavy vapors observed omit- 
ting from breathors on some cylinder heads 

STOLBA,F.8. Cooper Bessemer Cerp. 88/10/04 NRG - No Detailed Affiliation Given 
2pp 47226^262 47220.263 

6610180002 LER S8-O07-0Oon 88091 5, discovered that auxiliary sampling equipment 
became electrically disconnected from nearby eleclrScal oullet. Caused oy cogmtivo 
porsonnef error Individual counseled W/881Q11 Hr 

SHRIVER.T.Om HAYNES.J Q Arizona Nuclear Power Project (formerly Arizona Public 
Service Co). 68/10/11 6pp 47178 304-47178.309 


6610040063 Forwards Enforcement Conference Ropts 50 526/88 30, 5 0 529/88-20 & 
60 530/DB-20 on 880017 Three ovontfr considered to bo result of ■util mgt 
MARTI N,J B. Region 5. Ofc of the Director 08/09/15 KARNER.D B Anzona Nuclear 
Power Project (formerly Arizona Public Service Co) 6pp 47010 322-47010344. 

-6610040067 Enforcement Repts 50'520/8B-30,60 529/88 29 & 50-530/68-28 on 
880617.Major areas discussed early criticafity at Unit 1 on 06 051 4, Inadvertent inoper- 
ablhly of essontial chilled water sys from 080520 29 & radiation ovaraxpoauro 
RCCHARDS.SA Region 6, Ofc of the Director 80/09/12 17pp. 470 1 9 '327- 

47019.344. 

6610030421 Forwards Insp Ropts 50-528/00-20,50-529/88 27 & 50-530/86-26 on 
630815-19 No violations or deviations identifiod 

PATE,RJ Region 6, Olc of the Director 80/09/16 KARNEB.D.B Arizona Nuclear 
Power Piojecl (formerly Arizona Public Service Co) 2pp 47004:266-47004 '260, 

-6610030425 InSp Repts 60 628/80-28,50 529/88-27 & 60 630/66 26 on 880816- 
1 9 No violations or deviations noted Major areas inspected.vital areas & equipment In 
plan Lf oil owup of enforce men t items & bulletins/Part 21 

SURDOIN.jR, RICHARDS, S Regiof^ 6, Ofc of the DIroclor 08/09/18. 13pp 
47004J 268-47004 280 


6810160001 LER 68 006 00 on 880908 , main! d^i technician reporled unauthorized 
entry Into locked high radiation area on 8809f2<;ausod by poraoimol error Technician 
counseled, dt&cipNned & provided w/addi training.W/881012 Itr. 

SHRIVERJ.D., HAYNES.J.G. Arizona Nuclear Power Pro|ecl (formerly Arizona Public 
ServiceCo) 88/10/12 &pp 47170 263-47170 270 


V, Operator Examinations 

6806170160 Generic Llr 88 13 to all power reactor llcensoGB & applicants lor OL re op 
eralor licensing exams, Svc list onct 

MIRAGIIA,F.J Associate Director lor Projects (Posl 070411) 80/00/08 Consolidated 
Edison Co of New York, fno 56pp. 48958 001-46958.057 

6810120214 Advises of changes made to reactor operator & senior reactor operator li- 
censfno exam schedule to Irrplamonl facility exam validation process, par NUREG- 
1021 F^icillty fovlow of wrillen exam requirements & operating oxam sacunly agree- 
ments enct 

PATE,n J. Region 6, Ofc of the Director. 88/00/30 VAN BRUNT, E E Arizona Nuclear 
Power Prol eel (formerly Arizona Public Service Co) 6pp 471 11.011 47111 015 


8810040136 Forwards Insp Repts 50 528/00-23, 50-629/00 23 & 60-530/08-22 on 
6a0705-0013.No violations or deviations noted 

PATE.R J. Region 6. Ofc ol the Director 08/09/20. KARNER.D.B. Arizona Nucloar 
Power Projocl (formerly Arizona Public Service Co) 2pp 47026 1 11-47026.127, 

-6810040137 Insp Repts 60 628/00-23,50 520/88-23 & 50 530/66 22 on 6S070S- 
0B13 No violations noted Major areas Inspected previously idonllflod itoms, review of 
plarrl activities, areas observed on plant lours & operating log^a & records 
roUCH.T,, DALL,J. FIORELLI.G Region 6, Ofc of the Diroclor. 88/09/20. 15pp. 
47026 113*47026127. 

88l)'9 150008 NRC Info Notice 88 077, "Inadvertent Reactor Vossel' OverlilL" Svc list 
end 

ROSSt.C.E Division ol Operational Events Assessment (Post 670411) 86/00/22. 
Consolidated Edison Co of Now York, Inc 111pp. 471 14.291-47116.042. 

8009190047 NRC Info Nollce 88 078, "Implementation of Rovisod NRC-AdmInialorod 
Roqualiflcation Exams " Svc list end ,i 

ROSSI.CE. Division of Operational Events Assessment (Posl 870411), 88/09/22, 
Consolidated Edison Co of New York, Inc. IIOpp 47116 043 47116 048 

8B09280092 Suppl 1 to NRC Info Notice 88 060, "Movable Contact Finger Binding In 
HFA Relays Mfg by GE." Svc list end. 

ROSSI.CE Diwslon of Operational Evonls Assessment (Post 070411), 80/09/29. 
(k)nsolidatod Edison Co of New York, Inc 117pp. 47116 163 471 15 201, 

0910140192 Forwards response to NRC Bulletin 86 008 re thormal Gtr oases in pipinq 
conneclod to RCS Based on piping sye arrangement & low probability of charging fluid 
reaching Injection line check valves existing inservico insp plan adequate 
KARNER.D.B. Arizona Nuclear Power Project (formerly Arizona Public Service Co) 
88/t0/03 Document Control Branch (Document Control Desk), 7pp 47166.209- 
47156 215. 

9610030255 NRC Info Notice 88-080, "Unexpected Piping Move moot Attributed to Ttiof* 
mal Slratiflcalion." Svc list end. 

ROSSI,CE Division of Operational Events Asaossmont (Post 670411) 88/10/07 
Consolidaled Edison Co of Now York, Inc 223pp. 47115 282-47116*285 


DOCKET 50-537 CLINCH RjVER BREEDER REACTOR 


A, Apptlcatlon/constructlon alage documents & correspondence 

8809120065 Generic Ltr 88 15 to all power reactor licensees & applicants re electric 
power sys - Inadequate control ever design processes 

CRIITCHFIELD.O Associate Director for Projects (Posl 870411} 08/09/12, Consoli- 
dated Edison Co of New York, Inc. flppp 47001 "209-47001 ;300 

8810059066 Generic Ltr 80-16 to all power reader licenseos & applicants re removal of 
cyde-spociffc parameter llmila from Toch %)ocsSvc list oncf 
CRUTCHFIELD.D Assoclalo Dtreclof for Pro|ocl8 (Post 870411) 88/10/04, Consoli- 
dalod Edison Co, ol New York, Inc 48 pp 471 16" 145-471 16.194. 


V. Operator Examinations 

8609170150 Generic Llr 68-13 to all power reactor licensees & appticanls for OL re op- 
erator licensing Gxam3,Svc list end , ^ 

MIRAGLIAF J. Aasocialo Director for Projects (Posl 87841 1). 88/08/00. Consolidated 
Edison Co, of New York, Inc 56pp 46958 001*46959.067 


DOCKET SO-601 HESAR 8P/60 


A. Appllcsitan/construcllon stage documents A correspondence 

6610170262 Forwards Info re Advanced LWR performance goals Info assembled after 
discussion w/knowledgaabi© NRC Stall members 8 during 880119 meeting w/ERPi 
represenlalivos 

CRUTCHFIELDA Division of Reactor Projecls - I II, IV, V a Special Projects (Post 
970411) ea/01/25 MURLEY.TE Office of Nucloar Roacior Regulalion, Director 
(Post 970411) lOpp 47170.351-47170 360 
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K. Ulfllly Fln»l Safety Analyala Raport (FSAR) A amanda 


•8S0J2fll)TB4 Fowarda proprietary & nonpropriaJary Amend A lo RESAR-SF/90 PDA 
Module 1, "Primary 3ide Safeguards Sys " Application for withholding & aflldavJt also 
encf proprietary Amend 4 witfineld (ref l<ICFfl2 700). 

JOHNSON.WJ Weslfnghouso Electnc Corp flB/00/^10. MfLLeR,C L Standardization 
& Non-Power Reactor Project Directorale 2pp. 46932 25t-469a2'28'l 

-6609260 ta<9 Requests withholding of proprietary version of Arnond 4 to RESAR-SP/90 
PDA Module 1, ’’Primary Side Sareguarda Sys" (ref lOCFfl2 790) 

WIESEMANN.RA Weatinghous© Electric Corp 68/09/19. MILLER.CL Standardiza- 
ilon & Non Power Reactor Project Olrectorate lOpp 469a2>263 46982 262 

-8809280192 Nonproprfelary veralorv of Amend 4 to RESAR-SP/90 PDA Module 1, 
"Primary Side Safeguards Sys ” 

* Was tinghouse Electric Corp 88/08/31 22pp 46962.263-46 982<2a4 


DOCKET 80-602 UNIV. OF TEXAS RESEARCH REACTOR 


Q. Jnapectton raporiSi IE Bulletins A corrMpondence 


8810240073 Forwards Insp Rept 50.602/88 65 on 660922 23.No vio[atior)s or devi- 
eilons noted. 

CAILAN^L J Region 4, Otc of the Dreclor 86/10/ 17 KIEIHO.E. Texas, UnW ot, 
Austin, TX 2pp. 47260.097 47260:102 

<-8810240073 Insp Repl 50 802/88 05 on 06O922-23.No vJolatlans or deviations 
noted Major areas Inspaclad mechanical equipment, piping, electrical sys 

fnstella1lon,con5t progress & schedule status 

MURPHY.M.E. SEfDLE,W.C Region 4, Ofc of the Director. 88/10/12 4pp. 
47260.099 47260-102. 


DOCKET 50-608 ALCNEMIE CENTRIFUGE ENRICHMENT PLANT 


A. Appllcatlon/canatruatlon stage documents & correspondence 


8009290004 Responds lo 680630 hr re rev to Info on applicability of 10CFR50 applica- 
lions for enrfching stable Isotopes.Llsted observations provided based on into In Hr & 
880914 telcon 

CLARMT Fuel Cycle Safety Branch. 68/09/22 WEST, CP, Tennessee* Slate of 
Spp 46992350 46992:362 

8810180008 Commenis on environ assessments & finding of no significant impact docu- 
ments ro AlChemif facilities Blind approach of addressing "’stable" Isotope ©nrlch- 
mant appalling 

MOBLEY, M Jf Tennossao, Stale of. 68/09/29. THOMPSON,H Office of Nuclear Ma- 
terial Safety 6 Safeguards .Director. 5pp. 47176:330-47175.334. 


F. Security, medfcaL emergency A fire protection plans 


8810240240 Forwards Rev 4 to security plan for AtChemlE Facility 1-CPDF Rev withheld 
[rof 10CFR2 790(dl) 

SWEL5ER,J.H All Chemical Isotope Enrichment, tnc 8B/0B/1&. THOMPSON.HL, 
Office of Nucfear Material Safety & Safeguards, Director. Ip 47265 165 47255.165 

8810030046 Forwards Info In preparabon for AORS Subcommittee on Safeguards A Se- 
curity 881006 meeting Ends withheld (ref 10CFR2 790j. 

CLAnK.AT Fuel Cycle SafaN Branch 88/09/27. WARD.DA, SHEWMON.PQ, 
SIESS.OP. ACRS - Advisory Committee on Reactor Safeguards 2pp 47010:263- 
47010 264. 


Q, Adiudtcatory correspondence 


8810030361 Forwards State of TN 880630 Hr to NRG A NRG 080922 Itr to State of 
TN.for Info.SER for licensee applications anllclpated to be publicly available In approx 
2 wks, 

80RDENtCK.B M. Assistant General Counsel for Hearings. 41488 7176. 86/09/26 
MARGUilES.MB, LUEBKE.EA, PAR IS, OH. AlomkJ Safety and Ucensing Board 
Panel Opp. 48966,028.46966,1)33 

0610240046 Forwards MH Mobley from Stale of TN 880929 to to NRG not received 
until 881014 NRC will address matters In Itr in SER 

BOROEN1CK.B M. Assistant General Counsel for Hearings. #46 8 7301. 88/10/17 
MARQUUES*M.6„ LUEBKE.EA,. PARIS.O M Atomic Safety and Ucensing Board 
Panel 5pp, 47164M 30 47164 134. 

60 1 0200058 Requests addi Info re NBC environ assessments submitted on 080914 for 
uncontested proceedings, to complete review of adequacy of NEPA 
assessments Served on 831018. 

MARGULIES.MB Atomic Safety and Licensing Board Panel #468 7291, 86/10/18 
BOROENICKjBM Assistant General Counsel for Hearirwa, 4pp 47131.211- 
47131.214 


0. Advisory Committee on Reactor Safeguards reporta A corretpondsnce 


6810030Q48 Forwards Info In preparation for ACRS SuboommHtee on Safeguards A Se- 
cunlyB6l006 meeting Ends withheld (ref 10CFR2 7flOJ, 

CURK.AT Fuel Cycie SafeN Branch. 88/09/27. WARD.DA. SHEWMON.P.G,, 
SIESS.CP ACRS • Ad^^sory Committee on Reactor Safeguards. 2pp 47010 2S3- 
47010^264 


DOCKET 50-604 ALCHEMIE CENTRIFUGE ENRICHMENT PLANT 


A. Appllcallon/construction stago documents A correspondence 


66Q9290004 Responds to 680030 Itr re rev to info on applicability of 10CFR50 
(Ions for enriching stable Isotopes Listed observations provided based on info In fir 8 
880914 telcon 

CLARK, A T. Fuel Cycle Safety Branch 00/09/22 VVEST.C P Tennesseo, StiCs oL 
3pp 46992 360-46992 352 

88 10180080 Comments on environ assessments & finding of no significant impacldocu- 
ments re AlChemlE facilities Blind approach of addressing "stabto" faoiopa ennch- 
menl appalling 

MOBLEY, MH, Tennessee, State of 08/09/29 THOMPSON.H, Office of Nuclear Ma 
terfal Safety A Safeguards, Director 5pp 47175.330 47175.334 


F- Security, medical, emergency A fire protection plans 

8810240160 Forwards Bov 4 to security plan for facility Rev withheld (rel 
10CFR2 790(d)). 

SMELSER.JH All Chemical Isotope EnrichmenI, Inc 00/00/16 THOiMPSOM,H L. 
Office of Nuclear Material Safety & Safeguards. Director, ip. 4 7253 290 47253 290 

8010030046 Forwards info in preparation for ACRS Subcommittee on Safeguards & Se 
curtty 001006 moeling.EncIs withheld (ref 10CFR2 790) 

CLARK.AT. Fuel Cycle Safety Branch fl8/09/27 WARD.DA. KEfifl.W. 
CARROLL,JC ACRS - Advisory Committee on Reactor Safeguards 2pp 47010282- 
47010-264 


Q. Adjudicatory correspondence 

8810030301 Forwards Stale of TN 080830 Itr to NRC & NRC 880922 to to State of 
TN.for Into SER tor licensee applicalions anticipated lo bo publicly availabfo in approx 

6ORDEN1CK*0M Asslaiant General Ctounsal for Hearings #488 7176. 08/09/28 
MARGULIES.M.B , LUEBKE.EA., PARIS.O H Atomic Safety and Ucensing Board 
Panel Opp 46966 028-46966 033 

0010240046 Forwards MH Mobley from State of TN 080929 Hr to NRC not recelvad 
until 081014 NRC wiW address mailers in Hr in SER 

0ORDEN1CK,B M, Assistant General Counsel for Hearings #488 7301. 88/10/17. 
MARGULIESMB , LUEBKE.EA, PARIS,OH Atomic Safely and Ucensing Bw/d 
Panel. 5pp 47164-130 47164-134 

0010200068 Requests addI Info re NRC environ assessments submitted on 830914 for 
uncontosted pfoce0dings,lo complete review of adequacy of M5PA 
assessments Served on 881 018. 

MARGULtES,Ma Atomic Safety and Ucensing Board Panel. #488 7291 80/19/18 
BORDENiCK,B M. Assistant Generai Counsel tor Hearings 4pp 47131 2U- 
47131.214 


0. Advisory Committee on Reactor Safeguards reports A correapondence 

6810030046 Forwards Into In preparation tor ACRS Subcommittee on Safeguards & So- 
curity 081008 meeting Ends withheld (ref 1 0CFR2 790) 

CURK,AT Fuel Cycle Safety Branch* 08/09/27 WARD.D.A , SHEWMON.P O, 
81ESS,CP ACRS • Advisory uommiUee on Reactor Safeguards Spp 47010 263 
47010 264. 


DOCKET STN-50-605 OE ADVANCED BWR DESIGN 


A. Applloatlon/constructlon stage documents A correspondence 


8810030333 Forwards request for addi Info re application for certification of advanced 
8WR design Responses requested by 001 130, 

SCAIETTLOC Standardization & Non-Power Reactor Project Directorate 80/09/26 
MARRIOTT, P.W General Electric Co 26pp 47015.284 47015:309 

0010060008 Summary of 880914 meeting w/QE re postulated ell pump trip for ad- 
vanced BWR design List of attendees & viewgraphs end. 

SCALETTI,D.C Standardization & Non-Power Reactor Project Dlrecforale. 80/09/26. 
MILLER, CL Standardization A Non Power Reactor Projact Directorate. 16pp 
47070 221-47070 235 


DOCKET 55-07657 KOEHLER 


00O03DDO14 Responds tO' 880809 notice of violation & proposed imposition ot civU pen- 
alty in amount of $600. 

KOEHLEfl.C.E Philadelphia Elactric Co. 80/09/19 Ofc of Enforcamanl (PosI 
870413) 4pp. 47010 269 47010 262 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0000 BATTELLE MEMORIAL INSTITUTE, COLUMBUS, OH 


8800280277 Requests addi Info re 880005 application for amend lo License SNM 7,auf- 
thorlzing controlled field studies using up to 3 Cr C-14 labelled compaunds 
ROUSCL C Fuel Cycle Safety Branch 08/09/23, TOY.H L Baflelle Memorial Jf 1 St^ 
lute, Columbus Laboratories Ip 46970,002-46976 002 . 
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DOCKET 70 0025 ROCKWELL INTERNATIONAL COHP , CANOQA PARK, CA 


8010170353 fnrorma lhat organization dascribed In Chapter 4 of 6G0726 rov to radlologi* 
cal conl/ngancy plan Inconsistent w/orqanizatlon descnboct In Licenae SNM -21 Appll- 
callon for Tlcense amend requested wilnin SO days 

BIOINQER^O.H. Division of Industrial & Medical Nuclear Safety {Post B70729) 88/10/ 
13 . PEMLEY.ME Energy Systems Group Ip 47168 053*47166:053 


DOCKET 7<M»38 COMBUSTION ENQINEERJNQ. INC., WINDSOR, CT 

8910170006 PIscuseea progress In constructing new shlpplng/receivang area at Henna- 
encl ^ will be placed In use on or about 881005 Figure illustrating new area 

SCHERER, A E Combusliort Engineering, Inc, 88/09/30. flOUSE.LC Fuel Cvcie 
Safety Branch 3 pp. 471 S4 338 47164 341 ^ 


docket 70-0027 BABCOCK A WILCOX CO., LYNCHBURQ, VA 


6610210445 Requests extension from requirement to conduct physical Inveritorfes every 
2 monlhs^ief 10CFR70 51(o)C3)tl)i speclficallyiphyslcal Inventory scheduled for 
660910 be rosctieduled to 681027 

BOYD.CC Babcock & Wilcox Co 88/09/19 MCCORKLE.G.W Licensing Branch 
2pp 47233, 342-47233‘343 

4609300131 Application for amend to License SNM 42, combining License Conditions 
8 0,7.0 A fl.O w /6 E,7 E & D E & Increasing total amount of Am 241 by 0,01 Cl to 
account for one addi source & deleting License Conditions e,Q,7 Q & 6.0 
BOYD.CC, Babcock & Wilcox Co. 88/09/20. ROUSE,LC Division of Industrial & 
MedJCal Nuclear Safety (Post 870729) 7pp. 47002.304-47002.310. 

6610040221 Forwards summary of 880607 mgl meeling w/Q&W re Insp Rept 70 0027/ 
89-24 concerning activillos authorized for facility. Meeting beneficial & provided for 
better understanding of Issues discussed 

grace. J.N. Region 2, Ofc of the Director. 86/09/20. TetRAULT,R.E. Babcock & 
Wilcox Co S 8 pp, 47030:344-47039 011, 

4610120292 Forwards Insp Rent 70 0027/68-23 on 680806-12 A notice of 
vkiladonsAddi violations not cited since criteria for calegorizatlan of licensee-identified 
a dons met 

STOHR.J.P. Region 2, Ofc of the Director 88/09/23. TETRAULT,R.E. Babcock & 
Wilcox Co 2pp 47113:067*47113:088. 

-4610t20295 Notice of violation from Insp on 800606-1 2, Vlofallons noted, licensee 
failed lo meet requirement for licensed matl A evaluations of personnel exposed to 
airborne radioactive concentrations Inadequate 

STOKR.J.P. Region 2, Ofc of the Director 88/09/23. 3pp 47113:069-47113:071. 

'•4410120296 Insp Rept 70 0027/B8*23 on BflOBOa- 1 2, Violations noted, Major areas 
Insoecled'.facUlty radiation protection programs, including staff 
oraanixaticn, training, radioactive contamination control A Infernal exposure evaluation. 
KUZO.Q 0 . NOSEY, C M. Region 2, Ofc of the DIreclor. 88/09/20. 17pp. 47113:072- 
47113.088. 

9810199042 Notification of 680930 meeting w/BAW to discuss Implementation of new 
amervJs covering decommissioning. 

LOYSEN.P Fuel Cycle Safety Branch 86/09/26, BYKOSKf.L.M Fuel Cycle Safety 
Branch Ip 47006.001-47086 001. 

9910120374 Documonis 080927 conversation between RW Carson A EJ McAlpIne re U 
removal from U recovery facility prior to resumption of operations.U removal accepta- 
bte aa specified In end. 

GRACE J.N. Region 2. Ofc of Ihe Director 88/06/29, TETRAULT»R E Baboock A 
Wilcox (5o. 2pp. 47113.045-47113.040. 

M 10100067 Grants 680816 A 0919 requoals for delay In starting date for physical In- 
venLoiy until 8BlD27,pef 880816 A 0919 iirs, 

6 URNETT.R.P. Division of Safeguards A Transportation (Post 6704 1 3), ea/09/30, 
BOyD,CC. Babcock A Wilcox Co Ip, 47084:180 47084:180. 

4810120409 Forwards InsP Rept 70 0027/66-28 on 86080 1-0909. Violations noted No 
notice of violation Issued.Vlolatlons described In end Insp rept considered further ex- 
arrples of violation Identified In Inap Rept 70'0027/6a-l8. 

QRACE.J.N. Region 2 , Ofc of the Director. 88/00/30. TETRAULT,R.E. Babcock A 
Wilcox Co 2pp. 47113:001-47113,008, 

HB8 101204 10 Insp Rept 70-0027/60-26 on 86080 1-0909, Viol a lions noted. Major areas 
Inspected. nuclear criticality safety findings A facility operations, radiation proiecllen A 
physical protection. 

LeE.T.O,, MCALPINE, E.J. Region 2 , Ofo ol the Dlroolor. 88/09/28, 6 pp. 47113:003- 
47113 006, 

8910240234 Forwards revised FNMCP plan for approval addressing concerns ad- 
dressed In GW McCorkle 880526 ltr,per 10GFR74.60.Plan withheld, 
aOVO»C.C, Babcock A Wilcox Co, 80/09/30. SMITH, C.N. Division of Safeguards A 
Transpoflalion (Post 870413) 2 pp. 47264'263-47264:264. 

4410210267 Forwards revs to physical security plan for review A approval Revs withheld 
(ret 10CFR9.B(a)(i)). 

BOYD.C.C. Babcock A Wilcox Co. 68/10/06. SMITH,C.N. Licensing Branch 2pp. 
47231:339-47231:340 f 

4410219093 Forwards Amend 16 lo License SNM-42>5ER A categorical 
exclusion, Amend Incorporates revised possession limits for Americium A Neptunium. 
ROUSEIC. Fuel Cycle Safety Branch 88/10/07. BOYO,CC. Babcock A Wiroox Co. 
Ip. 47230,266-47230,260. 

-4410211X196 Amend 16 to License SNM -4 2, Incorporating revised possession limits for 
Americium A Neptunium. 

ROU 8 E.L C Fuel Cycle Safety Branch, 88/10/07. 3pp. 47230:266-47230:256. 

-4610210100 SER supporting Amend 16 to license SNM-42. 

SOONQ,S., BIDINQER,G.H. Fuel Cycle Safety Branch, 88/10/07. Ip. 47230:260- 
47230 259. 


Securily Insp Rept 70 0038/88-02 on 860913-14 (ref 

10CFR2 790).Vioraliona noted 

MALLETTiSS. Region 3, Ofc of the Director 88/10/06 LtCHTENBERGER Corribus- 
llon Engineering, Inc 2 pp. 47118'276-47118.280 

-8810120373 Physical Socunty Insp Rept 70 0038/88-02 on 880913-14. Vlotalions 
noted sufvellrance checks of areas storing SNM not performed at frequency required 
^ security plan Delatls withheld freflOCFR 2, 790) s j h 

PjRTLE.QL,, CREED, JR. Region 3, Ofc of the Director 88/10/06 1p 47118.280- 


® Llcer>ao SNM 3 3, permitting storage of Ifoensed matl 
In 81^266, SER A calagorical exclusion, 

flOUSE.LC. Fuel Cycia Safety Branch 88/10/ 14 MCQILL,P.L. Combustion Enofneer- 
)ng, Inc. 1 p. 47236:081-47236 0B9. 


-8810210011 Amend 9 to License SNM 33 for C E,lnc,aulhorjzing use ol 8,000 kg con- 
tained U enriched lo max 5 weight % In U 235 Isotope 
ROUSE, LC Fuel Cycle Safety Branch 88/10/14. 6 pp 47236 002 47236 086 


-“8410219013 SER supporilng 68101 1 application for amend to License SNM-33 re stor- 
age In facility addition (Bl^ 2581 

MGCAUQHEV.DA Fuel Cycle Safety Branch 88/10/13 2 pp. 47238 087-47 23 6’ 089 


-8810210014 Advises that use of new facility will not adversely affect public health A 
safely or ©nvlron.per 881011 request 
ROUS 
47236 


E.LC Fuel Cycle Safety Branch 88 / 10 / 14 , Fuel Cycle Safely Branch Ip 
089 47236089. ^ 


DOCKET 70-0136 BABCOCK A WILCOX CO., APOLLO, PA 

8810030409 Fewards response to 880014 Hr re A Boarts property located In dose 
proximity lo PAW lacilitles.Licensee aware ol contamlnaflon beyond BAW property line 
on Sanford Lumber A Metal Svcs Co properties, 

BELLAMY,R,R. Region 1 ^ Ofo of the Director. 68/09/21 HUTCHISON, J W. Apollo, 
PA 4pp 47004 009 47004:012 

4410100042 Nolificatlon of 680930 rrieellng w/0AW 10 discuss Implemenlation of new 
amends covering decommissioning. 

LOVSEN.P, Fuel Cycle Safety Branch 88/09/26. BYKOSKI.L M. Fuel Cycle Safety 
Branch. Ip 4708 e:(/ 0 l- 47066 ' 001 . 


DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN» TN 

6410240612 Ffnal response lo FOIA request for records. Forwards App T document Info 
partially withheld fret FOIA Exemption 3). 

GRIMSLEY,0,H. NRG - No Detailed Affiliation Given 86/09/30. CONNOR, L Doc- 
Search Associates, Spp 47210:221-47211^027, 

«-04 10290519 Partially withheld Itr responding to 880726 request for specific Info re Nu- 
clear Fuel Svc 8 ,lno,facility In ErwIn.TN. Rolaled Info end 

ZECH.LW. Commissioners. 66/09/10. MARK BY, 5 J, House of Rep., Energy A Com- 
merce. lOOpp, 47210-224-4721 1.027. 

4405190330 Forwards comments A questions from review of new FNMCP submitted w/ 
060121 Itf.Planrove anilcipated byJul 1966. 

BRACH,e.W, Llcenslog Branch. 8^05/13. HENSLEY.K.D Nuclear Fuel Services, Inc. 
(subs, of Getty CHI Co) 2 pp. 47026:174 4702S.176. 

0010140230 Advises that licensee plans to send financial siateirieni to NRG for 1088 by 
890430. 

FERGUSON, D.B. Nuclear Fuel Services, loo. (subs, of Getty Oil Co), 68/09/26 
ROUSE, LC. Fuel Cycle Safety Branch. Ip. 47147:034-47147 035. 

4010110342 Notifies of Inlant 10 remove current escrow agent A replace w/ 
NCNB.NCNB 19B7 annual end. 

FERGUSON ,D.B. Nuclear ^el Services^ I no (subs, of Geity Oil Co.). 86/09/27. 
ROUSE, L-C. Fuel Cycle Safety Brarwh 2 pp. 471 10;2B5-471 10:359. 

-4410110344 "NCNB Corp,1067 Annual Repi 
MCCOLL.H.L Nuclear Fuel Services^ lno. (subs, of Geity Oil (Jo.) 87/12/31, 81pp. 
471 10:287'471 10.350. 

0010110332 Responds to 660218 request re annual radiological emergency exercise on 
881116 Scope of exercise s^ll Include radiological accident complicated w/radlolso- 
lope contaminated Inlurtes, 

LuNQ,J.A. Nuclear Fuel Servteas, Inc. (subs, of Qelty Oil Co.). 68/09/29 STOHR,J.P. 
Region 2, Ofo of the Director. 3pp. 47107:017-47107.010. 

8510210244 Forwards quarierly rept on status of decommissioning activities that will be 
undertaken between Jan 1988 A Deo leOO.Info contained In rapt presented to NRC at 
Pond Remedial Proiect Update Meeting on 660926. 

LONG,J.A. Nuclear Fuel Services, lno. (subs, of Getty Oil Co.). 68/10/12. ROUSE^LC. 
Fuel (^cle Safety Branch. 17pp. 47241:114-47241:130. 


-4410210104 Advises lhat neither EfS nor environ assessment required re amend to 
Ucense SNM*42,changlng possession llmlls to refleol Inventory present at facilfty. 
ROUSE, LC Fuel Cycle Safety Branch 68/10/07. Fuel Cycle Safety Branw, Ip. 
47230.240 47230:260. 


4410190204 Ack receipt of 600927 Hr re licensee Intent to replace current escrow agent 
w/North Carolina Natl Bank-Notlfioation satisfies License Condlilon 66 . 

ROUSE»LC. Fuel Cycle Safety Branch. 8&/16/14. FERQUSON,OB. Nuclear Friet 
Servlcea, lno. [eubs, of Getty Oil Co.) ip. 47191,204 47161:204. 
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OOCKET /(WtSJ PURDUE UHIV . WEST LAFAYETTE, IN 

Purdue Uoiv B8080I request lo amend License SNM'142 to 
permit movement oM 9 Pi/ 239 ^asie trom phamiacy bWg Vo «rwgfrtvttw«va 
Wdo Ne*t seointy plan rev should ihcSude pharm^dy t>Wg & drawing Of bfdo 
GALLEGOS ft C bcensirig Bratvch ^f(!9/20 TINlG.P Licensing Sfanch Ip 
46992 349 46992 349 


POCKET 7(M)364 8ABCOCK « WUCOX CO , APOlLO, PA 


« 10^30409 Forwards response to fis06l4 tfr re A Soads property focated in ofose 
proxifftity Vo L«iet\aee aware o( contaminaliorv beyond 8&W property Ime 

CO Sanford Lumber & Wefal Svos Co properties 

aELUAMY.Ftfl Region 1. Ofc of the threclor 88/09/21 HUtCH\SOI 4.J>W ApoWo. 
PA 4pp 47004 009-47004 0|2 

S3 10060220 Revised aPolication for amend to License SNM4U conslsbr^ t»1 levisOd 
pages of License Spec Section M re trailer storage aiea.SNW waale slorege areas^ftu 
plant & hiph enoched U fuels Ucrtity 

CUUBEflSQNPG Babcock « Wifcox Co 88/09/21 ROUSE, LC Fuel Cycle Safety 
Eianch t3pp 47066 035 47066 049 

8310100067 FoAve/ds piap of SAW Appolo facilities illustrating soil chafactensivcs of 
SJtejn response {o 880909 request Adai info located In IPDH at Apollo Memoriaf U 
brary 

CUtLlMGHAM»R E D^wsiqo o( Industrial & Medical Nuclear Safely (Post B70729) 80/ 
09/23 NEWKOUSE.P Affiliation Not Assigned 3pp 47081 196-47081,188 

$810100042 Nofirication of H 8 O 930 meeting w/B&VV to discuss impfementaflon of new 
amends covennn Oecommvssiof^nQ 

LOYSEN P Fuel Cycfe Safety B/ancfl 88/09/26 BVKOSKI.L M Fuel Cycle Safety 
firancfl fp 47086001 47086001 


8810210002 Forwards Amend 5 to License SNM*4 14, authorizing decontaminalJonyfnafnl 
8 stoi^ of reactor msp sys in metals & hatmum complex at facility 

ROUSCLC Fuel Cycle Safety Branch 88/ 10/17 CuUBEftSON.06 Babcock & 
Wifcox Co 2 pp 47241 074'47241 102 

Amend 5 to License SNM-414,eutlvxizlrxj use of [ess Ihari 450 Q Pu,tes8 
than 700 g U-235 4 100,000 kg depleted or nature! u for speciTied purposes at slaleO 
focdaons 

ROUSE.LC Fuel Cycle Safety Branch 88/10/17 22pp. 47241 076 47241 097 

•^8610210005 SER re storage & maint of automated reactor fnsp sy? In metals & hafni- 
rweded to accommodate revised license activittes 
SWIFT. JJ Office of Nuclear Matenaf Safety & 
Safe9uariis.0ifecl0f 88/10/17 3pp 47241 098-4724 VlOO 

Amoves proposed licenaing action eligibility for categorical exclusion 
assessment or ElS.per 10CFR51 2 m 

4^0M724n^2^ ® 


OOCKET 704)371 UKC NAVAL PRODUCTS, INC, UNCASVILLCa CT 




DOCKET 70.0887 CINTICHEM, INC, TUXEOO, NY 


& rKommendalions cooteJnau » low RsbI 

W(^OYEfiN,JJ On<K#«;n,(rK! 

fle9»nl.0tcoiui«0ir«lix aopp 470IS13T-»7jr5l'M ' “ MARTIM.TT. 

**l?N%SlS «?«*'*'» 50.0S4/mj & 70-0«a7/M-06 on SBOEoe- 

47M7 ^^OVeftNM Cloffchom. 

No.VK-laEon, 




IRpP 470S7.StG' 


w^wovlaion, 

^‘■^<7 MCGOVEBNJJ Cmtichem, 


OOCKET I(M)7M OA TECHHOLOQIES. IHC, 8AH DlEQO, CA 

WOE^SO <>t Ataaa Bi I 03 lo unnslikted uso , , 

B AMOcalod UnA"* SBMja fis !ia* “ Pancfing live 



"*«. P^nrfing fav 


•^88102404 1 1 Forwards adminiBlralivo foe associntod vv/U80tJ22 request lo releasd 
approx 18 acres for unresuictod uso 

ASWUSSEW,KE Gpnoral Afomics (formerly QA TochnoloniQs, Inc /Qenoral Atomic? 
Co) €$/09/20 ftOl/Se.LC Fuel Cyplo SaMy Branch ip l7203'32l-472eG82<, 

8810110319 Forwards Arv,ond 12 (o (iconeo SNM 696,ooiliorlzing rdloaao for ur>re strict- 
ed use of approK 18 acres 8 adding r:Jato ol 000022 to LIconeo COndUloO Q.EvaVu^boni 
rept also end! 

ROUSG.UC Fuel Cycle Safety Branch 00/10/03 ASMUSSEN.K B Qonoral Atomtei 
(fornierfy GA Technologies, Inc /Ctanoral Atomic Co j 1p A71CBG1S- 

-8B10M0828 Arevead 12 to Llconso SNM 606, authorizing rofeaso for urtroslrloiod U 8 a cl 
BppfOK 1 B acres & adding date of B80fi22 (o tlcanso Condition 0 
ROUSE, L C, Division of Industrial A Medical Nucloar Safety (Poal 070729) 03/1 9/D3 
5pp 47109,307 47109 at 1 

■^8810110326 Evaluated 800622 application for amend to Liconao 8NM 600, aulhodung 
release lor unreahiclod uso at approx 16 ocros Rcccmnvaivia that approx 16 
acres, deaignafed as Areas Bi & 03. po rofoRSod lor Vjmoainciecl uso 
SHUM.EY. awiFT.jJ Fuel Gyclo Safoty Branch 08/10/03 Tuol Cycfo Safety 
Branch 3pp 47109 312-47109 314. 

-8810110326 Dlscussos catogorical exclusion for liconsoo 060022 eppBcahOF. foi 
amend to Liconso sNM BOS.auihonzino foloaso ol apwoK 1 ft acres lot uiuosLnc^ed 
use No environ assessment nor EIS wsrranlod.per 10GFR61.22(cl7l ij. 

ROUSE.LvC Fuq) cycio Safoty Branch 00/10/03 Fuel Oyclo Satoiy Branch- 
47109 316 4710D31 5, 

‘'8810110330 Dlsci/sses confirmatory survey of Pfiaso IV do Comm is Btonlnp aciWiHSea %\ 
GA Co Oh 8 B(iB 2 ft .29 Occootawlnafion offorla by ifeonsoo have boon ©fjTocJfv'e In 
meeting radrofogicai conditions establishod for roluaso of silo tor uso 
BERGER,JO Oak Ridge Associated Uhiva 68/00/28 ROUSE, L,C Division CiUrvSu®. 
trial & Metfical Nuclaar Safety (Post 070729) 1 p, 47 1 00,3 1 6-47 10 g -3 1 a , 


DOCKET 7Q.Q824 0ABCOCK & WILCOX CO., LYNCHBURQ, VA 


881004033S Forwards Ihsp Repi 70 0624/00 08 on 600912*14 & noflco of viotfl’tVon 
CUNE.WsC Peqion 2 » Ofc of tho Dfrocior 00/09/22. TRENT, LK Bflbcoqk A VViloox 
Co, 2 pp 47036 300 4 7036 300 


-881004Q:aa9 Holice of Vlolal/on from irrsp on 00091 2* 14. Viola tio/i« noted individual 
fisfea on authorized users list had not rocolvod passing nrade on wriltpn o^am adrrSrr 
IslererJ on 000426 

CUNE.W 6 Region 2 , Ofc of tho Director. 00/09/22, 2 pp. 47030 302*47030 30D. 


>-8810<l40042 Insp Repl 70 0024/00 06 on Q0OQ15-1 4 Violations notodMalot fi/eas 
controls, training, nuefoar Critical) ty safoty .oporaiiofifl roWow A malnl 
47^6004^703^30^ ^^'^'^ Rogloh P, Ole Ol the blroctoT 


OOCKET 70*1068 FLORIDA, UNIV. OF, QAINESVlLLE> FL 

lo Liconso SNM-IOSO.oxtondlno oxpUftllon dale 4 
months Oefays experienced fn socurlng all oauipmonl & suppllaa noodod tor NOE 
fuel pins, 

Florida. Univ. of. Gnfnosvilfo, FL. 08/00/31 Otiico of Mucltxaf 1^* 
(emt Safofy 4 5areQuard8,01raclor. 6pp. 47002 297 47002’D02, 

'® SSPSi?®" ‘•loonso SNM.106Q,o*l«A(Itno oxnimwn d«w 
«5W8M331.i)oflteonsea 680831 appIteallonSEnonct 

OO^lO/l'* CRI8En.M. Florida, Unh-. of. 

Gwneavilte» FL 2pp 47254*169 47254 105 

SNM*t050, OKtervdlfvg e>pl- 

f^oliiled 10CFR70 end 

1^^4^71^4725^95®'^ 6B/ 10/13. 26pp. 

DOCKETro-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 

®®?en?ee S!'' discusalnp NRC undOfsIandJng of aclloni B- 

. DREWERaS.T Combustion 


V watumussos noioo in jnsp? re 

0^0900 & 09 tolcons 

FriinSiln Dfrocior. 08/00/09. 

EngineeringJnc 3pp, 46990'131 * 460981 03 , 


^ violations noted In Inap Hopt 70-1100/60' 

eELLAMV.Rn. Ratfoo 1 . 

“w^IlL O?.” tor Jut 1B88 -Juno IBM 

0REWEn,s.T. 

J“"° teOECalogory 3 a$> 

**noted’fri*rf,ta R^T^flOO totormtnq NRC ol slops laksn to corrael vtotoUdna 

MCQILL,P.I, Comboanon Ed- 

NRC of steps taken to correct vrolauons 
86/09/28, McQlLL,P L Combustion Eo- 
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6610120105 Forwards fao for 680923 roquost for extension to 30 day reporting require* 
meni for SNM receipt Insp meaBurement data 

SCHERER, A E Combustion Engineering, Inc 68/09/30, MCDONAID.W.G Office of 
Admlolslratlon & Resources Managenrient. Director (Post 070413) ip, 47133.33S- 
47133335 

88101 10340 AcK receipt of 660427 application for renewal of License SNM 1087. 
MCCAUQHEY.DA Fuel Cycle Safety Branch 88/10/04 MCQILL.PL Combustion 
Engineering, loc Ip 47109 261-47109.261 


8610310270 Advises that 8B1001 Rev 13 to commorclaf nucfear fuel physical securf 
W plan conslslem w/provislons of 10CFR70 32(a) & acceptable Plan withheld (ref 
10CFa73.21|[ 

CLINE*WE Region 2, Ofc of the Director. 86/10/17 LOCH, 6 P Wasllnahousa EleC' 
trie Corp. Ip. 47232 039 47232 039 


DOCKET 70-1201 BABCOCK & WILCOX CO„ LYNCHBURQ, VA 


8610140131 EN-88-082 on 881 007, notice of violation & proposed Imposition of civil pen- 
alty In amount of $12,500 will be Issued, based on failure to perform adequate facility 
surveys & failure to wear gloves when hendling contaminated mail 
FLACKE, UEBERMAN,J Ofc of Enforcement (Post 870413). 08/10/04 Ip, 
471 38 >002-47 138-092 

DOCKET 70-1113 GENERAL ELECTRIC CO., WILMINQTOfi, NC 

6610210490 "Semiannual Effluent Rept,Jan-Juno 1988 (QE Fiscal Wks 01-26J" W/ 
800927 Hr 

WINSLOW, T.P General Electric Co. 88/06/30, 2pp 47232,058-47232 059 

8610100022 Advises that NRG team insp of matl control & accounting program sched- 
uled for 680026-30. List Of team members end 

CUNEtWE, Region 2, Ofc of the OIroctor 08/09/19 LE6S,E.A General Elociric Co. 
3pp 47064,130 47084.141. 

6610210276 Forwards rev to design Info questionnaire End withhold (ref 10CFR2.790). 
WINSLOW, TP General Electrlo Co. OB/09/23 SMITH, CN. Uconsing Branch 2pp, 
47230 203-47230.204. 

6810240177 Forwards revs to Chapters 3 & 5 to FNMCP for facilily (n 
Wilmlnglon,NC Revs withheld (rol 10CFR2 790(d)). 

WINSLOW, T.P, General Electric Co. 88/09/23. GRACE, J N. Region 2, Ofc of (he 01 
rector Ip 47264 314-47254‘314. 

« 

88 100701 26 Forwards Safeguards Insp Rept 70 1113/80-12 on 680822-26 & rrallca of 
vfolalfen.W/o notice of violation. 

CLINe,W E Region 2, Ofc of the Director 06/00/28. LEES.E A. General Electric Co. 
2pp. 47072:226-47072.226. 

-881007C130 Partially withheld Insp Rept 70-1113/86-12 on 860622-26 Viofetiona 
noted Major areas Inspected export shipments & measuremonls, 

BATES, J.W , SEYMOUR, D.A., MCALPlNE.G.J. Region 2, Ofc of Iho Director. 80/09/ 
28 Ip, 47O72'220 47072-220. 


6B10040349 Forwards Insp flap! 701201/88 10 on 880915-16 No violations or devi- 
aliona noted. 

CLINE.W E Region 2, Ofc of Ihe Director. 88/09/22 ALTO.R A B&W Fuel Co 2Dn 
47026-129 47026.134 

-8010040355 Insp Repl 70-1201/88-10 on 080915 16 No violations or deviations 
noted.Major areas inspected mgt conlrols, nuclear cnticallty safely, plant 

operations, training & followup on operational safety assessment 
TROUP.GL, MCALPfNE.EJ, Region 2, Ofc of Ihe Director 88/09/22 4pp 
47026-131 47028.134. 

8010100042 Notification of 880930 meeting w/B&W lo discuss implementation of now 
amends covering decommisaioning. 

LOYSEN.P Fuel C^cle Safety Branch. 68/09/26. BYKOSKI.L M Fuel Cycfa Safely 
Branch. Ip. 47066.001-47086 001. ' 

0610130104 Forwards Insp Repl 70-1201/88 00 on 680906-09 No violations or devi 
ations noted 

CLINE, W.E Region 2, Ofc of Ihe Director. 80/09/28 ALTO.R A Babcock & Wilcox 
Co. 2pp 47135:123.47130.125 

-8010130107 Parllally withheld Insp Repl 70-1201/80 09 on 880006-09 (ref 
10CFn2,790(d) & 73.21) No vlolafioaa or deviations noted Walor areas 
(nspected measuremsnts & matl control A accountability assessmani, 

SEVMOLIfl,OA, MCALPINE.FJ, Region 2, Ofc of the Director 86/09/28. Ip, 
47f35;126.47135't26. ^ 


DOCKET 70-1306 GENERAL ELECTRIC CO,, SAN JOSE, CA 

6010130299 Informs of fuel in storage at GE Morris oporatfon at end of Third Quarter 
1963. 

8CHMID,S.P. General Elaclijc Co, 80/10/04 ROBERTS ,J P NRC - No Oeiailed Affili- 
ation Given 2pp. 47136:176-47138.177 


DOCKET 70-1161 WESTINQH0U8E ELECTRIC CORP., COLUMBIA. SC 

6010110216 Forwards Insp Ropt 70 1161/80-10 on $807 18-21, No violations or devi- 
aliens noted, 

CUNE.W.E. Region 2, Ofc of (ho Dirodor. 68/06/30, LOCH, E.p. Wesllnghouse Elec- 
tric Corp, 3pp 47111:301 47111:303 

-6010110219 Parllally withheld Insp Rept 70-1161/86-10 on 860716-21 (ref 
1OCFR2.70O A 73 2i).No violadons or deviations noted Areas inspected reactive fol- 
lowup to liconsoo reported loss of SNM & Internal control programs 
TODD.G A, MCALPlNE.EJ. Region 2. Ofc of the Director 88/08/26. ip. 47111.303- 
471IV.m 

0600230106 Ack receipt of 660631 Hr Informing NRC of stops taken to correct violations 
noted In Insp Root 70-1161/86 OD.Response meota requlremonta of 10CFR2.201. 
CUNE.W.E. Region 2, Ofo of the Dlreolor. 06/00/1 6. l(XH,E P. WosUnghouse Elec- 
tric Corp 1p 46944'364-46944:354 

8810040906 Forwards Insp Rept 70-1161/60-11 on O6O022-26.No violations or devi- 
ations noted. 

CUNE.W.E. Region 2, Ofc of the Director. 86/00/20. LOCH.E.P. Wesllnghouse Elec- 
tric Corp. 2pp. 47038-248-47036.266. 

^610040309 Insp Rept 70-1151/68-11 on 860622'26.No violations or deviations 
noted Major areas Inspeclad.mgt controls, I raining .nuclear criticality safety, operations 
review A brovlously Identified violations & followup items. 

TflOUP.GL, MCALPINE,EJ Region 2. Ofo of Iho Director. 80/09/20. 0pp. 
47030.248-47030:265 

8810080253 Forwards corrected U-238 liquid effluent Isotope section lo "Semfennual 
Eflfuenl Monitoring Rept for Jan-Juno 1983 '* 

FISCHER.R E Wostinghouse Electric Corp. 66/09/26. NRC - No Dolalled Affiliation 
Given Ip. 47070: 1 4 1 -47070: 1 4 1 . 

8810080258 Corrected "Effluent Monitoring Rept for Jan-June 1963" re quanlllloa of ra- 
diortuclidos released lo unrestricted area 

Q(DOOWiN,W.L Wesllnghouse Electric Corp B0/O9/26, NRO . No Delalfed Affllialfon 
Gtvan. Ip. 47070.142 47070'142. 

8010100111 Forwards Insp Ropt 70*1 161/60-12 on 80O02O-O9O2 No violations or devi- 
ations iV3te<l. 

COLLINS, DM. Region 2, Ofc of the Director. 08/09/26 LOCH.E.P. Weetinghouse 
Electric Corp. 2pp. 47084:290-47084:207. 

-8010100116 Insp Rept 70 1151/06-12 on 8008 2 9-0902. No violations or deviations 
noted. Major areas inspeoted.rad(ologlcal liquid & gasoous affiuonts, radiological envi- 
ron monitoring & QC, 

MARSTON.RR, KAHLE.JB. Region 2, Ofo of the Director. 88/09/23 epp. 
47004^292 47O04'297 

8110210279 Forwards summary of changes lo plant design Info questionnaire a/or re- 
sponses to requirements of facility attach me nkprevlou sly transmitted as concise 
holes.dunng Jui-Sepi 1986 W/q end, 

NARDI,AJ. Westlnghouse Electric Corp 66/10/01. SMITH, CN Ucensfng Branch. 
2pp 47233.1 16-47233'1 17 

80(0240173 Forwards updated fundamental nuclear matl control plan End wilhhefd (ref 
10GFn2.790(d)). 

NARDI,A,J. Westinghouso Eleotfio Corp. 60/10/01. STOHR.JP Region 2, Ofo of the 
Director. Ip. 4726g’26g 47269,209. 


DOCKET 70-1718 SHADYSlOE H08P., PITTSBURGH, PA 

8010180086 Final response to fOIA roqueai fpr documenta re Insps ■& operational 
safety reviews Forwards App A & B documenle Oocumanls also availabta in POR App 
8 documents partially withheld (ref FOIA Exomptions 6 &. 7), 

QHIMSLEY.dK NRC • No Oatalled Affilfallon Given. 80/09/16 FELTON, J.M Nuclear 
Licensing Reports 6pp, 47102*116-47102:246. 

-8010180101 Parllally withheld memo forwarding background info for 800729 enforce- 
ment conlerance w/Sliadyalde Hosp re violations noted during 870415 Insp & false 
stalemenl made In Itr 

JOYNER, J.H. Region 1. Ofc of the Director. 60/07/22 RUSSELUW.T. Region 1, Ofo 
of the Director. 2pp 47102.244^47102.245. 

-0810180100 Notification of meeting on 680729 in Region I ofc w/ Shadyside Hosp lo 
discuss fn^ 70-1716/67 01 findings, including false aktoment. 

GLENN, JE Rogion 1, Ofo of the Director, 80/07/21. Region 1, Oto of the Director. 
Ip. 47102:246-47102*246. 


DOCKET 70-2910 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

0610190480 Application for renewal of License SNM- 1861 .extending license for addi 5 
yrs until 9310!j1 or upon conversion of CP PR-91 to OL 

GRIDLEY^R. Tennessee Valley Authority. 66/09/26 Document Control Branch (Docu- 
ment Control Desk). 3pp 47108.078-47106.000. 

8010240047 Forwards applicatlo-n for amend to fuel storage physical security plan End 
withhold (rat 10CFR73.21,2 790 & 0 1 9), 

ORIDLEt.R Tennessee Valley Authority^ 86/19/03 Document Control Branch (Doctr 
ment Control Desk). 2pp. 47257: 145-47257; 146. 


DOCKET 70-3928 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8810240047 Forwards application for amend (o fuel storage physical security plan End 
withhold (raf 10CFR73.Z1,2.790 & 9 10). 

QRIDIEViR, Tennessee Valley Authority. 68/10/03. Document Control Branch (Docu 
ment Control Desk). 2pp. 47267:145-47257:146. 


DOCKET 70-3018 HOUSTON LIGHTINQ A POWER CO., HOUSTON, TX 

0810140211 Forwards Amend 1 to License SNM -1983, authorizing storage of now fuel In 
spent fuel racks, per 800405 applicaflon. Condition 1 1 wltlch prohibited Btorage delet- 

ROUSE.LC. Fuel Cycle Safety Branch. 86/10/07 VAUQHN.G.E Houston Lighting & 
Power Co, 3pp. 471 47,232-4 7 147:240. 

*-8810140214 Amend 1 lo License SNM-1903 (or Houston Lighting & Power, authorizing 
Storage of new fuel In spent fuel racks 

ROUSE.LO. Division of Industrial A Medical Nuclear Safety (Post 670720). 86/10/07. 
2pp. 47147:235-47147.238. 

-8810140218 Safety evaluallon supporting Amend 1 to License SNM-19B3 
MCOAUGHEY,O.A„ 0IDINGER,GH. Fuel Cycle Safely Branch. 80/10/07. 2pp 
47147:237-47i47:23a. 
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Hia 10140218 Grants categorical exclusion amend to License SNM>1983, authonzing 
storage of fuet assemblies tn spent fuel racks Neither BS nor environ assfissmenl 

Fuel Cycle Safety Branch 88/10/07 Fuel Cycle Safely Branch Ip 
47147239-^7147 239 


-1810140219 Supports utl 880308 requesl to inc/ease capacity of spent fuel pool 
throu^ use of high density storage racks Corrective actions re proposed suivelltance 
program for rr.onrtonng boraflex in spent fuel pool recommended 
DiCKGF Protect Directorate IV 88/10/05 GOLDBERG, JH Houston Ughling & 
Power Co 1p 47147 240-47147 240 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT 
AND TRANSPORTATION OF RADIOACTIVE MATERIAL 
UNDER CERTAIN CONDITIONS 


DOCKET TVOeei MISSOURI, UN(V. OF» ROLLA, MO 

8810210148 Fotv/arda aamplo QA program to assist In preparing accepiabfe <U 
program, per 880907 Ur & 880920 tolcon ExompI guanlitlos of (isslla matl musl be 
than 1 5 g 

MACDONALD, CE Transporlalion Branch 80/10/13 BOUON.AE, Missouri, UnN of. 
Holla, MO 7pp 47237*346-47237.351. 


DOCKET 71-0662 BARNETT INDUSTRIAL X-RAY 

6610130189 Pequasts review of end 10CFR71 QA program ro shipping & rocdWH) 
radiographic exposure devlcoa Foe paid 

BARNETT.R Barnett Industrial X Ray. 80/09/08, Office of Nuclear MftfeTlfil Safety & 
Safeguards, Director, lipp 47164 325 47164:335 

DOCKET 71-0063 FMC CbRP. 


DOCKET 71-0501 SCIENTIFIC INSPECTION TECHNOLOQY, INC 

6610060342 Advises that QA program approval for radioactive matl Package 0501 ex- 
ptfed on 680731 Qeaerd licenses of Subparl C of 10CFR71 to transport or deliver fi 
censed matl to earner for transport ternunated,due to invalid QA program approval 
MACOONALD.CE Transportation Branch 88/10/03 COX,DL Scientific Inspection 
Technology, inc Ip 47074 238 47074 238 


6609290019 Forwards ''nadlotlon Safety Manual" for approval rac;uoa1s rogIstreCiork 
as user of containers stated In menuaLFoo paid 

SCHMAU,S FMC Goep 88/00/23 MACDONALaC, Office of Nuclosr MatwiSl 
Safety & Safeguards, Director. 2pp 46986,280-46087.080, 

-8609290022 "FMC Cofp Naval Sys DIv Radiation Safely Manual " 

FOCHT.R J. FMC Corp 88/07/12 lOOpp 40006 282 46G87 080 


DOCKET 71-0503 PENN INSPECTION CO 


6609290324 Advises that QA program approval for radioactive mall package 0503 ex- 
pires on 601031 Renewal must be requested within 30 days of expiration If renewal 
net desired.NRC should be so notified 

MACDONALD, CE Transportation Branch 88/09/20, Penn InspecOon Co Ip 
46994 276-46994 276 

6610180216 Applicaiion for renewal of QA program approval for radioactive matl 

R ackace 0503 Fee paid 

1XON.E Penn Inspection Co 88/10/04 NRC - No Detailed Affiliahon Gwen 12pp 
47172337 47172 349 ^ 


DOCKET 71-5596 MODEL: LAM ORNL URANIUM SHIELDED CASK, ENEROY, 
DEPT. OF 

6610040412 Roquests canceffatlon of NRG Corilllcalo of Compliance 8595 for Model 
L8M 

MAUCK.C.J energy, Dept of. 00/09/16. MACDONALD.C E, Transportflllon Brsncfi 
2pp 47029108 47029*1 09 

8610160096 Notification of cancellation of Cortlflcaio of Complfanco 5505 for Models L 
& M.par 600916 request 

MACbONAlO.C E Transportallon Branch 88/10/06 MCCALUUM.E. Tnorgy. Diipl of 
tp.47175*t25-47176-l25. 


DOCKET 71-0504 TEXAS UTILITY GENERATING CO. 

8809290326 Advises that QA program approval for radioactive mail package, 0504 ex- 
p«es on 881031 Renewal mustlw requested withir> 30 days of expiration If renewal 
not desired, NR C should be so nobfied 

MACDONALD, C E, Transportation Branch 88/09/20 TU Electnc (formerly Texas Ubil 
bes Generabng Co ) ip 46992 380-46992360 

tXWKET 71-0605 SOUTHWEST RESEARCH INSTITUTE 

program for radioacUve matl 

CADENA.OQ Southwest Research Institute 88/09/01 MACOONALD.C E. Transpor- 
tation Branch 2pp 46978068-46978069 

.W*.” radyad/ve mall packam. 0505, Rev i 

MACTONALD.CE Transpoftabon Branch 88/ 10/1 3 CADENA.D ^uihwesl Re- 
search fnibhrie Ip 4723026147230 262 ouumwesi ne 

ulrnXw approval for racCoactrye matl package 0505, Rev 1 

MACDONALD.CE Transportation Branch 88/10/13 Ip 47130 282-47230262 

DOCKET 71-0506 BABCOCK A WILCOX CO. 

“(s/hLwI) pfrf S'™ 

^ Transportation Branch 2pp, 

"ASJSrt’nJSSr* ^ Svea DA Manual" 

^ Transportaton Branch. 2pp 

"^'l S'** IS'=M'-WS) Prod- 

• Babcock 8 Wilcox Co 80/06/30 63pp 47264 346-47255047 

DOCKET 71-0642 RTS TECHHOLOCT, INC. 

Bra«:h^'l2]^ 47lo5^272472?5'2£^ 68/10/11 MACOONALO.CE Transportation 
DOCKET 71<<>659 TRI STATE ASSOCIATES, INC, 


DOCKET 71-6942 MODEL: QE-700, GENERAL ELECTRIC CO. 

6610100055 Application for rev to Cortlflcaio of Compllanco 5042 for Modal TDOjopfac* 
Ing user name w/RA Hultsch 

HOLTSCKRA. Missouri, Unlv of, Columbia, MO, 00/10/03. MACDONALD*CE Oifice 
of Nuclear Maienal Safely a Safeguards, Director 2pp 47174 32 1-47 174 *3 22. 

DOCKET 71-5957 MODEL: BMI-1, BATTELLE COLUMBUS LAPORATORY 

6810170406 Responds lo NRC 880916 Ur ro 080530 request for fimond 1o OA jMOCian 
to use BMI-1 cask Two allernatives to achievo Inner conlelnor dralnano Id accomo- 
date loadings discussed, 

STRACK.Rf Cintichem. Inc 80/00/20, MACDONALD.C E. Olflco ot Nuclear Maleml 
Safety A Safeguards.Director. 3pp 47161 037-47161 039 

6810170446 Requests rev to SAR for 0MI-1 shipping cask to provide for THIGA haskel 
assembly drainage after wet loading via 0.5 inch iiolo in baso of flssembly.Charwes 
bottom of basket w/o dogradlng integrity. 

STlRACK.flA Cfntichem, Inc. 88/09/28. MACDONALD.C E Office ol Nuclear MatoflAl 
Safety & Safeguards.Dlrector 8pp, 47166,056 47166 062. 

DOCKET 71-6076 MODEL: 927A1 & 927CI5 COMBUSTION ENaiNEERINO, INC. 

8809290090 Application for rev lo Certificate of Compliance 6070 for Model 027A1 fuel 
assembN sfuwing container. 

Inc 08/09/16 MACDONALaC E T/an-spor- 

taben Branch. 2 pp 46994' 192- 46094 ' 190 

fee for 880016 application for amend to Cortlflcaio of (^cmpllnnce 

Conibustfort Engineering. Inc. 06/09/16 MCDONALD.W.G, DocunwnI 
U)nirol Branch (Document Control Desk) 3pp 46004‘194 46994M90. 

licensee 0Q0D16 application for amend lo Certfi- 
6O70.per 1DCFR170.3f 

ArfSS!i5 Engineering. Inc. 88/00/16 MCDONALD.VYG Office Of 

^ Resources Managemonl, Director (Post 870413), ip. 46096,141- 

^^VANryffp SWSlV^^lstrallon as user of C-E Modola 027A1 & 927C1. 

06/10/06. MACDONALD.C,E. NRC - Ho 
Detailed Affiliation Given. 2pp. 47176,090 47175:091. 

docket 71-6639 MODEL: MH-IA, ENERGY, DEPT, OF 

bar for packaging on MH-1A cask may bo released (opubke 
MACDONAfc.C.e. transportalKDO 

^^ng^reviev? packaging (SARP) for considoraiion In contuw- 

resoons^Lhart certiflcalion A summary of NRC concerns & OOE 

svsf ^ limiting ays of redwood completely redesigned & replaced 

^P^47122^a3^?7%2°®f^ 87/10/22 MACDONALD.C E Transportation B/anch 

--8810180323 “SAR for MH-1A Cask Packanino '* 

Energy, Dapt. of, 87/09/30. 1,000pp. 47^12i'348-47126 291 
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docket 71 6678 MODEL: LP-50, ENERGY, DEPT. OF 

8810130239 Forwards info on drawing rovs requesled (n 880721 Hr. Documents that no 
drawing revs afler those listed on last renewal resulted In any changes to 
nackaaes Other related Info end , „ 

WAUiCKCJ Energy, Oepi of 08/09/26. MACDONALO.CE Transportation Branch 
ikpp. 4^54.336.471 64-i53 

docket 71*6717 MODEL: 6717-B, QAMMA INDUSTRIES, INC. 


8810160077 NotlHcallon of registration as user of Certificate of Compfianco 8033, per 
880614 request 

MACCX3NALD.G E Transportation Branch. 88/10/06 LINT.J D. Power Inspection, Inc 
Ip. 4717a:146.A7172'148. 

8810160086 Notification of registration as user of Certificate of Compliance 9033, per 
880916 request. 

MACDONALD, C.e. Transportation Branch 88/10/06 WILLIAMSON.E D. Energy. 
Dept of Ip. 47176,357-47175 357. 


8810060264 Advises that company uses NRC approved packaging for shipment of Ir- 
IQ 2 sealed aourcesjn SPEC Models G-1 or G-a 8 provides locking devices as listed. 
6 CCOOL,DJ, Amencan inspection Co, Inc 80/09/16. Office of Nucfear Material 
Safely & Safeguards, Director 3pp 47066 001-47066.003 

6810180266 Requests update to registration as user of rad^active matl shipping con- 

IScHLER C R. D&S Testing, inc 08/09/20 MGDONALD,C.E. Transportation Branch 
3pp. 47186121*47166.123 


DOCKET 71-9034 MODEL: TRIQA-1, OA TECHNOLOGIES, INC. 

8810200223 Requests assistance in evaluatlort of Certificates of Compliance 9034 & 
0037 lor Typa AF packages 

WANQLER.M E. Transporlatlon. Dept, of, 08/10/04 MACDONALD.C.E Transporta- 
tion Pranch. Ip 47227'I03-47227.107. 


DOCKET 71*9035 MODEL: 680 & 680E, TECH/OP &, INC. 


docket 71-9001 MODEL: tF-SOO, GENERAL ELECTRIC CO. 


88101 1W5 Advisep of nonconforming Precon valve hardware on IF-300 cask discov- 
ered during annual Inap on 000811. Item not reportable per 10 CFR 21 . 

WHEADON.W.C. Pacific Nuclear Systems, Inc 08/08/30 MACDONALD, C E Trans* 
portalion Branch 14pp 47107*001 -47107 014. 


DOCKET 71-9016 MODEL: TN-0, -SL, TRANSNUCLEAR, INC. 


6610170496 Application for rev to Certificates of Compliance 9016 &. 9016,rovls(np Con- 
ditions 12 & 8 re tests for shipping packages for fuel assemblies or fuel rods a leak- 
age tests for assembly verjtica tion, re spec lively Fee paid. _ ^ ^ 

fffiuSN.D Transnuclear, Inc. 88/08/19 MACDONALD.C.E. Transportation Branch 
6 pp 47169 104-47169.109 


-*88 10170497 Requests addi fee re 6808 19 application for rovs to Certificates of Com- 
pliance 90 1 6 & 901 6. 

JACKSON,Q License Fee Management Branch. 88/09/22. NOLAN, D. Tranariuclear, 
Inc Ip. 47169:109-47169 109 


DOCKET 71-9016 MODEL: TN-9, TRANSNUCLEAR, INC, 


6010170499 Application for rev to Certificates of Compliance 9015 A 90l6.revlslng Con* 
dillons 12 & 8 re testa for shipping packages for fuel assemblies or fuel roda & leak- 
age tests for assembly vorificalion.respectlvoly.Foo paid _ _ . , ^ 

NOUN,D. Transnudear, Inc. 08/00/19. MACDONALD.C E, Transportation Branch. 
6 pp 471 69:1 04-471 69-1 09. 


^8810170497 Requests addI foe re 860819 application for revs to Certificatea of Com- 
pliance 9016 & 9016 

JACKSON, Q. License Fee Management Branch. 88/00/22 NOLAN, D. Transnucfear, 
Inc. Ip 47169*109 47169.109. 


6610180266 Requests update to registration as user of radioactive matl shipping con- 
tainers. 

DICHLER,0,R. DAS Testing, Inc 08/09/20. MCDONALD.C E Transport a Hon Branch 
13pp. 47186.1 21-47106' 123. 


DOCKET 71-9036 MODEL: C-1, SOURCE PRODUCTION A EQUIPMENT CO., INC. 

8810160266 Requests update to registration as user of radioactive matl shipping con* 

OICHLER.CR. D&B Testing, fno 88/06/20. MCDONALD.C E Transportation Branch 
3pp. 47186:121*47186.123 

DOCKET 71-0037 MODEL: TniGA*2, QA TECHNOLOGIES, INC. 


8610200223 Requests assistance In evaluation of Certificates of Compliance 9034 A 
9037 lor Type AF packageB, 

WANQUER.iME. Transportation, Depj of. 88/10/04. MACOONALD,C E Transporta- 
tion Branch. ip 47227.103 47227:107. 


DOCKET 71-9039 MODEL: 71S, TECH/OPS, INC. 


8610160268 Requests update to registration as user of radioactive mall shipping con- 
telners. 

0)CHLEfl,C.R. DAS Testing, inc 08/09/20. MCDONALD.C E Transportation Branch 
13pp. 47180:121*47160*123. 


DOCKET 71-9056 MODEL: SPEC 2-T, SOURCE PRODUCTION A EQUIPMENT CO. 


POCKET 71-9022 MODEL: CE-260-2, COMBUSTION ENQINEEflINQ, INC. 

6818120107 Forwards fee for 880930 application for amend to Cerlllicale of Compll- 
ar>ce 9022 for Model GE‘260*2.Fee paid. 

SCHERERAE. Combustion Engineering, Inc. 68/09/30 MCDONALD.W.Q. Office of 
AdmlnlsIraWon A Resources Management, Director (Post 870413). 1p. 47119*216- 
47119.210. 


8610160288 Requests update 10 registration as user of radioactive mall shipping con 
talnors. 

DfCHLEH^C.R. DAS Testing, ino. 60/09/20. MCDONALD.C E Transporlallon Branch. 
3pp. 47186'121-47186:123. 

DOCKET 71*9073 MODEL: OH-142 SERIESi NUCLEAR PACKAGING, iNC. 


8810176418 Appiication for amend of Corlificate of Compiiance 9022 for Model CE-260- 

SCHEflER,A.E Combustion Engineering, inc 80/09/30. MACDONALD.C E. Tronspor- 
taiiofi Branch 20pp 47168.202-47160*311. 

DOCKET 71*9026 MODEL: 676 A 676E, TECH/OPS, INC. 

0106290643 Notificalion Of registration as user of Cerlifjcato of Compiiance e02BJn re- 
sponse lo 860907 request. 

MACOONALD,C.E. Transportation Branch. 88/09/20. MOHRBACHER,J.A. United 
Slates Testing Co., Ino Ip 46984:292-46904*202 


8610200083 Forwards Rev A to "SAR for LN Technologies LN 142 Cask lo 10CFR71 
Packaging Haquirement 8 ,'* rep rose niing consolidated application, Certificate of Compli' 
ance ^73. 

ANTON UCCI, Q J. LN Technotogles Corp (formerly London Nuclear Svcs, Ipc) 08/ 
10/13, MACDONALD, CE. Division of Safeguards A Transportation (Post 670413). 
2pp. 47232:O07-47232'292. 


-8010200064 Rev A lo LN- 8 e- 002 , ”SAR for LN Technologies LN 142 Cask to 
10CFR71 Packaging Roquiremonta," ropresenling consotidaTed app!pcatlon.W/two 
oversize drawings. , _ . „ . v 4 ,=. 

* LN Technol^loa Corp (formerly London Nuclear Svcs, Inc,). 88/10/31. IBipp 
47232 090 47232:292. 


DOCKET 71-9032 MODEL; 660, TECH/OPS, INC. 


DOCKET 71-9096 MODEL: UCC-20WC-2 A 2A, CINTICHEM, INC, 


6810180266 Requests update to registration as user of radioactive matl shipping con 
toners 

DICHLKR.CR. DAS Testing, Inc 00/09/20. MCDONALD, CE Transporlallon Branch, 
3pp 47166-121.47100:123. 


8810180118 Notification of termination as user of Certificate of Compliance 9032, per 
680026 request. 

MACDONALD.C E. Transportation Branch 88/10/06. CROWLEY, J.L CTL Engineer- 
ing Jnc. (formerly Columbus Testing Laboratory, Ino), Ip. 47174:320 47174:320. 


DOCKET 71*9033 MODEM 660 A 660E, TECH/OP 8 , INC. 

user of Amersham 660 radiographic 
Office of Nuclear Material Safety A 

0810100266 Requests update to reglstrallon as user of radioactive matl Bhipplng con- 
Islners. 

DJCHLERiC.R. DAS Testing, Inc. 88/09/20. MCDONALD.C E. Transportation eranch, 
13pp, 47106:121*47186:123. 


8610080262 Requests registration as secondary 
canwra under Certificate of Compliance 9033 
LINTJD Power Inspection, Ino, 80/09/14 I 
S 8 fsguard 8 ,Olreclor. fp 47070:140-47070:140. 


6810210030 Requests raqislrallon as user of Model 20 WC 
ROUQHAN,C.M. Amersham Corp, 68/10/05 MACDONALD.C Transportation Branch 
2pp. 47233.001-47233:002. 


DOCKET 71-9103 MOOEU NU-6502, NUCLEAR ASSURANCE CORP, 


8810060216 Forwards ravfsod page of operating procedures for NLt-6502 (AECL) cask 
lo response lo comments from c Williama of r4HC. Procedures change re placarding 

WELLSAH.^Nfc7ea?A68urance Corp-* 88/09/20 MACDONALD.C E Transportation 
Branch- 3pp. 47073:220-47073:231 


8810200440 Forwards Rev 6 lo CertiliCBle of Compiiarwe 0103 (or Model NLI-6502,por 

^CDOfSlXLC.E. TrsnsportaiJon Branch. 86/10/13. WELLS,A H. Nuclear Assurance 
Corp. Ip. 47220:245-47256:250. 


-8610200460 Caftificate of Compliance 0103, Rev 0,for Model NLI-6502 
MACDONALD, C.E, Transportation Branch. 88/10^13 4 pp. 47226:247-47226-250. 
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DOCKET 71*9 IM MODEL* CNS 6-75. CHEM-NUCLEAR SYSTEMS. INC. 


DOCKET 71-9217 MODEL: ANF-260, ADVANCED NUCLEAR FUELS COUP. 


M 10040049 Forwa/da Rev 8 to Ce/tficale of Compliance 9108 for Model CNS 6-75 
sf^pp»ng padiage Ceitricaie supersedes Rev 7, did 850522 

MACOONALD.CE Transportation Branch 68/09/19 KfNTNER.S Chem Nuclear Sys 
terns, fnc 5pp 47045 278 47045 286 

-6810040041 Certtfjcale of Compliance 9 108, Rev fi.for Model CNS 6-75 Approval 
record end 

MACDONALD, CE Transportation Branch 88/09/19 4pp 47045 283 47045 286 


DOCKET 71-9111 MODEL CNS MO-2 & 2A. CHEM-NUCLEAR SYSTEMS, INC 

8609290391 Application for renewal of Certiricale of Compliance 9111 Fee paid 
PAOUIN.PL Chem-Noclear Systems, Inc 88/09/13 MACCX)NALD,C E Trar^sporta 
tion Branch 2pp 46982 15M6982 157 


DOCKET 71-9132 MODEL T-3. ENERGY, DEPT. OF 

6110200465 Forwards Rev 10 to Certifcale of Compliarvce 9132 for Model T-3,pef 
680624 reouesL 

MACOONALD.CE Transportation Branch 88/10/13 MCCALLUM.E Energy, Dept of 
Ip 47228194-47228 202 

-6810200472 Certficale of Compliance 9132.Rev lO.for Model T-3 
MACOONALD.CE Transportation Branch 88/10/13 8pp 47228 195 47228 202 


8810140016 Forwards addi Info re Rov 1 of cortificato of compllanco for Model ANp 
250 shipping packago.per 880610 roquosi Packago moc/ifiecf & addi tosLw 
performed Revised application end 

MALODY,C W. Advanced Nuclear Fuels Corp (formorly Ekkoo Nuefoar Co . Inc) 88/ 
09/29 MACDONALD.CE Transportation Branch 7pp 47120 216-47127 051. 

-8810140019 Rev 1 to application lor cortificato of compfiancodor Model ANF-260 shp^ 
ping package 

* Advancoa Nuclear Fuels Corp (formorly Exxon Nuclear Co . Inc ) fiO/09/30 IWcc 
47128 223 47127 051 ^ 


DOCKET 71-9222 MODEL; HN-215H, WESTINQHOUSE HtTTMAN MUCLEAB, IMC. 

0809280289 Requests registration as user of Models HN 216H & HN- 100*2. 

AIEXICH,M P Indiana Michigan Power Co (formerly Indiana & Mfcbloan Elec Inc Co) 
86/09/06, THOMPSON.H I Office of Nuclear Material Safalv & Sol^auards.-Dvecior 
2pp 46976 286 46976*200 

8809290332 Notificalion of registration ns user of Model HN 215HJn response h 
880906 request 

MACDONALD.C E Transportation Branch 00/00/20. HESS. J E Gonoral PuIjIjo Uliii- 
lies Corp - GPU Service Corp Ip 46902 260 46002 250 

8810060343 Notification of rcgislrallon as user of Corlillcalos of CompKanco 0222 8 
62242per 860906 request 

MACDONALD, C.E Transportation Branch 00/10/03 ALEXICH,MP. fndfona Michigan 
Power Co (formerly Indiana & Michigan Electric Co.) ip. 47060 147-4 70W 147. 


DOCKET 71-9135 MODEL CENTURY S i SA, GAMMA INDUSTRIES, INC. 

8610180288 Requests update to registration as user of radtoacliva mat! shipping con- 
tainers 

DICHLER.CR DAS Testing, fnc 88/09/20 MCDONALD,CE Transportation Branch 


DOCKET 71-9224 MODEL* HN.190-2, WESTINQHOUSE HITTMAN NUCLEAR, INC. 


8809260289 Requests registralion as user of Models HN-21&H & HN-1&0-2 
ALEXICH.M P. Indiana Michigan Power Co (formerly Indiana & Michigan Eloctrfc Co) 
86/09/06. THOMPSON, H L Offico ol Nuclear Malorial Safety & Satogjard 9 .t>reclor 
2pp 46976 208-46976.289 “ 


DOCKET 71*9151 MODEL HN-100 SERIES 3. 
NUCLEAR 


WESTINQHOUSE-HITTMAN 


Forwarts Rev 11 to STD-R-0l4>0t A revised drawtng in support of amend 
to C^r^te of Compliance 9151 Drawing CXX)-5-9i38 revised to include inside A 
dtarneler ol primary A secondary cask W gaskeLFee paid 

eV09/08 MACOONALD.CE NRC - 
No Detailed Affiliation Given 4pp 46982302-46982 309 

-^^50 Rev 11 to "SAR for HN 100 Senes 3 Radwaste Shipping Cask “ 
46902*30?^*^ STOR-02-001 88/09/06 3pp 46982 306 


DOCKET 71-9163 MODEL QN(i-20, GULF NUCLEAR, INC. 


I tjy 

2pp 4698222248982223 


DOCKET 71-9174 MODEL F*t47, ATOMIC ENERGY OF CANADA, LTD, 


8810200490 Requests add! tnto re 880802 apoBcabon for renewal nr roriifraio 

XS Mo'S 

rtumlwed pages m,s»na 

K Alomte Energy, 


DOCKET 71-9100 MODEL SOO-SU-OP, AUTOMATION INDUSTRIES, INC. 

“r'JSfsIS O'W. into Relent™, ol v,M.,y of certllteato 

MAC00NALD,C Transpeat™, Branch 


DOCKET 71-9183 MODEL NAC-1, NUCLEAR ASSURANCE CORP. 

Bran^"^ MACOONALD.CE Ttanspotiall 

Branch 01 pp 47167028-47167 i go ^ MACOONALD.CE, Transporiati 

Cm?’ ’ *“ •'oiect Slrwtural Analysis ol Cask Suppo 

• Nudee. AMorancaCep »s;i0/10.7App 47167-OflO.A7167 190 

A^tOIJOJOl VAUtonana 090975 aODttca^oA t AArrvu. . .* 

MMLaCE, Transportall 


8810060343 Nolification of reglalration as user of Cortlficotos of Compllanco D222 £ 
9224, per 680906 request. 

MACDONALD.C E. Transportation Branch 88/10/03 ALEXICKMP. Indiana MPCNgan 
Power Co (formorfy Indiana & Michigan Eloclrfc Co) Ip 47060.147-47060 147. 


DOCKET 71-9230 MODEL: BR-100, D&W FUEL CO. 


8810190474 Forwards Info on alumina comont roquosted during mootlno w/ Bft-IDO 
transportation cask development teamCemenl lllualralod Is calcluin alumina lo based 
producLsImilar lo product proposed on BR-100 cask 

CHILDRESS.Pa B&W Fuel Co 86/10/05 CHAPPEL.R Division of Safo guards A 
Transportation (Post 870413) 5pp 47106 015 47106.020 

assignment of docket number to BR-lOO ehipping cask 
covered by MOU between NRC & CxTe 

MACDONALD.C E Tranaportollon Branch 

cpp. 4/408 144-47208 145 


DOCKET 71-9861 MODEL: LITHIUM HYDROXIDE FIRE/IMPACT SHIELD, ENEnQY, 


cancelation of Certificate of Compliance 9061 tor irwdel 
Decision based upon low usago ol container a 
W'x a^^orhativo certified coni alnors. 

MACDONALD.C.E Division ol Safeguards A 
Transportation (Post 870413) Ip 47003 063 47003 064 


^^ques!^^^* Notifies of termination of Certificolo of Compliance 0061. por 800021 f« 
IfX 47 US 356-47^1 75 - 356 ^^^ 08/ 10/00 MCCALLUW.E. Enerfly, Dopi Ol 


LICENSING OF INDEPENDENT SPENT FUEL STORAGE 

DOCKET 72-0001 MORRIS OPERATIONS, GENERAL ELECTRIC CO. 

oporallon al end of Third Ouartor 
IS?Gkl'’2^®77?3l!?7l'l47‘Ia6?,^^^^^^^ ROBERTS, JP. NRC • No Dolall«d Affili. 


/Z-O003 CAROLINA POWER A LIGHT CO. 

Of completed proope rational teslfng for plant ISFSIrfW 

SreSton 2pp. ®B^09/23. QRAC^J.N Region 2. Ofo of Uto 

^^issffilAmend^revises^ SNM-2502,categorical excruslon & nolleo of 

velllance re^lremea^ contamination limits on dry shielded canister & cl>ang!a8 suf- 

SS 4pp:^?iS22^^47?10^^ 85/09/30, UTLEV.E.E Carolina Power A Llflhl 

tor^dS?lhfefded^canistor^cha^^ removable coni amln alien iimi(3 

during canister drying.^ surveillance requirements A operating pressure 

ROU e,LC Fuel Cycle Safety Branch 88/08/13 34pp, 47103 225-47 103 , 2 SB. 
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<-6B1i>ia0153 Approves of calegorfcal exclusion per 10CFR51 22{c)(11) re 880909 ap* 
plication for amend to License SNM-2502, raising & clarifying removable contamination 
limits on dry shielded canister Environ asseisment & CIS not warranled 
ROUSE, UC . Fuel Cycle Safety Branch 08/09/30 Fuel Cycle Safely Branch, tp 
47103-259 471 03'269 

--8810100165 Notice of amend to license SNM-2502, revising Tech Specs re removable 
Gonta ml nation limits on storage canister & associated survelflance requirements to 
assure limits not exceeded 

POUSE.L C Fuel Cycle Safely Branch. 88/09/30 2pp 47103-260 47103 281 

68 10200394 Forwards Amend 3 to License SNM 2602 re receipt & storage of spent (vet 
at plant ISF6I Amend changes removable contamination limits on dry shielded cani$> 
ter In App A, Seobon 2,4 

LOFUNX I Carolina Power & Light Co. 88/10/13. NRG - No Detailed Aflllfation Given. 
2pp 47208 091-47208.133 « 


DOCKET 72-0004 DUKE POWER CO., 50-269 


Bsioowioa Addresses issue which haa arisen during NBC review of util application re 
question cl whether a to what extent spent fuel canisters to bo used in plant fSFSI 
w/lransportalfoncask ultimately chosen by DOE 
Power Co 88/09/19 THOMPSON.H Office of Nuclear Material 
Safely & Safeguards,DI rector 6pp. 47006 058-47008 062 

Initiate ISFS I site preconstruction activdles, under 
10CFn72 401W,pef 880331 application Ulil believes that activities can be Initiated on 
review will reveal no significant environ impacts 
TUCKER.HB. Duke Power Co. 68/10/11, THOMPSON.H OKice of Nuclear Materfal 
Salely & Safeguards, Dlreclor Bpp. 4721 o 231-47210 235 

8B10189112 Forwards request lor Info re Rev 1 to Topical Rapt NUH 002. per 881011 
lelcon Requested Info Includes availability or appIleabilHy of bonchmarks for reacitvity 

calculations w/lrradiated fuel 

ROBERTSJ.P Fuel Cyda Safety Branch BD/ 10/12 MCCONAGHY.WJ Ngtec, Inc 
4pp, 47172 147-47172 150. 


6610310030 Fonvards onvjron assessment & finding of no sIcnKicani impact re 680331 
application to const & operate ISFS).W/o encL 

47376 2tf47376 ^9 ® 80/19/26 TUCKER.HB Duke Power Co 2pp 




NONDOCKETED ITEMS 


lOCFH COMMISSION MEETING RECORDS 

£809290046 Tfanscnpt ol Commission 800916 briefmg In Rockville, MD ro status of ef- 
lofts to develop below regulatorv concern policy Pp 1-73 Supporting documontation 

^GommTssioners 88/09/16 119pp 46984 295-46985 053 

^809290070 End to transcrlpl discussing NRC proposed adoption of policy to define 
meaningful generic level of radiation exposure below regulatory concerns lor general 

^AYIjORLS Health Physics Sodely 88/09/08 ZECH,LW , ROBERTS,TM, 
CARR,K Commissionars 7pp 46985 043 46986 053 

8809290057 Transcript of 880916 affirmatlon/dlscusslon & vote In Rockvflla.MD r© gen* 
eral statement of policy & procedures for enforcement actions (10CFR2,App C) & final 
rule on emergency planning & propa/edness Pp 1-6 

* Cowtmlssloners 88/09/16 lOpp 46982 120 46082,129 

8009290295 Slaff requirements memo re 880916 affirmation/discussion & vote In 
Rockville MD concerning SECY 88*246, "Final Rule on Emergency Planning & Prepar- 
dedness Requirements for Nuclear Power Plant Fuel Uoadlng & Initial Low Power 

Ch1lH?SJ Office of the Secretary of the Commission MQQ0D16B 08/09/27 

SjEU_b,V Ofc of the Executive Director for Operations PARLEfl.W.C. Office of the 
General Counsel 2pp 46904 279 46994 280 

8810040090 Staff requirements memo re B00912 briefing on severe accident policy for 

cSlLK**^^*'offico of the Sacrelary of the Commission M880012 OB/OD/27 

STELLb,V. Ofc of the Executive Director for Operations Ip. 47026 t60 47026*160 

8810040302 Transcript of 880922 affirmation/discussion & vote In RockvIlfe.MDPp 1-4 

* Com miss loners 88/09/22 Opp 47021,160 47021 107 

8810060319 Staff requirements memo ro 880910 briefing on status of efforts to dovolop 
below regulatory concern policy In Rockville ,MD 

CHILKGd- Office of the Secretary of the Commission MB809ieA 88/00/29. 

STELLO.V, Ofc of the Executive Director for Operations 2pp 47057 100 47057.101 

8810130174 Transcript of 801005 public meeting In Rockvlllo,MD re status of plaal.Pp 
1-56 Vfewgraphs & notes end 

* Commissioners 88/10/06, 107pp 47135‘236 47135*341 

8810170401 Transcript of 801007 public meeting In Rockvilio.MO for briefing on status 
of policy statement on training & quallfica1ion,Pp 1 31 Supporting documontation end 

* commlsaionora 00/10/07, 44pp 47176 31B 47176 350 

88101B0124 Transcrlpl of 881007 briefing on status of reactor operator roquolification 
QfOfl^am h RockvIllo^MD Pp 1*44.Viowgrapl>8 end 
•Commissioners 88/10/07. 69pp 47175030 47175 000 


8810180186 Transcript of Commission 801007 affirmation/discussion & vote In 

■Commissioners 80/10/07 Opp 47107 298 47187 306 

6810190523 Slaff requlremonls memo re 001007 briefing on status of reactor oparalor 
reguaMication program in Rockvillo.MD « 

(SdILK.SJ Office? of the Socroiary of the Commission M08t007A 06/10/10. 
STELLO.V Ofc of the Exocullvo Direclor for Operations Ip 471 86 056-47186 056 

8810200317 Transcript of 081014 meeting in RockvIlfo.MD ro proposed rule for mainl of 
nuclear powor planls.Pp 1*56 Supporting documontation end 
■Commissioners 00/10/14 96pp. 47224 231-47224 327 

8810210300 Staff roquiromentg memo ro 801007 briefing in Rockvillo,MD ro policy 
staiomenl on training & qualification, 

CHtUC,Sa Office of tha Socroiary of the Commission. M80I007C, 00/10/16, 
STEILO.V. Ofc of the Exoculive Director for Operations Ip 47236.140*47236.146, 

8810210653 Staff requirements memo ro ficonsoo 001005 brioflng In RochvHlo,MD on 
slalus of plant & restart plan Util will be monitored closely re restart program & ACRS 
avalualkm of llconsoe readiness for restart requested 

CHILK.SJ Office of the Secretary of the Commission Mfl01005 80/10/ 16 
STELLO.V Ofc of the Executive Director for (^orations FRAIEY,R F. ACRS - Advi- 
soiy Committee on Reactor Safeguards 2pp 47236,154.47236*156. 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 

8809220063 Informs of NRC TVA lessons loomed effort reviewed during 34181 ACRS 
maetfng w/NRC on 080908*10 NRC should observe & monitor performance of llcens 
aos & assess capabiliiy lor continued sate operation o1 nuclear power plants. 

KERR.W, ACRS - Advisory Commltloo on Reactor Safeguards 60/09/13. ZECH.LW. 
Commissioners Ip 47007.020 47087 020 

68092201 14 Summarizes ACRS 34151 mooting on 800900-10 ro proposed resolution o1 
Gan-eflc fssue 99, "Improved Reliabilily of nRR Capability in PWRs " 

KERR^W. ACRS • Advisory Commltloo on Reactor Safeguards 60/09/14. zeCH,LW 
Commissioners 3pp 47007.016 47087 010. 

6809220142 Summarizes 341 si mooling of ACRS on 800000-10 ro proposed amend to 
10CfR50 concerning malnl of nuclear power plants , i*i 

KERRgW. ACRS - Advisory CommiUoo on Hoaclor Safeguards. 88/09/13. ZECH.L.W. 
Commissioners 2pp 47087:014-47007 016 

8809220169 Discusses proposed resolution ol USI A*45, "Shutdown OHR Roquiro* 
menls" for ACRS 34181 meeting on 080900-10 i uu 

KERR.W. ACRS ■ Advisory Committee on Reactor Safeguards 68/09/14 ZECH,L,W. 
Commissioners, 6pp 47087 023-47087.027 

8009220212 Summarizes ACRS 34ls1 mooting on 680908-10 re proposed restart of fa- 

KE^R.W ACRS - Advisory Commltloo on Reactor Safeguards 88/09/14 2ECH,i W 
Coitimtasioners 4pp. 47007 019 47087 022 


8810140065 Transcript of ACRS 342nd meeting, day two on 681007 in Delhesda.MD Pp 
1 12 296 Supporting documenlalfon anef. 

* ACRS - Advisory Committee on Reactor Safeguards 86/10/07, 230pp 47136:104* 
47138 336. 

6810140088 Transcript of ARCS 342nd mealing on B61006 In Eethesda.MD Pp 1* 
111 Vlawgraphs end 

* ACRS • Advisory Committea on Reactor Safeguards 86/10/06 199pp 47147 107* 
47147*224 

8610140103 Transcript of ACRS Subcommltleo on Advanced Reactor Designs mornlnfl 
session hearing on 881005 In BethasUa.WO Pp 1-143 Supporting documentaUon encT. 

* ACRS • Adv^oiy CommiUee on Reactor Safeguards 60/10/05 211pp 47129.070* 
47129,282 

B81014010B Transcript of ACRS Subcommittee on Advanced Reactor Designs aflor* 
noon session on 881005 in Bethosda.^D Pp 144-303 Supporting documanlatlon end 

* ACRS * Advisory CommiUe© on Reactor Safeguards 88/10/05. 207pp 47147*248* 
47148149. 

8810176125 Transcript of ACRS Subcommllto© on Mechanical Components 881004 
meeting in Belhasda.MD Pp 1-301 Supporting documentation end, 

* ACR§ » Advisory Commiltaa on Reactor safeguards 68/10/04. 353pp 47151*112 
47162 105 

6810200466 Informs that ACRS has no objections lo proposed amend to IQCFRSO.App 
J, "Primary Containment Leakage Tesling for Water-Cooled Power Reactors,” per 
ACRS 342ad mootings on 881006 07 

FRALEY.RF, ACRS • Advisory Commiltea on Reader Safeguards 88/10/11, 
STELLO.V, Ofc ol the Executive Director for Oporallons Ip 47231*293 47231*303 

-881020047S Discusses proappllcation SER for modular high temp gas cooled 
reactor, per S42nd ACRS meellngs on 861006 07 Staff believes conceplual design 
generally satisfactory & work directed towards eventual certification should continue. 
kERR,w. ACRS - Advisory Commiltaa on Reactor Safeguards 68/10/13 ZECH.LW. 
Commissioners 6pp 47231*294 47231*301 

•*6010200463 Discusses licensing of ALChemlE,lnc fad lilies, per ACRS Meeting 342 on 
881006 07. 

KERn.W ACRS • Advisory Committee on Reactor Safeguards 8B/10/13 ZECH.LW. 
Commissioners, 7pp 47231:302*47231303 


ADVCM NRC ADVISORY COMMIHEE 

8610130111 Summary of Advisory CommiUoo on Nuclear Waale 3rd meeifng on 
680803*05. ^ . 

• Advisory Commiltoo on Nuclear Waste 88/ 10/04 Advisory Committea on Nuclear 
Waste. 55pp 47132 061*47132.110 

8810130116 Summary of second ACNW mealing on 060721-22 ro proposed Commis 
Sion poficy slalom enl on regulatory control exempllona for p/acHcos w/publlc health & 
safety Impacts befow rogulmory concern & DOE dry cask storage study, 

■ Advisory Committee on Nuclear Waste 68/19/04. Advisory Commiltao on Nuclear 
Was le. 42pp 47121 :07e-47 121*110. 

8810130129 Mlnutos from Advisory Commiltaa on Nuclear Waste 080627*29 
moetli^ns Ailondee list & future agenda end , , 

■ Advisory CommiUoo on Nuclear Waste, BB/10/04 Advisory Committee on Nuclear 
Waste 29pp 47122-140*47122*165 


COMMISSION NRC COMMISSIONERS 

8809220142 Summarizos 34181 mooling of ACRS on 860900- 10 ro proposed amend lo 

10CFR5O corrcofnlrvg malnl ot nuclear powor plants 

KERR.W, ACRS - Advisory CommiUoo on Roaclor Safeguards 66/09/13 2ECH,L.W. 
Commissioners. 2pp. 47087.0 14 -47087 015. 

8809220212 Surtifnariios ACRS 34181 maoHng on 660906*10 re proposed restart of fa 

KEI^R.W. ACRS * Advisory CommlUeo on Reactor Safeguards 80/09/14. 2ECH,L W, 
Commlsalonere. 4pp. 47087.019 47087*022. 

8810050300 Advises that review group racanlly oslablished to review Commission 1984 
waste confidence proceeding findings Requosis that Haled Individuals, involved in 
1084 decision, bo available on as noodecl basis , 

0ERNERO.R,M Office ol Nuclear Material Safety & Safe guards. Director 88/09/27. 
CUNNING MAM, B.E. Division of Industrial & Medical Nuclear Safely Post B70729). 
KNAPP, M.R. Division of low Level Waste Managomonl & Decommissioning (Post 
870413) 2pp. 47060 31 9-47060 .321. 

-8809220254 Responds lo 660823 memo roquosllng eslebllshmonl of group to review 
waste conlidonce proceeding of l984.Requeaiod paper on procedures, resources a 
schedules expoctod lo be available for review within 4 ‘rnonlh Umo fre^ 

STEILO.V Ofc of Iho Exoculive Direclor for Operations^ PAR UER.WC Offjc© of the 
General Counsel. 88/09/00. ZECK ROBERTS, CARR Com mi S3 loner a. Ip 
47060321 47060*321 

eeiooeoawweeklylntoicpl (or wk ending 860923 
HOyLE,J C, Ofc of Iho Executive Director for Operations 8B/O9/20. 33pp. 4706i>27e- 
47060 308 

88101 10096 Woekly Info ropi tor wk ending 0BO93D. 

HOYLE, J.C. Ofc of the Executive Director for Opcrallons 88/10/05 34pp. 47109 040- 
47100082 

6010130079 Responds to 080921 Ur re status ol Commonwoalih ol PA Governor RP 
Casey pequesi lor public hearings before resumption of operations at 
tacjlllfes In lenraied a ssas smont toarn insp will be conducted In No v 1 986 
ZECH.LW Commissioners. 08/10/04 QRAV^W H House of Rop 4pp 47121211- 
47121:226 
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-&8TOf3M02 RequesCs Jnfo re NRC p/a ns fer responding to Governor o^ PA request (or 
publ/c hoanng prior to plant reopening 

GRAY.W*H House of Rep aa/og/ll ZECH.LW Commissioners 1p 47121.226- 
47taf226 

0910170076 Weaklv info rept for wk end/ng 881007 
HOYLfiJ C Ofc of Ihe Executive Director for Operations. 80/10/13 29pp 471 64 300- 
47164 328. 

6610180197 Responds (0 06 0928 Itr ro propo&ecf restart of plant Decision will be based 
on adequacy of ptanl.mgS & ofisite emergency pfannlng Commission wi/l consider NRC 
evaluations a recommendatronsre res tart at 881014 meeting. 

ZECKL.W Commisslonars 88/10/07. KENN£DY,eM. Senate 3pp 47223 310- 
47223 316. 


-49610260062 Raises concerns re NRC cons Fde ration ol plant restart Unaeltling quas- 
Qpns remain re potential Impacts of plant operation on pubDc health of erea 
resldents.Full adjudlcalory hearing requested 

KENNEOY.EM. Senate 80/09/27 2ECH,LW Commissionera 2pp 47223.313- 
47223.314. 


“8610180204 Raises concarrvs ;o possible plant restart prior to development & suc- 
cessful exercise of fully approved emergency preparedness plan Requests opportunity 
to address Commission ai 881014 meeting 

KENNEDY, EM, Senafe 88/09/28 ZECfl.LW NRC - No Detailed Affiliation Given. 
2pp 47223 316 47223.316 


6610190001 Final response to appeal of denial of FOIA request for documents re facility 
o^rttlon al 25% power Forwards App A documenta Documenla also available In 

QRIMSLEY.O.H NRC - No Detailed Affiliation Given 08/09/16 BEUIfl,R R. Kirkpal- 
ffck & Lockhart. 2pp 47154 133-47154 170. 


“6610190010 Forwards cour^ty executrve of Suffolk County, NY form Itr la county rasl 
dents re util request lo operate facility at 25% power which Initiated 12,000 resident 

CHiLK,S J Office of the Secretary o1 the Commission 87/10/19 2ECH Commission- 
wa 2pp 47154.'t03>47154a07, 


6610190526 Acfvlses that Front Street Unit 2 oldest fossil fueled power plant In 
country, per B80713 request Owned & operated by PHCO,unil is coal-fueled 10 Mwe 
cycling or peaking unit constructed fn 1917. 

STELLO»V: Ofc of the Executive Director for Operations M660712a 80/09/30 
C ARR,K M, Com ml sstonoi 8 1 p. 47 1 90- U6 47 1 147 . 


6610260'453 Partial response to FOIA request for documents App C document end & 
available In PDR 

QRIMSLEY.DH. NRC • No Oetelled Affiliation Given 06/09/30 FELTON, J.M Nuclear 
Uconsing Reports. 2pp 47211 028 4721 1.033, 

“6610260459 Forwards neaMerm priority activities for committee (ACNW) Supports 
ACNW attendance al major maaUngs arranged by NRC for in-depih review of key 
lochnfcfll issues 

ZECH,L.W Commissioners. 88/06/27. MOELLEBcDW Advisory Committee on Nucle- 
ar Waste. 2pp 4721 1 030 472 1 1 .033 

6610200612 Final response to FOIA request for records Forwards App T document Info 
parliBljy withheld (ref FOIA Exemption 3) 

GRIWSLEy,D.K NRC * No Detailed Affiliation Given. 88/00/30 CON NOR, L Doc- 
Search Associales. 3pp. 472t0'22 1-4721 1 027 


“8609270084 Mod 7, reducing megabytes per month for storage for Yr 3 from 120 to 
110 & contact celling amount, to ‘Integrated Library Sys ” 

MALONE.WG On Line Computer Systems, Inc HAGAN.TF Division of CdnIrachB 
Property Management (Post 000515) FIN D-1410. NRC 33 66-268 08/09/20 7|>p 
46972 124-46972 126 


0609270095 Notification of contract execution, Mod 3, to "Fabrication of Instalfatien of 
Conference Table & Four (4) Video Cabinets in Commissioners Hearing RoomWMe 
Flint North " Contractor Production House,lnc 

FLEENOR.C. Division of Conlracls & Property Management (Post 8605151 
PLEASANT, E NRC - No Detailed Affillalion Given Nffc-3g-ae-232 S 8/09/20 
SPRINGER, M L Ofc of Consolidation (Post 870413) Ip 46967 302 46g67'303 

“6609270102 Mod 3, no cost extertslon to " Fabrication & Installation of ConlOfCnce 
Table & Four (4) Video Cabinets in Commissioners Heanng Room White Flint 
8URT,OT. Production House, Inc HAGAN J F. Division of Conlracls & Propofty Man- 
agement (Post 08061 S) NRC-39 08-232 88/09/20 Ip. 46967:303 46967.303, 

8609260023 Nolificallon of bontract execution. "Technical Assistance for Devolofilng LK 
cense Renewal Rule." Awarded to SB A. Subconlractor'Scientech,fnc 
MEARSE,SD Coniract Negotiation Branch-2 FfN D-2091 NRC-04 66 095 68/09/08 
GUSTAVE,R P Program Management, Policy Development 6 Anslyels Staff (Pon 
870411) CLEARY,0 NRG - No Detailed Affiliation Given 3pp 46976*14446976229 

“0609260026 Contract. "Technical Assistance for Developing License Renewal Rule/' 
awarded to S0A,SubconlractorSclentech,lnc 

8AKER.LJ Small Business Administration Y0ARRANDO,LJ Sclenlech, Inc f IN D 
2091. NRC-04-80-095. 88/09/08 03pp 46978 147-46070-229 

6609200077 Notification of grant execution "Development of Radpatlon ProtocUon 
Stds," awarded to inll Commission on Radiological Protection 
MEARSE.S D Contract Noaoliation Branch-2 FIN D-1093 NRC 02-08 008. 8B/C9/07 
FUNCHES.J.L Prooram Management, Policy Development & Analysis Staff (Post 
870413) CUNNINGHAM, R E NRC - No Detailed Affiliation Given 1p- 46972241- 
46972.243. 

“8809260003 Grant "Development of Radiation Protection Stds/’ awarded to fntlCom 
mission on Radiological Protection 

SMITH,H, United Kingdom, Govt of SMITH, P.A Division of Conlracls & Property 
Management (Post 080515) FIN D-1093 NRC-02 80-006 06/00/07. 2pp. 46972 242- 


6609290063 Notification of contract execution "Evaluation of Reliability & Usofufnoss of 
External initiator PRA Methodologies," awarded to Future Resources Assoc, Inc. 
DEMARCO, D. Division of Contracts & Properly Management (Post 880515} FIN D 
2506. NRO04 68*1 05. 80/09/21. SHERON.B w. Division of Syslema Research (Pcftl 
880717). CHOKSKI.N NRC - No Detailed Afflliatlon Given Ip 46984:117 46984 247 

“&60fi29{)064 Contract* "Evaluation of Reliability & Usefulness of Exieroal Jnitialw PRA 
Methodologies," awarded to Future Resources Assoc.Inc 

BUBN1T2,R 0. Future Resources Associates, Inc SMITH, P.A Division ot Conlracts A 

» Management (Post 080515). FIN D.2606. NRC-04-88.106, 68/09/21 132pp 
18 46904:247. 


8609290103 Notlficalion of coniract execution, Mod 3, to "Lease/ Purchase oi BAW 
NSSS PWR Simulator " ContrectorPower Safety Inti 

BELL.S Contract Administration Branch FIN D-2177, NRC.26 88-318. 89/09/14 
SPESSARD,R,L Office for Analysis & Evaluation of Operational Data, DIrwIOf 
SHOWE,S. NRC - No Detailed Afflliatlon Given Ip 46903.21 0-4698 3 -21 2. 


“8610260519 Partially withheld Hr responding to 860723 request for specific Info re Nu 
dear Fuel Svcs,fnc.1acility in ErwfnJN. Related info end 

ZECH,LW. Commissioners 88/09/10 MABKEY.EJ House of Rep, Energy & Com- 
merce. tOOpp. 47210 224-4721 1.027 

Ml 0270019 Partial re^nsa to FOIA requosl for documanls re plant App J documents 
end 8i available In PC/R 

GRIMSL£y,D.H. NRC - No Dateiled Affiliatjon Given. 86/09/26. JOHNSON,G E. 
Swfdlar & Berlin. 12pp 47243*237-47243.336 

“6601070444 ReQuests recipient participation in 880107 headng in Ply mouth, M A re pro- 
posed plant restart & potential rmpact on pubfio health.Committee interested fn hear- 
ing testimony from NRC re rules, regulations, stds & enter la for rastart 
KENNEDY, EM. Senate. 87/12/18. 2ECH,L.W, Commissioners. 2pp 4724S.131- 
47246:132, 

6010270467 Partial response to FOIA request for documents Forwards partialfy deleted 
App B documenlApp B document evallabra In PDR & deleted portion forwarded to 
DOE for revfew. 

QRIMSLEY,OH. NRC - No De tolled Affiliation Qrven. 88/10/07. MOKOENA,K Fund 
for Peace (National Sacunty Archive). 2pp 47243 230-47243-236, 

“0819270473 Partla?ly withheld memorandum forwarding minutes of 850517 & 0531 
Subgroup on Nuclear Export Coordmallon meetings W/o end 
DIRCKSX.J Ofc of the Executive Olractor for Operations 85/06/20 PALLADJNO, 
ROBERTS. ASSELSTINE CommlssionerB. 2pp 47243.232-47243.236. 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


“6609290104 Mod 3, exercising option lor lease of simulator, sub j to availability of funds 
In FY09,(o, "Lease/Pufchase orBAW NSSS PWR Simulator •' 

LEE,DE Power Safety International HAGAN, T.F Division of Conlracto 8 Property 
Management (Post 800616). FIN D 2177 NRC-26-8B-316 06/09/ 1 4. 2pp 46963211- 
46983^212, 

6809290151 Notification of contract execution ''Low Level Radwaste Records," mnJ- 
ed to Chem 'Nuclear Sys, Inc. 

FLEENOR.C Coniract Negoliallon Branch- 1 FIN B-6999 NRC-02 08-003. 60/09/13 
TEN EYCK,E.Q. DMsIon of Safeguards A Transportation (Post 070413) ROLES.Q 
NRC - No Detailed Affiliation Given. 1p 47000.230 47000-334. 

“8809200154 Contract' "Low Level Radwaste Records," awarded to Chem-Nuclear 
SYs.lnc. 

JOBSON.GC. Chem-Nuclear Systems, Inc WIGGINS,EJ. Division of Conlracls 4 
Property Management (Post 880515 . FIN B-6999 NRC 02-88-003. 88/09/13. 103pp 
47000 231-47000.334. 

8809290163 Notificalion of contract execution, Mod 2, to "Access to INFO Nuclear PJanI 
fteliabifity Data Sys " Contractor INPO 

FLEENOR.C. Contract Administration Branch. FIN D-t894. NRC-33-87-229. Qemm 
AMENTA, J. Deputy Director for Information Resources Management (Fosl 870413) 
SCOTT.S. NBC - No Detailed Affiliation Given. Ip. 47001.052-47001.053 

“8809290167 Mod 2, providing Incremental funds, to "Access to INPO Nuclear Plant Re- 
ttoWllw Data Sys " 

* Inslflute of Nuclear Power Operations HAGAN.T.F. Division of Contracts & Propwhf 
Management (Post 880515) FIN D-1894. NRC-3 3-0 7-229, 0B/O9/26. Ip. 47001,053- 
47001*053 


9809270023 Notiflcaflon of contract execution, Mod 3, to "Test Specimens From Dam- 
aged TM1-2 Reactor Bottom Hoad." Conlractor'MPR Assoc.Inc. 

PAQE,M. Ckmtracl Administration Branch. FIN D-2072. NRO04-88-068. 88/00/20. 
SHE RON, BW, Division of Systems Research (Post 880717). VANHOUTEN,.R NRG - 
No Detailed Affixation Given. Ip, 46967’ 1 1 7-46937 118, 

“9809270025 Mod S.providinc Incremental funding.lo "Tael Specimens From Damaged 
TWI 2 Reactor Bottom Head." 

* MPR Associates. Inc. EDGEWORTH, P.J Drrtsloft of Contracts & Property Manage 
ment (Post 880516). FIN D-2072. NRC-O4-08-Oa6 88/09/20. Ip. 46967:118- 
46967:118 

8909270080 Notification of contract execution, Mod 7 to "Integ rated Library Sys " 
Contractor.Dn-Une Computer Sys,tnc. 

MEEHAN .6. Contract Administration Branch. FIN D-U18. NRC-3 3 -86-268. 88/09/20. 
SCOTT,S Division of Compular & Telecommunications Services (Post 870413). 
REDMOND. J NRC - Mo Detailed Affiliation GIvef). tp 4 8972: 123 -4 697 2' 12 6. 


8809290192 Notification of contract execution, Mod 3, to '’Specialized Technical Training 
of NRC Inspectors In Area of Radiation Protection " Contractor. Roy F Weston, Ino , 
PAGE,M. Contract AdmInIstradon Branch FIN B-8799. NRC.28-87-419. 68/60/24 
SPESSARD.R.L Office for Analysis & Evaluation of OperaUorral Data. PIrocior 
ANDERSON, R.L, NFC - No Detailed Affiliation Given Ip. 46998.100 46998 10 1. 

“8809290195 Mod 3, providing Incremental funding, to "Specialized Technical Training of 
NRC Inspectors In Area of Radiation Protection " 

* Roy F. Weston, Inc, EDQEWORTH.P J. Division of Contracts & Property Manage 
menl (Post 880615) FIN 8-0799, NRC.26-87.419. 08/09/26 Ip. 46990' 10 1* 
46096:101. 

8809290256 Notification of contract execuHohiMod 24o "Specialized Technical Training 
In Specialized Equipment of Sys Training Insp Techniques." Contraclor'Sonalysisjnc 
PAae,M. Contract Administration Branch. RN B 0800. NRC-26-87-418. 68/09/20 
JORDAN,E. Office for Analysis & Evaluation of Operational Data, Direclor 
ANDERSON^R. NRC - No Detailed Affiliation Given 1p. 46990.144-46993.146. 
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-aB092902S9 Mod gjncreasmg funds, to "Speclalizod Technical Trainln-g In Speclolizod 
equiQtrenl of Sys Training Insp Techniques ” 

' Sonalysls, Inc E DGE WORTH, P J Division of Contracts & Properly Managomem 
(Post 080515) FIN B 0000 NRC>26 07*410 08/09/20. tp 46990 146*46990 145. 


-8810030367 Mod 3 4, providing Incromental (undiiig,lo "Technical Assiaianca for Fadii- 
ties Requifing S pedal Assistance “ 

Division of Contracls & Property Manage mani 
post 800515) FIN D 2101-0 NRC 05 06-166, 08/09/23 2pp. 47004,355 47004 356, 


&a09290305 Notjficat/on of coniract execution, Mod 21, to "Coordination of Federal/Staio 
Badialion Conirol Activities & Assistance In Solving Radiation Control P/oblems " 
Cor Ira dor FDA 

HN0X,E NRC - No Detailed Affiliation Given FIN B 1820 NRC-06 76 247 80/00/23 
I^MMERER.C State, Local & Indian Tribe Programs Ip 46961.336-46981 339 


-3009290306 Mod 21, adding new tasks lo, "Coordination of Federal/Siato Radiation 
Control Activities 6i Assistance In Solving Radiation Control Problams.” 

* Food & Drug Administration EDGEWORTH, PJ Division of Conlracta & Proporly 
Wanagemonl (Post 060515) FIN B-102O NRC 06 76 247 88/09/21. 3pp 46981.337- 
46981.339 

6309300007 Notification of cortiract execution, Mod 19, to "Review & Evaluation of Com- 
manche Peak Program Ran " Contractor Teladyne Engineering Svca 
PAGE,W Contract Administration Branch, NRC-03-85-067 00/00/23 GRIMES, Cl 
ore of Spadat Projocls LYONS,J NRC - No Detailed Affiliation Ghron Ip 47002 198- 
47002 109 

-6009300090 Mod 19,oxlending performance period at no addi cosUo "Review & Eval- 
uation of Commancho Peak Program Plan *’ 

MDONAN.WS Teledyne Engineering Services EDGEWORTH, PJ. Division of Con- 
tt&ds &. Roparty Management (Post 800516). NRC-03 85 06 7 80/09/23 tp. 
47002.199-47002 199 


6810030172 Notification of contract execution, Mod 3, to "Nevir Madrid Geological & Seis- 
mological Research Program," Conlraclor. Unlv of Michigan. 

BELI.S Coniract Administration Branch FIN D-1695 NRC04-86-122 08/09/23. 
GUSTAVE, R Program Management, Policy Dovolopment & Analysis Staff (Post 
0704131 2URFL0EH,E. NRC - No Delaifed Affiliation Given Ip. 47004'34e 
47004 340 


-6010030176 Mod S.exorcising second 1-yr optlon,incorporBtlna contractor 
p/oposaUn creasing celling a mount, revising period of performanco ^ Increasing 
obligations, to "Now Madrid Geological & SoTamological Rosoarch Progrono." 
ST^PLE.P J Michigan, Unlv of, Ann Arbor, Ml HAG AN J F Division of Coniracts A 
Property Management (Post 000516). FIN 0-1896 NRC-04 06-122 00/09/23 3pp. 
47004347-47004 349 


8610030381 Molificalion of contract execution* "Development of Largo Cross Sectional 
Area Self Powered Detector," awarded lo K E M P Coip 

MEARSE.SD Office of Administration ■& Resources Management, Director (Post 
670413) FIN D2502 NRC-04-8a-101 86/09/23. GUSTAVE.R.P. Program Manage- 
mont, Policy Dovefopment & Analysis Staff (Post 870411). NEIUS.D O.TiRC - No De- 
tailed Affiliation Qhron Ip 47011.013-47011.033. 


-6810830374 Contraol "Davefopmont of Large Croaa Sectional Area Self-Powered De- 
tector." awarded to K.E.M P Corp. 

LEVERT.F.E. KEMP Corp. SMITH, P A Division of (Dontracls & Property Manage- 
ment (PoBi 8B0516) FIN D-2502. NRC 04-88-101 86/09/20. 20pp. 47C11;9f4- 
47011 033 


8810030404 Notification of coniract oxaeuWon "irradiation Embrittle me nl of Reactor 
Press era Vassol Steels," awarded to Malls Engineering Assocajne. 

DEMARCO.D. Division of Conlracta A Propel Management (PobI 880516) FIN B- 
6646. NRC’04-aa072 83/09/27 ARLOrro,Q.A. Division of Engineering (Post 
870413) TABOAOA,A. NRC - No Detailed Afflliallon Given 1p. 47007:1 70-47(5)6.026. 

-8810030428 Contract. "Irradiation Embrhllament of Reactor Pressuro Vessef Staala," 
awarded to Malls Engineering Assoesjne, 

GBEENBLATT.M, Materials Enginaering Associates, Inc SMITH, P. A Division of Con* 
tracts A Property Managomonl (Post 880516) FtN 8 6848. NRC-04 68 072, 80/09/ 
27. 216pp. 47007 171-47006.026 

0610040035 Notification of contract execution, Mod 7, to "Steam Generator & Steam 
Lino Overfill Issues " Conlraclor.SBA/ Sclentach.Inc. 

BELL.S. Contract Adminlstrallon Branch FIN 0-1766 NRC-0 4-87-39 B. 68/09/06. 
QUSTAVE.H. Program Managemenl, Policy Development & Anatysls Staff (Post 
870413). SHAUKATiSK NRC - No Detailed Alfilialion Given Ip 47045‘274- 
47045277, 

-8810040046 Mod 7,ras4slng indirect rates contained In contract, to "Steam Generator & 
Steam Lino Overfill IsBues.'" 

BAKER, L.J. Small Business Administration YBARRONDO.tJ. Scientech, Inc. 
HAQAN.T.F. Division of Coniracts & ProperN Management (Post 880516). FIN D- 
1766 NRC 04-87-308 83/09/08 3pp. 47045-276 47045:277, 


0810030183 Notification of contract execution, Mod 1,to "Internal Control Reviews." 
Conlraclor SBA Stbconlractor Irving Burton Assoc, Inc. 

KN0X,E. NRC • No Detailed Affiliation Given FIN D-1436. NRC- 10 87-355. 00/00/23. 
MCOONALO.W.Q Office of Administration & Resources Managomenl, DSroctor (Post 
070413) FOWLER.G NRC • No Oetaifod Afflllalion Given. Ip 47004 001-47004 002 


6810040052 Notification of cooperative agreomont.Mod 1 lo "Maint & Operation of 
LPDR." Cooperatofphoonk Public Library. 

SMITH, P. Property A Procurement Branch, FIN D-2410. MRC-1 0 87-453. 8B/09/27. 
GRIMSLEY.D.k. SOUDER,J NRC - No Detailed Afnilallon Given Ip. 47038-047- 
47036.040. 


-8810030189 Mod Lproviding incromenlal funding, lo "Inlornol Control Revlowa," 

* Small Business Administration * Irving Burton Associates, Inc EOQEWORTH,P,J, 
Division o1 Contracts A Property Management (Post 800516) FIN 0-1435 NRC-10-87- 
355.80/00/23 1p 47004 002 47004:002, 


-8810040050 Mod 1,0xlonding period of performanco until 801 221, to "Maint & Oper- 
alionolLPDR." 

MORITZ, S Phoenix, AZ SMITH,P. Division of Contracts A Property Management 
(Post 860516). FINP-24t6. NRC-1087-463 88/09/27. 2pp. 47038.048 47033049. 


6810030203 Nolificailon of contract execution' "Alert Notification Sys," awarded to SSR 

M^ARSeS^D Division ol Contracls & Properly Management (Post 080616). FIN D- 
1869 NRC 39 86 234 86/09/20. KRUZIE,P Office of AdmInWratlon A Rosourcos 
Manaflomont, Director (Post 070413). WOOOALL,K NRC • No Detailed Afflliallon 
Given Ip. 47010*316 47011.012 


8610040053 Notification of contract oxocullom "Numerical Model Dovefopment for Low 
Level Racfwasle Disposal Sites," awarded to Hydrogoelogic,lnD 
BAZIN.jp, Contract Nogellatlon Branch-2 FIN D-2605. NRC 04-88-104. 68/09/26. 
QUSTAVE.R Program Manogemonl, Policy Development & Analysis Staff (Post 
070-113) NICHOLSON,!. Nffc - No Detailed Afflllallen Given Ip. 470381116- 
47036.135. 


-0410030285 Controcl. "Alert Notification Sys," awarded lo SSR Technology. 
SWENSON, WJ SSR Technology, SMITH, PA Division of ConlraclB & Properly Man- 
agemenl (Post 080615). FIN C)-1089 NRC-39-00-234 08/09/28. 60pp. 47010.317- 
47011 012 

0810030329 Notification of contract oxocullon.Mod 16,to *’ADP Sys Oovolopmonl" 
Con tractor .Sys Automation Corp, 

BELL,S Conlracl Administration Branch FIN B-0168. NRC-33-07-224. 80/09/23. 
EVSYMONTT,Q Division of Computer & Tolocommunlcollona Services (Poal 070-113) 
SULLIVAN, J. NRC - No Detailed Affiliation Given Ip. 47004 367-47004:te 

-091003033-1 Mod 10, providing Incremental funding to, "ADP Sys Development 
* Syalem Automation Coro. HAGAN, T F. Division of Coniracts A Property Manogo- 
menl (Post 800516). FIN 0-6166, NRC-3 3 87-224 00/09/23 Ip 4700-1.368- 
47004.358. 

6010030936 Nolificallon of contract execution. Mod 10, to "Technical A&slalanco for 
Emeigancy Response " ConlraclorComex Corp 

MEEHAN.B. Contract Administration Branch. FIN 0-8766 NRC-05 00-170 OB/00/Z3. 
SPESSARO,R.L Division of Oporalionol Assessment (Post 870418). PRIEBE.R. NRC- 
No Detailed Affiliation Given ip 47010:004-47010005. 

-8910030346 Mod fo.provldlng Incremental funding, to "Technlcot Assistance for Emer- 
gency Response " 

^ Comox Corp. EDGE WORTH, P.J. Division of Contracls A Properly Management 
(Post 800516). FIN B 6766 NRC 05-80-170. 68/00/23 ip. 47010 006-47010.006. 

6910030337 Notillcation of contract execution "Microcomputer Based Paralfet Process- 
l^Sys for Code Computallonc" awarded to Risk Mgt As 80 C,(nc. 

M&VRSE,S.O. Office of Admlnlstrelion A Resources Manaaortienl, Director (PosI 
070413). FIN D-2507. NRC-04 60-106. 08/09/20 QUSTAVE.R. Program Manage- 
mem, Policy Development A Analysis Staff (Post 670411) MARINO, Q. NRC - No (De- 
tailed Alfilialion Given Ip 47005.230 47005:267. 


-6910040059 Conlracl. "Numerical Model Developrr>ent for Low Level Radwaste Dis- 
posal Sites/' awarded to Hy<froneologlc,lno 

ROBERTSON, J.0. Hydrooeolo^c, Ino 8MITH.PA, DIvlaion of Coniracts A Property 
Managemont (Post 880516) FIN D-2505. NRC-04-BS-I04. 88/09/26. fapp 
4703^117-47036:135 


6610040079 Notification of contract exeoutfon,Mod 3 Jo ’'General Modeling of Cendan- 
aatlon for Reactor Applications (SBIR Phase II),*' Conlractor:CreareJno 
MEEHAN.B. Conlracl Administralfon Branch NRC 04-86-127. 88/08/10. GUSTAVE, R 
Program Managemenl, Policy Development A Analysis Staff (Post 870413). 
TROUTMAN.C. NRC ■ No Detmlad AffiUaUon Given tp 47046:272-47046' 273. 


-8610040331 Mod 3, extending period of performanco jo "General Modeling ol Conden 
satlon for Reactor Applications (SBIR Pnase 1)).*' 

HICKIN,R A Creare, Ino. EDGEWORTH, P J Division of Contracts A Property Manage 
ment (PosI 000516), NRC 04-06-127 08/08/18. Ip. 47046:273-47046 273. 

8610040102 Notificalton of Mod 1 to cooperative agreement. "Malnl A Operation of 
LPDR," awarded to Perry Pubflo Library. 

SMITH, P. Property A Procurement Branch. FIN D-2418. NRC-10-07-437. 68/09/27. 
QnlMSLEY,D.H. Office ol Administration A Resources Managemont, Director (Poal 
070-113). Ip. 47037:210-47037:212. 

-68100 4Q103 Mod 1 to cooperative agreement: "Melnt A Operation of LPDR," awarded 
to Perry Public Library. 

eRUNSON,&C. Perry. OH. SMITH, P. Division of Coniracts A Property Managemenl 
(Poat00Q516) m 0-2418, NRC-IO 07-437, 88/09/27. 2pp. 47037,211-47037:212. 

8610040110 Notification of contract execttllon.Mod 11 Jo "Thermal Mixing." 
Contractof.Flegonte.UnW ot CA. , 

MEEHAN, B Contract Adminlalrallon Branch. NRC-04-06.111. 68/09/91. 

SHEROM.B.W. Division ol Reactor A Plant Systems (670413-060716). 
TOVMAS8IAN,H. NflC * No Delallod Affiliation Given. Ip. 47 038: 27 2-470 30* 273. 


-6610030342 Contract' "Microcomputer Based Parallel Procosalng Sye for Cods Com- 
pulations," awarded to Risk Mgt ABsocs,lnc. 

BIENIARZ.PP Risk Management Associates. SMITH, P. A. Division of Coniracts A 

» Management (Post 880516) FIN 0-2607 NRC-04 -08 -106. 88/09/28. 19pp. 
39-47005,267. 


-8810040132 Mod 11, extending contract period of performance through 869915 at no 
coat to, "Thermal Mixing." , 

WHITACRE,C, CBlIfornia. Unlv. of, Santa Barbara, CA. EDQEWORTH.PJ. t^Won of 
Coniracts A Proprerly Management (Poal 680516}. NRC-04-06-1 11. 88/09/01. Ip. 
47W8'273-47m279. 


8610030363 Notification of contract execution, Mod a4,to "Technical Assl&tenca for Fa- 
Ciiitles Requiring Special Asslatanco." Contractor:ParQmeler,lnc, 

MEEHANJB, Coniract Administration Branch. FIN D 2101-8. NRC 06 88-166. 80/09/ 
23 RiCHARDSON.S.D Ofc of Special Pfojocla. CORLEY, O.J, NFIC - No Detailed Af- 
ffllatJon Given, ip. 47004:364-47004.366. 


6310040131 Correcied notification of coniract execotlon.Mod 7,to "Northiaaslem Seia- 

mlc Research Program - Task 4," Conlractorl^SU 

&Ea.S. NRC - No Detailed Affiliation Given. FIN D-1609. NRC-04 -85.1 13. 68/08/18, 
QUSTAVE.R. omce of Nuclear Rogulaloiy Research, Director (Post 660720). 
ZURFLUEH,E. NRC - No Detailed Affiliation Given. Ip. 47026 : 148^47026:1 4 8, 
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^810040139 NoliCication of conlract execution, Mod 11, to “Tec^infcaJ Assistance In Hy* 
drogeof ogy - Part A - Testing ” Contractor Williams & Assoc 
KNOX.E r. Contraci Administration Sranch RN 0-1030 8 NHC-02 85-008 88/08/31 
DAVIS, E Program Managornsnl. Policy Davolopmani & Analysis Staff (Post 070413) 
POHLE.J NRC - No Delailod Affiliation Given 1p< 47045 109 47045 1 1 1 

-6610040323 Mod 11, terminating contract effective 680631 & decreasing contract ceil 
Ing & amount obligated, to "Tecfinical Assistance In Hydrogeology - Pari A - Testing " 

* warns & Associates EDGEWORTH.P J. Division ot Contracts & Property Manage 
meni {Post 880515) FIN 0 1020 6 NFC-02-65-008 08/08/31 2pp 47045110- 
47045 1t1, 

6810040162 Notification of contract exacutioaMod 16, to 'Tochnical Assistance In Sup- 
port of NBC Lfcenslng Activities Contraclor^Sciance Appficalions Inll Corp. 

FIELDS. J A Contract Adminiatralfon Branch FIN D 1788 NRC-OaeZOaQ 08/09/29 
BAJWA,S S,, WEST.S Office of Nuclear Reactor Regulation, Director (Post 87041 1J 
CORLEY,D Ofc of Specfal Projects Ip, 47040’ 238 4 7040 300 

-6310040168 Mod 16, prodding addi funds & adding FIN 0-1768 & D'2109.to ‘Techni- 
cal Assistance in Support of NRC Licensing Activities " 

* Science Applfcations Inlernalional Cojp (formerly Science /^plications, Inc) 
EDGEWORTH, P J. Drviaion of Contracts 8 Properly Managemient (Post 0BO5I5) FIN 
D-1788. NRC-03 B7 029 88/09/20. 4pp 47040,297-47040'300 

8310040166 Notilicalion of contract execullon.Mod 6,to *'PaleollqiJ0raction Features on 
Atlantic Seaboard " ConIraclor.Ebasco Svcsjnc, 

MEEHAN.0 Contract Admin Isi fallen Branch FIN 0-1682 NRC.04 86-117 88/00/13 
GUSTAVEiB Program Management. Policy Davolopmem & Analysis Staff (Post 
870413) MCMUlIEN,R NRC - No Detailed Alfihaiion Given Ip. 47040 178- 
47040170 

-8310040194 Mod 6, providing Incromenta) fundlng.lo "Pa leolique faction Features on At- 
lantic Seaboard " 

* Ebasco Services. Inc (aubs of Eriiserch Corp) EDGEWORTH.P J Division of Con- 
tracts & Property Management (Post 880515) FIN D-1662, NRC-04 86-117 08/09/ 
13, ip 4704D’ 179 47040.179. 

6610040137 Notificailcn of contract execulicn.Mod 2.to "Signal Cable Install alien fn 
NRC-Occuplod Space." Con tractor. Bus In ess Communication Coni factors, Inc 
PAQE,M Contract Ad mlnlstr alien Branch FIN 0-2318. NRC-39-0B-173. 88/09/90 
MATTIA,M J Division of Conlracis & Property Management (Post 800515) FISHER.L 
NRC No Detailed Allilialion Given 1p 47040; 17 8-470 40-177 

>-8810040190 Mod 2, providing incremental funding, to "Signal Cable Inslallation fn NRC- 
Occiipied Space " 

' Busina as Communications Contractors, Inc HAQANJF. Otvlslon ol Conlracis & 
Property Management (Post 880516) FIN D-2318. NRC-39-ae'1i73, 88/09/30 Ip 
47040.1 77-47040 177 

3810040209 Noiificallon of contract execution, Mod 3, to "Medical Uses ot Byproduct 
Matt " Coniraclor.Univ of Texas 

MEEHAN, 6 Contract Administration Branch FIN 6 8764 NBC-05-B7-121 68/09/29 
SPESSARO,RL Division of Operational Assessment (Post 870413) ANDERSON, R 
URC- No Delailod AMalfon Given Ip 47040 201-47040211. 

-8610040213 Mod 3, revising matl to be covered in medical uses of byproduct mall 
course, to "Medfcal Uses of Byproduct Mall '' 

* Texas. Unfv, ol. San Anionlo. TX EDGEWORTH, PJ Division of Contracts &. Proper- 
ty Management (Post 880515) FIN 8-3764, NRC 05 67-121. 88/09/29. 10pp. 
47040.202 47040-211 

6310040220 Notification of contract eKecution.Mod l3,to "Operation of Ctr for Nuclear 
Waste Regulatory Analyses - FFRDC’* Contractor.SWfll 

MACE.MH Ooniract Admini&tralion Branch FfN D 1035 6 NRC-02 88-005 eB/08/ 
31 FUNCHES,J L Program Management, Policy Development & Anafvsfs Staff (Post 
870419). BUNTING, 9. NflC - No Del ailed Affiliation Given 2pp 47045 298-47045 301 

-8810040231 Mod IS.deobligatmg funds.to "Operation of Ctr for Nuclear Waste Regu- 
lalofyAnafYSos * FFRDC " 

CHAmEN.RE Soulhwesl Research Institute HAGAN.TF Division of Contracts & 
Property Manaoemanl (Foal 8B0515}, FIN D 1035 6, NRC-02-8a005 86/08/31 2pp 
47045-300-47045:301 

6610040222 Notification of contract execution for unspecified mod, to ''Comprehensive 
Aging Assessment of Circuit Breakers /Relay Phase 11" Contractor Wyle Labs 
MEEHAN.B, Contract AdminJsIration Branch. FtN D2O04 NRC-04-88 083. 68/08/31 
GU8TAVE,R Office of Nuclear Regulatory Research, Dtreclor (Post 660720) 
AGGARWAL,S, NRC - No Detailed Affiliation Given Ip. 47045 294 47045 295. 

-6610040263 Mod. providing incremental funding, to "Comprehensive Aging Assessment 
of Circuit Breakors/Relaya Phase If " Mod number not specified 

* Wyie Labora lories, EDGEWORTH.P.J. Division of Contracts & Property Management 
(Post 090515), FIN D-2004. NRC.04 86-003. 86/08/31 Ip 47045-295 47046 295 

6610040239 Nolfication of contract execution .Mod 10, to "Pocumenl Distribution Sves," 
Contractor GPO 

MEEHAN, B, Conlract Admfnistra Hon Branch FJN D-1872, NRO10 85 264 68/09/02 
SCOTT»R 5 Divisfon of (nformalion Support Services (Post 870413). SHAW.KR NRC 
- No Detailed Affiliation Given Ip 47041 212-47041:214 

-6610040243 Mod lO.providing incremenfal funding for FT88, changing project officer & 
revising paragraph A 5(a) of SOW, to "Oocurrient Distribution Sves " 

BEADLE.JE Qovorrtftianl Printing Office EDGEWORTH, P.J Divisloo of Contracts & 
Property Management (Post 880515) FIN D-ld72 NRC 10 85-264 86/09/02 2pp 
47041-21347041-214 

6B10040292 Notificalkin of contract executon.Mod fl.to "Technical Assistance in De- 
veloping 6L rmplamenting OA InitiaUves " Conliacfor Science Applications Inti Cora 
MEEHAN.B. Contract Adminislralion Branch. NRC 05-88-162 88/09/13 BAJWA.S 
Planning, Program & Management Support Branch (Post 870411) WEST.KS NRC - 
No Detailed AffihatJon Gtyan ip. 47029,237 47029.230. 

•-3810040206 Mod 11, revising general & adminlstralive base in Mod lO.to "Technical 
Assistance in Developing A Impfementing QA Initiatives " 

RODEHAU,T.iJ Science Applloabons International Corp (formerly Science Applica- 
lioiis, Inc) EDGEWORTH.PJ, Division o! Conlracis & Property Management (Post 
880515). NRC-05-d6-f 62. 08/09/ 13 2pp 47029 238-47029.230. 


8810040322 Notification of contract execution, Mod 15, to "Technica) AssSslanca in NftC 
Insp & Enforcement Operations " Contractor Parameter, Inc 
MKHAN.B Contract Admlnlatralion Branch FIN B 8745 NRC 05 OS 167 88/09/^3 
0AJWA,$S Office of Nuclear Reactor Regulation, Director (Post 67041111 
WEST.KS. BERKSON.H NRC - No Detailed Affiliation Given Ip 47019303- 
47019 312 

-8610040324 Mod IS.deobligatmg funds, to "Technical Assistance Ir^ NRC ln$p & En- 
forcement Operations " 

LOFY.RA Parameter, fnc EDGEWORTH.P J Division of Contracts A Property Marv 
agement (Post 080516) FIN B 0745 NRC-05-05 167 88/09/23 2pp 47019 315- 
47019 312 

8810040330 Notification of contract execut(on,Mod 8.to "Audiovisaa) 
EquipmenLPurchase & Installation at One White Flint North." Contractor MaryiaivJ 
Sound Industrlea.inc 

FLEENOH.CM. Contract Administration Branch FIN D-2404. NRC 10 87-211. 68/09/ 
08 PHILLIPS,JD Division of Publications Services (870413 800514) LI«DSAY,P 
NRC - No Ooiailed Affiliation Given Ip 47036 323 47036 327. 

-8810040333 Mod 8, revising statement of work to add six tasks & ostabllshlna 1 yf war- 
ranty period.to "Audiovisual Equipment, Purchase & Installation at One White Flint 
North 

PAREY.W E Maryland Sound Industries, Iric * Division of Contracts & ProPfiflY Man- 
egemenl (Post 880515) FIN D 2404 NRC- 10 87-211 88/09/08 4pp M6 324- 
47036*327 

6810040350 Notification of conlract exoculion.Mod 3, to "EiBcIroslallc Copying Sves" 
ContraclOT Facilities Mgt.lnc, 

KNOX.E Office of Administration & Resources Management, Director (Post 670413) 
FIND-2354 NRC-17-B7-16S 88/09/20 CHiLK.S Office of the Sscrol pry of the Com- 
mission RUHLMAN.L NRC - No Detailed Affiliation Given, tp 47020 090 47020 100 

-8810040357 Mod 3, reflecting change of worksite, providing funds lo move conlracior* 
leased aquipmani & adding furniture to list of govt-furnished properly.to "Elocirostaic 
Copying Sves " 

0RUMMER.RK Facilities Management EDGEWORTH.P J. Division of Cor I facts 4 
Property Management (Post 880515) FIN D-2354. NRC-17.87-166 80/00/20 2pp 
4702009947020 tOO 

8810040366 Nolification Of grant execution,Mod 9,to "Partial Support of CcrrniiiEoo on 
Seismology " Grantee NAS 

PAGE,M Contract Administration Branch F)N G-1028 NRC-G 04 81-023 88/0&/3V 
GUSTAVE.R Program Management, Policy Development & Analysis Slalf (Posl 
070413) MURPHy.A NBC • No Detailed Affiliation Given Ip. 47021:168 47021,169 

-8810040385 Mod 9, extending performance period for 1 yf w/addi funding, to "PartiaJ 
Support of Committee on Seismology " 

SMITH, P.M, National Academy of Sciences HAGAN.T.F Conlract Administralon 
Branch FIN Q-1028. NRC-G 04-81-023 08/08/31 1p 47021 159-47021 150. 

8810040377 Notification of contract execution.Mod 7, to "Cooperative Human Roliabikiy 
Evaluation Program " Contractor NUS Corp 

MEEHAN.B. Contract Administration Branch NRC 04-86-104 88/09/12 GUSTAVE.R 
Program Mananemenl, Policy Dovelopment & Analysis Staff (Posi 070413) 
RASMUSON.D NRC • No Detailed Attiliation Given Ip 47037.846 47037*248 

-8810040382 Mod 7,c)mnglng prolecl ofticer.lo "Cooperative Human Reliability Evalua- 
tion Program " 

* NUS Corp EDGEWORTH.P J Division of Contracts & Property ManagamenI (Poil 
880515) NRC 04 86-104 80/09/12 2pp. 47037 247 47037 240 

8610040402 Notification of conlract oxeculion.Mod 3,to "Primary Inlerexchangfl Carder 
for NRC Long Distance Telecom mu n lea lions Requirements " Coniractor.ATAT (Com- 
munications 

DORSEY,M. Office of Administration & Resources Management, Direclor (Post 
870413) FIND 1851 NRC 33 87-235 88/09/28. EYSYMOlflT.G Division Of Com* 
puler & Telecommunications Services (Post 870413), SHAVERS,M. NRC • We De- 
tailed Affiliation Given Ip 47038 342-47030.343 

-8B100404Q8 Mod 3, Increasing amount obitgaled.to "Primary fnierexchange earner fw 
NRC Long Distance Telecommunications Requirements " 

* AT&T Communlcalions. HAGAN.T.F Office of Administration & Hesoufcos Manago- 
ment, Director (Post 870413) FfN D 1851. NRC 33-87-235 88/09/25. Ip 47038,343- 
47038 343 

6810040427 Notification of conlract execution, Mod 16.to "Conventional Sya DewoPop- 
ment " Contractor Mathtech,lnc 

KNOX.E Contract Administration Branch FfN D-1403 NRC-33-8 8-263. 09/09/13 
EYSYMONTT.G.P Division of Computer & Tefecommunicaflons Services (PoM 
870413) DOLLECK,A NRC - No Detailed Affiliation Given. 1p 470 1 9 348-47019 J49 

-6810040430 Mod 16,providing incremenlal fundlng,to "Conventional Sys Develop- 
ment " 

* Malhtech, fnc EDQEWORTRPJ Division of Contracts & Property Managoftoni 
(Poal8B0515) FIND-1403 NRC-33-86-263 88/09/13 Ip 47010.349 47010 349 

8810040442 Notification of conlract execution, Mod 21, to "Coordination of Fedaral/Slala 
Radiation Control Activities & Assistance In Solving Radiation Control Problems 
Contractor FDA 

KNOX,E NRC - No Detailed Affiliation Given. FIN 6-1620 NRC-06-76-247 8 0/09/26 
KAMMERER.C Slate, Local & Indian Tribe Programs Ip 47030 20-8 47038271. 

-8810040446 Mod 21, adding two new tasks to statement of work & providing tasks 
costs, lo "Coordination of Federal/State Radiation Control Activities o Assistance m 
Solving Radiation CJonlrol Problems " 

* Food & Drug Administration EDGEWORTH.P J Division of Contracts & Propoily 
Management (Post 880515). FfN 0-1620 NRC 06 76-247 88/09/26 3pp 47038 269- 
47038 271. 

8810050007 Notification of contract execution "Electronic Publishing Sys,** awarded to 
Eastman Kodak Co 

MCIEAREN.T Contract Negoballon Branch 1 NRC-39.88-23 1 , 88/09/23 

GR)MSLEY,D,H Division of Freedom of Information & Publlca1ior>a Services (P05l 
8805 15) JOHANSEN.J Document Control Branch (Document Control Des-k). tp 
47068 216 47059 099 
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~0B1GO5OOOB Contract “Electronic Publishino Sys." awardod to Eastman Kodak Co. 
fOX.J Eastman Kodak Co WIGGINS, E Division ot Contracts & Property Manage 
mert (Post 060515) FIN D-2378 NRC<3 9 80*231. 88/09/23 243pp 47058 217- 

47059 099 

8310050016 Notification of coopomtive agreement, Mod 1,to “Mainl & Operalfpn of 
IP DR *’ Cooperator Calvert County Public library 

SMITH, P Property & Procurement Branch FIN 0 2416 NRC-10 87 430 88/09/27 
GRIMSLEY.DH Office of Administration & Resources Managomanl, Director (Post 
870413) S0UDEfl,J NRC * No Detailed Affiliation Given Ip 47060268 47060 268 

>-6010050023 Mod 1 to cooperative agreement “Maint 8 Operation of LPDR,‘* awarded 
to Calvert (bounty Public Library 

HOFMANN ,P Calvert County, MD SMITH, P Division of Contracis & Property Man- 
agement (Post 860515) FIN D2416 NRC-1 007*430 88/09/27 2pp 47060 267 

47060 268 


-0810060084 Mod 3, extending expiration dale Ihfough 880831 & completion data of 
Task kV to 880630 & incorporating Task V at no add! cost, to "Research Prforitltatlon,** 
BAKEH.LJ Small Businosa Administration YBARRONDO.LJ Scfentech, Inc 
EDGEWORTH.P J Dwision of Coniracts & Property Management (Post 880515), FIN 
D 2064 NRC 04 87*089. Oa/Oa/ 1 3 3pp 47081062*47061 064 

8610950089 Nollficallon of contract oxeculiort,Mod 33,1a "Technical Assistance for Fa 
cililies Remrinng Special Assistance” Contractor.Parcmeter,ln<c 
MEEHAN.B, Division of Contracts & Property Management (Post 880515) FIN D- 
2102 NRC 05 86 168 88/09/12 GRIME^CI Ofc of Spocial Projects CORLEY.OJ 
NflC • No Detailed Atfilialion Given Ip. 47057 203 47057’206 

-6810050093 Med 33, incrementing funds, lo "Tachnicaf Assistance for Facilities Requir- 
ing. Special Assislance " 

Jparamelor, Inc EDGEWORTH.P J. Division of Contracts & Property Management 
(Post 8B0515) FIN D 2102. NRC 05 86 156. 88/09/12 2pp. 47057 204 47057,205 


8610050016 Mod 10, extending contract term through 881231 at no add I cost.to "CognI 
two Modeling Behavior of Nuclear Power Plant Personnel " 

* Westinghouse Electric Corp EDGEWORTH, PJ Division of Contracts & Propeiiv 
Management (Post 880515). NRC 04*65*103 08/09/30 2pp 47050 235 47050 236 

BB 10050026 Notification of contract execution, Mod 2 , to “Operation & Main! of Into 
Technology Svcs Training Lob '* Contractor USDA Graduate School 
DORSEY, M Contract Administration Branch NRC*3a-80 364 86/00/02 

GOLOWAN,PJ Ofc of Personnel (Post 870413) MiTCHLfM.B NRC - No Dotalled Af- 
filiation Given Ip. 47058 152 47050 156 


8810050105 Notification of contract oxecutlon,Mod 30, to “(^mputer Time sharing & Re- 
lated Svcs ” Contractor, NIH 

DORSEY.M. NRG - No Dolailed AfWIallon Given FIN B-1666. NR 025 82 312 68/09/ 
01. MAGEE, W A. Division of Information Support Services (Post 870413), DIEHL, D 
NRC - No Detailed Affiliation Given Ip. 47060 317-47060 316 


-8619050111 Mod 30,incroasing funding, to “CJompuler Timesharing & Related Svcs'* 
Health & Human Services, Dept of, U S. Public Health Service HAQAN,T F Division 
of Contracis & Property Management (Post 880516) FIN 0-1666. NRC-25 82-312 
88/00/01. Ip 47060 318 4 7080 318 


-BB1905D034 Mod 2,revislng key personnel clause, to "Operation & Maint of Technology 
^cs Training Lab " 

'* Agriculture, D^t of, Graduate Scliool, Washington, DC EDGEWORTH,PJ Division 
of Contracts & Property Managemont (Post 860515) NRC-38*8D-3e4 80/09/02 Ip 
47058153 47056 153 


8810050126 Notification of contract oxoculioii.Mod 3, to "Memphis Area Regional Sels- 
mographic Nolwork-Wow Madrid " Contractor Memphis Stale Uni v 
0ELL,S Contract Administration Branch FIN D-1603. NRC-04-86-120 68/09/27 
QUSTAVfc.R Program Management, Policy Dovolopment & Analyais Staff (Post 
8704131 ZURFLUEH.E NRC - No Daiailod Affiliation Given. Ip 47059 162- 
470S9 108. 


-B81005Q037 Nominates DM Hennessey to replace D Vlckory in key personnel clause 
for Cor^tract NRC 38 68-364 

P00LE,6R, Agriculture, Dept of, Graduate School, Washington, DC NRC-OO 88*364 
88/08/12 MEARSE.SD NRG • No Detailed Affiliation Given 3pp 47058 154* 
47058 156. 

6810050041 Notification of contract execution, Mod 2,lo "Maint 6 Sye Support for POR 
0RS Software " Contractor Zonar Corp 

KNOX.E. Contract Administration Branch. FIN D 1212 NRC-33 67*210. 88/09/13 
EYSYMONTT.QP Division of Computer & TelocommunIcallonB Sorvicos (Post 
870413) SHELBOURNE.E C NRC - No Detailed Affiliation Given. Ip 47060 260* 
47060 271. 

>*6010050059 Mod 2, Increasing funding to "Maint & Sys Support for PDR BRS Soft- 
ware " 

• Zonar Corp. EDGEWORTH, PJ Division of Contracts & Property Managemont (Post 
880515) FIND-1212 NRC-OS 87*218 68/09/13 2pp 47080 270 47060 271. 

0910950047 Nollficallon of contract exoculIon,Mod 3, to “HTQR (Fort St Vrain) Troining- 
Course " Conlractor.GA Co 

PAGB.M Conlract Administration Branch FIN 0 6760 NnC.05-00-162. 66/08/31. 
SPESSARD.RL Division of Operational Assossmont (Post 070413) ANDERSON, R 
NRC No Detailed Affiliation Given Ip 47056 178 47058 179 

-8819050049 Mod 3,1 ncorpo rating chango of name agreement from GA Technolooles to 
General Atomlc8,to "HTeR (Fort St Vrain) Training Courso” 

• General Atomics (formerly GA Technologies, Inc /General Atomic Co). HAGAN, TF. 
Pension of Contracis & Properly Management (Post 680616). FIN fi-0769 NRC 05 09* 
152. 88/08/31 Ip 47058 f70 47058 179 

901OO5QO54 Nolificatlon of conlract execution,Mod 3, to "Operation & Maint of Nuclear 
Documents Sys (NUDOGS)." Contractor SBA. Subcontractor Statisllca,lnc, 

OELL.S Division of Contracis & Properly Managemont (Post 000616) FIN D1874 
NRC-39 80-211 88/00/12. SCOTT, R.S. Division of Intormallon Support Sorvicos 
(Post 870413) COLLINS,M Oocumonl Control Branch (Oocumont Conirol Desk), Ip 
47066 207-47066 200 

-80(0950964 Mod 3, providing Incremental funds, lo “Operation & Mair^t of Nuclear Doc- 
umer^ls Sys (NUDOCS)," 

* Small Business Administration. * Statistica, Inc HAGANJF, Division of Contracts 6 
Pfoporty Management (Post 860515) FfN 0-1674 NRC-39 80 211 80/09/12 Ip 
47066 iOB-47060'208 

6819050966 Notification of contract execution, Med 8, to "Northeastern Solsmic Ro* 
search Program Task 4 " Coniraclor Pennsylvania State Univ 
DELL,S NRC - No Detailed Atfiliatlon Qlvon FIN D-1609 NRC 04 66* 1 13, 80/09/23 
GUSTAVE.R. Office of Nuclear Regulatory Research, OIroetor (Post 660720) 
ZURFLUEH.E NRC - No Dotalled Affiliation Given Ip 47060 053*47060 056, 

-8810060068 Mod 6, changing tofomotry cost & funding to, “Northeaslorn Seismic Re 
soarch Program Task 4 

NARQI.RD Pennsylvania Slate Univ, University Park, PA HAQAN,T.F. Division of 
Contracts & Propaily Managomonl (Post 080515). FIN D 1609. NRC 04 65 113, 88/ 
09/23 3pp. 4706 o OM 47060.056 

BB10050077 Notllicatlon ol contracl execution, Mod O.to “Tochnicel Asslstanco for 
Design Insp Svcs " Contractor Westoc Svcs, Inc 

DORSE Y,M. Contracl Administration Branch FIN B-0762 NRC 05 86-16 5 30/09/26. 
8AJWA,S.S Office of Nuclear Reactor Regulation, Director (Post 870411) WEST,KS, 
NRC • No Detailed Affiliation Given ip 47068 109 47058 111, 

-6810059063 Mod 8, providing incremental funding, to “Technical Assistance lor Design 
lasp Svcs “ 

* Wesiee Services, Inc HAGAN, T.F, Division of Contracts & Proporty Managemont 
(Post 38051 5) FIN 6 8762 NRC 05 06-155 88/09/28 2pp 47058 110-47053,(11 


-0610950130 Mod 3, extending period of performance & providing fncremenlal 
funding, to “MempWa Area RogionaiSelsmographic Network New Madrid" 
CARPENTER. T.G. Memphis Stale Univ . Memphis, TN. HAQANJ.F. Division of Con- 
iracls & Proporty Management (Post B89516) FIN D-1693, NRC-04 86-120 88/09/ 
27. 6pp. 47059T83 47059.188 

3310050143 Notitfcallon of contract execution, Mod 2Jo “Compulof Code for Rro Pro- 
tection & Risk Analysis of Nuclear Plants '* Contra c tor. OF D Research Corp 
DOHSEYjM Contracl Administration Branch NRC 04 37*374. 68/06/31. 

ARLOTTO,Q, Office ol Nuclear Regutetory Research, Director (Post 890720). 
FARMEH.B. NRC * No Detailed Affiliation Given Ip 47057,255 47057.253 

-8S100S0156 Mod 2,provldifig no coal extension until 68061 9, to "Computer Code for 
Firo Protection & Risk Analysis ol Nuclear Plants " 

SINQHAUAK CFD Rosoarch Corp. HAGAN, TF Division of ConlraclB A Property 
Managomonl (Poal 380516) NRC-04-87-374, 33/03/31, Ip. 4 70 57. 26 6-470 5 7: 25^. 

0B1OO6O1B8 Nollficallon of contracl exec ullon, Mod 6,10 "Cable rnslairalfon In Support of 
NRC ADP & Word Procosslng Rogulremenls " Contractor* Hfrt Telecom Co. 

KNOX.E Contract Administration Bronch FIN D23ie. NRC-10B6-3B5 86/09/30. 
MATTIA.M J. Division ol Contracts & Property Management (Post 3805 IS), FISHER, L 
Document Control Branch (Document Conlro) Desk) Ip. 4706$ 106*47058 108 

-B01OO69162 Mod 6,providli^g Incromontal (undhng & Increasing celllr>g amount, lo 
“Cable Instatlalion in Supwrt of NRC ADP & Word Processing Requirements “ 

• Hift Telecom Co EDuEWORTH,PJ Division of Contracts $ Proporty Management 
(Post 000516). FIN D 231 3 NRC 10 83-385 83/09/30 2pp 47056.107-47053:103. 

6010050169 Nolificallon of contracl execul Ion, Mod 13, to "Commercial Facilities Mgt of 
One White Ffint North " CJonlractor. Parsons Brfnckerhoff MainI Svcs 
FLEENOR.C. Contracl Administration Branch. FIN D 2459 NRC-1 0 37-171. 30/00/29. 
MATTIA.MJ Division of (Dontracls & Property Managemont (Poal 68061 6) 
ROLMNS,C. Document Control Branch (Document Control Desk), ip. 47056.112- 
47053117. 

-3010050176 Mod 13j}rov]ding incromenlal funding 3 revising statement of work to In- 
corporate eloctrlcal & mochanlcal onginoering studios, to "Commorclal Facilities Mot of 
Ono White Flint Nortlt ’’ 

WILSON, J.R. Parsons Briockerhoff Construction Services, Inc HAGAN, TF, Division of 
Contracis $ Proporty Managomonl (Post 860515) FIN D-2310. NRC.10-B7-171, 83/ 
09/29 5pp 47068:113-47058 117. 

68 10050176 Mod 4,exlonding period of performance end date at no addi cost to govt lo 
allow for mall from 660022 tactical training exorcise lo be incorporated Into training 
manuals under 1 ask 6 of contract 

• Bottoilo Memorial Inslitulo, Columbus Laboratories. EDGEWORTH, PJ. Division of 
Co retracts & Properly Management (Post 330515) NRC 02-67-009. 88/09/20. Ip. 
47059.109-47059160 

6610050196 Notification of contract exec ullon, Mod 35«lo "Technical Assistance for Fa- 
cilities fleq^ulrlng Special Assislanco " Coniraclor Parameter, inc. 

MEEHAN.B Contract Admlnislralion Branch FIN D 2102 NRC 05-66-156 83/09/27 
QRIMES.CI. Ofc of Spocial Projects CORLEY, DJ NRC ■ No Detalied AfMiallOA 
Given. Ip. 4705Brt37 47058.159 

-6010050190 Mod 35, providing Incroinonlal funding, lo "Technical Assislance (or Facili- 
ties Requiring Special Asslstanco." 

• Paramolcr, (no EDQEWORTH,P J, Division ol Contracts & Proporty Managemenl 
(P05I8BD5(B) FIND 2102 NRC 05-06-166, 68/09/27 2pp. 479 5 3.166-4705$’ 159. 

6310050215 Notilicallon of contract execution’ “Improved Model for Predicting JR 
Curves from Charpy Data/' awardod to Modeling & Computing Svcs. 

UMBEL, D. Division ol Contracts & Proporty Management (Post 880516). FIN D-2604 
NRC 04 83-103 83/00/27 GUSTAVE.R. Program Management, Policy Developmenl 
a Analyais Staff (Post 370411). MAYFIELD,M t Document Control Branch (Documonl 
Conirof Desk) Ip, 47053 290 47053.309 


6610050000 Notification of cor^lract execution, Mod 3, to “Rosoaroh Prioritization" 
Coniraclor SBA Subcontractor Scienlech.lnc 

PAGE.M Conlract Administration Branch FIN D-Z064. NRC 04-37 039 88/00/13. 
GUSTAVE, R Program Management, Policy Dovefopmenl & Analysio Staff (Post 
370413) PITTMAN.J NRC No Detailed A (III iati On Given ip 47061.001-47061 064 


-6010050225 Conlract "improved Model for Predicting J R Curves from Charpy Data," 
awarded to Modeling & Computing Svcs, 

EASON, L.P Modeling & Computer Sorvicos SMITH, PA Division ol Contracts a Prop- 
arty Management (Post 680516) FIN B-2504. NRC 94-88-103. 86/09/27, lOpp 
47053-291 -4 7053,309. 
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881CJ050232 Forwards Mod 4 for ConiraCi NflC 04 87-086 
EDQEWOHTHPJ Contract Ac/minisiratlon Branch NRC04 87 086 88/09/27 

WOODS, G Sconce & Engfneennfl Assoctatas, Inc Ip 47057 157-47057 159. 

'•8010050204 Notfhcalior> pf coplract &xeculron,Mod 4.to “Cost Analysis of Proposed 
Changes In NRC Rcxju-iromenls Havmg Economic Consequences “ Contractor Science 
& ^nginoenng Assoc, fnc 

MEEHAN.B Contract Admins (ration Branch NflC 04 07 066 08/09/27 GUSTAVE,R 
Program Managomenl, Policy Development & Ar^alysls Staff (Post 67041 3J FELD.S 
NRC - No Detailed Affiliation Given 1p 47057 158-47057 150 

•<^910050206 Mod 4,fncreaslnq ceiling.lo “Cost Analysis of Proposed Changes in NRC 
Requirements Having Economic Consoguonces “ 

‘ Scienca & Enginoonng Associates. Inc EDGEWORTKP J Division of Contracts & 
Property Management (Post 680515) NRC-04-87-0a6 00/09/27 1p. 47057 159- 
47057*159 

6910050249 Mod 37,provldrng Inoramontal funding, to "Tochnical Assistance In Support 
of NRC Reactor Licensing Actions • Program II 

* Science & Engineering Associates, (nc EDGEWORTH.PJ. Division of Contracts & 
Proparty Managemsnt (Post B60516). FIN 0-2103 NRC-03-8a-096. 8&/09/28 2pp 
47060 060 47050 062 

9910050267 Noliflcaiion of contract execution, Mod l3,to "Ffow of Groundwater & 
Transport of Contaminants *' Conlraclor: fn-Situ.lnc 

MEEHAN,B Division of Contracts (870413 680514) NRC-04 85.114 00/09/26 
GUSTAVE, R Program Management. Policy Oovelopmenl & Analysis Staff (Post 
870413) MCCARTIN.T. NRC - No Dalaifed Afftaon GSvon Ip 4705 7*223- 
47057 224, 


8810060043 Notification of contract execution, Mod 4, to ’’Seismic Study of SewP Dyrwb-n- 
Ics at Anza.CA Conlraclor Univ of California at Santa Barbara 
BELL.S Contract Administration Branch FjN G-1103 NRC 04 67-108 89/09^25 
GUSTAVE.Rp Program Managemont, Policy Development & Analysis Slafi rPcsl 
870413) MURPHy.A NRC - No Detailed Affiliation Given Ip 47005276 47065277 

-8810060068 Mod 44)roviding no coal extension until 890228, to ’’Seismic Study ol S&l 
Dynamics at Anza.uA " 

MACMILLAN, S California, Unlv of, Sants Barbara, CA HAGAN,T,F Division <3f Cev 
Iracls & Property Managemont (Post 680515) FIN G 1103 ^00-04-87-108 80/OJ/ 
26 ip 47065 277-47065 277 

8810060048 Notification of contract oxeculion,Mod 4,to "Region V Data Entry Svci" 
Contractor Phoenix Inti. 

DORSE Y.M Conlract Administration Branch FIN B-8091 NRC-92-a7-307 66/09/26 
HAMILL,K Office of Administration & Resources Manaflomenl, Ddredor (PosI 
870413) FRIGILLANA.E NRC - No Detailed Affiliation Given Ip 47065223- 
47066 225 

“8910060095 Mod 4, exercising 1 yr ponced out option.to “Region V Data Entry Sves’' 

* Phoenix International HAGAN, T F (Division of Contracts & Property Manjflomohl 
(Post 880515) FJNB-8D91 NRC 32 07-307 08/08/26 2pp 47065 224 47065 225 

8810060058 Notification of contract execution, Mod 2, to ’’Electro static Copying Sves’* 
Contractor Pacititles Mgt.tnc 

KNOX,E Contract Administration Branch NflC-l 7-87-156 08/OB/25 CHfLK,S Otf-ce 
o1 the Secretary of the Commission RUHLMAN.K NRC • No Detallod A11il^2i1)or> 
Given Ip 47074 244-47074 246 


“8810050307 Mod IS.extondmg period of peformanca through 881203, to 'Tfow of 
Groundwater A Transport of Contaminants ’* 

STEELE.T.O fn Silu, Inc EDGEWORTH. PJ Dwfsior of Contracts & Property Man 
agernant (Post 860515) NBC 04 85-1 14, 88/09/26 Ip 47057:224-47067 224 

8610050289 Notification of contract ex ecu lion, Mod 20, to "Degraded Piping Program 
Phaso If " Contractor Battelle. 

PAGE.M Contract Administration Branch FiN 8-8134 NRC 04-84-103 86/09/27 
GUSTAVE.R Program Managamenil, Policy Development A Analysis Staff (Post 
870413) MAYFIELO.M NRC - No Detailed Affixation Given tp 47061*056 
47061 060 

“8810050272 Mod 20.fevislng ataloment of work, Increasing contract ceiling 6 extending 
porfod of performance to 890161 ,to “Degraded Piping Program - Phase 11" 
SEWELUHM Batlellfl Memorial Institute, Columhus Laboratories EDGEWORTH, PJ 
Division of Contracts & Property Management (Post 660515) FIN B-8134. NRC 04 04- 
103 08/09/27 4pp 47061 057-47061 060 

6010050312 Notification of contract executlor>,Mod 5, to "Seisrnologfcal Investigations of 
Earthquake In Now Madrid Seismic Zone A Beismological Investigation of Northeast- 
ern Extension of New Madrid “ Conlracfor.St Louis Lfnlv 

OORSEY,M Contract Administration Branch FJN 0-1694 NRC-04-86-121 88/09/26, 
GUSTAVE.R Program Managcmenl, Policy Development & Analysis Staff (Post 
B70413} ZUBFUUEH.E NRC • No Datalfed Affillalion Given, Ip. 47066 017- 
47-060021. 

“991Q05D313 Mod 6, exercising second of four 1 yr oplions & exlending period of per- 
formance until 8 90929, to “Selsmologlcaf Investigations of Earthquakes In New Madrid 
Zone&Sefsmologioal Investigation of Northeastern 

‘ Si Louis LInfv, St Louis, MO, HAGAN.T F. Diviafon of Contracts & Property Man- 
agement (Post 089515). FiN D-1694 NRC-04-88-121 88/09/26 3pp 47066 018 
47066 020 


“8610060065 Mod 2, exercising option yr under contracl.lncreasmg lotal esKmaied 
amount of contract & extending period of performance, to "Electrostatic Copyir^ 
Sves " 

BRUMMER,RK Facilities Management EDGEWOFn'H,P J Division of Con Ir acts A 
Property Management (Post 060515), NRC.17-8M56 88/08/25 2pp 47074 245- 
47074 246 

6610060113 Notification of contract execution, Mod 10, to "Cognitive Modeling Bohlv^of 
of Nuclear Power Plant Personnel " Con tractor. We stinohouse 
PAGE.M, Contract Administration Branch NRC-04-05-103 68/09/28 GUSTAVE.R 
Program Management. Policy Development & Analysis Staff (Post 870413) 
RYAN.T.G NRC - No Detailed Affiliation Given Ip 47066 013-47066 015 

6610060136 Notification of contract execution.Mod 3, to “Operation & Main! of Infe 
Technology Sves Training Lab " Contractor Graduate School, US DA 
DORSEY, M Contract Administration Branch NRC-38-B0-364, 8B/09/28 

GOLDMAN, PJ. Ofc of Personnel (Post 870413) MITCHUM.B. NRC • No OolallOd Al- 
filiation Given Ip 47071 065-47071 086 

“8810060141 Mod O.providing incremental funding In stated amount, to '^Opof Alton A 
Maint of fnfo Technology Sves Training Lab “ 

* Agricullure, Dept OL Graduate School, Washington. DC HAGAN.TF, PivJslon of 
ConTracts & Property Management (Post 880516) NRC-3 8-88. 364. B9/09/28 fp 
47071 066-47071.068 

6610060162 Notification of contract executlon.Mod 4, to "Coopafaiive 

Aereemeni Environ Surveillance for Measuring Conconlralions of RadioactivJly 6 Radt- 
ation levels fn Environ of Commission Licensed Activities located, ’’ Con 1/ at er Stale 
ot ME 

KNOX.E. Contract Administration Branch FIN B 8503 NRC-31 .06-330, 08/09/14 
MEYER, D.M Region 4, Ofo of the Director NICHOLAS.J 0. NRC - No Deteilod AifiJi 
ailon Given ip 17073 275-47073,277 


“6810050326 Advises that renewal proposal dtd 880426 for (^nlract NRC-04 06-121 1$ 
valid tor add) 90-day period starting 880726, 

8RENNAN.D.G St Louis Univ , SI Louis, MO FfN D 1694 NRC-04 86-121, 00/00/ 
26, DORSE Y,M. Division of Contracts & Property Management (Post B80515) Ip 
470S8‘021-470a8‘021. 

6610650331 Notification of contract execution.Mod 9,lo "Technical Support Svcs for 
Data Telecommunication Equipment/' Contractor SBA Subconlractor.Paiien-Johnson 

DORSEV.M, Contract Administration Branch FIN Die&9, NRC-10-85 263 88/09/21 
EYSYMONTT.G P, Division of Computer & Telecommunlcalions Services (pos! 
870413} BROWNELL,B. NRC • No Detailed AfnifaUon Given Ip 47066169- 
47066.189 


“SBIOOeoise Mod 4, providing CY80 funds & incorporating revised Altachrnenl Are 
statement of work, to “Cooperative Agreement Environ Surveillance for Measuring 
Concentrations of Radioactivity & Radiation Levels in Environ of - ’■ 

WRIGHT, GF. Nebraska, Slate of WlGQfNS.PJ Division of Conlracls & 
Management (Post 880516) FIN B-8503. NRC-31-86 330. 80/09/14 2pp 47073 276 


8610060224 Notification of contract execution.Mod 5, to “On Call Main! of NRC CorhpLrt 
er Peripheral Equipment “ Contractor General Scientific Corp 
BEa,S Contract Administration Branch FIN DB174 NRC-33-S6.282 
EYSYMONTT,G.P Division of Computer & Tefacommunicatfons Services (Post 
870413) JOHNSON, C NRC - No Detailed Affiiiadon Given 1p 47070:144-47070 1-15 


“B810050337 Mod O.providing incremental funding & increasing contract ceding 
amounUo “Technical Support Sves for Data TelecomrminiCdtfon Equipment " 

* Small Business Administration ^ PiJIenAJohnsen Associates. Jnc. HAGAN, T F. Divi- 
sion of Contracts & Property Menagamenl (Post 8S0516). FIN D-1869. NRC-IO-BS- 
263 88/09/21 2pp 47066:190-47066 191 


“681006023Q Mod 5, deleting equipment from Section C.1 of statement of wor1<,t0 “On 
Call Maint of NRC Computer Peripheral Equipment/’ 

COX,M J. General Sclenbfic Coro HAGAN, TF Division of Contracts & Properfr Man- 
agement (Post 880515) FIN 5-8174 NRC 03 86-282. 88/09/06, 1p TOmUS- 
47070.145 


6610060027 Notification of Contract exedulfoaMod B.to “Steam Generator & Steam 
Line Overfill tssues.*' Con1ractof:SBA/Scl0ntechJnc. 

BELLAS Conlracl Administration Branch FIN D-1766. NRC-04-87-398. 88/09/26 
GUSTAVE,fl Program Management. Policy Devefopment A. Analysis Staff (Post 
B70413). SHAUI^T.SK NRC • No Detailed Affirialion Given Ip. 47070:266 
47070270. 


6610060226 Notifjcation Of contract execution, Mod B.to "Assessment of NMSS Finan- 
cial Assurance Regulation Framework " Contractor lCF,lnc 

KNOX.E NRC - No Detailed Affiliation Given NRC-02-87-002 88/09/28 

^ Analysts 


870413). BYKOSKT.LM 
47072 046 


NRC ■ No Detailed Affilfelion Given Ip. 47072 044 


«^810060020 Mod 8, providing within scope changes & incremental funding to “Steam 
Generator & Steam Line Overfill Issues 

YBAR RONDO, LJ. Science & Engineering Associates. Inc. BAKER, L J, Small Business 
Administration, HAQAN.T F. Owslon of Coniracla & Properly Management (Post 
88051 6). FIN D 1766. NRCK)4-87-398. 68/09/26 4pp. 4 7070‘26V-47070 270 

6610060032 Notification of contract execution.Mod 4, to “Sys for Generating Long 
Streamflow Records for Study of Floods of Long Returrr Penod. 
Conlraclor LInsley.Kr eager Assoc, Lid 

PAQE,M. Contract Adminlstratron Branch NRC-04-85-143 88/09/06 GUSTAVE.R, 
Program Management. Poricy Development A Analysis Staff (Post 870413). 
NICHOLSON.T. NRC • No DelalJed Affiliation Given ip 47074'24 1-47074:243 


“6810060266 Mod B, extending period of performance expiration date to 890731 at r>o 
addi cost to govt, to "Assessment of NMSS Financial Assurance Regulation Fianw* 
work " 


RUSSO, J.D ICF, Inc. EDGEWORTH, PJ Division of Contracts & Properly Manage- 
ment (Post 880516). NRC-02-07-002 88/09/20 2pp 47072.045 47072 048* 


6810060260 Notification of contract execution, Mod 14, to "Use of TVA Reactor Simula- 
tor FaciJiiies at Chattanooga ,TN for Training on Browns Ferry, Sequoyah A Bellofonto 
Simulators " Contractor.Power Operations Training Clr,TVA 
MEEHAN, B Contract Administration Branch FIN 0-8717. NRC-OS 04-159 88/09/13 
SPESSARD.RL. Office for Analysis & Evaluation of Operailonal Data, Diraclor 
SHOWE.S. NRC - No Detailed Affiliation Given. Ip, 47065 181-47065,182. 


“6610069038 Mod 4^6X10 nding pen<Kf of performance for 3 months at no atfdJ Cost lo 
govt & Inoorporale contreefor 880727 l(f,fo "Sys for GeneraWng Long Slreamflow 
Records for Study of Floods of Long Return Penod." 

KRAEGER,B A Llnsiey. Kraeger & Associates, Ltd HAGAN, TF. Division of Contracts 
& Property Managemejil (Post 8B0515) NRC-OI 85-143, 68/09/06 2pp. 47074 242- 
47974 249 


“6610060262 Mod 14, providing incremenlal funding for "Use of TVA Reactor Simujtor 
Facilities at Chattanooga JN for Training on Browns Ferry, Sequoyah & Bellafonle Sirr- 
ulators." 

• Tennessee Valley Authority EDGeWORTH.P J. Division of Conlrflcta & Prop<^ 
Management (Post 880515). FIN 6-8717 NRC-05.84-153. 00/09/13 Ip, 47065M62- 
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88100602^8 Nolificatlon of contact oxociHlon.Mod 6, to “Installation, Removal & Malnl 
Support iQf Telaconnmunicaliona Equipment & Svoa*' 
Contractors BA Subcontractor Paifen^ Johnson Assoc. Inc 

OORSEV.M Contract Administration Branch NRC-1 0*86-362 08/09/26 

KRUZIC.PG, ALEXANDER, C NRC - No Delailed Affiliation Given 47065320- 
47065 321 

**8810060290 Mod 6, providing addi funds, to “tnstallatlon.RemovBl & Malnl Support for 
Telecommunications Equipment & Svcs" 

♦ Small Business Administration * Pailen Johnson Associates. Inc HAGAN, TF Divi- 
sion of Contracts & Property Management {Post B60515) NRC-10 B6 382 86/09/26 
fp 47065 321*47065 321 

8810060314 Notification of contract GX0Cutlon,Mod 12, to "Technfcal Assistance for Sup* 
port o1 Const Appta'sal Team Inspa." Gorttractor Paramotef.lnc 
MEEHAN.B Division of Coniracts & Property Management (Post 880S15) FIN B- 
8718 NFlC-05 04 152. 08/09/06. RIGHARDSON,S D Ofc of fecial Projacts. 
CORLEY.O J NRC - No Dalailed Affiliation Given ip 47072 039-47072'041, 


8810110104 Notificalloij of contract axeculion ‘'Rel Facility Storage & Related Svcs" 
awarded to Alliance Mo^^ng & Sforags 

FIN D-101 1 , NRC*39*aa 21 0 88/10/ 
n2 « '5 ® of Information Support Services (Post 870413). DAVIS, W NRC 

• No Oalallod Affiliation Given ip 4711 1:232-47111:300, 

‘*8010110107 Contract “Ref Facility Storage & Related Svcs,” awarded to Alliance 
Movine A Storage Jna 

KinBY;F Alliance Moving A Storage. Inc SWAILES.M. Division of Contracts A Proper* 
^ Management (Post 880516) FIN D-1911 NRC-39.B0.21O 88/10/05 60pp 


0810110109 Notificalton of contract execution, Mod l.io "Lease of Tolecomrtiunicallons 
Svcs ’* Contractor CAP Telephone Co. 

FIN 0*1851 NRC-39-aB*240 86 / 09 / 30 . 
uSiSlW Diredor lor Information Resources Management (Poet 870413) 

WOODALl.K. NRC " No Dalallod Affiliation Given Ip 47100 001*47100,048, 


^50 10060320 Mod 12,d0QbliQa1ing funds A revising period of performance, to ■'Tachi9i'. 
cal Assistance for support of Const Appraisal Toam Insps *' 

* Paramstflr, tnc EOGEWORTH,P.J. Division of Contracts A Property Manage moni 
(Posl 060515) FIN B 0710 NRC*05.04.152 08/09/06. 2pp 47072,040*47072.041. 

0010060321 Notification of contract execution "Microcomputer Software," awarded to 
General Technology, Inc 

9AZiN,J Coniract Negotiation Branch-2 FIN 0*1356 NRC-S9 0Q-252 88/00/20 
KRI/2IC.P Division of Computer A Telecommunications Services fposl 670413) 
GIANIOS.C NRC - No Detailed Affiliation Given ip 47060:148*47060 212 

<*10 10060347 Coniract "Microcomputer Software." awarded to General TochnologyJnc 
SERRA.Q F General Technology, Inc SMITH, PA Division of Contracts A Properly 
ManagoTjwnt (Post 800515). FIN D-1356. NRC 39 88*262 88/09/28 59pp 

47060149 47000 212 


6810060323 Notification Of contract exacutlan.Mod 4, to "Comprehonsivo Current (Real- 
Time) Geophysical Data Slorage A Retrieval Sys " Contra ctor'Accu Weathorjac 
FIELDS, J A Coniract Admlnlslrollon Branch FiN 6 8006 NRC-33.0e 281. 68/09/20 
EySYMONTT.Q Division of Computer A Telecommunications Services (Post 870413) 
CARTER. J L NRC < No Detailed Affitiallon Given Ip 47065:226 47065.220 


**8010060326 Mod 4Jncreasing contract celling A obligated amounts A exorcising 
second option year, to "Comprehensive Current (Roal-Tlmo) Goophyelca) Data Storage 
A Relfieval Sys " 

MEYERS, 8 L Accu Weather, Inc EDQEWORTH,P J. Division of Contracts A Property 
Management (Post QQ0515) FIN B 8006 NRC 33 86-201 08/00/20 3pp. 4 7065' 227* 
4706^229 


6810070832 Notificafion of contract execution, Mod 2, to "Fracluro Analysts of Cracked 
Pipes " Contraclor.Univ of Michigan 

FIELDS,J A NRC - No Detailed Affiliation Given FIN G-t098 NRC 04*87*1 13, 06/00/ 
‘26, GUSTAVE, fl Program Managemonl. Poficy Oovofopmont A Analysis Staff (Post 
670411) MAYFlELD^l NRC • No Oolallod Affiliation Given Ip 4 7000’ 216* 
47000 217 


*‘8610070036 Mod 2, extending period of performance until 8Q063Q A increasing 
funds, to "Fracluro Analysis of Cracked Pipes/’ 

STEWPLE.P J Michigan. Univ, of, Ann Arbor. Ml. EDGEWORTH.P.J. Division of Con 
Iracta A ProportY Managemonl (Post 080515) FIN Q-1090. NRC 04 07*113 80/09/ 
20 Ip 47080 217*47000.217. 

8610070303 Neliflcallon of conlracl oxocutlon.Mod 12ilo " NRC Computer Socurliy Pro* 
erarn tor Und^ssUhti SonslUvo Sys." Confraofor.NBS 

MEEHAN, B Contract Administration Branch NRC 33*03 465 00/10/03, SCOTT, S. 
Owskin of Information Support Services (Post 870413). SWANSON,M. NRC ♦ No Do* 
lajlerf Affilialion Given Ip 47079 006-47079 000. 

*-6110070300 Mod 12.extendlng period of performance until 881230 A no addI co&Mo 
"NRC Comntiior Security Program (or Unclassified Sensitive Sys,” 

MCGUNNJ G National Inslitute of Standards A Technology (formerty National Bureau 
of Stands. EDGEWORTH.P.J, Division of Contracls A Properly Mananomont (Post 
880515). NRC-33 83 465. 08/10/03 2pp 47079 007*47070 dOB. 


-8810110111 Mod 1.dB(iiiIlizlng contract A adding data A voice communications 
eeulprnanl.lo "Lease of Telecommunications Sves,'^ 

HAMAL,W, CAP Telephone Co, of Maryland FIN D-1851. NRC-39-B8-240 68/09/30 
47pp 47100 002-47100 048. 


eaiuiiu2J4 Notincaiion of contract execution’ “Analysis of Slate oMhe Art Melhods for 
Testing," awarded to Sentry Equipment Corn 
HAGE^H^nlract Admlnfslration Branch FIN D-250B NRC 04 68-108 88/09/28, 
Nuclear Regulatory Research, Director (Post 660720) 
NOflRIS,W. Document Conlrol Brancn (Document Control Deak). ip 47109 077- 
47109 208 ^ 


-8610110241 Contract' “Analysis of State of-lhe-Art Methods for Containment fnlearal- 
ed Leak Rato Tostlnq," awarded to SonKv Equipment Co. 

WHITE, H,D* Sonlry Equipment (Jorp WIGQiNa.E Division of Contracls A Property 
Mona|Onnofd^^^lp£W^^ 880516). FIN D 2609. NHC-04 88*108 80/09/26, 132pp. 

8810120208 Notidcatlori of conlracl execution’ “Prediclfon cf Chock Vafve Performance 
Nuclear Power Plant Sys," awarded to Kals) Endneeriaojac 
MCLtAflEN.T. Contract Negollallon 0renoh-l FIN 0 2610 NRC‘O4*a0 109 68/10/ 
Division of Ennineorlno (Post 670413). FARMER.W. NRC * No De- 
tailed Affiliation Given, ip 47134 098 47134 227. 

'-0$1O12O223 CJofitract, “Pred>ctlon of Check Valva Performance A DogradaUon fn Nu* 
clear Power Plant Sys," awarded lo Kalsl Enfllneetit\g,lrto 

KALS).M s. Kalsl Engineering, Inc WIGGINS.6, Division of Contracts A Properly Man* 
a^emonf jPoat 880615). FIN D 2610 NRC.04*8a 109. 68/10/03 1 79pp. 47134.097* 


6010130166 Mod l.doteUng Lino Item 3 for Ashlon-Tate dBase IV from schedule A Una 
^4 Jorj^Sase 3*t- upgrade to dBase 4 A changing duration of contract period lo 
12 months A bid opening io 880921 

SERRA.GF General Tochnology, Ine SMITH, PA Division of Conlracls A 
Management (Post 880515). FIN D-13S6, NRC 39*88*252. 88/09/08 
47120:280 47120’328. 


Property 
. 49pp 


6810170046 Notification of conlracl execution’ "Lab Studies of Termoconvoolive Pha 
homena In High Level Wafilo Disposal A Dovoloomenl of Empirical Heal Transler Cor- 
relations for Reposilory Licensing, " awarded lo Colorado state Univ 
OORSEYjM, Conlracl Administration Branch, FIN D-1674, NRC-O4*80*O9O 88/09/12 
QU3TAVe,fl. Program Managemonl. Policy Development A Analysis Slaft {Post 
070413). RANDALl,J. NRC - No Detailed Affiliation Given Ip, 47160 067 47160 18B 


-0B1O17OOB2 Contract' "Lab Studl&s of Termoconveclivo Phenomena In High Level 
Waste Disposal A Development of Empirical Heal Transfer Correlalloris for Repository 
Uconskvg,^* awarded to Cotwade Stole Univ. 

DROWN J.T. Colorado Stale Llniv>, Fort Collins, CO HAGAN J F Division of Contracls 
A Property Management (Posl 880516) F|N D-1674 NRC'04 ‘86*090. 86/08/12 
89pp. 47160.088 47160:160. 


0810100157 Notification of conlracl oxecutfon.Mod 5,fo "Poleoliquofactfon Features on 
Allan If c Seaboard " Contrector.Ebasco Svcs.Inc. 

MEEHAN ,10 OKice of Administration A Resources Menagomont, Director (Post 
870413). NRC 04 86*117 80/09/20 GUSTAVE, R Program Manogomont, Policy De- 
volopmoni A Analysis Staff (Post 070413) MCMULLEN,R NRC * No Oolallod Affjll- 
alion Given tp 4 7086' 202-4 70 86,203 

^010100169 Mod 6, providing no cost extension until 801230,to "Paloollque faction Foa 
tores on Atlantic Seaboard.’’ 

* Ebasco Services, Inc (subs of Ensorch Corn) EOQEWORTH,P J Division of Con 
l/acls A Properly Managoment (Post 680516) NRC-04 06-117. 08/09/20. Ip, 
470B6’203‘47(y86 203. 


8610170256 Noliffcatlon of conlracl ex0Culion,Mod 20,to "ADP Sys Malnl." 
Coniractor:SBA.8ubcoatractorrTecfinaasoclateB,lnc 

KNOX,E. NRC • No Detailed Affiliation Qlvon. FIN D-1391. NRC-33- 86- 260. 88/10/12. 
KRUZIC.P.G Division of Computer A Telecomm unicallons Services (Post 670418). 
KOZOSKY^S NRC - No Ddialled Alflllalion Given Ip 47149.001*47149 002. 

‘^8610170260 Mod 2D.lncreB8lng contract celling A providing tocremenlal funding, to 
“ADP Sys Malnl." 

• Small Business Admlnlslrallon, * Techno ssoclates, fnc. EDQEWORTH,PJ NRC • 
No Detailed AlllliatlOn Given. FIN D-1391 NRC-33-08‘260. SB/ 10/1 2. Ip 47149:002* 
47149.002. 


0010100265 Notification of contract oxocutlon; “Convenor Svea for Negotiated Rule 
making/' ewardod to HS Bollmen 

FLVNN.M,J Conlracl Nogotlalfon Branch‘1. FIN A-210D. NRC-IQ 88-372 00/00/30. 
DUBE,N,L. Program Support Branch. CAMERON.F NRC ■ No Detailed Affiliation 
Glverr. 1p. 47103 320 47104 079 

-0010100270 Contract' “Convenor Svcs for Nogotlatod Rulomaking'’ awarded to HS 
flallman 

QELLMAN.H S aoUman. H.S. WIGGINS, E J. Division of Contracts A Property Manage* 
menl (Post 8D0516), FIN A-2180. NRC.18 06*372, 88/09/30, 100pp. 47103.330* 
47104 O/O. 

0010100313 Notification of contract oxocutlon "Performanco Indlcalcra at Nifclear 
Power Plants." awarded lo Univ of Minnosola 

SMITH.PA Conlracl AciminlslrallQn Branch. FIN D2004. NRC-04 00 093. 80/00/28 
SHEflON.B.W, Office of Nuclear Rogulatofy Research, Dlreolor (Post 669720), 
L0iS,E, NRC * No DotaHed AffiDallon Given Ip. 47085 017-47006:135. 

*-0010100314 Contract "Performance Indicators at Nuclear Power PTanlB," awarded lo 
Unfv of Minnesota. 

QARLtD.M. Minnesota, Univ. of, Mlnnoapolis, MN. SMITH, P.A Division of Contracls A 
Property Managemonl (Post 800516). FIN D-2004 NRC*04*80‘093. 00/09/28. IIOpp 
47055 016*47085’ 136. 


6610170260 Nohflcallon of contract exocuiion.Mod 44o “Research Prioritization" 
Con1raclor;SBA.Sul)Coj>traalor.Scldntdch.[nc. 

PAQE.M. Centracl Administration Branch. NRG*D4* 87*986, 68/09/30 GUSTAVE ,R. 
Program Managemonl, Policy Development A Analysis Staff (Posl 870413) 
PITTMAN, J NRC- No DelailedAffillalien Given. Ip 47166.354*47166 369. 

-8610170297 Mod 4,li>corpofa1lng Task VI A exionding contract through 8&1 130,lo “Re- 
search PHoflllzallon.'" 

PAKER.LJ. Small Business Administration. YBARRONOO.LJ, Scleatech, lr>c, 
EDGEWORTH, PJ. Division of Coniracts A Proper^ Wanagemon) (Post 66951 &). 
NRC-04 67*069. 88/09/30. 6pp. 47166.356-47166’36i 

681O10'O52e Notification of cooperalivo agreement, Mod 1,to “Malnl A Operation of 
Local PDR LPDR).'"Conlraclor:Housion‘Uova Memorial Library. 

HOYLE, A. Property A Procuretnenl Branch. FIN D*24t6. NRC-10 87-357. B0/O9/O5, 
QRlMSLeY,D.H DNislon of Rules & Records (870413-800514). SOUDER.J. NRC - No 
Oelaltod A/Wtoltorf Given. Ip. 47f 74;31 7*47 i 74:319. 

-8010100527 Mod 1, extending tor second yr of 6 yr cooporalive agraemem, (o “Malnl 
A Operalfon of L«>cal PDR fLPDR)." 

FOnBUS,B, Dothan, At, HOYLE, A, Division of Contracls A Property Management 
(Posl 680516). FIN D-24ie. NRC-10 87-357. 88/09/05. 2pp 47174.31 0*47t74’3 19. 
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eeiOlMOBI NonficaJion of cooperative agreement, Mod 1,to "Malnl & Operalton of 
LPDfl,” C^nfraclor Oniv of California af frvine Public LIbraty. 

HOYLE, A Properiv Proourement Branch FfN 0*2416 NRC*10 87*446. 86/10/05 
GRIMSLEV.D, SOUDER.J NRG • No Ootalled Afriliaffon Given. Ip 47186 021* 
47186.023. 


6810100214 Notification of cooperative agreement, Mod i,to "Main! & Opentjort C4 
LPDR *' Contractor Vespasian Warner Public Library, 

MOYLE, A, Property & Procurement Branch FIN u 2416 NRC-10 87-434 88/09/05 
QRtMSLEY.D H,. SOUOER,J NRC * No Detailed Affiliation Given. Ip 4719! i 10^ 
47191 j212. 


“8810190076 Mod I.exlendinQ second yr of fiveyr confract.10 "Mafnt & Operation of 
LPDR " 

H’ORN.J. Caldornia, Univ of. Irvine, CA HOVLE.A Division of Contracts & Property 
Management (Post 880515}. FIN D 24 16 NRO-10*a7-446 68/09/30 2pp 47186022* 
4718^023 

6610190094 Noiificallon of cooperative aflfeement.Mod t.lo "Maint & Operation of 
LPDR " Contractor.Oconee County Library 

HOYLE, A Property & Procuremenl Branch FIN D*2416 NRC-10 87-338 88/00/30 
QRIMSLEY.DH. SOUDER.J. NRC - No Detailed Affiliation Given. Ip. 47202.040- 
47202042 

“8810190100 Mod 1, extending for second yr of 5 vr cooperative agreemant, to '*Malnt 
AOparalJon of LPDR.” 

CHANDLER, DS. Oconea County, SC HOYLE.A. Division of Contracts & Property 
Majj^^em^anl (Post 860515) FIN D-2416 NRC 10-87-338 88/08/30 2pp 47202 041* 

8810190113 Notification of cooperative agreemant.Mod 1, to '*Malnt & Operation of 
IJPDR7‘ Contractor Appling CQUc\ty,GA Public Library 

HOyLE,A Property & Procurement Branch FIN D2416. NRC-10 67*3 &3. 88/09/05. 
GRIMSLEY.O.H , SOUDER,J. NRC - No Detafled Alfillation Given 47186 003- 
47186 006 

“6610190121 Mod 1, extending second yr of Syr cooperative agreemenUo "Malnl & 
Operation of LPDR” 

COLE MAN. A Appling County, GA HOYLE. A Division of Contracts & Property Man 
agomenl (Post 8805^151 FIN D-2416. NRC- 10-87-363. 88/09/05 2pp. 47166004- 
47106005 

8610190127 Notiiicalion of cooperative agreement, Mod 1,to "Maint & Operation of 
LPOR." Cooper fttoT. Exeter PiMc Library 

HOYLE, A Property & Procurement Branch FIN D-2416 NRC-10.87 444 88/09/05 
ORIMSLEY.OH, SOUDER.J. NRC - No Detaifed Affiliation Given Ip. 47191*201* 
47181-203 

“6610190136 Mod 1, extending contract for second yr of Syr cooperative agreement,to 
LPOfl ** 

GJETTUMA Exeter. NH HOYLE, A Division of Contracts & Property Management 
(Post 880515} FfND-24ie NRC-10 87 444 80/09/05 2pp. 47191:202-47191*203 


“60^0190216 Mod 1, providing funding to cooperative agreement, "Mainl & Operatoe c4 


EVANS.M Clinton, IL. HOYLE, A Division of Contracts & Property Management (PosI 
880516) FIND-2416 NRC-IO 87*434 88/09/05 2pp 47191-211-47191.212 


8810190222 Notification of cooperative agreement, Mod 2, to “Maint & Operation ct 
LPDR ” Contractor Cedar Rapids Public LlDrary 

NIEMEYER.E Property & Procurement Brancn FIN D-2416 NRC-10 07-351 60/10/ 
11. GRIMSLEY.D H., SOUDER.J NRC - No Detailed Affiiiation Given. Ip 47191 018- 
47191.018 


“6810190227 Mod 2, adding option yr.to “Malnt & Operations of LPOR,” 

ARMITAGE.T Cedar Rapids, )A NIEMEYER.E Division of Coniracts & Property Msi> 
agement (Post 880515) FIN 0-2416 NRC-10-07-351 88/10/11, 2pp 47161017- 
47191.018. 


6310190239 Notification of contract execution.Mod 4.to "Specialized Technical Trainng 
In PWfl Training ” Contractor Resource Technical Svcsjnc 
BELL,$ Division of Contracts & Property Management (Post 080515)1 FIN Be79<6 
NRC-26 07-417 88/10/14 SFESSARD.R L. Division ol Operational As so sa men I 
870413) SHOWE.SK NRC - No Detailed Affiliation Given Ip 47200055 47200056, 


“8610190241 Mod 4, providing incrementat funds, to ^Specialized Training In PWR Train- 

•Resource Technical Services, Inc HAGAN.TF. Division of Contracts & Pioparfy 
Menagemenl fPost 880515) FIN 8-8798 NnC-2a 87-417. 80/10/14 Ip. 47200056- 
47200 056 


6610190252 Notification of contract execution.Mod iS.to "Facilities Mgt of P-634, Mary- 
land Nall Bank Bldg & White Flint North Computer Facilities.'' 
Contractor.SBA.Subcontractor Kenrob & Assoc 

MEEHAN, 0 Contracl Administration Branch NRC-33 -8 6-2 79. QB/09/12, SCOn.fl9 
Division of Information Support Services (Post 070413) KjNG,M. NRC - No Detailed 
Affiliation Given Ip 47191’152-47191.155, 

“8010190263 Mod 15, revising hours of operation at White Flint North bldg. to Taol-W* 
Met of P-634, Maryland Nall Bank Bldg & White Flint North Computer FacIJilios " 
SWALLES,M.P Small Business Administration ROB(NSON.K.W Kenrob & Assocl- 
ales. Inc EDGEWORTH, P J Division of Contracts & Properly Management (Posl 
800515), NRC-33-86 279 88/09/12 3pp 47191.153-47191 155 


8B10190161 Notification of cooperative agreement, Mod 1,(o "Malnt & Operation of 
LPDR.” Co ntf actor. Minneapoll9,MN Public Library 

HOYLE,A. Property & Procurement Branch FIN D2416 NRC-19 87-449 88/09/05 
GRIMSLEY.D.H . GOUDER.J. NRC - No Detailed Affiliation Given Ip, 47203 357- 
47203 359 


0010190279 Notification of cooperative agreement "Malnl & Operation of LPDR,' 
awarded to Auburn Public Ubrary 

HOYLE, A Property & Procurement Branch FIN D-2416 ARM-aa-200 08/09/0 J 
QRIMSLEY.DH., SOUDER.J NRC - No Detailed Affiliation Given Ip 
47190*271 


"8010160189 Mod I.exI ending second yr of 5 yr cooperative agreement, to "Maint & 
Operation of LPDR. 

FUGAZZI.E.B Minneapolis^ MN HOYLE, A Division of Contracts & Property Manage- 
ment fPoat 080516) FIN 0*2416, NRC -10-87-449. 08/09/05. 2pp 47203.358- 
47203 359. 

8610190177 Notifrcatlon of cooperative agreemant.Mod 1, lo "Maint & Operation of 
LPOR." Contraclor.Shoreham-Wading River NY Public Library. 

HOVIE.A Property & PTOtnjremem Biencln FIN 0-2416. NRC-I0'a7'438 88/09/05 
QRIMSLEY.DH., SOUDER.J. NRC - No Detailed Affiliation Given Ip 47200 052- 
47200 054 

“6610190180 Mod 1, extending second yr of Syr cooperative agreement, lo "Main! & 
O^aAiOft olLPOR” 

BflECHA.E. Shorehamp NY. HOYLE.A. Division of Contracts & Property Management 
(Pest 8805 f 6). FIN D 2416. NRC-10*a7-43S 88/09/05 2pp 47200 053 47200 054. 

0810190183 Netifbcatlon of coc^erative aoreernenl.Mod 1,to ”Maint 6 Operation of 
LPDR." ContracloriGten-Roso Somervitle County Ubrary 

HOYLE A Property 0. Procurement Branch. FfN D2416 NRC-10-87-427 80/09/05 
GRIMSLEY.D H., ^UOER.J. NRC - No Detailed Alfillation Given 1p 47200043- 
47200 045 

“8810190190 Mod 1, extending second yr ol 5*yr cooperative agreemenMo "Operation 
& Maint of LPDR " 

WHlTWORTH,F. Gten Rose.TX HOYLE.A. Orvisioo of Contracts & Property Manage- 
menl (Post 880516 ) FfN 0-2416. NflC -1 0 87-427 06/09/05 2 pp. 47200.044- 
47200.M5 

8010190196 Nofificaticn of cooperative agreement.Mod 2,1o "Maint & Operation of 
LPOR,” Cooparator.Flonda Inti Ifnlv. 

HOYLE, A Property & Procurement Branch FIN 0-2416 NRC-10 &7-426 88/09/05 
GRIMSLEY.O.H., SOUDER.J. NRC - No Oelatled Affiliation Given Ip 47191*205- 
47191:207. 

“0010190202 Mod 2, extending contract for third yr of 5*vr cooperative agreemenUo 
" Maint & Operation of LPOR 

MILLER ,L. Florida fnlernatianal Univ., Miami. FL. HOYLE.A, Division of Contracts & 
Property Management {Posl 880515) FIN D 2416. NRC- 10-87-426 88/09/05 2pp 
47191206-47191 207. 

8810190207 Notificalion of cooperative agreemenLMod t,lo "Maint & Operation ol 
LPDR ” ConlraclonSalem Free Public Library 

HOYLE, A Property A Procurement Branch. FIN F-2416 NflCMO-87-362 88/09/05, 
GRIMSLEY.D H , SOUDERJ NRC - No Detailed Affiliation Given Ip 47201 044* 
47201:046* 

“8010190210 Mod 1. extending for lor second yr of 6yr cooperative agreement, to 
"Malnl & Operation of LPOR, 

FOGQ.E C, Salem,. NJ HOYLE.A Division of Contracts & Property Management fPost 
880610). FIN F-2416 NRC-10-87-362 68/09/05 2pp. 47201 045-47201.046. 


“0810190294 Cooperative agreement "Maint & Operation of LPDR," awarded to 
Auburn Public Library 

MOWERY.L Auburn, NE. HOYLE.A Division of Contracts & Proper^ 

(Post 880515) FfN 0-2416 ARM 88-200 88/09/05 2pp 471 00-2 70*4 7 190 271. 

8010190315 Notification of contract execution.Mod 8, to "Phase II - Plant 8 Develop- 
ment” Contractor;Scienlech.lnc 

PAGE.M. Contracl Administration Branch NRC-04-05-1 24 88/09/30 QUSTAVE.R 
Program Management, Policy Development & Analysis Staff (Post 070413) 
TOYMASSIAN,H NRC • No Detailsd Affilfallon Given Ip. 47191 066-47101:069 

“8810190436 Mod B.revlaing statement of work & extending period of porfornnanca to 
890930 at no addi cost, to ^'Phase fl - Planl Input & Devefopmenl ” 

YBARRONDO.L J Scientech, fnc. EDGEWORTH.P.J Division of Contracts A PiOpoily 
Management (Post 880515) NRC.04-BS-124 08/00/30 3pp 47191 067-47191.059, 

8010190324 NoWicatlon of contract execution.Mod l7,lo "AOP Sys Developmonl " 
Contractor Sys Automation Corp 

BELL,S Division of Contracts A Property Management (Posl 880515). FIN B3166 
NRC-33 87-224 80/10/11 KRUCIZ.P Division of Computer & Tele com man icafions 
Services (Post 870413) SULLIVAN.J NRC - No Detailed Affilialion GNon 1p 
47186 034-47186,035. 

“8610190336 Mod 17,provlding Incremental funding, to "ADP Sys Davelopmenl ” 

• System Automation Corp HAGAN J F Division of Contracts & Property Manage- 
ment (Post 8B051B) FIN B-8166 NRC-33-87-224 88/10/11. Ip. 47106O3S- 
47166036. 

8010190342 Notification of contract execution.Mod 4, to *' Lease/Purchase of 0AW 
NS8S PWR Simulator '* Contractor Power Safety Inti 

BELL,S. Division of Contracts & Property Management (Post 880516). FIN D 21779 
NRC.26-B8-316. 88/10/1 1 SPESSARD.R L Division of Operational Assessment (Post 
870413). SHOWE.S NRC - No Detailed Alfillation Given tp 47190 272-47190273 

“8010190349 Mod 4j>roviding funds for exercise of option for FY89.to "Leaso/Pui 
chase of B&W NSSS PWR Simulator " 

* Power Safety International HAGAN, T.F Division of Contracts & Property Manage- 
menl (Posl 880515) FIN D-21779 NRC-26.80-316. 80/10/11. Ip 47190 273- 
47190 273 

8610190362 Notification of contract execution.Mod 2, to "Lease of Telecom mlinlcatJon 
Sves " ConUactocG&P Telephone Go 

DORSEY.M, Division of Contracts & Property Management (Post 880515). FIN 0- 
1051, NRC-29-88-240 88/10/11 AMENTA, J, Office of Administration & Resources 
Management, Director (Post 870413). WOODALL.K. NRC - No Detailed AtfiHftlkw 
Given. Ip. 47191,150-47191 151. 

“8910190370 Mod 2.providing incremental funding lo "Lease of Telecommunilcatioh 
Sves." 

♦ cap Telephone Co of Maryland, HAQANJ F Division of Coniracls & Property Man* 
a^emenUPOsl 880516). FIN D-1851 NHC-29 08-240 88/10/11. Ip. 47191‘16l* 
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All 102*10391 Notification of grany execution, Mod l.io "Seismic Study of Soil Oynemfcs 
at Gamef Valiay.CA " Granted to Ragonls of Univ of California. 

SREHNAN P ConUacl Administration Branch FIN 0^1136 NRC 0 04 80*145 88/10/ 
17 filjqTAVERP Proaram Management, Policy Development Anafyais Staff (Post 
070413? ARCHULETA^^RJ NRC * No Detailed Affiliation Given Ip 47236 146 
47236*147 

-0010210402 Mod 1. providing FY09 Incremental funds, to "Soiamlc Study of Soil Dy 

Univ orsania Barbara, CA HAGAN J F Division of Contracts & Property 
Ma^Sent (Post 88051S) FIN G1136 NRC-Q.04 0fl*146 flB/tO/17 Ip 
47236. 147-47236 147. 


0810060389 FOIA request for documents for 051220 application for license, 671 021 Itr 
from J Oavis to lsomedix,Enc!s 1,2 & 3 from B71201 fy to J Davis & subsequent cor- 
respondence & insp repls Issued after 870917 

GfLBERT.LS Akin, Gump, Strauss, Hauer & Feld (formerly Akfn, Gump, Hauer A 
Fold) 8B/OB/05 ROBINSON, LL Freedom of Information & Local Public Documenl 
Room Branch 2pp. 47047 034 47047 036. 

6010060390 Final response to FOIA request for documents re f80fnedix,lnc License 29- 
15364-01 Forwards App A documents which are aleo available In PDR 
GRtMSLEY.DH Office of Acfmmlstration & Resources Management, Director (Post 
870413) 80/00/01 GILBERT,LS Akin, Gump, Strauss, Hauer & Fold (fomnorfy AHin, 
Gump, Hauer & Fold) 3pp 47047.036-47047 314 


8810210508 Notification of contract execution,Mod 10, to "Toloprocosslna Svcs Sup 

port," ContraclonJustice Computer Svc,DOJ * . 

b0R<5EYM Oifica of Admlnlstralion & Rgsoutcos ManagenaGm. Dwoclor (Post 
^4131 FIN D-1370 NRC-33 86 265, 00/09/30 MAG EE, W. A Division of fr^formallon 
SuMOrt Services (Post 070413) DIEHL.O J NRC - No Delaltod Affiliallan Given Ip 
47^6:114 47236 115 

-0810210516 Mod lO.deobllgaling excess funds & revising obligated & ceilinQ 
flrnouhi lo “^T^eDrocessing Svca Support 

QLGLIELMOF Justice, Dept of hiAQANJF. Division of Contracts & Property Man- 
agement (Post 880515) RN D 1376 NRC-33.a6 265 OO/OB/30, Ip 47236.115- 
47236116 

AA102t052S NoWicatlon of grant execution, Mod 1,lo "Tenth Inti Conforonca on Struclur- 
fil Mechanics in Reactor Technology JSMIRT-IO)/’ Contrac(or.Afnerlcat> Assoc for 
Structural Mechanics in Reactor Technology 

BRENNANJP. Contract Administration Branch FIN G-1120 NRC-G-B4 08-144 jjB/IO/ 

17 GUSTAVE,R P Program Managomonl, Policy Devolopmenl & Analysis Stall (Post 
070413) HOSKINS.R. NRC - No Dotailod AffiHalion Given Ip 47241 103-47241.104 

-0810210539 Mod 1, providing FY0O Incremontal funding, to 'Tenth Int) Conloronco on 
Structural Mechanics In Reactor Technology (SMI RT;10) ■■ 

' American Assoclallon for Structural Mochanlcs in Reactor TGchnology HAOAN.T.F 
Contract Admlnfstratfon Branch. FIN G-1120 NRC Q 04-88 144. oD/tO/17 Ip. 
47241.104-47241.104. 

8810240303 Notificallon of contraci oxecution.Mod 4,lo "Socurily Sys Performance 
EvaluaWon Through Security Force Training Exorclso " ContractOT eaUelto Cotnmbuft 

Kt^X.E Contract Administration Branch NRC-02-07-009 00/10/06 BURNETT.RF 
Division of Safeguards & Transportation (PosI 870413) JAMGOCHIAN.K NRC • No 
Detailed Affiliation Given ip. 47267 i47-4>267 140 

FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 

0009080234 Partial responso to FOIA requoal for documents Forwards App B 
documenl8.App A documents maintained In PDR Records also ovailablo undor il&iod 
FOtAs 

GRIMSLEY.D, Division of Rules & Records (070413 000514). 80/08/10 

UNNERSTALL,K Newman & Holtzingor 6pp, 47154 060 47164.0(36, 

-0103120362 Responds to 801212 memo discussing proposed onforcomont action ro 
winng error in containment isolation trip sys Logic ARocommands that 741231 on 
fof cement criteria be applied to this & similar cases 

THOMPSON.D. DIrectffs Ofc, Enforcement & Investigation Staff, IE (Pro 020201J 
BA81-015. 81/01/00. KEPPLERpJG Region 3, Ofc of the Director 2pp 47154.087* 
47164 068 

-0109110094 Documents agreement w/proposed action in caso^aot forth in rociplont 
810813 llr.Notico of vlolallon should bo wriUon per 741231 onforcomont policy rather 

08/t7v ALO EPSON, C Enforcement & fnvoatlgation Staff, IE (Pro 020201) Ip 
4?154,069 47154:069. 

001«>6Q174 Responds lo 000623 appeal of NRC 080520 denial FOIA roqupst for 
documents re LILCO Portions of one! Document B 1 wllhho d (rof FOIA E^mptlon 5) 
CHILKS J. Office of the Secretary of tho Commission 8 gMo/ 30 BELAIR.RR. KIrK 
Patrick 8 Lockhart. Ip. 47072 287-47072.302 

-0810060104 Discusses ASLB 800 1 07 memorandum & order ruling that LILCO 870714 
raoUon for aulhorization lo Increase power lo 26% Relevancy or ponding omorgoncy 

Slm”s^AC?W j!%Tayam^Gonora?^ for Hearings 80/00/30 

Offico of hiuclear Reactor Regulation, Director (Post 070411) 2pp 47072:200- 

47072*902, 

0Of<K)<6O191 FOIA request for llrs Of insp & notices of viofation for irradiation facililiog for 

eifAS^T^ChemW NRC - No Detailed Affiliation Given Ip 

47046 286-47046 200 

ae 10060202 Final response to FOIA request App A documents end & available in PDR 
GRIMSLEY.DH Office of Administration & Rosources ManMomont. Director (Post 
070413). 88/09/01 ELIAS, R.J Chemical Bank. 2pp 47046 207-47046,303 

-8704290317 Discusses Insp 30 19762/07-01 on 670212 NRC undoratands that radio 
}OQ\cal sampling & analysis will bo performed prior to releasing deionizer backiluah 

water A low water sensors will bo secured 

WHITEJ.R. Region 1. Ofc of the Oiroclor 87/04/20, YAP,S P Isomedix, Inc (subs ©1 
Masefield Enterprises, Inc ), 2pp 47046’289 4704G 303 

6010060387 FOIA request for Isomodlx.lnc 030016 license appllcallon, 031222 Hr lo 
NRC last two Insp repts & responses to repts & any documents closing out enlorce- 
ment acllons instituted by 860729 notice of violation. , ^ u • 

GILBERT, LS. Akin, Gume, Slrauss. Hauer & Fold (formorly Akin, “ 

Fold) 88/08/02. ANDERSON.K. Region 3, Oje ol the Dlroctor 1p 47047 316- 
47047015. 

8810060388 Final response to FOIA request App C documents in PDR App A & P docu- 
msnls being made available in PDR App D document partially withhold (ref FOIA Ex- 

G®SILeVoh Division of Rules 0 Records (870413 000514) OS/OO/OL 
GILBERT.LS Akin. Gump, Strauss, Hauer & Feld (formerly Akin, Gump. Hager S 
FeW). 5pp. 47047.3 16-47048‘ 157. 


-07092 S0208 Requests appropriate steps bo taken to assure facilities operated fn full 
compliance w/NRC require monts Combination ol oversight by facility 

supervisors, corporate & third party audits may bo considered 
MArTIN,TT flogion 1« Ofc of the Director. 87/09/17 DIETZ, M.Q Isomedfx, Inc 
(subs of Mass flow EnlerpnsQS, Inc.) 2pp 47047 162-47047 153. 

-8003070053 Rosponds to NRG 071021 request for Info re onetime shipment ef 
caskOuakhcatlon of escort discussed 

OIETZ.GR Isomedix, Inc. (subs, of Masofietd Enterprises^ Inc). 107632 67/12/01 
DAVIS.J Region 1, Ofc of the Director 5pp 47047 147 47047.151 

-800307 0'057 Requests addi info re 870709 application for amend to LIcfinso 29-15364- 
01 per 871007 tefconjncluding written confirmation from State of NJ heafth officer 
that stala has no objection lo special controls 

DAVfS.J. Roglon 1. Ofc of Ihs Director 107532 87/10/21, DIETZ, G R, Isomedrx, Inc 
(subs of Moselleld Enterprises, (nc) 2pp. 47047,145 47047 140 

-8803160344 Forwards eppileation for renewal of Lfcanse 20*1 5364 01 ,pe/ 660920 
request Subj Co 60 Irradiator unique In that in expose position, source closed fn solid 
metal protector A nuclear reactor componenia testing concenirated at facility. 
OIETZ.GR Isomedix, Inc, (subs of Masefield Enterprises, Inc) 03567. 85/12/20, 
COSTELLO.F RogiOA 1, Ofc of tho Dlfoclor. Ip 47047.039 47047.144 

-8003160359 /^plfcation for renewal of License 29*1 &364 01, authorizing u^e of mails 
in Irradiators & devices lor functions Ire lading processing or Irradiation of malls & In 
strumont calibr.rcspoctivoly.Foo paid 

DIETZ, QR fsomotlix, Inc (subs of Masefield Enterprises, Inc) 65/12/20, 00pp 
47047'040 47047.125 

-8803170198 "Personnel Training Policy” 

DIETZ, GR. Isomedix. Inc, (subs, of Masefield Enterprises, fne) 80/93/17. 19pp 
47047. 126-47047:1 44. 


-8810060394 Advises that 576 kllocurie Co-60 installdri In WhIppany.NJ facility by 
AECL Rediallon survey end per License Cor^diliori 10 ^ , 

YOUNG, JC Isomedix, fne (subs of MascflofcJ Enterprises, Inc) 86/03/14. Materials 
Licensing Branch. 3pp 47047' 164 47047 314. 

8810060391 FOfA roquosl for plant specific documents re fjre protection 
roquiromonlsjnsp ropls, hardware-specific aeficiencios & NRC communicallons w/ulil. 
MURPHY, M Afflllallon Not Assigned 86/00/18 NRC * No Dotaifed Affillalfon Given 
Spp 47046304 47040 300 

8010080393 Partial response lo FOIA roquosl App A documenls available fn PDR, App B 
documonlB ro SER open llOfns,l)ro protection silo audjt,mooling summary & compli* 
anco w/firo proloction requiromon la being made ovailablo In PDR . 

QRIMSLEY.DH Division of Rules a Records (870413 600514). 80/09/01 
MUnPHY.M Aflllifllion Not Assigned. 4pp 47046 300-47047 013 

-0210180200 Forwards summary of dovlallons from Branch Technical Positiort CME8 
06 1 in ftro proloction plan & position ro flro protection for SER open ilemsOpen 

JOHNSTON, WV. Asslslanl Director for Malls & Quat Engloooring (Pro 830201) 02/ 
09/29, NOVAK, T Asslslanl Olreclor (or Licensing. 7pp. 47046 313 47046‘3t9. 

-8308040619 Trip lopl Of 030712 & 15 alto visit ro flro prolecHon site audit.Llst of 
anroomenle 8 concerns discussed end , . r- t 

KUBICKf.D. Chemical Enoinoorlna Branch. 03/07/26. BENAROYA.V, Chemical Engl- 
nooring Branch 1 1pp. 47046*320 47046330 

-8312070100 Summary of B3102B mooting w/ulil.Sargonl & Lundy & Gage* Babcock re 
unprotected structural stool 6 separation of redundant trains of shuldown-retaled ca- 

Licensing Branch 1. 6pp 47046.333- 

47046 937 

-8403090111 Forwards requasl for addi (nfo re compliance w/liro protection ^oaulr^ 
ffienla of SRP Section 961 Rev lo lire protedion ropt noi incorporated Into Nfln 
SER 

RUBENSTEIN.LS, Asslslanl Director for Core & Rant Byslems. 84/03/05. 

NOVAK, T.M. Assislant Director (or Licensing 2pp. 47046 338-47046:339, 

-8410280577 Forwards Auxiliary Sys Branch $ SER re post-fire saJl?. sbuldown 
caQahllrty,Shu1dowA capability complies W/-5RP Section 9 6.1, Positions C S.b & C.6c 
nuldolinos ponding impfemontalion of condiiions Idontilfed in evaluation. . , , - 

nUDENST&N,L& Assistant Diroctor for Core & Plant Systems 04/10/17. 

JOHNSTON.W V. Asslalant Director for Malls, Chem & Environ Teohnology (PosI 
630201). Ip 47047.007-47047 007 

-8410310014 Forwards fire protection program SSER & SALP Input based on & 

15 lire ptotactlon slta vUU^Region ill 03t221-23 & 27-30 insp & add! Info provided by 

S&?1nSTON,W V. Assistant Director for Matfs. Cherri & Environ <^5®* 

0302011 04/10/19 NOVAK J.M, Assistant Director (or Licensing 26pp. 47046 340* 
47047, (>04, 

-8411080509 Forwards Auxiliary Sys Branch SSER Section 9 6.1.4, "Fire Prolection of 
Safa Shutdown Capabllily" A^*'Altornoto Shutdown Capability Fire watch instituted 
until kre hazard panel & related mods installed. „ r* , 

JOHNSTON.WV. Assistant Director for Matfs, Chem & Environ 

030201), 84/10/25 NOVAK, TM Assiatant Director for Licensing. 2pp, 47047-006- 

47047006 
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-9610060396 Discusses potential tlcensrng probiems re frnplementation of lire protec- 
tJo/i gufofelrnes Foil cooperdfion from opplJcani to fmpfemonJ fire protection program 
consistent w/guwJelmss not received Hifih level mgl involvement recommondecf 
FCRGUSON.RL Chemical Engrnaoring Branch 83/10/31 JOHNSTON.WV Assist- 
ant Director for Metis, Chem & Environ Technology <Pcal 630201} 2pp 47046 331- 
47046 332 

-8610060398 SSEII re post fire safe shutdown capability Capability compiles w/guide 
lines of SRP Section 9 5 1. Position C 6 b ponding listed condilion 
Auxiliary Systems Branch 84/10/17 Spp 47047 008 47047 013 

8810110369 Final response to FOIA reqiiesl re fs^RC offsite emergency planning 
rule Documents available In PDR 

GRfMSLEV.DH NRC - No Detailed Affjfialion Given 80/09/07 INQEJ9RETSON.C 
Hunlon & Williams 1p. 47047014 47047 018 

8810120002 Final response to FOIA request for documents Forwards App D documents 
which are also available fn PDR 

QflIMSLEY.O.H. NRC - No Dotal Jed Affiliation Givon 88/09/07 UNNERSTALL,K 
Nowm a n & Holbfngor. 2pp 4 704 7 0 1 7 4704 7 033 

*^109170049 Documents agreement w/fl10a07 proposed course of acho/i, Since non 
compliance occurred in 1979, notice of violaticn should be writterv por 741231 enforco- 
mont polI<^ as slated in EGM 81-02 

THOMPSON ,0 Enforcement & InvaslIgatJon Staff, fE (Pro 820201). EGM B1-24, 81/ 
08/13 CA RLSON,R r Enforcement & Invealigatlon Statf, R1 Ip 47047 010 
47047.019 

-8109170052 Forwards proposed Region 1 Hr & notice of violation re non compliance 
noted during 810203 Insp Reasons for not recommending civil penalty end 
CARi.SON,R.T Enforcement & Investigation Staff. R1 81/08/07 TROMPSON.D. En- 
forcement & investigation Staff, IE (Pre 820201) Ip 47047.020 47047*027 

•^8f99 170056 Informs that civil penalty is not appropriate action for enforcement re non- 
compliance noted dunng B10203 fnsp Overexposure occurred prior to publishing of 
Interim enforcement cnlerla & health & safo^ problem inapparent 
KINNEMAN.J Mali RadiofcMical Prot Sec,Tech fnsp Br,Oiv of Engineering & Tech 
fnsp,R1 01/00/07. JOYNER, JH. Technical Inspection Branch, Div of EnQineeflng & 
Technical fnspaction. R1 7pp, 47047-021-47047 027 

-8111040631 Responds to 810828 meiYiO' seeking guidance on appropriate categonza- 
lion of violation Involving inoperative into/fock ays designed to limit rotation of telelher- 
apyganljy. Violation categonzod at Severity Levei IV. 

THOMPSON, D Ofc of Inspection & Enforcomont. Dfreclor (820201-070413) EA-&1- 
076 81/09/00. JOHNSOM.D Region 5. Ofc of the Pireclor (810301 820201) 2pp 
47047.029 47047 033 

-0111040633 Forwards proposed notice o-f violation to be sent to Tripler Army Medical 
CtrViotalfon involves Inoperable interlock designed to limit rotation of teletherapy 
gantry Notice will be Issued 810904 In absence ol serious objection 
JOHNSON, AD. Region S. Ofc of the Director <810301-820201) ai/OS/26 
THOMPSON, 0 Ofc of Inspection & Enforcement, Director (620201-870413). 3pp 
47047030-47047^033 

8810130360 FOIA request for documents listed In Exhibit A re 
agro omen I3.com pacta.conlra CIS &/or compromises between Common waafth of KY & 
USAECNRCADOE 

MESTER,M.S Latham & Walkfns 86/08/06 QRfMSLEY.D H NRC • No Detailed Af- 
filiation Given, 30pp. 47072306 47072 335 

8810130372 Final response to FOIA request for documents reinUlal research observa- 
tions at Maxey Flats re site cfosirre. Forwards App A documents Documents availabfe 
in PDR, 

QRIMSLEY.DH, NRC - No Detailed Affiliation Given 99/09/07. MESTER.MS. 
Latham & Watkins, 2pp 4 707 2 33 6-47073: 103 

-8810130374 Summary of 670903 meeting In EPA ofes re results of DOE request to 
clarity Interagency issues te impiemantation o1 CERCUA requlromente tor cleaning up 
radwasta sites. 

BAHADUR, S NRC - No Delalled AlfiliaUon Given. 88/08/08. KNAPP, M NRC - No 
Detaired Aftlliatlon Given. lOOpp 47072 336 47073 098 

-6810130377 Responds lo request for into on (ederef regulations re closure of few level 
redwaste dfsposal facilities 

L0HAUS,P.H. Division of Low Level Waste Management & Decommissioning (Post 
870413) 88/08/08 VOLPE.J. Kentucky. Commonwealth of. Ip, 47073 097- 
47073' 103. 

6010130379 FOIA request for any & all records re planned decommissioning of remain- 
ing portions of Pathfinder Plant & plans lo place sewage sludge ash Into U tailings 
disposal facility near Edgemont, 

PAY.O Technical Informaton Project. 06/08/0 1 NRC - No Oetalfed AffiliaHon Given, 
tp. 47086.238-47086:238 

8910130383 Final response to FOIA request for documents App A 8 B fnfo availabfe Jn 
PDR C document partially withheld A App D documents completely withheld (ref 
FOIA Exemplfons 4^6 8 9), 

GRIMSLEY.D H. NRG - No Delalled Affiliation Gwen 86/09/07 PAY.O Technical In- 
formation Project. 7pp 47086 239-47087:005. 

-8006310179 Requests meeting w/NRC to discuss decommissioning of facility & 11- 
cense amend request <o compete dismantling of nuclear facility at Pathfinder uener- 
atlngP^anl. 

MUSOLF.D. Northern Stales Power Co 88/06/16 WARTIN,R.O Region 4, Ofc of the 
Director. Ip. 47086' 257-47086-2 57. 

-6610130387 Forwards application for Amend 9 to License 22-08709-02, replacing RT 
Me Kaughan w/MP Hernandez as plan! superintendent It radiation safeM orfleer. 
MUSOLF,a Northern States Power Co. 462002. 88/06/01 Region 4, Ofc of the Dl- 
rector. 2pp. 47086 246-47066*247 

-6610130386 Press release re N3P plan to continue decom mis stoning of Pathfinder Nu- 
clear Plant Jn 1 989 Reactor vessel & radioactive mail will be removed shipped for 
disposal. 

- Notlhem States Power Co. 60/06/06 7pp 470fl8'24 6-47086^284. 


-8810130391 Applfc 0 llon for amend to License 22 08790 02,amending CondiUon , 
designating MP Hernandez as supervisor of licensed malls ’l? 

MUSOLF.D M Northern States Power Co 462002 88/05/27 2pp 47006 ii:,. 
47006 256 

-8810130393 Amend 0 to License 22 08799 02 for Northern States Power, amende 
license In entirety ^ 

WHITTEN, J E Region 4, Ofc of the Director 88/06/22. 44pp 47229.230 472^ 

-8810130394 Press release re NRC Issuance of rules on general requlremonls lor (j. 
commissioning nuclear facilities 

* Region 4, Ofc of the Director 08/06/29 4pp 47086 302-47088 305 

-8810130395 Discusses B80718 meeting w/util in Sioux Falls, SD re docomnnissloni^^ 
plan Related Info end « 

FISHER.W L Rodion 4. Ofc of the Director 80/07/20 BANGART,R L Region 4. 0,^ 
of the Director 26pp 47006 306 47006 330 ^ 

-8610130398 Press release re solution of sewago ash stored near fgloo. Ash willtj^ 
buried at TVA U tailings disposal silo near Edgemont 

* South Dakota, Stale of, 88/06/12 2pp 47006 331 47006 332 

-8810130397 Requests decision from NRC re disposal of sewage ash at TVA U 
tailings disposal site in State o1 SD 

SMITH, JJ South Dakota, State of 88/06/14 2ECH,LW Commissioners Tpo 
47086 333 470B6 335 ^ 

-8810130398 Advises ihdl request for disposal of approx 270,000 tons of sowage 
at TVA U mil) site near Edgemont, SD must be submitted In form of applicatcn Iqf 
emend ty licensee 

THOMPSON, HL Office of Nuclear Material Safety & SateQuards.Oirector 80/07/1? 
SMITH.JJ South Dakota, State of 14pp 47086 336-47086349 

-8810130400 Summary of 880712 meeting w/State of SO to discuss proposal to dis 
pose approx 270,000 tons of sewage ash at TVA Edgemont U miPI site 
fL 1EGEI,M Operations Branch 08/07/ 12 LOHAUS.P. Operations Branch Bpp 
47086350 47087003 

8810130386 FOJA request for documenia re low lovel radwaste facilities Co bo butll a| 
plants 

MAflTORANA,FJ O’Donoghue & O’Donoghue 00/00/05 G RIMS LEY, D NRC • Wo 
Detailed Affiliation Given Ip 47O88’134-47O00 134 

6610130390 Final FOIA request for documents re radwaste facilities al plants Foiwanfs 
App B document App A & B documents available In PDR 

GRIMSLEY,0H Nffc - No Detailed Affiliation Given 88/09/07 MARTORANA.FJ, 
O'Donoghoe & O’Oonoghue 3pp 470B8 135-47008 174 

-8810130392 Viewgraphs from meeling on new radwaste facilities al plants 
4708Sf74 (Virginia Eiectnc & Power Co) 08/09/07 37pp 47088:136- 

0810130399 Partial response lo FOIA requesLApp F documents available In PDR App Q 
documents, Including environ assessmenis, notification of maellng,inlfim4l 
notes, viewgraphs & draft SER,oncl & being placed In PDR & LPOR. 

QRIMSLeY.OH Division of Rules & Records (070413 880514) 00/09/07. 

JOHNSON, QE SwidJer A Berlin. lOpp 47087029-47008.012 

-8211190001 SeCY-82-444 Informs Commission of recent filing of NRC brief for BelfoW 
vs NRC re request for adjudicatory hearing on NRC enforcement action on tePbty 
SUGGIE.E.L Office of the General Counsel. 82/10/29. 59pp. 47086.013-47006 971. 

-'8610130401 Fonvards environ assessment & finding of no significant fmpaci re 
860702 request for exemption from certain schedular roquiremenls of 10CFR6049 
concernfrtQ safe shutdown capabilities against effects of fire. 

ZWOUNSKf,JA, BWR Protect Directorate 1 TAG 61913 86/07/24. LYDON,JM 
Boston Edison Co, Ip. 47087:042 47087 042 

-881 01 30402 Environ assessment & finding of no significant ImpacI re uhi 860702 le- 
quest for schedular exemption from requirements of 10CFRo0,46 concernirH] safu 
shutdown capabilities against effects of fire 

AULUCK.R BWR Project Directorate 1 86/07/24 8pp 47087 043-47087.050 

-6810130404 Notification of lime change for 670804 meeting w/util fn B 0 lh 0 sda,MD lo 
discuss emergency operalinq procedures program & direct torus vent mod. 
WESSMAN.R Project Diraclorate 1-3 87/07/29. NERSES.V. Project Dlrectorale 1*3 
29pp 47087*051-47087.079. 

-8810130405 Forwards environ assessment A finding of no significant impact re 
831116 request for exempUons from certain requirements of lOCFBSO.App R relaWo 
to fire protection program 

NERSES.V, Project Directorate 1-3 TAG 63416. 87/09/16. BIRD.R Q. Bosion Edison 
Co ip 47087.080 47087'080 

-0810130407 Environ assessment A finding of no sigmficanl Impact re ulll 831 1 16 re- 
quest for exemptions from certain requirements of l0CFR50,App R reJaliva to fire pro- 
tection program 

NERSES, V; Project Directorate 1-3 87/09/16 4pp. 47087*081 -47087:084, 

-0610130406 Requests review of end Safety Issues Mat Sya data for completeness 
WESSMAN.R H. Project Directorate 1-3. 07/09/24. BIRD.R.Q Bosion Edison Co 
18pp, 47087:085-47087:102 

-0610130400 Forwards safely evaluation concluding that Internal smoke seals (or con 
duits passing Ihrough fire barriers from one fire area to another acceptable, per uW 
880203 submittal. 

MCDONALD.D. Prolecl Directorate 1-3 TAG 87623, 88/03/24 BiRO.R E Boston 
Edison Co 2pp, 47087.103-47087:104 

-6810130410 Safety evaluation concfudlng that Internal smoke seals for conduits pass- 
ing through fire bamefs from one fire area to another consistent w/Branch Technical 
Position 9.5-1 A acceptab{e.per util 880203 submittal 
• NRC - No Detailed Affiliation Given 88/03/24 1 6pp. 47087:105-470 67, 1 20 
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-0^10130411 Safpw evaluation accepJing ulll 831116 request for four oxomplions from 
10CFR50.App R, Section III G Level of fire safety in listed fire zones equivalent to 
safety achieved by compliance w/requlrements 

* Ollbce of Nuclear Reactor Regulation, Director <851125*870411) 86/06/20. lOpp 
47067121*47087 139 

-8910130412 Forwards first cut of certified index of record to be submitted to Court of 
Appeals on 871 1 10 Listed documents requested 

e[[jME,M Office o1 the General Counsel 87/10/20 WESSMAN.R Office of Nuclear 
Reaclor Regulation, Director (Post 070411) PATON.W Office of the General Counsel, 
43pp 47087 140 47087 182 

-881 0130 413 Rev 3 to "Pilgrim Nuclear Power Station Plant Specific Technical Gulde^ 
lines for Emergency Operating Procedures," 

• Dos ion Edison Co 88/09/07 74pp. 47087*183 47087 256. 

-8810130414 Rev 2 to Procedure 1.3,4*10, "Writers Guide for Emargoncy Operating 
Pfoceduios " 

‘ Boslon Edison Co 87/10/15. 36pp 47087 257*47087 290 


-8810130416 Rev 1 to Procedure 1 3 4-13, "Emergency Operating Procedure Verifica* 
tion Piofiram ” 

* Boslon Edison Co 87/10/16 4flpp 47087 291.47087*a37 


-0819130416 Rev 0 to Procedure 1 3 4*14, "Emergency Operating Proceduro Validation 
Program" 

' Boslon Edison Co 87/07/10 37pp. 47007 330*47000 012. 


8810130403 FOIA request for "Diablo Canyon Long-Term Seismic Program Pinal Repl " 
REYNOLDS, J R Cantor for Law in the Public Interest 80/08/12 NRC • No Ootailed 
Affiliallon Given 2pp 47007 006-47087.007 


8810130406 Final response to FOIA request for documents.App A documents avalfablo 
in PDR 

GHIMSLEY.OH. NRC - No Detailed Affiliation Given, 06/00/08. nEYNOLDS,J.R. 
Center (or Law in the Public Intoresl 2pp 47007.000*47087:000 


8810130417 Final response to FOIA requost.App A document ro policy statement on 
nuclear power plant access authorization program available In PDR 
GflIMSiEY.DH NRC - No Detailed Affiliation Given 86/09/13. WILLIAMS, O.G JRA 
AsscKlatos 2pp 47087 012*47087.013 


070420-23 Violations rtoted Itcenseo pos 
Mssod as SNM 2mg U-233 not authonzed by license & burial site waste shipment 
manifest did not contain total radionuclide quantity 
RoflIon 1, Ofcof the Director 87/00/16 2pp 47101.093*47101 094 

-8709230021 Insp Repta 30-00763/87-01 & 70*0938/67*01 on 87O4Z0 23. Violations 
noted Major areas inspected radioactive mall prog rams, Including organlzatlon.cnticafitv 
safoty. operatons re\^ew,radwasl0 mgt & transportation. 

Region 1, Otc of the Director. 70 0938/87*01 87/09/02 Bpp 47101 095* 

•t I 1 V I 1 clf 

-8806220048 Forwards Safoty Insp Rept 30 00703/80 01 on 880120 & 0420-2g.Viola 
cficussfid at 880622 enforcement conference in King of Prussia, PA, 
^OBLOM.GL fiegloft 1, Ofc of the Director. EA*B0-146 80/06/08 POWELL.PC 
Massadjusatts Institute of Technology, Cambridge, MA 2pp 47101.130 47 102 113 

^8906220062 Insp Ropt 3OOO763/0BO1 on 860128 & 0420 22Twe violations 
noted, Major areas inspected circumstances of apparent extremity exposure above reg 
J*.. .Siyj oven!, licensee organization & dysproslum/holmlum project 

ULLRICH, E. Region I. Ofc of the Diraclor 88/00/08 itpp 47101 132*47101:142. 

-8806220053 Forwards partially withheld M Qalanok 860205 summary ^'flept of RadJo- 
cbemtai Wrist Dadgo Ovofexposure" Technique used in injecting rabbll knees w/Ho 
ovarosllmato actual skin entry dose to worker 
Massachuaotls Inslltulo of Technology. Cambrldgo. MA 80/02/09 
ULRICH ,B Region 1, Ofc of the Director. 40pp 4710fi 50*47102 1 13 

-860B270107 S0nitl2od version of hr discussing apparent extremity overexposure occur- 
ring (Turing third quarter ending 870930 of 22,910 m re m Exposure measured by wrist 
badge & ring dosimelers, 


MASEE,F. Massachusotls Institute of Technology, Cambrldgo, 
meni Control Branch (Document Control Desk) 3pp 47101.143 


MA 07/12/03 Docu* 
47161 145 

-B806270121i Sanillzod version of followup on llcensoo 871203 & 860209 Itrs re appar* 
onl extremity overexposure of radiocbamlal. Adjustments to actual exposure omounis 
recommended 

Massachusotls Inslitule of Technology, Cambridge, MA 68/03/24, 
ULniCrt.B Region 1, Ofo of tho Direcior. 2pp 4710Vf46-47101M47 


8810130418 FOIA request for Rev 6 to NUMARC document, 'Mndualry Guldolmoa for 
Nuctoar Power Plant Access Authorization Program " 

WILLIAMS, OG JRA Associates OGW-8D-077 88/08/29 QRIMSLF.Y,D.H. NRC - No 
f}etailcd AffalPallon Given 2pp 47087-010 47087,011 

8910170106 FOIA request for documents re daily ropts on non Part 60 liconsoo events 
inJu) 1900 

FELTON, JM Nucloar Information & Resource Service 86/08/05 QR(MSLEY,DH 
URC • No Detailed Affiliation Given. Ip 47088.072-47008 072 

8910170112 Final rosponse to FOIA request for documents ro dally & morning 
repia Forwards App A documents Documents also available In PDR 
GRIMSLEY.D H NRC ■ No Detailed Affiliation Given. 68/09/14 FELTON, J.M Nuclear 
Intormatlon & Resource Service 4pp 47088.073 47O80’131. 

-8908160323 Forwards data collection for fuel cycle & malls licensee incident & oper 
alona) ropts Data withheld 

THOMAS.R.D Rogion 6. Ofc of the Director. 80/08/09 H6LTEME8,C.J. Office for 
Analysis & Evaluation of Operalionol Date, Director 2pp 47060.1 32'4708a'l33 

-9010170129 Infornns of 890613 mlsadmlnlstrotion ol radlopharm Palient enomafously 
administered 20 mCl Tc-QOm MDP I racer. Related Info end. 

COHEN.M B Veterans Admin. Medical Center, Sepulvoda, CA, 80/06/24 
TMOWAS.R Region 5, Ofc ol the Direcior. 49pp 4708a’084*47008:120. 

-6010170136 Infornns of 8807DB mlBadmlnistratlon of radlopharm Patient administered 
tonal dose of Tc*90m(DTPA*PontelBte) instead of HDP Oxidronato bone seen 
dose Caused by mislabeled syringe. Personnel counseled 

VON LOEWE,H. Army, Dept of 00/07/14 Region 6, Ofo of the Director. 4pp. 
47080*127 47000130 

-9610170142 Informs ol 880711 misadministratlon of radlopharm Wrong patient Injected 
w/2<^ mCi 99mTc oxfdronalo for bone aludy Caused by poraonnol writing out Incorrect 
request lo/m 

TUTTLE.W.K. Veterans Admin Medical Center, Portlantf, OR 80/07/10. Region 6, 
Ofc ol the Director. Ip. 47008.1 31.4700D-1 31. 

6910170293 Final rosponse to FOIA req^uost re Insp, exam & annual repts. Forwards 
documents listed In App A Documents also available In PDR. 

GflIMSLEY.D H NRC * No Detailed Afliliatlon Given. 88/00/27. WALTHERS.C. The 
Tab Newspapers, Newton, MA. 4pp. 471 OOI 04-47 100.310. 

-9600040t01 Discusses Safoty Inapa 30 00763/66 01,30 09177/88 01, 30*21272/86* 
01 & 40 5577/88 Ol on 860613-14 & forwards notice of violation 
KINNEMAN.J.D Region 1, Ofo of the Director. 86/08/29. DUCATMAN,A Maaaachu- 
«Us Institute of Tocnnoiogy, Cambridge, MA 2pp. 47100 31 1*47101*034. 

“9609040100 Notice of violation from Inap on 06081 3- 14. Violation noted: ehyalcal In- 
ventory not conducted of al) sealed sources. Only sources requiring leak tests Inven- 
toried 

• Reglor^ 1, Ofc of the Director, 86/00/20. Ip 47100.313 47101:034, 

“961 1040175 Ack receipt of 860923 Ur Informing NRC of steps taken to correct vkila- 
lions noted In Insps 30-00763/86*01, 30 00177/08 01,30 21 572/06*01 ft 40*6577/86- 
01 Prevenilvo actions will be examined during future Insp 

KINNEMAN.J.O. Region 1, Ofo of the Director. 86/10/20. DUCATMANA Massachu- 
setts fnstilulQ of Tocnnoiogy, Cambrldgo, MA 2pp. 47101:035 47101:090. 


on of Hr discussing extremity exposures reported In 
rs Mote accurate estimate of actual wrist exposure 
outlined In 600324 Hr used 

Institute of Tocbnology, Cambridge, MA 85/04/01. 
the Ofroctor. 2pp. 47101 ■148-47101.1 49. 

8810170209 FOIA request for documents re re sells of insps ol low level nuclear reacttjr 
at MIT during period from Jan 10B5 to- present 

WALTHERS.C. The Tab Newspapers, Newton, MA. 80/08/23 NRC - No Delailed Af- 
filiation Given ip, 47100*193*^ 100*103 

6010100048 FOIA request for Jul 1998 roadmg files of listed admlnlst rotor 8 .Including 
Roglons I A II 

FELTON, J.M Nuclear licensing Reports 88/08/05 QRIMSLEY.DH Office of Admin- 
istration & Resources Managomani, Director (Post 570413) Ip. 47102.115*47102:116 

0810180058 Final response to FOIA roquest for documents ro Insps & oporalfonal 
safely rovlow8.Forward3 App A A D documonla. Documents also available In PDR App 
B documents partially withhold (ref FOIA Exemptions 6 A 7). 

GRIMSLEY.D.H. NRC * No Detailed Affiliation Qlvon. 80/09/16 FELTON, J M. Nuclear 
Licensing Roporls Bpp 47102.116 47102*240. 

-89O62IO307 Advises ol decision to standardize Incldenl Response Training 
Pfoyr^^por federal field exorciso Objocllva Is to provide level of training on 1 to 2 yr 

JORDAN, EL. Office for Analysis A Evaluation of C^aralional Data, Director. 05/06/ 
06. RUSSELL, W.T. Region 1. Ofo of the Director cfRACG,J.N. Region 2, Ofc of the 
Diraclor DAVIS, A B. Region 3, Ofcof the Director. 31 pp. 47102*123 4 7102:163. 

“9510100073 Lists comments on proposed Incident response training pro gram .Including 
standardized training program necessity. 

nUSSELL.W.T, Region 1, Olo of the Director. 85/07/31 JORDAN.E.L Olfice for 
Analysis A Evatuallon of Operational Date, Director. 2pp. 47102.121*47102 122. 

“5810100080 Confirms 880629 telcon re operational safely assessment at ER Squibb & 
Sons, Inc during 880805 12 

SJOBLOM.Q L Region I, Ofo ol the Director. 60/07/07 MILITSCHER.C Environmen 
tal Protocllon Agency. 2pp. 47102'te4*47102*165. 

“0810180093 Discusses operational safety assessment at ER Squibb A Sons, Inc on 
080506-12 of fire, chemical A Industrial safety A radiafion safety. 

SJOBLOM.Q L Region 1, Ofc of the Director 09/07/07, QAUGHAN.O. Labor. OopL 
of. Ip. 471 02: 168’47 102*174. 


-6008270135 Sanitized versi' 
071203,560209 A 0324 It 
attomipted Correction factors 
MASoE/.X. Massachusetts 
ULRICH, B. Region 1, Ofcof 


“8510100097 Dlscussea oporallona) safety assessment at ER Squibb 7 Sons, Ino on 
850508*12 of tiro.chemical A industrial safety A product quality 
EBNeTeR,S.O. Region. 1. Ofo of the Director, 88/07/13 SMITH HOLSTON Food A 
Drug Administration 2pp. 47102.176*47102.180 


“5810 191)092 Lists actions agreed to accomplish resulting from quarterly review of reac- 
tor safeguards licensing A InsMuel facilities Insps A TLD program Actions include as* 
sessment of lend A short-larm options for clerical staff. 

SJOeiOM.Q.L Region I, Ofc ol Ihe Director. 08/07/21- RUSSEIL.W.T. Region 1, 
Ofo of the Director. 2pp- 47102.181 47102*243. 


“9611040103 Responds to 060829 notice of violation ro Insp on 860013-14. (Ik>rrectlve 
BcUon program modified to Include 6-monlh phyelcal Inventory of all aealod sources In 
possession. 

bUCATMANiA iMassachuseUs Institute of Technology, Cambrldgo. MA. 66/09/23. 
KINNEMAN.J D. Region 1, Ofc of the Director. 1p. 47101:037-47101:080. 


“0610150101 Partially withheld memo forwarding background Info for 680729 enforce- 
ment conference w/ShadysIde Mosp re vfoletlons noled during 570416 Insp A false 
statement made in Itr. 

JOYNER, J.H. Region 1, Ole of the Director. EA-BB-IOB. 85/07/22, nUSSELL.WT. 
Rofllon 1, Ofo of the Director. 2pp. 47102.244-47102:245. 


“B709230009 Forwards safety Insp Repts 30 00763/87-01 A 70-0930/07-01 on 
070*420 23 A notice of violation. 

MARTIN, T.T. Region 1, Ofc of the Director. 87/09/16. MASSE.F.X. Massachusella In- 
Slitule of Technology, Cambridge, MA. 2pp 47101*091-47101:129, 


“0010180100 Notification of meeting on 000729 in Region I ofc w/ Shadyside Hosp to 
discuss Insp 70*1710/67-01 flndings. Including false slatement 
GLENN ,J.E Region 1. Ofo el the Direcior. EA*0e-18e. 80/07/21. Region 1, Ofc of the 
Director. Ip. 47102*846-47102:240. 
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-8810100114 Partially wilhliold «r re redpfeni concerns on poientfal doliberald acl lo 
cause vfolal;on on euSof svc gauge 

GLENN, J,E aeglon 1, Ofc o7 the Director 00/07/26. Affiliation Mot Assigned 2pp 
4710^247-47102 248 

6610180185 FOIA request for complete technical proposal & coniract, Including subse 
quent responses lo quesilpfis & all revs through beat & final ottor.sub milled in re- 
sponse to ref soljcllatlon by awardee W^le Labs 

MCNULTY, FX Cafspan Corp (subs Arvrn Industries/Frenklln Research Center) 
NRC04 8B-063 FOIA 700 1 66/04/1 1 NRG > No Detailed Affiliation Given. Ip. 
47164.001-47164 001. 

8810180192 Responds to FOIA request for documents re Wyfe Labs technical 
proposal App A records end Records partially daleted (Info outside scope of request) 
QRIMSLEY^D.H NRC - No Dolalled Affiliallon Given 68/09/09 MCNULTY.FX. Cat- 
span Corp, faubs Anrin (ndustrles/ Fran Win Research Center) 3pp 47154 002- 
47154044, 

-6810160200 Partially deleted Itr responding to questions raised In recent telconw/re- 
clplent A Agerwha! re Proposal 691/71 7 7-1 /CP (NRC RFP RS-RES 87 085) No cost 
changes made as result of clarification 

POPLIN, CG WyJo Labofalofios 88/02/11 MEARES.SD, NRC ■ No Detailed Affili- 
ation Given 2pp 47164.005 47164 007. 

-8610160245 Partialf/ deleted "Con^prehenslve Aging Assessment of Circuit Breakers/ 
Relays Phase 11 Study 

* Wyle Laboratories 87/07/15 37pp 47154 008 47154 044. 

6810160228 FOIA request for Contract NRC-O4-8B-O03, bidder documents A pricing & 
proposal info available under FOIA act 

ELKINS.H.S. Mulll-Amp Services Co MRC 04-88-063 MET:08-O62 80/03/23 

ROBINSON.L NRC - No Detailed Affiliation Given Ip 47103 196 47103.196 

6610180242 Final response lo FOJA request for documenlQ Forwards App A 
documenta Documents also available In PDR Portions of documonts outside scope of 
request, there fore deleted. 

e^MSLEY,D NRC - No Detailed Affiliation Given 88/09/09 HLKINS.H. Mutli-Amp 
Services Co 3pp 47103197-47103*204 

-6610180246 Partially daleted Itr forwarding cosi proposal for comprehensive aging as- 
sessment of circuit breaker 5/re lays Phase II study Certificate of current cost & pacing 
data end W/o ends 

P0PLIN.C6. Wyfe Laboratories 88/03/16 MEARSE,SD NRC - No Detailed Affill- 
alior> Given. Ip 47103.200-47103201 

-8610180253 Partially deleted Itr confirming 871119 tefcon ra ref proposal 
POPLIN, C.G Wyle Laboratories. 87/11/20 MEARSE^SD NBC - No DolaJled AfMf- 
ation Given 1 p. 47 1 03 202-47 1 03 202. 

-8610180256 ParliaHv daleted Itr responding to NRC request during 870914 telcon re 
questions Included in 870908 Itr 

POPLIN, CQ. Wyle Laboratories 87/09/16. MEARSE.SD. NRC - No Detailed Affili 
alton Given, ip 47103 203-47103 203. 

-8610160261 Parlrally deleted tfr Informing NRC that Vyfyle Lab has reviewed re! propos- 
al lo determine possible revs 

POPLIN, CG VWIe Laboratories 87/10/02 MEARSE.SD NRC - No Detailed Affili- 
ation Given, Ip, 47103:204-47103 204 

6610180254 FOIA request for parformanca evaluation factors used In each region to In^ 
spoci II I^C0os€i&s 

fELTON,JM Nuclear Licensing Reports 68/08/05 GRIMSLEY.OH. NRC ^ No Do- 
lalfed Affiliation Given 1p 47103 182-47103.182, 

8610100360 Final response to FOIA request for documents re performance evaluation 
factors Forwards App A documsnia Documanis also available fn PDR 
GRIMSLEY,DH NRC - No Delalled Affiliation Given 66/09/12 FELTON, JM Nuclear 
Licensing Reports 2pp 47t03‘ 169 47103 196 

-6610180262 ‘'Establishment oJ Regional Tnal Program for Early Identification of Mali 
Licensees Naedfng More NRC Attention/* Related mat! oncL 
* Office of Nuclear Material Safety & Safeguards.DIroclor. 88/06/30. lipp 
47103'185-47103‘195 

8810180269 FOfA request for NRC guidelines for treating patients w/ radioactive mail 
SMALL, P FOl Services, 73043. 66/06/26 FELTON. J M NRC - No Detailed Afflliaflon 
GNan. Ip. 47102 249-47102 249. 

8810180271 Final response lo FOIA request App A documents available In PDR 
GRIMSLEY.D H. NRC - No Detailed Affiiialion Given, 88/09/14 SMALL.P. FOJ Seiv- 
Ices 2pp 47102*250 47102 251 

8810180276 Final response to FOIA request for documents Forwards App A 
documents Documents also evalleble in PDR. 

GRIMSLEY.DH NRC - No Delated Affiliation Given 86/09/14 USHTR Illinois, 
State of 2pp 47102 254 <17103.181 

-8808230066 Requests copies of data & computer codes referanced but not included 
in NUREG 0904. "Final Environmental Slatement Related lo Oecommissloning of 
Rare Earlh Facility, West ChicagoJL" & "SuppI 1" re mods lo UDAD 8 Version IV 

LASHJ.B IWmr^a, State of 86/07/ 18. NRC • No Detailed Aflrtiahon Given. 2pp 
47102 252-47102 2S3 

-6810180278 Package of revised source codes, input data & pnniad data for mildos & 
compulsr codes 

YU,C Argonne National Laboratory 86/11/13 2«9pp 47102 256 47103181 

0610180326 FOfA request for all licenses issued by NRC lo Radiological Svcs,lnc from 
1965.1976 

VALA.MJ Teledyne Isotopes. 88/09/08 NRC - No Detailed Affifiatfon Given Ip 
47165 001-47165 001 

0810180328 Final response lo FOJA request for licenses Issued by NRC to Radiological 
Sves, Inc Forwards App A documents Documents also available <n PDR 
GR)MSLEY,D H. NRC - No Delaifecf Afriliahon Given. 88/09/27 VALA.MJ Teledyne 
Isotopes 2pp 47185.002-47165 161 


-8810160358 Applicdllon for liconae.aulhorlzmg max possession of 10 Cl of Ani-211 h 
form of sealed sources to land burial facility for burial of radwaste 6 adding DB 
as radlalton safety officer Fee paid, 

• RAD Services, Inc 71743 80/09/27 84pp 471 6S 004-47185 086 

-8810160371 Requests clarification of listed Items discussed In 760426 applicalron fer 
license Review of applicatmn to continue upon receipt of revs to application 
0ASSJN,N Radioisotopes Licensing Branch (Pre 790501) 71743 76/06/17 

HABER.PR RAD Services, Inc. 2pp 47165 087 47165.000 

-8010180401 Responds to NRC 760617 Itr requesting clarification of ficensea 760426 
application for license for max of 10 Cj of Am-241 in form of sealed sources Llc^rsee 
to only store metal drums as facility, 

HABER, DR RAD Services, Inc 2160 76/07/30 BASSIN.N Office of Nucloar Roac 
tor Regulation, Director, app 47165 080-47185096. 

-8810180418 "Radiation Safety Training Program for Rad Sves Inc Operations InvoMng 
Rocelpt,Storago,Transportation A Disposal of Packaged Radwaste Malls" 

HABER.D.fl RAD Services. Inc 2188 76/07/01 2fpp 47165 097-471 05 123 

-6810180423 Application for amend (o License 34-17010 01, amending CondJlionS to 
read packages containing waste byproduct mat! shall be received & handled by listed 
individuals. 

MOflGAN.E.A RAD Services. Inc 02162 79/12/07 BASSIN.N NRC No Dotaded 
Affiliation Given 35pp 47166 124-47166 158 

-6810180437 Requests listed add! Info re 791207 application for amend to Liconse 37- 
17010-01. Review to continue upon receipt o1 info. 

BASStRN Materials Ucenslnp Branch 02160.00/03/25 MORGAN, E A RAD Serv- 
ices. Inc. 2pp 47166 169-47165 161 

8810180372 Partial response to FOIA request for documents re allegations concerning 
H&G Insp Co Forwards App F documents Documents available In PDR 
GRIMSLEy,DH NRC - No Detailed Affl/ialion Given 88/00/16, BAUMAN, L Gardo, 
BP 3pp, 47154.073 47154 082 

-8810180377 Allegalfon data Input & allegation review of suspected overexposuro ai 
HAG InM Co 

EVEflOT.J Region 4. Ofc of the Director. 86/10/06 5pp. 47154*076-47164 082 

8810160390 FOIA request for Revs 1 & 3 of staled reel for plant re design assassmanL 
CONNOR.L Ooc-Soarch Associates. 80/00/12 NRC - No Detailed Affiliation Gh^on 
Ip 47164 070-47164 070 

6810180395 Final response to FOIA request for repts re plant design assessmenl App A 
documents available in PDR 

GRIMSLEY.O.H NRC - No Detailed Affiliallon Given 88/09/16 CONNOR.L 0q> 
Search Associates 2pp. 47154.071-47154.072. 

8810180528 Finaf response to FOIA request for documents re NRC response lo Siaio 
of Ml on feasibility of disposing low (eve) radwaste at exisllng nuclear mww 
pianls. Forwards App C documents App D documonis withheld (ref FOIA Exernplion 5), 
GRfMSLEY.DH NRC - No Detailed Affiliation Given 88/09/16 RESNIKOFF^W Pl- 
dloactiva Waste Campaign 5pp 47239 012-47239 177 

-8B10180531 "NRC Perspective on Alternative Disposal Methods." 

PfTTIGUO.C L, TOKAR.M NRC - No Detailed Affiliation Given 89/09/16 30«i 
47239 017 47239 046 

-8810180532 Paper eniuied, "Update on NRC Position re Engineered Alternatives" wc* 
aenied at Cniical Path Disposal Technology Seleclion Seminar or> 670701 la 
Boston, MA. 

KANE,JD. TOKAR.M Technical Branch 87/07/01 20pp 47239.047-47239 006 

-8810180633 Advises that author reviewed book enlflled, "Living W/o Landfills " Seek 
wrjtten to condemn nuclear power rather than provide meaningful discussion on nsflr* 
surface disposal of tow level waste Related \pfo encl. 

MCCARTIN.T Office of Nuclear Regulatory Research, Director (Post 860720) 08/09/ 
16 ROLES, Q Office of Nuclear Material Safely & Safeg yards, Diraclor, I3pp 
47239.067-47239.079 

-8810180534 Forwards rept, "Living W/O Landfills" RepI discusses & make recom 
mendations fn area of low level radwaste mgt Comments requested by 87 1106. W/O 
end 

KNAPP, M.R Division of Low Level Waste Management & Decommissioning (Post 
8704 13J 87/10/22, NUSSBAUMEfl.D A. Assistant Director for State Agreements Pro 
gram CUNNINGHAM.R E Divisfon of Fuel Cycle, Medical. Academic & Commorcf^l 
Use Safety 870413 870728. COSTANZI.FA Waste Management Brandi. 2pf> 
47239080-47239.081. 

-8810180535 Provides review of Resnikoff rept, "Living W/O Landfills " Oisagroes wf 
listed major statements & conclusions noted In rept. 

THOMPSON.HL Office of Nuclear Material Safety 0 Safeguards.Olrector 87/10/21 
STELLO.V. Ofc of the Executive Director for Operations 3pp 47239.082-47238.084 

-8810180536 Forwards rept, "Living W/O Landfills," for Info Rept discusses & maka 
recommendations m area of low level radwaste mgt Draft review plan also encl.W/C 
end 

NlfSSBAUMER.O A Assislant Director for Slate Agreements Program. 67/11/09 
STRONG.tr Washington, Slate of ip 47239 085-47239 005 

-8810180537 Comments on Resnikoff rept, "Living W/O Landfills" NRC should dear 
up definition fn proposed & existing rules to mean unrestricted release Record ol 
871116 telcon end 

FELOMAN.C Mechanical Engineering Branch (870413 880716) S7/t1/l>2 

JOHNSON.TC Regulatory Branch 4pp 47239 086 47239 089 

-081 01 80536 Submits current scheduled dates for activities, as noted in Resnikoff rapt 
review plan 

KEARNEY, MS. NRC - No Delailed Affiliation Given. 87/11/19 KNAPP.M R NRC - 
No Delailed Affiliallon Given lp 47239 090-47239.090 
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>^910190539 Advises that Reanifoff rapt sent to States of SC,WA,iSV.KYJL & NY Rent 
contains many factual errofa & Incomplete & misleading Info from refs 
quoted SUQQeats mat recipient consider publishing NRC rebuttal to subj rapt as 
SUREG 

NUSSBAUMEfl.D A Assistant Director for State Agreements Program 87/11/24, 
KNAPP,M.R Division of Low Level Waste Management & Decommissioning (Post 
870413). 3pp 47239.091.47239 093 

.-6910270549 Forwards 871120 Itr from Stale of SC on rept entitled, "Living W/o Land- 
fills'' by M Resnifoff.for Info 

SCHME!DER.K.N Assistant Director for Stole Agreements Program 07/12/01. 
^HNSON.T. Regulatory Branch Ip. 47230 094 47239 09S 

-6910270551 Comments on rept entitled, “Living W/o Landfills" by M Rosnlkotf. Several 
types of remedial action being studied to prevent any further migration In area of older 
lrGncl\0S 

SHEALY.HG South Carolina, State of. 87/11/30 NUSSBAUMEft.O A Assistant Di- 
rector for Slate Agreemonla Program 12pp 47239 096.47239 107, 

-9810270662 Forwards rept of div review of document entitled, "Living W/o Landfills" 
M. Resnikoff. 

Knapp, M.R. Division of Low Level Waste Management & Decommissioning (Post 
670413} 88/04/26 THOMPSON.H L Office of Nuclear Material Safely & 

Saf0guards.Diraclor e7pp. 47230 106 47239 177 


MAnTIM,RD Roffcn 

Confjrrns agreement to extend due dale o1 response to 871026 notice of 
mallon & proposed Imposition of civil penalW to 871216 

FfSHER,Wt. Roglon 4. Ofc of the Director EA 87-145. 87/11/27 GIBSON, H.W H & 
Q Inspection Co , Inc 4pp 47154*108-47154 111 n a 


» En.orc«™«., 

-8810200322 Press ralease re NRC proposal to levy S7,500 fine against HaG (nsp Co 
for alleged N^lallqn in Stale of WY operations concerning ovofa>ciwsura ^ 

Region 4, Ofc of the Director. 87/10/29. Ip, 47164:106 47164:106, 

roquesl for records, Apps H a I documents available In 

QRlMSLEY.O H NRC - No Detailed Affilfallon Given 86/00/14 JOHMSON.G E 
SwIdleraBortin.lOpp 47192 009 47196 238. own noun, w c 


0510190001 Final response to appeal of denial of FOIA roquesl for documonla re facility 
oration at 25% power Fonvards App A documents Documenla also available In 

GRIMSLeY>DH NRC - No Detailed Affiliation Given 88/09/16, BELAIR,R R Kirkpat- 
rick a Lockhart. 2pp 471 64* 1 33 47 1 64 207. 

-5706260234 Requests support called for fn end Action Plan for util raquost to oporalo 
facility at 26% power level. 

MURLEY.TE Office of Nuclear Reactor Regulation, Director (Post 670411). 67/06/ 
16. Ml RAG LI A, F Associate Director for Projects (Post 870411) STAROSTECKI.R. As- 
sociate Director for Inspection & Techmcai ABsessmenl (Post 070411). RUSSELU.W 
Roglon 1. Ofc of the Director. 10pp. 471 54.1 79*47 164:1 08 


Pfolection Exemption Requesls From 
1(^FRB04B & 10CFR60.App R, Pilgrim Nuclear Power Station,” technic^ evaluation 

rSpc 

Cslspan Corp (subs. Arvin Industrles/FranKlin 

"fSftraTNRC 

4719 J 24'5 ^ ^*ouse of Rep 87/03/08 ZECH Commissionora, 2pp. 47194 244- 


-8705100143 Ack receipt & review of changes to Oct 1006 Rev 7 to onsite emergency 
preparedaeas plan Draft Ur lo licensee Informing of results of review & requosting adol 
info ervcf . 


MATTHEWS, OB Emergency Preparedness Branch 87/06/16. BUTLER,W.R project 
Dveclorate 1*2. 4pp. 47f54* 1 60 471 64' 1 02 


upposos proposed rule chenge lo raise tolerable levels of radioaclivo 
emlssjloris from nuclear power pTanl & further raduclion of current lOmife aracuaWon 
2ono Related Info encP 

OTT,M.C , MUIRHEAD.D.M. Cilizons Lfrglng Flesponsibra Energy. 07/02/06. ZECH.L 
Commissioners. 36pp 47194:246 47194 279. ' 


-5910190004 Suppis 661206 Ur re siren verification program ays as part of prompt 
pubiBC noUficaiion In emergency plannIng.FEMA recommends considorallon or either 
lisied two approaches, Including monthly full cycle alert & notification sya tests 
TAYLOR.J M. Ofc of Inspection & Enforcement, Dlroclor (620201-870413). 07/04/12. 
AXELRODO. New York, Slate of. 27pp 47164:160-47154.176 


■88012B0298 "Leukemia Incidence in Communiiios In Vicinity of Pifgrim I Nuclear Power 
Qenorating Station " Refalod Info end 

EpWomiology Resources fnc (ERI). 87/09/ 


-8910100010 Forwards county executive of Suffolk County, NY form Ur to county real* 
dents re util request to operate facility at 26% power which initiated 12,000 resident 
lira, 

CHILKpS J> Office of the Secretary of the Commission 87/10/10, 2ECH, ROBERTS. 
SERNTKAL Commissionora 2pp 47164 103-47164.207 

-9703260234 Requests support called for in onci Action Plan for util request to opoiato 
faciliW at 26% power level 

MURLEY.TE Office of Nuclear Reactor Rogulatlon, Director (Post 870411). 87/05/ 
ta MIRAGL(A.F. Associate Director for Projecls (Post 670411). STAROSTECKI.R As* 
socfaio Director for Inspection & Technical Assessment (Post 070411) RUSSELL, W. 
Region 1. Ofc of the Director. lOpp 47164-1 70-47164,180. 

^9706100143 Ack rocolpl & review of changes to Oct 1060 Rev 7 to onsito omergoncy 
preparodness plan Draft Hr to liconseo Informing of rosuHa of review & requesting adal 
mfo qncl 

MATTHEWS.D.8. Emergency Preparedness Branch 87/06/16 BUTUER.W.R. Project 
Draciorale 1*2 4pp 47164.189 47164*192 

-9910190004 Suppis 861206 Hr ro siren verification program aya as part of prompt 
public notification in emergency planning FEMA recommends considorallon of either 
Mod two approaches, including monthly fuli'cycle alert & notificallon sya tesla. 
TAVIjORoIM Ofc of Inspection fk Enforcement, Dlroclor (820201-870413) 67/84/12- 
AXEinOD.D. New York, Slate of 27pp 47154-160-47164 178. 


*-8903170322 Advisee that ulil 071015 restart |>owor ascension program for plant Idenli* 
flea A proposes all tests rocessary to ensure sate & rolFabte restart of plant SALP 
Input A (ochnteat evafuauon rapt end 

Performance & Ouahiy Evaluation (Poet 
WESSMAN,R.H. Division of Reader Projects ■ l/il (Post 870411). 
260pp 47102 230 47193-244, 


-8810260121 "Reg Guide 1.07 Compliance Evafuallon for Pilgrim Nuclear Po-war Sta- 
tion I 

JEFFRIES J A Boston Edison Co DB/00/ 1 4. 105pp, 47192 022*47192:126 


-aaiozeoix? Forwards util a laloinonl, providing views on malters raised during 8B0107 
iransmiiied to Sonater Konnady on 660121 Related Info end. 
WESSMAN.R H Projocl Directorate |.3. U/0\f25, MURLEY Office of Nuclear Reac- 
47 070411). CALLAHAN.M. Congressional Affairs. 11pp. 


-8810260136 Responds lo 860207 Hr & roquosls 111 at formal NRC review of EPRI hy* 
d-rogon water che mis Iry Installation guidelines bo expanded to Include liquid oxygen A 
compressed gaseous hydrooen atorago opffons 

0WR pwnera Group. N&LS,G.H. Northorn Slates Power Co. 66/06/12, 
BGRNERO.RM, Division of Boiling Water Reactor (BWR) Licensing (661125 B70411). 


2pp. 47192:226 47192 220 


-9910100010 Forwards county executive of Suffolk County, NY form Hr to county resi- 
denls re ulil request lo operate facility at 25% power which Initialed 12,000 resident 
Itrs 

CHILK.S J. Office of Ihe Secretary of the Commission. 87/10/10, ZECH. ROBERTS. 
BERNTHAL Commissioners. 2pp. 47164.103-47164*207 

0910190314 Partial response lo FOIA request for documents.Forvvprds documenla In 
App C App B documents avalleblo In POR, Documents partially & completoty withheld 
(rerFOlAe)(6mp1lons5.6&7) 

GFIIMSLEV.DH Division of Rulea & Records (670413-6eo&14). 80/09/08. 
BAUMAN.L. Garde, 0.P. IBpp. 47154 063-47164 102 

-3811040147 Forwards NRC response to H Gib son, president of H&G Insp Co. Iho & 
NRG enforcement pol[cy,per 660017 InquIry.W/o policy 

MARTIN^R.D, NRC * No Detailed Alf illation Given. 66/10/29. ARCHER, B House of 
Rep. Ip 47164-059 47164-059. 

-991 1040164 Responds to 860917 Hr ro three separate enforcement octiOins taken 
against NRC licensees & roquesl for cfarificalion of "two stds of enforcement of NRC 
rooLilatloos & reporting requirements." Action In accordance w/NRC written policy, 
MARTIN. R D, Region 4, Ofc of the Director. 66/10/20 GIBSON.H.W. H & Q Mspec- 
tonCo, lno,2pp 47164:057-47164-060 

-9707290M7 Notification of 670727 significant meeting w/Hcensoo In Arlington, TX to 
chscuss results of insp conducted on B/0629 

* fiegfor^ 4, Ofc of tha Director EA-07*t45 87/07/22 Region 4, Ofo of the Dlroclor. 
3pp 47164:103*47164*105 

-9712260014 Responds to NRC 871028 Itr re violations noted during Insp ol License 
42-26636-01. Mitigation of proposed civil penalty requested. Program manual undergo- 
ing rev to clarify company policies & new training will bo provided |o employeoa 
OfaSGN,H.W. H & Q Inspeclion Co , Inc. EA-67-146. 87/12/18. TAYLOR.X NRC * No 
Detailed Ahlliation Given, 12pp 47164.121-47164:132, 


-8610250162 Forwards newaarllctos re Pilgrim emergency planning Related info end. 
WESSMAN.R NBC • No Detailed AflilFalian Given 87/07/13. PATTON.B , VAN 
NEIl,fl., BOQER.S, NRC - No Detailed AffillaiJon Given 05pp 47194-260 47105-016, 


-8810250166 Forwards court filing for license sworvlsion.M Biumo will file moilon to 
dismias «. certifical Index of record by early Nov^Rolaied Info oncL 
WESSMAN.R, NRQ - No Detailed Affiliation Given. 57/10/07. MUR LEY, T.. VARGA.S . 
BOGER.B. NRC * No Dotal led Affiliation Given. 16pp 471 95 01 6 47 1 95 030 


-8610250172 Expresses opposilien to reopening of Pilgrfm Nuclear Planu Plant operat- 
ed In foeWoss manner mpast & shows no signs of improvement 
WORRALL.BL. Affiliation Not Assigned. 87/10/23. NRC - No Detailed Ariillalion 
Given Ip 47195 031-47105.031, 


-8810250179 Expresaee opposHIon lo reopening of Pilgrim Nuclear Power Plant under 
any circumstances 

WORRALLW.H.. WORRALL,B L. Affiliation Not Assigned 87/10/23 NRC • No Do- 
laiiod Atfillallon Given 3tpp. 47195.032-47105.062 

-8810250191 Reiterates position that Pilgnm Plant should not b« granted permission lo 
restart until effective radiofogical emergency responsaplan in place. 

MALAQUTI.DF Plymouth, MA 87/11/16 MURLEY.T.E Office of Nuclear Reactor 
Regulolior*, Director (Post 87041 1) 2pp. 47195 063-47105 070 

-8810250199 Summary of 871210 meeting w/ulit lo discuss emergency operating pro 
cedures program Util proseniatIon,atlendee list & refalod info end. 

WESSMAN,HH. Projocl Directorate 1*3. 87/12/21 Projocl Difflctorate 13. 100pp. 
47195071.47106-236 


-8610250327 Speech entillad "rmpilealions of Chernebyl Accident for US Nuclear 
Power Program Related Info end. 

ASSEUSTiNE,J.K- -Commissioners, 86/08/09, 260pp 47193.355 47104-243. 
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£10102^0207 FOIA requsat ior all course mail developed under ConUacl NnC-10 86- 
217-00, ‘’Acquisition Training Course ” 

HENZLER.P^. RTS Technology, Inc NRG- 10 86-217 00 88707/26 ROBINSON, 1- 
NRG - No Detailed Affiliation Given Ip 47 180‘1 07-47160 107 


8010250212 Final response to FOIA requesl for records Foiwa/ds App A 
documents Documenis also available in FOR .Copydg tiled charts removed from manu- 
als 

GRIWSLEV.OH NflC - No Detailed Affilialion Given 68/09/26. HENZLER.PW. RTS 
Technology. Inc 2pp 47180106-47185112 


■^88102602 17 '’ProlecI Managers Acqufstion Training Handbook " 

* NRG - No Detailed Affiliation Given 88/09/26 2S0pp. 47100 1 10 47102001 

-8810250222 Partially withheld "Proieci Managers Acquisition Training Handbook " 
» NRG- No Detail gd Affiliation Given 08/09/26 i50pp 47182082 47183139 


-88 10260226 Pertially withheld "PrOjecI Mar^agers AcquiSilion Training Handbook 
’ NRC • No Detailed Affiliation Grvan 88/09/26 250pp 47163 140 47185-1 12 


-8807130251 Advises that Commission approved publication of notice of propoiscn 
maWnn 10CFR60 & 61, "Disposal of Radwaste " 

CHILf^SJ Office of the Secretary of tho Commission 59FR17709 eO/Cii. 'S. 
STELLO,V Ofc of the Executive Director for Operations Ip 4721 0 1 1 7 4721 0 

-6810250516 Advises that Commission disapproved recommendation thal investiis 
of TVA rept of Ihimblo tube Incident be re opened (ref SECY-87 246), 

CHILK.SJ Office of the Secretary of fhe Commission 88/04/07 CONNELLV 
Office of Inspector 6 Auditor Ip 47210 108 47210 108 ^ 

-8810250516 Advises that Commlsssfon conditionally approved proposed FR noth. 
apPllcafions of feak before break technology (ref SECY 88-31 ) 

CHILK.SJ Office of the Secretary of the Commlsslort 88/03/22 STELUO.V Ck ^ 
the Executive Director for Operations Ip 47210 109 47210 109 ^ 

-8810260517 Staff requirements memo re approval of revised "Formaf Reply to 
Rapt 'Revliafizinfl Nuclear Safety Rasearch,^" (ref SECY 88 37) W/o staled end 
CHILK,S J Office of the Secretary of the Commissron 88/03/16 STELLO.V Of. 
the Executive Director for Operations Ip 47210 110 47210 110 til 


8810250510 FOfA request for documenia re NRC safety in so of H&G Insp Co license, 
BAUM AM, I Garde, BP 88/07/25. NRC - No Deleiled AHibabon Gwen 2pp 
47210 128 47210130 

88102S0S12 Partial response to FOIA request for documents re HAG (nsp Co Forwards 
App A documeals Documenia also available in POP, 

GHIMSLEY.D H NRC - No Detailed Aflihabon Given 88/09/22. BAUMAN.U Garde, 
0 P, 3pp 47210 131-47210 136 

-88D<624Q1 14 f orwards safety insp on 880601 of License 42 26838-01 
HOLLEY.WL Region 4, Ofc of the Director 88/06/15 QIBSON,H W H & Q Inspec- 
tion Co. Jnc Ip. 47210.134-47210 134 

-6808240119 Safety fnsp on 660601 Of License 42-28636-01 Insp findings no viofalioas 
observed 5c steps taken to correct violations Identified In Iasi Insp verified 
HOLLEY, W L Region 4. Ofc of the Director 88/06/08, Ip 47210 136 47210*135 

8810260513 Appeals denial of FOIA request for Commission notation vote sheets 
AIROZO.O, Insida NRC CMcGrawHrtl Publicalton) 88/06/29. CHILK.S Office of fhe 
Secretary of the Commission 2pp 47210.104 47210 105 


-8810250518 Advises that Commission approved use of deadly force In protQCbv 
statogic quantilios of weapons usable SNM (ref SECY-00 36) W/o slotod encl ‘ bl 
CHILK.SJ Office of the Secretary of the Commission 88/03/16. STELLO.V Opp 
the Executive Director for Operations Ip 47210 1 1 1-47210 111 ^ 

-0810250519 Advises lhat Commission approved proposed AO Rept to Congress t. 
SECY 08-41) 

CHILK.SJ Office of the Secretary of the Commission 88/03/18 STELLO.V 0l^ 
tho Executive Director for Operations 2pp 47210 1 12 47210 113 ^ 

-8B102S0520 Advises lhat Commission approved NUREG-1P26 re NRC policy sUi. 
meni on regulating advanced nuclear power plants (ref SECV-aa-42) ^ 

CHfLK,S J Office of the Secretary of tho Commission 66/06/12 STELLOV. OI(j 
the Executive Director for Operations 2pp 47210.1 1 4-47210 115 

-8810250521 Advises lhal Commission approved proposed response to CX)E re f* 
transfer for reprocessing (Switzerland to United Kingdom), raf SECY 88-48 ^ 

CHIIK.S J. Offlca of the Secretary of Ibo Commission 80/03/08 SHEAJ R Inlorr* 
tional Programs Ip 47210’1 16 47210*1 16 


8610258514 Responds to appeal of danlaf of FOfA request for Commlssfon notation 
vole sheets Sheets slill withheld <ref FOIA Exempifon 5).Forwards final vote shaaia 
CHILK.SJ Office of the Secretaiyof the Commlssfon 88/09/15. AIROZO.O. Inside 
N n.C (WcGraw Hill Publication) 2pp 47210 106 47210 127. 

-6804250816 Advises that amends to 10CFR140 ra changes to NELIA poflcy approved 
by an Commissioners. 

CHiLK.S J Office of the Secretary of the Commission. 86/04/07 STELLO.V, Ofc of 
the Exficulfve Director for Operations 7pp 47210 120 47210 120 

-0807138251 Advises lhal Commfs&lon eppravad pubficallon of notice of proposed rule- 
making 10CFR60 & 61, "Disposal Of Rflowasla.'^ 

CHILhCsj. Office of the Secretary of the Commission 53FR17709 80/04/26, 
STELLO.V 01c ci the Execulve Director ior Operations Ip. 47210*1 17 47210,1 17. 

^810250516 Advises thal Commission disapproved racommendafton that fnvesUaaUon 
of TVA repl of thimble lube Incidenl ba re-opened {ref SECY-87-24d), 

CHILK,SJ OffFCO of the Secfetary of the Commlssfon 06/04/07 CONNELLY, SR 
Office of fnspector & Auditor Ip. 47210 108 47210.108. 

**8010250516 Advfses lhat Commlsssfon conditionally approved proposed FR notice re 
apoticalions of laak-before Ixeak teclinologw (wl SECY 68-31). 

CHILK.SJ OfTfce of Ihe Sacrelary of tha Commission 86/03/22 STELLO.V. Ofc of 
(ha Executive Direclor for Operations 1p. 47210,169 47210,109 

•.^6610250517 Staff requiramenis memo re approval of revised "Formal Reply to NAS 
Rept 'ReWlaliTing Nuclear Safely Research,'*' (ref SECY-sa 37) W/o slated end. 
CHILK.SJ Office of the Secretary of the Commisslen. 86/03/16, STELLO.V. Ofc of 
the Executive Director for Operaliona Ip. 47210 110-47210 110, 


-6810250522 Advises thal Co/nmisslon approved proposed appolnlmenl oi NK 
to Nuclear Safety Research Review Committee (ref SECY 88 55) 

CHILK.SJ Office of tha Secretary of the Commission 80/03/23 STELLO.V Oteot 
(he Executive Director for Operations ip 4 72 101184 72 10119 

-8810250523 Advises lhat Commission approved publication of proposod rulemakinc rq 
Irafning A experiance criteria for medical use of byproduct mail (ref SECY-68 -Tl a 
SECY.87-491 

CHILK.SJ Office of the Secretary Of tho Commission 08/04/27 ST ELLO.V. Ole q| 
tho Executive Director for Operations Ip 47210*121 47210.1 27 

8810250006 FOIA request for racords from 1960s A early 16703 lhal will shod fighi on 
util decision to bulfd nuclear power plant & location. 

MOKRZYCKI.M Associated Press. 86/06/19 ROBINSON, L NRC -No Dotadod A (fili- 
ation Given 5pp 47211.034-47211:044 

-8810260009 Forwards docket (Isl for Seabrook Plant, spec Hying cJocumenls requesiod 
MOKRZYCKI.M Associated Press 8B/0Q/t& MCCOLtOCH.O NRC • NoDotafiod AT 
filiation Given 6pp 4721 1 039 4721 1*044 

6810260013 Final response to FOIA request App A documents end & ovallablo in FOR 
GRIMSLEY.DH NRC - No Detailed Affifiallon Given. 80/09/20 MOKRZYCKI.M As 
sedated Press. 3pp 47211.045 47211:088 

-8810260015 Confirms 67060B meeting to discuss sullabillty of several sites for conisl 
of 500 to 800 MWa nuclear fueled plant Agenda fisted 

VANN.H.E. United Engineers 8 Constructors, Inc (subs, of Raytheon Co) 67/05/19 
MANN.M.M Atomic Energy Commission. 1p. 4721 1*040-4721 1,046 


-6S10250518 Advises that Commlssfon approved use of deadly force fn protection of 
slaiagio quanllies of weapons usable SNM (ref SECY-88-3a) W/o stated end. 

GHILK.S J. Office of the Secretary of the Commission 86/03/15. STELLO.V. Ofc of 
(he Executive Director for Operations Ip, 472 10.11 1-4721 0.1 II 

-SS10250519 Advises that Commission approved proposed AO Rept lo Congress (ref 
SECY-86-4n 

CHiLK,S.J Office of the Secretary of the Commission. 88/03/18 STELLO.V, Ofo of 
llie Executive Director for Operations, 2pp 47210:112-47210,113. 

-6610260520 Advises (hat Commission approved NUBEG-1226 re NRC policy state 
merit on regulating advanced nuclear power plants (raf SECY-e6-42). 

CHILK,8.J Office of the Secretary of tha Commission. 86/05/12 STELLO.V. Ofc of 
Die Execulcve Director for Operalions 2pp 47210.1 14-4721 0*1 15. 

-8619250521 Advises (hat Commission approved proposed re^nse (o DOE re re- 
transfer for reprocessing (Svwfzerland to Umted KlnQdom)^ ref SECY-BB 4B 
CHILK,S J. Ofnee of tha ^retary of the Commission B8/03/08. SHEA.J,R inlerna- 
(iona! Programs, ip 47210:116 47210 116. 

-6810266S22 Advises thal Commission approved prised appolntmeru of NK Gupta. 
10 Nuclear Safely Research Review Committee (ref SECY-SB 55) 

CHILK,S J Ofrice of Uie Sacrataiy of the Commission 88/03/23 STELLO.V. Ofc of 
(he Executive arector for Operations Ip, 47210 11 6-47210.1 19. 

-8910250523 Advises that Commission approved publication of proposed rulemakino re 
iralnlr^ff A experience crilena for medwai use of byproduct mail (ref SECY-88-71 & 
SECY-B7-49) 

CHILK.SJ Office ci the Secretary of the Commission. 88/04/27, STELLO.V, Ofc of 
tha Executive Director for Operations. Ip 47210.121-47210-127, 


-8810260024 Expresses appreciation for 870606 meeting lo discuss possible scle for 
nuclear plant 

PRIEST, E Public Service Co of New Hampshire 67/06/08 MORRIS, PA Atomic 
Energy Commission Ip 47211*049-47211.049, 

-8810260028 Summery of 670606 meeting to present info re proposed reaefev site S 
obtain preliminary views ot NRG on suitaDiliW of sKo. 

NEWELL,J F. Atomic Energy Commission 67/06/14 LEVIN E,S Atomic Energy Conv 
mission 2pp, 47211 G50 4721 1 061 

-8010260030 Summarizes 670606 meeling to discuss aito for const of nuclear power 
plant 

PRiEST.E Public Service Co of New Hampshire 67/09/05 MORR(S,PA. AlorvC 
Energy Commission. Ip 47211*052-47211,052 

-8610260040 Responds to 670905 request for preliminary impressions of proposed re- 
actor site Comments have not changed duo to decision of new site, 

MORRIS, PA, Atomic Energy Commission 67/09/26. PRIEST.E Public Service Co of 
New Hampshire Ip 47211*063-47211:053 

-6810260044 Documents 670919 tslcon w/E Priest on question raised fn 670905 III rtf 
CHWulation aspects of proposed reactor site 

NEWELL, JF. Atomic Energy Commission, 67/09/28 MOBRIS.PA. Atomic Energy 
Commission Ip. 47211*054 4721 1 054 

-0010260049 Requests info re feguialions governing min distance nuclear power plant 
can be built from existing residenllal dwelling 

DOWNS, R.A Affiliation Not Assigned, 68/06/18 Atomic Energy ComrnissFon fp 
47211:065 47211055 


-8804260016 Advises (hat amends to 1QCFR140 re changes to NELIA policy approved 
by all Commissioners, 

CHILK.SJ Offlc© oJ the Secretary ol the Commlaslon. 6B/04/0?. STELLO.V. Ofc of 
the Executive Director for Operations 7pp 47210*120 47210.120 


-8810280059 Documents 680626 telcon w/RA Downs re announced nuclear planlNo 
reauiatlons exist re area of concern & question should be directed lo util. 
CARLSON.BT Atomic Energy Commission 68/06/26 O’RE ILLY. J.P Atomic EnerflV 
Commission Ip. 4721 1*066-4721 1 *056 
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-86 f 0260063 Ack receipt of 680610 Itf requesling Info re regulation a governing min dis- 
tance tetween rosidanco & nuclear power plant 

WORRISiP A Atomic Energy Commission 68/07/16 DOWNS, Ft, A, AffilJalion Not As- 
signed 3pp 4721 1 057-4721 1 059 

-8810260071 Summary of 6B0Q2O meeting w/util & Ebasco Svcs.lnic to discuss present 
status & proposed schedule for nuclear power plant 

HALECJ Atomic Energy Commission 60/06/30 BOYD,R S. Atomic Energy Commis- 
sion ip 47211 060 47211 060 

-3910260077 Requests draft Army Corp of Engineers repl on occurrence &. fnlensity of 
hurdcanas 

OSLICK,H Ebasco Services. Inc (subs of Enserch Corp) 68/09/12 MORRIS, PA 
Atomic Energy Commission 1p 47211 061-47211,061 

-8310260114 Advises Ihat H Oslick Informed that draft Corp of Engineers ropt on oc- 
currence & Intensity of hurricanes cannot bo released 

MULIEFI.DH Atomic Energy Commission 68/09/20 BOYD.RS Atomic Energy 
Comniissian 4pp 47211 062 47211 085 

-0310263117 Summary of 681126 meeting w/ulil to discuss proposed site of 2,660 
MWl PWR 

l^LE.C J Atomic Energy Commission 68/ 1 2/02 BOYD.R S Atomic Energy Commis 
Shon, ip 47211 066 47211 066 


-631 0280 124 Forwards Hr from S Fowlor re concorns over possible const of nuclear 
ppwer plant tn area of Seabrook.NH ResponsQ reouoslod 

MCINTYRE. TJ Sonate 69/03/26 SEABORQ.Q T Atomic Enofgy Commission, 2pp 
47211 067 47211 068, 

-6810260131 forwards comments on Air Resources Environ Lab^ESSA review of pro 
liminary SAR 

SHAW.M Atomic Energy Commission 69/05/19 MORRIS, P.A. Atomic Energy Com 
mission 3pp 47211 069 4721 1 071 

-6010260134 Forwards preliminary ropt re application to construct PWR designated as 
Seabrook Nuclear SI at ion Unit 1 

MORRIS, PA Atomic Energy Commission 69/07/24. HANAUER.S H ACRS • Adviso* 
ry CommHtca on Reactor Safeguards 2pp 4721 1 '072-47211 ‘073 

-8010260140 "Rep! to ACRS Soabrook Nuclear Station Unit 

Atomic Energy Commission 69/07/23 6pp 47211:074-47211.079 

-8610260150 Forwards fist of comments & questions from rovlovy of prolimlna/y 
SAaVoISl.2A3 

SHARPE.RL John A Blumo & Associates, Engineers [subs of URSCorp) 60/09/ 
09 MORRIS, P Atomic Energy Commission Dpp 47211.080 47211:080 


Advises ihBl hydrogen control portion of TMI Action Plan Task 
Rule making Proceeding on Degraded Core Accidents, closed oul RES v4ll make 
hyorOTen control rulemaking for dry conlalnmenl PWRs 
111 Nuclear Regulatory Research. Director (Pro 660720) 85/07/ 

Execullve Director for Operations Ip 47210065 

4/210 065 


•»86082103t6 Informs that TMI Action Plan, Task II B B on degraded core rulemakfnn 
of Safety Technology will delete sub) (ssuo from GIMCS, 

Nuclear Reactor Regufal ion, Director (pre-851125) 85/08/12 
UIHLK5,WJ Ofc of the Execulrvo Director for Oporalrons 2pp 47210.066 47210067. 

0810260338 FOIA request for documents re Ref 2 fn NUREG/CR-5147. "Configuration 
Mot HandbooKPreiimlnary Review DrafI," dtd 801101 

WILLIAMS, OQ JRA Assoclalas 68/00/29 GRIMSLEV.DH NRG - No Detailed Af fill - 
allofi Given 2pp 47210.072-47210 073 


8B10260339 Final response to FOIA request for documents Informs that documonis sub] 
to roquost referred to another toderal agency for review 

GRIMSLEY.DH NRG - No Detailed ArTiliallon Given 86/09/27. WJLLIAMS.OG JRA 
Associates Ip 47210074-47210 074 


0810260343 FOIA request for documents re complaints received by Depl of Labor allea- 
ing discrimination, “ 

RAOER.RM Connor & Wettorhahn, 88/07/20 GRIMSLEY,D.H. NRC - No Delalfed 
Affiliallort Given 2pp 47210 045 47210 046 


0810260345 Responds to FOIA request for Dept of Labor employment 
discrimination Forwards case list 

Drvislon of Freedom of Inlormalion & Publications Sen/icas (Post 
860516). 08/09/28. RADER.H M. Connor & Wettorhahn Ip 47210 047-47210 060. 

-6810250394 Listing Of omploymont discrimination cases in. NRC fries 

NRC - No Oetailod Affillallon Given 89/09/20 13pp 47210049 47210060 

liste-d documonis re QC Inspactor rolnsp program. 
MlIRPHY.M. Affiliation Not Assigned. 89/06/16 NRC • No Detailed Afliliallon Given. 
7pp, 47209 094-47200:100 


8810260401 Partial roapense to FOIA request for documonis App A,B & C documanis 
available in PDR App C document parllally withhold (ref FOIA Exemption 6), Forwards 
App B documents. 

QRIMSLEY.D.H, NRC - No Detailed Affiliation GIvon 66/09/28. MURPHY.M. Affili- 
ation Not Assigned. Spp 47209' 101 >472 1002G 


5010260196 FOIA request for listed documents re doposHlon of CH Borllnger to bo 
taken by LILCO commencing on 000719 in action onlilled LILCO vs Imo Dolaval.Ino 
BERNSTEIN.R.F Rosenman, Colin (formerly Rosenman, Colin, Freund, Lewis & 
Cohan) &8/06/03 MCDONALD, WG NRC - No Detailed Affillallon Given 4pp 
47210 081 47210 0Q4 

5010260202 Final response to FOIA roquost for documents App A documents onci & 
available In PDR App B documents withhold (ref FOIA Exompllon 4) 

GRIMSLEY.DH NRC ■ No Dolailod Affiliation Given 08/09/22. BERNSTEIN, R F. Ro- 
senman, CoIJri (formerly Rosonman, Cotin, Freund, Lewis & Cohon). 4pp. 47219 076- 
47219 089. 


—8510260408 Requests ptannod action & schoduta for resolving Love recommendation 
Ihat facilities bo Inspected re ulll policy of designating InlofimToad auditors when Indi- 
viduals not qualifieo to bo cerlifloa as toad auditors 

DAVIS, A B Region 3, Ofc of the Dlrcclor. 63/09/1 1 SPESSARD.R L. Div of Engineer- 
ino. Ra 7pp. 47209 106-47209.112. 


-*60 102604 11 Informs Ihat Love concorns resolved on basis of citation 8 licensee 
response, Homs considered closed Related Info end, Including portions of relnsp repl 
SPESSARD.L DIv Of Englneorlng, F13. 03/09/26 DA VIS, B. Region 3, Ofc of Ihe D1 
roclor. 112pp 47299.113 47209 337 


-SB10260209 Package consisting of deposition subpoena dlrocllng CH Berlinger to 

m ar on 0QO719 in Washlnglon.DC 

,M.L Harmon & Weiss 90/07/19, 2pp. 47210:079-47210080 

0810269240 Partial response to FOIA roquost for documents, App H document end App 
G documents wilhhoTd (ref FOIA Exemption 7). 

QRIMSLEY.D H NRC - No Detailed Affiliation Given. 98/09/23, BAUMAN, L Gordo, 
BP 6pp, 47210085 47210.103 

-5010260247 Forwards HW Gibson 680916 Hr re NRC doubfo std for assessing finoa 
for viofatlons of NRC rogulallons 

ARCHER ,B House of Rep 66/00/17. MARTIN, R Region 4, Ofo of the Director. 2pp. 
47210096 47210 097 

-5010259264 Informs that author oxUomoly upset over double Bids In NRC ro assess 
rnenl of civil ponallioa for violnlions of NRC regulallons, 

GIOSON.H w. H & Q Inspocllon Co., Inc. 86/00/17 MARTIN, R Region 4, Ofo of the 
Director. 4 pp 4721 0 090-472 1 0. 1 03 

8919200287 Final response to FOIA roquost for documonis. Roque at referred to DOE for 
process Ing 

GRIMSLEY.DH NRG - No Detailed Alfiilnllon Given. 06/09/23. KNAPIK.M McGraw- 
Hill Publications Co Ip 47210,070-47210.071. 

9919200294 Final response to FOIA roquost for documontS.Roquoal roforred lo DOE for 
processing 

GRIMSLEY.OH, NRC - No Dolailod Affitiation Given. 06/00/23. SABO, JR. Energy 
FueCs Nuclear, Inc Ip 47210.668 47210.069, 


-06 10260424 Forwards insp plan for completing relnsp program, based on previous insp 
results, review of "Ropt on Byron QC Inspoclor Rolnsp Program” & discussions w/ Div 
of Proiecls & Resident Programs. 

SPESSARO,R.L Div of EnBlnoorIng, R3. 84/03/09 NORELIUS.C E Div of Project & 
Roslcfenl Programs, R3. app. 47209336-47209 340. 

-5819290431 Partially withhold Ur advising of listed understanding re increased sample 
of visual wold lnaps.per 93(120 telcon 

HAYES, D.W. Region 3, Ofc of the Director 03/12/07, KNOP.R,C Region 3, Ofc of 
the Director. 3pp. 47200,341-47210 029 

801O29O4S3 Partial response lo FOIA request (or documonis App C document end & 
available In PDR. 

GRIMSLEY.D.K, NRC - No Detailed Affiliation Given 88/09/30 FELTON, J.M. Nuefaar 
Licensing Reports 2pp 47211.020 47211.033 

-68102S0459 Forwards near term priority actlvHloa for committee (ACNW), Supports 
ACNW attendance at major moollngs arranged by NRC for In-deplh review of key 
technical Issues. 

ZECH.LW, Commissioners. 08/05/27, MOELLER, OW Advisory Committee on Nucle- 
ar Waste, 2pp 4721 1 ;030-4721 1:033. 

B0 10250 499 Final response to FOIA request for documents re plant Forwards App D 
documoniB.App D documents also avablobl'e fn PDR. 

QRiMSLEY.D H, NRC - No Detailed Affillallon Given 68/09/23. WEISSMAN,S Cali 
fornia, Stale of 2pp. 47209.001-47209.093 


6610260323 FOIA request for documents re NRC promulgated regulations for 
siUng const & oporalion of low level retrievable radwaste facility 
PICKERING, JL Affiliation Not Assigned, 68/00/01. NRC • No Delalled Affiliation 
Given Ip 47210 042-47210.042. 

6510260325 Final response to FOIA request lor documonts.lnforma that App A docu 
monfs available in PDR & that various parts of CFR also available in public library or 
unev library, 

GRIMSLEY.DH. NRC - No Detailed Affiliation Given. 86/09/27. PICKERING, J.L. AHIII- 
alKwr Not Assigned. 2pp. 47210:043*47210:044, 

8510269330 FOIA request for documonis ro L Mlnoguo 850619 documenl to W DIrcks 
8, H Canton 050812 document to W DIrcks (ref NU REG-0933). 

WILLIAMS.OG JRA Associates OQW-8D 079. 68/06/90. GRIMSLEY.DH. NRC - No 
Dolailod Affiliation Given, 2pp, 47210.061 47210.062. 


-0111300107 Forwarding draft Board Notification 61-30, "Seismic Ravorificatton Pro- 
gram" prosenled during 811103 mooting w/ PQ&E re curront status of review A evaf 
uatlon of seismic discrepancies In facility containment annulus area. 

EISENHUTAQ. Dlyislon of Licensing (600428 661 124). 01/11/06. PAlLADINO,N.. 
QILtNSKY, BRADFORD Commissioners. Ip. 47209'003-47209 020. 


-8111390110 Draft "Seismic Veiiflcallon Program.'' 

* Robert L. Cloud Assoc! Qtesjr^o 61/11/26 25pp 47209 004-47209 029. 


-62021602S3 Board Notification 82 06 forwardlno "Design Verification Program for 
Power A8cei>8ion‘DlaWo Canyon Nuclear Power Plant Unit I," & "Qualification Docu- 
ment - Design Verificalton Program for Power Ascension." 

EISENHUT.DQ Division of Lreensinfl (609428-851124). 02/01/27. PAtUDINO^NJ., 
QILINSKY, AHEARNE Commissioners Ip 47209 030-47200.030, 


5610269333 Final response lo FOIA request for document a. Forwards App A 
documents App A documents also available In PDR. 

QRIMSLEY.D H NRC - No Dotallod Afliliallon Given 08/09/27. WILLI AMS, O.Q. JRA 
Associates 2pp 47210 063 47210 067. 


-5209110397 Board Notification 62 53, forwarding summary of 820430 discussion of 
Bechtel rate fn compleilon of project Info relevant to design' adequacy safety Issue 
EISENHULDG. Division of Licensing (500420 851124). CLI 81-30, 62/06/02, 
PALLADINO.NJ. QILINSKY, AHEARNf Commissioners, 3pp, 47209 031 47209 034. 
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>«82061103d9 Racommends end Board ISToliflcatron 82 53 re design voriFicatiom program 
ba transmitted to Commission Consists of summary of NRC meotrng vv/utll & Becbtal 
to discuss role Bachtal wrlf assume in project 

TEDBSCO,R,L Assistant Director for Licensing 02/^05/22 EJSENHUT.DG Division of 
Licensing (800426 851124) Ip 47200034 47200 034 

-8206140249 Board Notification 82 57 forwarding Info ro status of independent design 
verification program activities relevant to safety (ssue on design adequacy Results will 
be reportod odor to reinstatement o^ Ticense. 

EfSENHUTAG Division of Licensing (800428-851124). 82/06/04 PALLAOiNO,N, 
QIUNSKY, AHEARNE Commissioners 3pp 47209 035 47209.037 

-'6206290021 Board Notification 62' 60 forwarding info re design verification program 
from Teleofyne Engineering Svcs.RL Cioud Associates, Inc & RF Roedy.lnc 
EISENHUKoG TDivislon of Liconsino (800420 851124) ALA6 644. 02/06/18 
PALLADINO.NJ. GIL INSKY, AHEARNE Commissfonera 2pp 47209 038 47209 039 

-8209290302 Requests all PWR licensing boards be notified of results of somiscale 
feed & bleed test Uncovering of core simulator happened unexpocliy during test 
MATTSON.RJ Division of Systems Integration (811005-651124) 82/00/30 

EfSENHUr.O G Division of Licensing (000428 851124) 3pp 4 7209.041 '47209 085. 

-82110400S3 Board Notification 62-93 (onwards addi info re samlscafe test results com 
cerning feed 6 bleed mode ot core coofmg 

EfSENHUT.DG Division of Licensing (000426 851124) 82/09/24 PALLADINO.N. 
GIUNSXy, AHEARNE Commissioners 1p 47200 040-47209 040 

-8211090S37 Board Notification 82-97, forwards transcript of NRC 620909 meeting w/ 
State of CA re design venficalfon program 8 “Independent Design Venfication 
Proorairr Auxiliary BWg, mtenm technical ropt 

EISENHUT.DG Division of Licensing f60042a'85 11 24) 82/09/29 PALLADINO.N J . 
GILINSKY, AHEARNE Commissioners 2pp 47209 066-47209 070 

-8303160780 Board Notification 83 27 forwards 630221 memo & final EG&G repi re 
addI RELAP 5 cafculallon for Semiscale S'SR-2 lest 

E/SENHLIT.DG Diviston of L ice nsmg (600420-851124) 83/03/04 PALUDJNO.NJ, 
GILINSKY, AHEARNE Commissfciners lipp 47209 071 47200.007. 

-8304220651 Board Notification 83 42 forwards info ra unanalyzed reactor vessel ther- 
mal slress during cooldown B&W informed NRC of preliminary safety concern evolving 
from further consideration of 800610 Si Lucie upper head voiding event 
EISENHUT.DG Division of Licensing (800426-851124) 83/04/12 PALLAOJNO.N J. 
Cemmiaslonors 20pp 47209 068-47209 089 

-6311140348 Board Noljfication 83 158 forwards Oct 1983 SSER 10 re matters identi- 
flad In SSER 16 A listed In SECY e3'366,thal must be resolved prior to fuel 
loading Matters adequately resolved 

EISENHUT,DJ. Division of Licensing (600426 851124) 83/10/14 PALLADINO.N J. 
GfLfN SKY, ROBERTS Commissioners 2pp 47209 090-47209 0 93 

6810280472 FOIA request for SECY 66-64 dealing w/naturally occurnng & accelerator 
produced radio actrve mall 

FELTON.JM Nuclear Licensing Reports 08/06/06 GRIMSLEY.OH Office of Ad/ntn- 
(stration & Resources Management, Director (Post 070413} ip 47210,136-47210 136 

$810260460 Final response to FOIA request for documents App A documents end & 
available In PDR Dociiments partially withheld (ref FOtA Exemption 5) 

QRfMSLEY.D H. NRC - No Detailed Affiliation Given 66/09/30 FELTON, J M. Nuclear 
Uconsing Reports 3pp 47210 137-47210 220 

-6603240209 SECY‘86'064 Recommends Commission approval of recommendations 
on Issue Issue of whether NRC should seek legislative authority to regulate naturally 
occurring & acceleratorj^roduced radioactive mails 

STELLO.V Ofc o1 the Executive Director lor Operations 88/03/02, 02pp 47210 140- 
47210 220 

6610289512 Final response to FOtA request for records Forwards App T document Info 
partially wiVhhsld Crel FOIA Exemption 3) 

GRIMSLEY.D.H NHC • No Do tailed Afniiation Gnren 88/09/30. CONNOR, L Doc- 
Search Associates 3pp 47210 221-47211 027. 

-661&230519 Parlialty withheld Itr responding to 060728 request for specific Info re Nu- 
cteST Fuel Svcsjnc,laclllty In Erwo-TN Related mto enct 

2ECH.LW Commissioners 66/09/10 MARKEY.EJ House of Rap. Energy & Com- 
metce. tOOpp 472 \0 224-47211 027 

8610260530 FOfA request for documents re compilation of all Info processing projects & 
support procurement actions planned in FY69'9f 

TREHAN^R SITA Corp 66/09/05 NRC - No Detailed Affiliation Given Ip 
47210 036'4721 0 030 

6610260534 Final response to FOIA request for documents App A documents totally 
Withheld (ref FOiA Exemption 5) 

GRIMSLEY.DH. NRC • No Detailed Affillalion Given 66/09/30 TREHAN.R SITA 
Corp.3pp 47210039 47210041. 

6610260642 Final response to FOIA request for documents App A records parlialty with- 
held (ret FOIA Exemption 5) 

GRIMSLEY,D.H. NRC - No Oelalled Affiliation Given 88/09/30 FELTON, J M Nuclear 
Licensing Reports 5pp 47210 030-472 10 037 

-6606230332 SECY-fiB-IEe Provides staff response (o 060401 & 22 staff req^uirements 
memoranefe NRC should proceed w/Optlon 2 re deveolopemant of two performance' 
based rulemakings concerning medtea] OA Supporing mall end 
STELLO.V. Ofc of the Executive Director for Opera no r>8 88/06/03 5pp 47210.033 
47210037. 

6610270019 Partial re^nse to FOIA request for documents re pfanl App J documents 
end & available m FOR 

GRIWSLEV,DH NRC - Na Detailed AffiJialion Given 86/09/26 JOHNSON.Q E 
Swldler& Berlin 12pp 47243 237-47246 022 

—6607060022 Discusses 650&10 site visit & public meeting concerning recent equip- 
ment probtems & mgt deticiancies Meetings on 860611 A 12 w/util tfeensing group & 
met personnel, respoctivdy.also discussed Region I rept will be issued 
LEECH,RH BWB Project Directorate 1 66/06/27 ZWOUtNSKt,J A. BWR ProjecI Di- 
rectorate 1 . Ip 47244 011-47244 052 


-8607310162 Advises that suppi to IE Info Notice 86 039 re RHR punip wear lUw fail 
ures not currently justified, based on major differences between BWR & PWR {ximp 
applications affecting susceptibility of wear rings to IGSCC 
HERMANN, R A Engineering Branch (BWRJ IEIN-88-039 80/07/24 LAINAS,GCA$^ 
sistant Director for Technical Support (BWR) Ppp 47244 060 47244 061 

-8608010371 Submits dally hightighi On 860725, util announcod that current outage ol 
plant will be extended Into 1087 in order to complete App R fire protection modi to 
refuel reactor A to enhance Mark I containment Outage began on 660412 
LEECH,P BWR Prolect Directorate 1 86/07/26 D^TON,H R , VOLLMERR, 
LVONSJ NRC - No Detaiied Affiliation Given Ip 47244 062-47244 062 

"8608180348 Summary of 860730 meeting w/ulil at Region I re 860726 aiifioune«n«nl 
to keep facility out of sve to complete App R fire protection mods W/o end rr^ctiM 
agenda A tist of aUerdees 

LEECH.PH 8WR Project Directorate 1 06/08/12 BWR Project Di/ectorato 1 Ip 
47244 069 47244 073 

-8608190434 Forwards WB Golden 860715 2 208 petition filed on behalf of constiCu- 
ents to prohibit restart of plant Response to petition requested in near future as NRC 
preparing ack W/o end 

MATTHEWS, D B Emergency Preparedness Br.Div Emergency Preparedness A EnoL 
neering ResponseJE 2 206 86/08/11 WILKERSON,R S Federal Emergency Waiv 
agement Agency Ip 47244 068-47244 068 

-8609030266 Forwards TEn-C5506'630, “Evaluation of Fire Protection Exemption Re- 
quests From 10CFR60 4B A 1CCFR50,App R, Pilgrim Nuclear Power SlalJon." ladirih 
caf evaluation rept 

PANDEY.S Cafspan Corp (subs Arvin Industries/Franklin Research Centor] NRC 
03'8M30 86/08/28. BAJWA.S NRC - No Detailed Affiliation Given Ip, 47243 3 

47243 355 

"6610150191 Forwards Engineering Branch safety evaluation re struclu/al intcenty ol 
vacuum breakers for Mark I containment program, compieting work to be periormod 
under TAG 67164 

LAINAS.QC Assistant Director for Technical Support (BWR) TAG 57164 66/1(J/0B 
2WOLINSKI,J A BWR Proiecl Directorate 1 Ip 47244 079-47244.079 

"8610290168 Discusses anomalous recirculation loop flow behavior In Jet pump DWn 
plants GE evaluation indicates that anomalous bohevlor acceptabloRdConrirnondsinfo 
notice ba developed. 

LAINAS.G C Assistant Director for Technical Support (BWR) 86/10/03 
HOLAHAN.GM Operating Reactors Assessment Stan (851 125-070411) 6pp 

47244 074 47244 078 

-8703020071 Discusses recirculation loop flow anomaly & forwards 661CJ03 safety avdf 
uation & INEL Repi EGQ-NTA 7409 Flow anomaly in facility racirculalJon piping not 
safety concern Action closes TAG 60272 

AUlUCK.R BWR Project Directorate 1 TAG 60272 87/02/20 BWR Proloct Ofcctof- 
ate 1 Ip. 47244 099-47244 124 

-8703020085 Forwards EGQ-NTA 7499, “Evaluation of Recirculation Sys Flow Anomaly 
in Pilgrim Nuclear Power Station,'* final technical evaluation rapt Ropt completes work 
scope requirements of Task 4-4 

ROBERTS.E W EG&G Idaho, Inc (subs of EG&G, fnc ) FIN D 6023. TAG f302/2 
87/01/06 CARRINGTON, M Office of Nuclear Reactor Regulation. Director (051125 
870411) Ip 47244 106 47244 124 

-8703020098 EGG NTA-7499 “Evaluation of Recirculation Sys Flow Anomaly In Pilgnm 
Nuclear Power Station," Informal technical evaluation rept 
GRIFFITHS, RYSKAMP,J EG&G Idaho, fnc (subs of EG&Q. Inc) QRIFFITHP. 
Idaho Notional Engineering Laboraloiy FIN A 6023 TAG 60272 87/01/31 NRC ■ No 
Dotailed Affiliation Given 19pp 47244 106-47244 124 

-8703190017 Advises that ulll 860925 submittal ol Inservice fnsp plan for 1986 rotuolino 
outage acceptable Plan Included all Items that were postponed from 1903/1994 
outage Util will conduct remaining hydrostatic tests for first 1 D-yr Insp intorval. 
AULUCK.R BWR Project Directorala 1. TAG 63002 87/03/16 BWR Profact OifOClOf* 
ate 1 Ip 47244 125 47244.151. 

-8706220165 Informs that util 660922 & 870506 submittals re augmented IGSCC Inso 
program for 1987 refueling outage, meet guidelines in Generic Lfr 04*11 & 
acceptable Lftil second 10 yr inservice insp program already approved 
CHENG.CY Materials Engineering Branch GL'04-1l 87/06/16 WESSMAN.RH 
Project Directorate 1 3 2pp 47244 15&-47244‘ 159 

-8707080277 Summarizes assistance given to Region I for App R tire protection ln$p of 
lacifity on B?0512'15 No deficiencies noted 

NOTLEY,DP Plant Systems Branch 87/07/01 CRAtG,JW Plant Systems Branch 
2pp 47244 160 47244 161 

-8707130371 Forwards two ilrs from RG Bird of ulli providing ropts for facfiity re ovacu 
ation lime eslimato 8 beach population sheltoring,mobility Tmpaired.speclal facilillos 8 
northern recaption ctr 

CX)NQEL,FJ Division of Radiation Protection & Emergency Preparedness (Posi 
670411) 67/07/01 KRtMM.R W Federal Emergency Managemenl Agency lp 
47244 162-47244 196 

-8707130402 Requests that end fnfo re northern reception ctr be fomrardad to rcglanit 
director of FEMA.Region l.for review per accepted procedure 
BIRD.RG Boston Edisort Co BECO 87-102 87/06/12 RUSSELL, W T Region I.Offi 
of the Director lOpp 47244 197'47244‘206 

-8707230367 Forwards SER re review of 061205 submittal, “Guidefines for Permanent 
BWR Hydrogen Water Chemisiry Installations,'* 1 987 rev Rept acceptable for rof In li- 
censing requests fnciusion of guidance from IE fnfo Notice 67 020 requested 
RtCHARDSON.JE Assistant Director for Engineering IEjN-87-020 87/07/13 
NEfLS.G H BWR Owners Group 2pp 47244 207-47244 208. 

-8707300461 Forwards CO O’Nell 870612 itr to Zech expressing Dux bury Emergancy 
Response Plan Committee concerns re apparent lack of adequate omeifloncy fO' 
sponse plan for evacuation of town of Duxbury NRC response Hr also end w/o enci 
CONGEL.FJ Division of Radiation Protection & Emergency Preparedness (Post 
870411) 87/07/24 KRIMM.R W Federal Emergancy Managemenl Agency. Ip 
47244 209-47244 209 
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fticaoSflOlO FQWW«is branch ovaluation of util proposed nortsafoty- rolatod diasol 
AS Dart of Safety enhancement program Proposed design accoplablo 
SoS/?F°^Electnca1 Systems Branch 87/07/31 WESSMAN.R Project Directorate 1-3 
6pp 472^4 210 47244 215 

ft708l10267 Forwards SER & SALP Input re util 070401 request for exemption from 
10CFR5O,App R.Soctlon III J requirement to install 0 h battery powered lighting In out 

W^PtenfsvsIoms^Brara BT/OO/OS NERSES, V Protocl Dirac 

wata i-3 2pp 472-l4'21 0.47244 217 

fl7dftl9Ol60 Forwards draft NRG transmittal Ur & FEMA rept. "Self- Initialed Rovjew & 
"“Km Fmding for Pilgrim Nuclear Power Station '' for Iransmitlat to llcensoo FEMA 
concluded Stale of MA offalte amargsncy proparedness Inadoqirate W/o ropl 
SngelFJ Division of Radiation Protection & Emergency Pfeparodness (Post 
^411) 37/08/14 VARGA.SA Division of Reactor Projects - I/ll (Post 670411) 
3pp 47244 248 47244 250 

A7na24Q>ia2 Forwards FEMA 070804 rept, "Self Initiated Roview & Interim Finding for 
Pjianm Nuctear Power Station" & transmittal Commonwealth of MA planning 
Seouaie Plan for resolution of six Identified omeraency plannlno Issues roquo^ed 
VARDAS A Division of Reactor Projects - I/ll (Post 870411), 0//0B/1B BiRaRG 
Boston Edison Co 2pp 47244 251-47244 252 

-8710010434 Expresses thanks for 870010 prosonlalion re containment 
vcnlina Meeting minutes & quosilons re Issue end „ ^ , , . . . 

GrARft«>TECKT R Associate Director for Inspection II Tochnical Assossmont (Post 
fl704ll1 B7/09/27 JANECEK.R.F. BWR Owners Group JANECEK,R,F Common- 
wealth Edison Co 40pp 47244 322-47244 360 

fl7i 00603 39 Forwards safely evaluation re Rov t to "Off silo Doso Calculation Manual 
roDCMl" ODCM mothods acceptable Questions ro discrepancies & suggostiona 

should be addressed within six montha tn now Tov to ODCM 

mNGELFJ Division of Radiation Protection & Emergency Preparedness (Post 
^411) TAG 63012. 87/10/05 WESSMAN.R.H Project Diroctorato 13 Ip 
47245 004 47245 004 

-87110200^6 Discusses proposed approach & oatimated schedule for review of util 
omorgency oporatin^ procoduros upgrade program SER & Insp rept will bo complolod 

rS^J V SvislonljuSenseo Performance & Quality Evaluation (Post Q70411) TAG 
Il432e. 07/10/26. GOGER.B Assistant Director for Region I Reactors. Opp 
47245 044 47245 046 

-ft7ll830t&2 Forwards safety evaluation granting (iconsoo request for throe oxomi^lons 
fron 10CFR50,App R.Soctlon III G.2.0 re protection of safe shutdown capability Effort 

KcCRACKgRIcE clierniS Er^ruTering Branch TAG 63416 87/10/28 NERSES, V. 
Pf^l Diloclorate 1-3 15pp 47?4 5 049 47246 060 

1 2160016 Forwards NRR/Safely Evaluation Liconsing Board Input proparod by J 
Knox as part of partldpaUon In Insp on 071110-20 ro facility loop ovonl on 
ftTIlia.trputconfirriis handwritten draft prepared on 071123 26 In RmIoo I ofes 
rOSAF bectrlcal Systems Branch 07/12/14 OURR.xl Region 1, Ofc of Iho Direc- 
tor Ip 47245-120 47246.120. 


-0803140167 Forwards SER re util request for exemption from specific technical re- 
quirements o1 Section III G of App R to 10CFR60. Exemption should be granted SALP 
Input also end 

MCCRACKEN AE Chemical Engineering Branch. TAG 65962 88/06/03. 

WESSMAN.R H Project Dfrectoralo 1-3 2pp 47245 253 47245 2S4 

-8809230219 Forwards RW Krimm 870929 memo clarifying FEMA position on util cor- 
recUvo acUons ro emergency preparedness for transmltlel to licensee Draft transmittal 
(1r also end 

CONGEUF.G Division of Radialion Proioclion & Emergency Preparedness (Post 
870411). 87/10/12. VABGA^SA Division of Reactor Prdecls l/fl (Post 870411) 
2pp 47245 037-47245 039 

-8810270030 Requests response to FOIA 07-643 r© records documenting proposal for 
design & inslallatton of dJrect torus eys & NRG review £/or disposition on proposal 
MULUNIX,W Office of Nuclear Reactor Regulation, Director (Post 870411). 67/12/07 
WESSMAN.D, NERSES.V, BOGER.B Office of Nirclear Reactor Regulation, Director 
(Post 670411) 3lpp, 47243 249 47243 270 

-8810270047 SAIC 65/1524-14 "Review of Licensee & Applicant Responses to NRC 
Generic Llr 83-28 (floquired Action Baaed on Generic Implications of Salem ATWS 
Events) Item 1 2. 'Po$l«Trfp RawowData & Info Capabilitioa^ for Pilgrim Station." 

* Sclonce Applications Internatlonat Corp (formerly Science Applications, Inc ). NRC- 
03 82-096, GL63 2e BB/09/26 NRC • No Patalled Alfiliation Given, 6Spp 
47243 280-47243 335 


-8810270054 Forwards ulil 860203 Ur requesting authorization for mod to water curtain 
dosign 

LEECH NRC - No Detailed Affiliation Given TAG 60676 86/04/04 STANG.J NRC 
- No Doialled Affiliation Given ip 47243.336 47243 358 

-88 10270064 Submits daily hlghllghlOn 860411. facility entered limiting condition for op- 
oration when both inlecllon valves in one LPCI loop closed to control primary leakage 
into low prossura piping 

LEECH.PM BWR Project Diroctorate 1. 66/04/14 DENTON, H, EISENHUT.D, 
LYONS.J NRC - No Detailed Affiliation Given Ip 47243 359 47243366. 


-6810270071 Submits dally highlight Effective 860505, AE Pederson wilt become manag- 
er of nuclear oparatiena deplUlil will allompt to resolve all listed problems pdor to 
060515 startup 

LEECH,PH BWR Project DiroGlorale 1 66/05/05. DENTON, H, EfSENHUT.D, 
LYONS, J, NRC - No Dotal fod Affiliation Given 2pp 47243 357-47243 360 


-6810270077 Sobmlls dally hlglifightOn 860516, sInKe of union menbers commenced 
on company vrido basis Control room being staffed by senior reactor operalora for du- 
ration or strike Plant still shut down for repairs 

LEECH.PH PWR Project Directorate 1 66/05/16 DENTON.H,, EISENHUT.D., 
LYONS, J. NRC - No Oetallod Affiliation Given 1p 47243.359 4724 4 006 


-6810270083 Submits dally highlight On Ce0527.u11l announced decision not to raslarl 
plant for another 8 wks Extension allows 2 wks for work on hardware & 4 wks to deal 
w/programmatlc Issues raised In INPO & SALP findinas 

LEECH.PH, BWR Projoct Dirocloralo 1. 86/05/28 DENTON.H. EISENHUT.D, 
LYONS.J. NRC No Doialled Affiliation Given 2pp 47244 O0M7244.O1O, 


-8801070444 Roquosis reclpiont participation In 800107 hearing In Plymouth, MA ro pro 
■ “ Bstarl & polonlial impacl on public hoallhCommlltoo Inlofoslod in hoar- 


fw ^simony horn Nl^C^ro ruroa.’roguIatlons.sr^^ for roatorl 

K^NNE0Y.EM Senate 87/12/10. 2ECH.LW Commissionora 2pp 


KL 

47245132 


47245*131. 


-8891080(160 Testimony of T Murloy before Sonaio Labor & Human Roseurcos Com 

WORLEY ^^OffiGQ of Nuclear Reactor Rogulatlon, Dlroctor (Post 070411) 86/01/07. 
tOpp. 47245 133 47245.142 


-8801260128 Advises that listed procoduros moot Intent of plant Tech Spec SoclIonC 8 
4 curiopl NRC auidoHnos in SFIP Section 114 8. acceptablo for usa when processing 

ClfAIG^fw^ Plant Systems^ Brand? TAC? 630 1 1 00/01/10. WESSMAN.R H. Projoct 
DireCtoratO I 3, 2pp 47245 152-47245 153 


-6619270110 MDE‘75-O6a0 DR FT "Safely Evaluation for Pilgrim RHR Pump Bypass 
Valves " 

CHLLl, STRAMBACK.Q B . SOZ2l,QL Boston Edison Co. AOO-02423 89/08/30 
7pp 47244 053-47244.059 


-6610270129 Submlla daily highlight On 8606 12, union members voted in favor of now 
contract & concluded aUifte Facility expected to rosiart In mId-Jul following compfotlon 
of work on hardware & piogrammallc Issuoa . 

LECCH»PH BWR Project Dirocloralo 1 66/07/25 DENTON.H. EISENHUT.O, 
LYONS.J NRC - No Doialled Arfitlation Given Ip. 47244:063 47244*067 

-6619270139 Safoly ovatuatlon ro -Marie 1 containmont program vacuum breaker 
Inloarily UW roalorod «a1oly margins of vacuum breakers by replacing critical parts w/ 
adequolo malls Corroclive aclionaoccoplablo.lssuo closed , _ ^ 

*■ Cnllco of Nuclear Roactor Regulation, Director {Post 970411) 88/10/08 2pp 
47244 000 47244 082 


“8892110330 Forwards safety ovafualion accepting util D71002 aubmitlal fo roquo&l for 
exemption from Item III G t.App R of 10CFRGO. requirement for performing ropaifs for 

00/02/00 WESSMAN.R Projoct Di- 

recloralo 1-3. 1p. 47245*164 47245 184 

-8892160312 Requests written nolilicatlon when util prepared to support NRG onslto 
poflion of evaluation of omorgency operating procedures (EOPe) Evatuabon of sunte 
^ for containment venting expected as part of review Proposed 
WESSMAN.R.H Division of Roactor Projects - I /II (Post 070411) 66/02 /0& 
DIRD,RG Ooslon Edison Co, 4pp. 47246,154 47245 163 

-9893910300 Forwards NRC Oullolin 00-002. "Rapidly Propogatfng Fatlguo Cracks in 
Steam Generator Tubes," Affoctod IldonsooB must respond within 45 days of bullolin 

N£IGHBOns!jTpr4ocf"^^^^^^ 1-1 lEB 00 002 00 / 02/23 NRC • No Dolallod 
AlNIstion Given ip 47245 100 47245 191. 

-6893220387 Forwards SER supporting llcensoo response to NRC concern a ro pas- 
saflo of smoko through electrical concTuils from one lire area to another Criteria dovol 
oped conforms to NRC guidance & require moot 9 SALP input ^so ong. 
mScRAKEN.CE Cliomicaf Engineering „0'[OfCh. JAG 67623 86/03/17 

WESSMAN,R,H Project Diroctorate 1-3 1p 47245 197-47245*107. 

-8003240359 Forwards SER ro lock of 3 h lire rated penotration sosla in cable spread- 
ing room ceiling /control room floor assembly at plani Prosorit penotration seals ac- 

MlScR/fcKeN.C E. Chemical Engineering Branch TAG. 0®®'® 88/03/17, 

weSSMAN.R»1 Project Directorate 1-9 ?pp 47245 192 47245^03 

-8805180055 Forwards request for addi Into ro util 831107 & 840427 responses to Go- 
mw Llr 03 28, Item 2 2 (Part 2), "Vendor fntorlaco (Programs Tor All Othor Saioly- 

NEW0cSRY,§;°"Kumonlalion & Control Systems Branch QL-03-20. 88/04/20 
WESSMAN.R Project Dlrecloralo 1-3 lOpp 47246 234/47246 262 


-6810270148 SER ro Generic Ltr 83-28, Item 2.1 (Pari 1). "EquEpment Classification 

(RTS Components) Pilgrim Nuclear Power Slalion Program^ acceptable 

*■ Office of Nuclear Roactor Regulalfon, Director (651 125 870411) GL'03-2a, 66/10/ 
10 4pp, 47244.063 47244 098. 

-6610270167 Informs that util reviewed current overall work plans for on)ergency 
proparodnoss.por 870407 Hr & requests removal of date of 870812 from tentative 

OmCLR G^Goalonldison*^^^ DECO 07 070. 07/05/16 RUSSELL.WX Region 1, Ofc 
of Iho Director, 4pp 47244.162 47244 167. 

-6610270203 SER re uUI request for exemption from requirements to Inslall 8 h battery 
powo/ed llghhna fn outside yard areas Request acceptable Related Info end. 

* Plant Systems Branch 87/08/05 20pp 47244*216 47244:245 

-6810270231 Submits daily highlight FEMA provided rapt on offsite omorgericy plarjning 
for facility FEMA Idenlifiod six issues & concluded that CommonweaHh of MA offsite 

MURtEYJ. SNIEZEK.J., 

MIRAGLIA,F, NRC - No Oetailod Affiliation Given 2pp. 47244 246-47244 247, 

-6610270238 Submits dally hlghllgtilOn 670021 .Murloy signed intenm directors decision 
In response lo 060715 2 aofpetillon filed by Senator WBGoldo^^^ 

WESSMAN,R. Pro|ecl OliecroratG 2 206. 07/08/24. M^IEY.T, SNIEZEK.J . 
MinAGUA,F NRC - No Detailod Affiliation Given 3pp 47244 263 47244:266. 

-6610270247 Safely evaluBlIon on uill 651119 proposed change lo Tech Spot 4 3 C,2 
ro CRD acre m Insertion lime.Chango accoplablo. dn/fto/fjft 

• Office ol Nuclear Roacior Rogulallon. Director (Post 870411) 88/09/26 6pp 
47244-257 47244*279, 

-6610270262 Forwards throe listed lira dealing w/ (a chitv emergency prepamd^^^^ 
WESSMANRH ProiocI Oirociorato -3 87/09/16. MURLEY, MIRAQLlA.r,, 

STAROSTECKL^ Nflg-NoDolXd W 1p 47244 280 47244 321. 
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--8810270 ?dS Requests response lo FOIA 87-841 lor records te dssPgn, Installation & 
fldmlnlslratlve controls for analog tnp sys installed at Pilgrim by 871007 
MULLINIX.W Office of Nuclear Reador Regulation, Director {Posl 87041« 07/10/01 
WESSMAN.D., NERSES.V , BOGER.B Office of Nuclear Reactor Regulation, Director 
<Posl 870411) 3pp 47245 001-47245.003 

--8810270281 Safety evaluation re acceptance of offsite dose celcutation manual Rev 1 
acceptable on interim basis 

* Office of Nuclear Reactor Regulation, Director {Post 870411) 87/10/05 2Bpp 
47245 005-47245,030 

—8810270269 Exemption from requirements of revised 10CFR50,App R re fire proloc 
lion features of nuclear power plants 

VAR<3A.SA Division of Reactor Projects - I/ll (Post 870411) 87/10/06 Boston 
Edison Co, 6pp 47245 031-47245038 

-8810270301 Forwards FEMA 670929 Itr discussing offsite emergency planning 
issues Position re corrective actions for major areas of concern identified (n 670804 
findings on offsite emergency preparedness clarified 

VARGA.SA Divtsfon of Reactor Projects - I/ll (Post 870411) 87/10/16 BIRD.RG 
Boston Edison Co. ip 47245 040-47245 043 

-8810278315 Forwards cuurent listing of IFcensing actions assigned to branch 
WESSMAN.R H Project Directorate 1-3 97/10/28 NRC - No Detailed AffilialPon 
Given 2pp 47245.047-4724 5 046 

—8810270324 Forwards documents filed by NRC w/LTS Court of Appeals for First Circuit 
re Golden petition 

WESSMAN.RH Project Directorate 1-3. 87/11/06 COLLINS,S , BLOUGH, BOQER 
NRC - No Detailed Atfilialion Gwen Ip 47245.070 47245 070 

-8810270331 Forwards respondent rTK>Uan to dismiss Commonwealth of MA In listed 
case 

BLUME,M.B Assislanl General Counsel for Adjudications & Opinions 67/11/05 
SCIQLIANO.FP US Court of Appeals, IrstCIrcml 24pp 47245 071-47246 094 

-8810270342 Submils dally highlight On 871 109.R Bird Issued stop work order lor maint 
mod aclivitfes at lecility Facility shut down since Apr 1008 duo to mgt.emergoncy 
planning & technical iesues 

WESSMAN.RH, ProiecI Direclorato 13. 07/11/09 MURLEY.T, SNIEZEK.J, 
MIRAQLIA.F, NRC - No Detailed Affiliation Given Ip, 47245,095 47245095 

—8810270345 Environ assessment & finding of no significant impact ro exemption from 
certain requiremenls ol 1 0CFR50,App E Exemption acceptable 
FAIRTILE^4 B, Project Directorate I 3 87/12/03 6pp 47245096-47245 108 

-8810270381 Forwards summary of 371124 meeting w/utit to discuss fire protection 
Issues Meeting agenda & attendees fist also end, 

WESSMAN^Rm. Project Directorate 13 87/12/10 Proiecl Directorate 1-3 lipp 
47245.109 47245 119 

-8810270428 Bafety evaluation Input for rept on Pilgrfm 871112 loop oveni Changes Im 
plemented by licensee to improve reliability of 346 kV offsite sys & reduce fikelihood 
of ays (allure due to weather conditions 

KNOX.J. Office of Nuclear Reactor Regulation, Director (Post 670411) 67/11/12. 
lOpp 47245-121-47245 130. 

-8810270435 Submits daily highlight On 6801 07, Senator Kennedy held hearings ro re 
start of plant Major issues of hearing concerned emergency preparedness, public 
health Issuesp adequacy ol containment & desire for adjudicatory hearings, 
WeSSMAN.R,H. Project Directorate 13. 88/01/11. MLIRLEY.T, SNIEZEK,J, 
MIRAGLIA,f. NRC • No Detailed Affiliation Given Ip 47245 143 47245.143. 

-6B10270481 AcK receipt of 860 104 Itr providing comments on Issues state leels must 
be considered by NRC dunng deliberations on whether or not plant should be permit- 
ted to restart 

RUSSELL, W.T, Region 1, Ofc of the Director 88/01/15. BARRY,C V. Massachusetts, 
Com monweal thof Ip 47245-144-47245.146. 


-8810270521 Forwards certified index of records in listed case 
0LUME,MB Office of the General Counsel 87/11/09 SCIGLfANO.F P US Courier 
Appeals. If St Circuit 10pp. 47245 277-47245 286 

-8810270524 Discusses resolution of fire protection licensing actions 
BOGER.BA Project Directorate I 2 TAG 53416 68/02/05 VARGA.SA Prolcci rn. 
rectorate 1-2 2pp 47245 287-47245 288 ‘ 

-8810270530 Requests that NRC receive comments on “Environ Radiation Menitorivi- 
Pilgrlm Nuclear Power Station “ ^ 

CCjLLINS.SJ Region 1, Ofc of the Director 08/03/08 BIRD.RG Boston Edison Co 
2pp 4724 5 269 47245-359 

-6810270531 Ack receipt ol 6601 25 Hr forwarding “Environ Radiation Monitonno Pilgnm 
Nuclear Power Plant 

COLLINS, SJ Region 1, Ofc of the Director 88/03/06 QRIFFIN.WR Plymouth MA. 
20pp 47245 360 47246 022 

6810270447 FOIA request for documents re contracts between Aircom Fasteners, Inc 6 
Texas Utilities Power Co 

BLAU.C W Davis, Meadows, Owens, Collier & Zachry BLAU.C W Aircom Fasteners 
Inc 06/07/ 18 ROBINSON, L NRC - No Ootaifed Affiliation Given, 6pp 47240026' 
47246093 

6610270457 Parlfal response to FOIA request for documents Informs that App A docu- 
ments totally withheld (ref FOIA Exemption 7) 

GRIMSLEY.DH NRC - No Detailed Affiliation Given. 69/10/13 BLAU.C.W Oavts 
Meadows, Owens, Collier & Zachry BLAU.C W Aircom Fasteners, Inc. Ooo' 
47246025-47246 027 ^ 

6810270467 Partial response to FOIA request for documents Forwards partially dololod 
App 0 document App B document available in POR & deleted portion forwarded to 
DOE for review 

GRIMSLEY.DH NRC - No Detoited Affiliation Given 88/10/07 MOKOENA.K. Fund 
for Peace (National Security Archive) 2pp 47243 230 47243 236. 

-8810270473 Partially withheld memorandum forwarding minutes of 660517 fiL 0531 
Subgroup on Nuclear Export Coordination meetings W/o end 
DIRCKS.WJ Ofc of the Executive Director for Operations. 85/06/20 PALLADINO. 
ROBERTS. ASSELSTINE Commissioners 2pp. 47243.232-47243:238. 

8810270482 FOIA request for documents re Contract NRC-39 68-249. 

KEATING, J Oatasys Co NRC-39 08-249 06/10/11, Division of Contracts 6 ProMrrv 
Management (Posl 060515) Ip, 47246 023-47246 023 

861027046B Final re^onso to FOIA request for contract Contract available \n PDR 
GRIMSLEY.DH NRC - No Detailed Affiliation Given 80/10/25, KEATING, J Dalasys 
Co Ip. 47246 024 47246 024. ' 

0810270510 FOIA request for documents ro NRC 880707 0602 insj> of acllvitios aullw- 
izod by NRC CPs CPPR.126 & CPPR.127 

BAUMAN, L Government Accountability Project 80/00/22 NRC ■ No Detailed AfliH- 
atlon Given 2pp 47243 212 47243 213 

8810270512 Final response to FOIA request for documents Forwards App D 
documents Apps A & B documents also available In PDR 

QRIMSLEY.D.H. NRC - No Detailed Affiliation Given. 88/10/05 BAUMAN.L Qevorn- 
ment Accountability Project app. 47243 214-47243 229 

-8810270S16 Informs that D Jew authorized to & worked on 68071 6 Time shoets erd 
IIVERMORE.HH Ofc ef Special Projects 08/08/03 NRC • No Detailed Affiliation 
Given, t3pp. 47243:217 47243-229 

8810270522 FOIA request for documents re 860730 meeting between NRC 8i licensee 
CARREY BEAVER Massachusetts, Commonwealth of. §8/07/27 GRIMSLEY.DH 
Office of Administration & Resources ManagomenI, Director (Post 870413) 2pp 
47243 200 47243.209 


-9810270406 Forwards rev to restart plan for Info re Confirmatory Action Ltr CAL-BO-10 
RUSSELL, W.T. Region 1, Ofc of the Director. CAL-66-10 07/11/12 BAflRY.C.V. 
Massachusetts, Commonwealth of. 3pp. 47245-149-47245.151. 

-8010270493 Safety evaluation on util 871002 raqueal for exemptions from 
10CFH50,App RJtem III G,1, "Reqolremenl re Hot Shutdown Repairs for Fire Event In 
Plant.” 

* Plant Systems Branch, 63/02/09. 4pp 47245:165-47245 16$ 

-0810270497 Forwards Genedc Hr 88 03, '‘Resolution of Generic Safety Isuue 93, 
‘Steam Binding of Auxiliary Feedwater Pumps 

MIRAQLIA,F.J. Associate Director for Projects (Post 870411) QL-Ba03. 86/02/17 
Office ef Nuclear Reactor Regufatlon, DSreclor (Post 870411) Ip 47245.169- 
47245:179. 

-8010270501 SER re lack of 3*h fire rated penetration seals fn cable spreading room 
ceillng/control room floor assembly Existing penetration seals satisfactory 

* Chemical Engineering Branch B8/03/17. 3pp 47245.194-47245-198. 

-0610270505 SER on Irtlemal conduit smoke seals Installed at App R fire barriors.Seals 
consistent w/8TP 9.5 1 & acceptable. 

* Chemical Er>gineering Branch. BB/03/17 3pp. 47245 198-4724 5 204 


8610270526 Final response to FOIA request for documonts App A documents avallablo 
in PDR 

QmMSLEY.DH NRC - No Detailed Affiliation Given 06/10/25. CARREY-BEAVER 
Massachusetts, Commonwealth of 2pp 47243,210 47243 21 1 


8810310562 FOIA request for closeout Insp rept re reloasa of facility for unraitrlcled 
use (or former Army Ordinance Dopol in Anne Arundel County,MD 
STONE.J.L Anne Arundel County, MD 80/09/16 NRC - No Detailed Affiliallon Gwen 
9pp. 47276 004-47276 012 


6610310663 Final response to FOIA request for closeout In^ rept ro release ol facility 
for unrestricted use for former Army Ordinance Depot fn Anno Arundel 
County, MD Forwards App A documonla App A documents available In POR 
QRIMSLEY.D.H. NRC - No Deleiled Affiiralion Given 66/10/07, STONE.J.L Anne 
Arundel County. MD. Zpp. 47276 013-47275.030. 


-6610319564 Forwards radiation & contamination survey conducted at Curtis Bay Doftol 
on 770603 by Stobodlen & Costello Contamination level In former magazino storage 
areas In excess of limits specified In guidollnes 

0‘HEfLLY,J.P. Division Of Fuel Cycle & Material Safety (Pre 870413), 77/07/13 
BROOKS, C General Services Admfnislralion 2pp 47276.016-47276,016 


-0010270608 Discusses review of responses to NRG Bulletin 88-001, “Defects In Wes- 
tlnghouse CfrcuK Breakers- MPA B^IOO.” 

HOOp.D S. Project Directorate 1-3. lEB 80-001. 68/03/31 Office of Nuefear Reactor 
Regulation, Director (Post 870411), 2pp. 47245 205 47245 233. 

-0810270615 SER on util 870010 exempifons from requirements of 10CFR50, App 
R.Sectton III.G rnatallatloft ef area wWa deiecbon & automatic suppression capability 
In vicinity of redundant normal torus water levelfndicatlon cables. 

Regulation. Dfrector (Posi 870411). 88/06/03 1 6pp. 

47245 265*47245*270. 

-0010270617 Discusses Inllfal assessment of Pilgrim safety enhancement 
ravSwr*e^?deyfroni?E*mB^ representatives a guidance re 10CFR50 59 

of Nuclear Reaclor Regulation. Director (Post 870411). 87/07/20. 
SHAO.L Office of Nuclear Reactor Regulation. Director (Post B70411). KANE,E 
Region 1, Ofo of the Director. 6pp. 47245.271 -47245 276, * 


-6810310565 Forwards fnsp Rept 40-0341/77-01 on 770S03 & noliCO bf 

violatloaUnderstands that recipient will contact NRG to request Instructions re dispesl- 
lion of facilitios.W^ rept 

O'REILLY, JP, NRG ■ No Detailed Affiliallon Given 77/07/13. SMITH.W. Gerwral 
Services Admlnlslralfon 2pp. 47276.01 7-47276-01 6, 

—8810310566 Nolico of violation from Insp on 770603 Violations noted- fndivIduaJa not 
instructed in applicable provisions of regulations & conditions of IJconse & twice yearly 
Insps of Depot not made since 1Q75 

SLOBODIEN.M J , COSTELLO, F.M. NRC - No Detailed Affiliallon Glv 0 r> 77/07/07. 
4pp 47276.019-47276 022. 

-8610310567 Advises that author conducted radiation & contaminaUan survey of forner 
thorium 0 U storage magazines No direct radiation or contamination levels In excess 
of background delected, 

SLOBODIEN,M.J. Division of Fuel Cycle 0 Materiel Safely (Pre 6 70413). 77/08/ tfl 
DMsion of Fuel Cycle & Material Safety (Pro 070413) Ip 47275:023-47275.023 
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-aaiO-aiOBes Oiscussass Insp 40 034t/77-02 on 771010 No Homs o( noncomplianco 
observod Major areas Inspected docontaminalion o1 thorium storaae 
(acihties Understands that reclplont Intenda to establish audit sys to 
MCCLrNTOCK.n O NRC - No Detailed Afdllation Given 77711/21 
eral Services Administration 2pp 47275 024 47275 025 

-6810310569 Forwards Insp Rept 40 0341/77 03 on 771130 No items of noncompH 
a nee observed 

MCCLINTOCKRO Division of Fuel Cycle & Material Safety (Pro 070413) 70/02/00 
MOSRIE.W General Services Administration 2pp 47276 026 47276'0Z7. 

-8810310570 Insp Rept 40 0341/77 03 on 771l30No violations nolodMaJor areas 
inspected radiation & contamination surveys in bldgs plannad (or unrostrictod 
use Bldgs meet entena for retoase for unrestricted use 

COSTEUO.F, KiNNEMAN.J. MCCLINTOCK.R O Region 1, Ofc of the Director 70/ 
Ot/30 3pp 47275-020 47275.030. 


comply w/IJcenso 
MOSRIE.W, Gen- 


QEN TEG IS GENERIC TECHNICAL ISSUES 

8608160164 Provides agenda for GRGR Meeting 144 on QQOQIO in Bothosda, MO Items 
10 be reviewed include proposed final reg oujde, ’^Qualification of Safety Related Lead 
Storage Batteries for Nuclear Power Plants & proposed Rev 3 to Rog Guide 1 0 
JORDAN, e L Commllloe to Review Generic Roqulromonls 80/08/03 

OERNERO.RM Office of Nuclear Material Safety & Safeouards.Diroclor 
GOLDBERG, JR Office of the General Counsel PAPERIELLO.C J Region 3. Ofc of 
the Director 2pp 47026 027*47026 020 

6609220114 Summarizes AGRS 341st meeting on 880906*10 ro proposed roaolutlon of 
Generic Issue 99, "Improved Roliablllly of RHR Capability in PWRs " 

KERF.W ACRS * Advisory Committee on Reactor Safeguards 68/00/14. 2ECH.L W. 
Commissioners 3pp 47087 016 47087 018 

6B0622016& Discusses proposed resolution of USI A 45, "Shutdown DHR Require 
menis," for ACRS 341st meeting on 880908*10 

KERR,W ACRS • Advisory Commlllee on Reactor Safeguards 60/00/14 ZECH.LW 
Commissioners 6pp 47087.023 47067 027 

6609280263 Responds to NRC request for plant-specific imp lamentation plans In re 
sponse to 880729 SER on Rev 0 to gonoric Implementation procoduro dovolopod by 
Seismic Qualification Util Group Efforts on USI A-4e ongoing 
TERRY, CD Niagara Mohawk Power Corp NMP1L 0306 66/09/23 Document Con* 
trol Branch (Document Control Desk) 2pp. 46976 361*46076,352 

6810040344 Summary of 880916 mooting w/NUMARC ro USI A-44, "Slallon Blackout 
Issue" & draft goneric response for use by licensee 8 dreft App F to NUMARC* 
6700 Attendance list & agenda oncl 

TAM,P.S Project Diroctorato 1*4. TAG 40577 88/09/20. Project DIrecto/afo 1*4. 12 od, 
47020.001*47020.012. 

6610050020 Commonts on NUREQ-121 / & 1216 ro proposed rosoluUon of U St A 47 In* 
ladm policy statement, as written, does not support including etoom generator overfill 
protection in Toch Specs 

SULLIVAN.J L General Public Utllltios Corp ■ GPU Service Corp. 63FR10356 00002 
68/06/01 BAER.R Division of Enginoorlng (Post 070413) 4pp. 47071.022* 
47071 025. 

6810050070 Commonts on NUREQ-1217 & NUREQ*1210 ro proposed resolution of USI 
A 47, "Safety Implications of Control Sys." tmplomontatlon of rocommendod corroc* 
live actions unjustified 

TUCKER.HB Duke Power Co 63FR 10356 00005. 60/00/00, BAER.R. Division of En- 
gineering (Post 670413) 6pp 47071.031-47071-036. 

6610050135 Comments on NUREG-1217 & NUREQ-1210 ro proposed roaotullon of USI 
A 47 ro safety implications of control sys faifuros 

CRUSE, CH Baltimore Gas & Electric Co 53FR19350 00003. 60/OD/10 8AER,n.L 
Ofkce of Nuclear Roactor Regulation, Director (Post 870411), 5pp, 47071‘026- 
47071.030 

6810050219 Comments on draft NUREQ-1217, "Evaluation of Safoly Implications of 
Control Sys In LWR Nuclear Power Plants" & NUREQ-1216, "Regulatory Analysis (or 
Proposed Resolution of USI A 47 " 

JOHNSON,WJ. WoslinnhouBO Eloclrlc Corp B3FR 10356 00001. 06/07/26 BAER^R 
Division of Engineering (Post 870413) 3pp 47061-047*47001 049. 

681D0S0283 Responds to 660720 generic SER on Seismic Qualification Ulll Group reso- 
lution of USI A*4G Util will (mograte rosotution of USI A-46 w/rosolutlon of oilier rolat* 
od seismic issues 

HAIRSTON, WQ Georgia Power Co. HVS^SD 66/09/28. Docurnont Control Branch 
(Oocumonl Control Desk) 3pp. 47000 124*47060:126, 

6810060028 Advises that util will bo addressing Issue of reaotor vossot wold motol fPTS 
f«i temp) within B&W Owners Group noar-torm work scopo Update wilt be provided by 
896101, 

CROLEY,B.Q Sacramento Municipal Utility District AQM/NTS 68*267, 00/09/28. 
Document Control Branch (Document Control Desk). Ip. 47071.248 47071'246. 

8810060123 Responds to 670219 request for planl-spocifio seismic vorKIcalion plans & 
schodula to resolve USI A-46 per uonerlo Ltr 07*02,Watkdown will be pofformed by 
end of second refueling outago. 

PAPANIC.Q Yankee Atomic Electric Co. FYR 86*136 08/00/30. Document Control 
Branch (Document Control Desk). 6pp 47070,1 13 47070.117 

8810060297 Responds to gonoric SER on rosolulion ol USI A*4Q Completion of nenoric 
Implemoniallon procedure In First Quarter 1969 depends on resolution of all ouistand* 
Ind Issues, accomplishment of Intorim mllostonea & agreomenl on Issues, 
MROCZKA,E.J. Connecticut Yankee Atomic Power Co. QL-07 02 68/00/30. Docu- 
mont Control Branch (Document Control Desk). 3pp. 47006:004*47066,006. 

8810070177 Responds to NRC goneric SER on facility gonerfe implementation ptoco* 
dure for Implomenlatlon of USI A-4Q, "Seismic Qualification of Equipment In Oporallng 
Units," 

MURPHY, W P. Vermont YanKoe Nuclear Power Corp. I^Y 60*62. 68/09/30. Docu- 
ment Control Branch (Document Control Desk) 2pp 47072.1 36-47072' 136. 


SER on soismic qualifloallon util group resolution of 


11 ^ A Qualificalian Utit Group resolution ol 

USI A*^ ro seismic adequacy of equipment Rev 2 of generic implemontallon nroca- 
Implement Ganeric Lit 87.oa P™®®- 

^RHY.KW Consumers Power Co QL-a7 02 68/09/30 Documer^l Conirot Branch 
(Document Control Desk) 7pp 47109,045*47109,051. 

(NUREG OBOO) 4 ragulalory analysfa lor USI A 40, 

™ USI A 40, -Selamlo DeeJgn 

Stevenson a. Associates 53FR20O38 00002 66/07/25 BAER.R 
Division of Engineering (Post 670 -t 1 3), 2 pp 47013 222*47013 223 

proposed Rev 2 to NUREG-OBOO re USI A 40, "Soiamlc 
Pm requirements should be more fibers I 

ERLER.0A Sargenl A Lundy. Inc. 63fn2003B 00004, 88/07/29 BAER.R Division of 
EnflEnfloring{Po8t8704t3) 6 pp. 470 13.21 6 * 4701 3 - 221 , oAcn.n umsion oi 

80 101 10095 Commoni on proposed resolullor^ tor USI A 40, "Seismic Deslan Crilerfa" 
NUnp-(5800),Multipra seismic lime history analyses need not be 
u, seismic adequacy & qualifl cation 
JOHNSON, WJ Woslinghouso Eloclrlc Corp 53 FR20038 00003 BB/ 09/12 BAER R 
Oivislon of Engineering (Post 070413). 9pp. 47013 206 47013 214. 

0810110105 Surnmaiy of 880922 meelfng w/NUMARC re station blackout 
TAUOO & NUMARC 87*00 seminar questions & anawers encL 

47100 oaa^OO^sT Ba/10/03. project Directorate I 4 69pp. 

request for plant*spocifio seismic venfication plans par 
Generic Llr 87*02 ro seismic adequacy of mechanical & electrical equipment USf A- 

(formerly Indiana & Michigan Electric Co) 

DoskMw. 

REGULATORY ANALYSIS FOR THE RESOLUTION OF QE- 
PROVISION TO AUTOMATICALLY ISOLATE 
steam GENERATOR DURING A LINE BREAK." 

Resolution (Post 660717) 68/09/30 27pp. 

4/044, 2ow 47044,266. 


w nunonc ocn on resoluiron Ol USI A-4e,p(3r Rev 0 lo generic 
Implomonlaton prowduro (QIP) developed by seismic qualincallon util 
glJjJ'^Completlon ol QIP by end of 1988 no longer achievable duo to outstanding 

Authority (formerly Powor Authority of the Stale of New 
Control Branch (Documonl Control Desk) 2pp. 

471ao-vl5 47135 016 


Qualiticatlon Util Group resolution of 

U8I A*46l)lll re servos right to revise Implementallon schedule for USI A 46 to into* 

... . ... . . 

iumonl Control Branch (Docu* 


8810120316 Responds lo SER on Rev 0 to generic Implemenlalion procedure (or seis- 
mic verilicalion of riyclear plant equipment lo USI A*48 & NRC request for util plant- 
specillc seismic voriflcaiion plans, per Generic Ltr 07-02. 

MORniSJ<J Omaha Public Power District. 01*67*02 66/10/06. Document Control 
Brai>ch (Document (Jontrol Desk), 2pp. 47111 :230-471 1 1:231. 


8810120398 Siibmlta current plant* specific seismic verification plans for facility ,in re- 
sponse to Gonoric Llr 87*02, "Vorltlcallqn of Seismic Adequacy of Mechanical & Elec- 
trical Equtoment In Operating Resctors,USI A*46 " 

TREVOR 3, Q E. Nebraska Public Power District. NLS6e00486 06/10/07 Documenl 
Control Branch (Document Control Desk). 2pp. 47135.065*47136 086. 


8810120407 Responds to 000729 request to schedule for Implemenirng generic Imple- 
procedure (GIP) dovolqped by seismic qualification util group 0 til will review 
Knal QIP after approval by NRC & resolutton of outstanding Issues. 

SILADY.JA. Commonwoallh Edison Co. B210K 66/10/07. MURLEY.TE. Office ol 
Nuctoar Roaclor Rogtilallon, Director (Post 670411), 2pp 47133:300*47133.351 


6810130043 Responds to 680729 genetic SER on Seismic Quatificalion Ulll Group roso- 
lutJon of IfSI A 46 tmplomonlallon schedule for USt A-46 may have to bo revised ie 
Integrate future requirements Into 8irvg1o.cosl*effectlve program. 

OALIAGHER.JW Phitadolphio Elecfrlc Co. QL-87-02. 68/10/06 SHAO.LG. Divlalon 
Of Engineeflng A Systems Tochnefogy (Post 070411), 3pp. 47122.322*47122:324. 

8810130080 Responds to 660729 generic SER on Selanric Qualification Ulll Group reso- 
lution of USI A-48 A Generic Llr 87-02 re verillcalion of seismic adequacy of mechani- 
cal & eloclricat equlpmenl. 

MUSOLFA Northern Stales Power Co. QL 67*02 68/10/06. Office of Nuclear Reac- 
tor Regulation, Director (Post 870411), 3pp. 47105.355*47136:357. 


8810130241 Responds to Oenerlo Ltr 67*02 re resolution ol USt A-46 re vorilicallon of 
seismic adequacy ol mechanical & electrical equipment In operating reactera 
8RAM.8,B, Consolidated Edfwn Co* of New Yoik, Ino. gL 67*02 0B/1O/O4 Docu- 
ment Control Branch (Documenl Control Desk). 2pp. 47136,176-47138.179. 


8810130321 Raspanda to ganerio SER ro resolution of USI A-46, Items re 
RWST^elootrloal raceways, mechanical equipment & oleolrical equipment anchorage 
rosolved, 

MEDFORD, M O. Southern California Edison Co. 66/10/07. Document Control Branch 
(Documenl Control Desk). 3pp, 47133.006*47133 007. 
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681014(H>d5 Respcncfs 1o NRG re^^uest for plant*spacil!c seismic verification plans con- 
sistent w/requirements of Ceneric Ltr B7-02, "Verification of Seismic Adequacy of Mo- 
chanfcal & Electrical Equipment in Operating Reactors " 

FAY.CW Wisconsin Electric Power Co GL-a7-02 38/10/07. Document Control 
Branch {Document Control Desk). 4pp 47153036 471S60<t1 

8ai01400M Disco ssea current plan & schedule for Implementing Rev 0 to Generic fm- 
plementallon Procedure for seismic verification of plant equipment developed! by Seis- 
mic Qualification Util Group.por Generic Ur 87 02 re US I A <16 
8fEBER,JO Duquesne light Co. GL 87 02 6B/10/07. Document Control Branch 
(Document Control Desk). Z^pp 47150145-47160 146 

8S1Q140106 Responds to MRC 660729 generic SER on resolution of USI A-43 re gener- 
Jc Implemenlatlon procedure (GIP) Util will review final GJP after approval by NRC 3 
resolution of alt outstanding Issues 

MCDUFFIE, MA Carolina Power & Light Co 63/10/06. Document Control Branch 
{Document Control Desk). 2pp 47156 151-47166:152 

8aiai40126 Responds to MRC e60729_genGric SER on Seismic Qualification Util Group 
resolution of USI A-46,lf final SSER,w/no open items, Issued by Second Quarter 
1939, plant waikdown expected to be cornpleted 910630 

FIRLIT.JF Sacramento Municipal Utility District GL-67 02. 66/10/07 Docurnent Con- 
trol Branch (Document Control Desk). 2pp 47138095-47138096 

8810140135 Responds to NRC request for plant-specific seismic veaficatlon program 
consistent w/ requirements of Generic Ltr 67-02. "Verification of Seismic Adequacy of 
Mechanical & Electrical Equipment in Operating Reactors." 

CARTWRIQHT.W R Virginia Power (Virginia Eleclric & Power Co) GL 37-02. 66/10/ 
07. Document Control Branch (Document Control Desk) 3pp. 47156174 47156,176. 

881(^140136 Responds (o generic SER re resolution of USI A 46 Based on results of 
review of generic Impio menial Ion procedure.util will ellher continue to pursue generic 
resolution or file ptant-specific rosponse 

HAIRSTON.WG Alabama Power Co 88/10/08 Document Control Branch (Docu* 
menl Control Desk). 2pp 47138093 47133094 

8610140166 Responds to NRC 860729 generic SER on resolution of USI A 46 S Gener- 
ic Ltr 67 02 Based on currant schedule, generic Implemenlatlon procedure will be com 
plated in First Quarter 16 89.00 nil agent on listed actions, 

BflONS,J C, Now York Power Aulhority (formerly Power Authonty of the State of New 
York). GL-e7-02, 88/10/03 Document Control Branch (Document Control Desk) 4pp. 
47150210 47159 213 

8610140196 RosMnds to generic SER on Rev 0 to flflr; 0 rlc InfiplementaMon procedure 
developed by Selsrnlc Qualification Utit Group re USI A-<I6U1II will either commit to 
pursue genenc resolution of USI A-4G or file plant-specific response 
WECfl^Y,RC Rochester Gas & Electric Corp 68/10/07 STAHLE.C. Document 
Control Branch (Document Control Desk) 2pp 47147 056 47147.057 

8810140201 Responds to NRC request for plant specific seismic verification schedule 
for facility, conslstant w/roquiremenis of Generic Ltr 87-02, **Venficdtion of Seismic 
Adequacy of Mechanical & Efectncal Equipment In Operaltng Beaclor " 

HUKlLL,HO General Public Utilities Corp - GPU Service Corp C31t-86-2t34 66/10/ 
06 Document Control Branch (Document Control Desk) 2pp. 47150 182-47160.183 

8810140202 Respor^ds to NRC request lor plant specific soismic venflcallon plans con- 
sistent w/Generic Ltr 87 02, ’Verification of Seismic Adequacy of Mechanical & Elec 
trical Equipment In Operating Reactors.Ufi resolved Safety " 

ROTHERT.WO. Iowa Electnc Light & Power Co, NG 66-3209. 86/09/30 
MURLEY.TE Office Of Nuclear Reactor Regulation, Director (Post 870411) 2pp. 
47150:180-47160.101 ^ 

8810170162 Responds to generic SER on seismic qualification ulil group resolulion of 
USI A-4 3, consistent w/ Genenc Ltr 87-02 re seismic adequacy of mechanical electri- 
cal equipment Plant waikdown scheduled for completion oy Jul 1992 
CXX5KFIELD,O.W. Portland General Electric Co GL 87-02. 86/10/07. Document Con- 
trol Branch (Document Control Desk) 2pp. 47166-102-47166.103. 

8610170252 Discussos venfccation of seismic adequacy of mechanical & electrical 
equipment In operating reactors (USI A-46). Integration of resolution of USI A-46 w/ 
resolulion of other rotated seismic issues desired 

TUCKER,HB Duke Power Co 86/10/07 Document Control Branch (Document Con- 
trol Desk). 2pp 47166 106 47166 107. 


8S10180273 Submits plant-specific seismic verification plans, per Generic Ltr 67 82 
‘Verification of Seismic Adequacy of Mechanical & Electrical Equipment in ODor^tira 
Reactors, USI A-46 *■ ^ ^ 

MILTENBERGEB.S Public Service Electric & Gas Co of New Jersey. NLR-NQ81W 
68/10/07. Document Control Branch (Document Control Desk) 3pp 47172159 
47172-361 

8810196060 Informs of changes to control of heavy loads program per NU8EQ' 
661 2, Util Intends to perform visual exam of reactor coolant pump motor lifting rb mr 
to use If visual exam not performed In previous 12 months. 

STEINHARDT.C R Wisconsin Public Service Corp NRC-08-138 88/10/14 DocumonI 
Control Branch (Document Control Desk) 2pp 47191 “146-47191 147 

8810210528 Responds to NRC 880729 request re plant-specific seismic venllcatlon 
plans to resolve USI A-46.Curront plan entails Implementing generic criteria & moihod- 
ology In Rev 0 to generic Implementing procedures to resolve Issue. 

FITZPATRICK.E. General Public Utilities Corp - GPU Service Corp 88/10/13 Ooou- 
ment Conlrol Branch (Document Control Desk) 3pp 47230 260-47230 252. 

8810270019 Penial ro^onse to FOIA request for documents re plant App J documonis 
end & available (n PDR 

GRIMSLEY,DH NRC - No Dolailed Afflliallan Given 08/09/26 JOHNSON.OE, 
Swidler & Berlin. 12pp 47243.237-47243 336 

-8810270497 Forwards Generic Ltr 88-03, "Resolution of Generic Safety Isuuo 83, 
•Steam Binding of Auxiliary Feedwater Pumps 

MIRAGLIA,F,J, Associate Director for Projects (Post 870411) GL88 03. 86/02/17 
Office of Nuclear Reactor Regulation, Director (Post 870411) 1p 47245’1Bg< 
47245*179 

8810280082 NUREG 0844 NRC INTEGRATED PROGRAM FOR THE RESOLUTION OF 
UNRESOLVED SAFETY ISSUES A-3,A.4 AND A-S REGARDING STEAM GENERA- 
TOR TUBE INTEGRITY.FInal Report 

MURPHY, E. Division of Engineering & Sysfoma Technology (Post 070411) 88/09/30 
166pp 47246- 105-47248“266 


lAE INSPECTION AND ENFORCEMENT 

8809010337 NRG Info Notice 88*073, "Direcllon-Oependenl Leak Characle/lallcs of 
Containment Purge Valves " Sve Hal end 

ROSSLCE. Division of Operational Events Assessment (Post 870411) 68/09/03 
Consolidated Edison Co of New York, fno, 1 19pp. 46968 058-46958:177. 

8809160008 NRC Info Notice 88-077, "Inadvertent Reactor Vessel Overfill" Sve li^ 
end. 

ROSSI, C.E. Division of Operational Events Assessment (Post 870411) 88/09/22 
Consolidated Edison Co of New York, Inc, Ilipp 47114:291-47115 042 

8609190047 NRC Info Notice 89-078, ‘’Implementation of Revised NRC-Admlnislored 
Requallficatlon Exams" Sve list end 

ROSSI,C.E Division of Operational Events Assessment (Post 870411) 88/09/22 
CX)nBolldaled Edison Co. of New York, Inc 1 19pp 47115-043 47116 040 

8809230092 SuppI 1 lo NRC Info Notice 68 069, "Movable Contact Finger Binding In 
HFA Relays Mfo by GE " Svo list end, ^ 

ROSSI.C E Division of (^erational Events Assessment (Post 870411) IEIN86 009 
88/09/29. Ck)n 80 lidaled Edison Co. of New York, Inc 117pp. 47115 16347116 281 

8809290297 PNO-IV-88 07B.on 880 9 23 ,u I II plans to begin scheduled outage to inspect 
bottom mounted Instrument (BMI) tubes On 880606, util reported that review of pdt^ 
curronl lest dale on 68 BMI Ihimble tubes revealed wear on 19 ihimbfe tubes. 
HOLLER, E. Region 4, Ofc of the Director 88/09/23 2pp 46994 340 46994-341. 

8809290360 EN*80-O79:on 880922,notlce of violation & proposed Imposition of civit 
ally In amourtl of $187,600 Issued to util Action based on violation of equipment quail 
ficallon requirements ol 10CFR60 49 contained In Generic Ltr 88 07 
LUEHMANJ,, LIEBERMAN,J. Ofc of Enforcement (Post 870413), QL-88-07 68/09/ 
19 Ip. 46992 144-46992:144 

8809290379 PNO‘IV-88-062A.on 800922,0.1 gpm reactor coolant Pump A seel sensing 
line teak Identified, Caused by tubing rubbing agairrst upstream Isolation valve.Uconsoo 
conllnulr^assessment of problem 

CHAMB^LAIN.D, Region 4, Ofc of the Director. 88/09/23 2pp 40984 2(13* 
46984-294. 


8810170302 Responds to NRG 000729 request for licensee pfartt*speci1ic selsmlo verift 
catfon plans for facility,per Generic Hr 67’02.Util will file plant-specific response based 
upon generic resolution of USI A 46 

WIDELL.RC Florida Power Corp. (subs of Florida Progress Corp ) 01-67-02, 88/10/ 
07. Document Conlrol Branch (Document Control DesX) 2pp. 47165.333-47166.334 

8810170335 Responds to Generic Ltr 87-02, "Venlicallon of Selsmfc Adequacy of Me- 
chanical & Equipment in Operalirvg Reactors, USI A-46." Listed acIwilJes scheduled to 
be performed during 1669 A 1990 operaling Cycle 8 

0IRD,R G Boston Edisori Co, GL 67-02. 88/10/11 Documeni Control Branch (Oo-ou- 
menl Conlrol Desk) 2pp. 47173 228 47173 229. 

Responds to Generic SER on Soismic Oualificatjon of Uli) Group resolulion 
of USI A-46.Ulil anticipates final NRC resolulion of generic Implemenlatlon procedure 
to be provided as SSER by mid 1989. 

SHE LTON,O.C Toledo Edson Co 1594 88/10/10. Document Conlrol Branch (Docu- 
men I Control Desk). 2pp 4 71 73 048-47 1 73 049. ^ 

8810160125 Responds lo NRC 830729 request for plan I- specific seismic verification 
p ans cprislatem w/Genenc Ltr 67-02 (USI A-46) Completion of Rev 2 (o generic Im- 

? lamentation procedure expected in Spring 1069 

lERNAN.J.A BalUmore Gas a Electnc GL 67-02. 88/10/07. Document Control 
branch (Documeni Conlrol Desk) 4pp, 47177.241-47177*244, 

8010100223 Rounds to 680729 generic SER cn Rev 0 to “Genenc Impierrtentatlon 
Procedure for Seismic Verification of Nuclear Plant Equipment" developed by seisrnlc 
qualificatfon ultl group r 7 

Colorado p.80353. 88/09/29 Document Con- 
trol Branch (Documeni Conlrol Desk) 2p 47f72083 47172,064 


8609290384 PNO-IV-88-077:on 880921, loss of 3 Cl Am.Bo reported from Louisiana 
clear Ertergy Div.Source left on rear truck bed. No news release will be Issued. 
DOOA.R J Region 4. Ofo of Ihe Director 88/06/21. Ip. 46999,083 46999 063 

6809290392 PNO 11-86 056’on 88091 6, electrician employed by Catalytic Industrial Malnl 
Co had heart attack outside plant protected area near cooling lowers Employee pro 
nounced dead at hosp 

PATTERSON, C. Region 2, Ofc of the Director, 88/09/16 Ip. 46983 174-469B3'1?4 

8010030084 PNO-I 66 098:on 8 8 0024, licensee discovered (hal float connected magwi- 
Irol level alarm device come loose & somewhere in lank.Cause not elated. Licensae 
plans to radiograph piping connected to refueling water storage lank. 

ROSSBACH.L, SWETLAND.P. Region 1, Ofc of the Director ea/0&/24. 2pp, 
47016-023 47016 024 

6810030256 NRC (nfo Nollce 66-080, "Unexpected Piping Movemenl Allribuled 1c Thef 
mal Stratification " Sve list end 

ROSSI.C E Division of Operational Events Assessment (Post 870411). 66/10/07 
Consolidated Edison Co of Now York, Inc 223pp 471 16,262-471 16“2eS. 

8810030282 PNO Hl‘ea-O02’on 88091 9, licensee suspended site access & & lasted for 
drugs after allegallon from outside source re drug use by five employees Three om* 
ployees tested positive for drugs, 

CREED, J., MALLETT.B.: Region 3, Ofc of the Director 80/09/23. Ip 47016*280 
47016-280. 

/ 

8010040066 NRC Info Notice 80-001, "Failure of AMP Window Indent KYNAR SpHcSS A 
Thomas & Betts Nylon Wire Caps During Environ Qualification Testing." Sve fist end 
ROSSI, G.E Division of Operational Events Assessment (Post 870411). lEIN 66-104 
88/10/07, Consolidated Edison Co, of New York, Inc 119pp 47116.026-47116,144 
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8010040083 PNO II-&8-053A on 800919, unit restarted, following 20 day outage to re 
sofvo reduced pressures on svc water outlet of hydrogen vent heeder (HVH) contain 
mont fan coolers Caused by biological fouling HVH cleaned 
CARROLL,R Region 2, Ofc of the Director 86/09/20 2pp 47042 038 47042 039 

8810040280 PNO II 88-059 on 6 00922, unusual event re plant shutdawn 

occurred Inboard & outboard butterfly containment purge exhaust Isolation valves 
Inooerabla R^alra underway 

CARROLUR E Region 2. Ofc of the Director 08/09/22 2pp 47018 357 47018 350 

8810040317 PNO-IV-80 077A on 880921,3 Cl americium beryl I Eum source reported 
lost On 860922, source found & recovered just outside city (Imit of Stirovoport,LA State 
considering escalated enforcoment actions in investigation of Incident 
t>ODA,R J Region 4, Ofc of the Director 60/09/26 Ip 47036 24 7 4 7036 247 

68t0050040 EN 86 060 on B80930,notlca of violation & proposed Imposition of civil pen 
albes in amount of $1,250 will be issued to licensee Action based on number of viola 
tions fncluding,1ailure to post ros trie tod area 

JOKANSEN,J , LIEBERMAN,J Ofc of Enforcement (Post 870413) EA6&204 00/09/ 
27 tp 47057 20B 47067 206 

861D050Q69 PNO4V-0B 080 on 0Q0923,minor Iransportalion accident Involving rodiogra* 
phy truck A camera (Gamma Century modol) occurred Slate of LA found no ovldenco 
of radration exposure or damage to camera Escalated enforcemenl action possible, 
DODA,R J Region 4, Ofc of the Director 66/09/26 Ip 47060 214 47060.214 


8810140131 EN 68 082 on 661Q07,notice of viofalJon & proposed Imposition of civil pen- 
alty in amount o' $12,500 wiil be issued, based on failure to perform adequate (acfllly 
to wear gloves when handling contaminated mall. 

FLACK,E. LIEBERMAN.J. Ofc of Enforcement (Post 870413), EA 68-193 83/10/04 
1 p. 47136,092-471 38 092 

8810170158 PNO 11 1-80 083. on 88 1003 .allegation received Identifying licensed reactor 
operator as marijuana userOperalor denied use of drug but accepted admittance to 
program Access to plant denied pending further review 
^^l^**^^** SHAfER,W D Region 3. Ofc of the Director, 88/10/11 Ip 47166:120- 
47166;120 


« . ' oo-iw‘»oii ooiuua.ieacior inppeo rodowir^g luroine tnp.causino loss 

Of turbine auto slop oil pressure All three available high pressure steam oumps 
^*0®® Caused by loose fuse clip in control circuit 
J Region I, Ofc of the Director 88/10/11 Ip 47163.204- 
471d34Z94« 

6810170261 PNO-IK 88-084 on 86101 1, licensee informed of Investigation of senior man 
agor for possibla alcohol use on 681 010 Manager actions did not appear to Impact 
operations Llconseo plans to rolain outside consultant to Inveallpata 
fOOPER,n., KNOP.R, Region 3, Ofc of lha Director 68/10/11 Ip 47169 183- 

4r 1u9 


8616050073 PNO I 66 097A.on 880920, Co 60 source lost during transport from West 
Germeiny On 680921, Slate of NY inspoclors surveyed Lufthansa facility at JFK Airport 
& detected radiation from trash dumpster Source retrieved, 

WHITE,J, JOYNER, J Region 1, Ofc of the Director 68/09/23 2pp. 47050*327- 
47050 326, 


8810170286 EN-Oa 084 order modifying licenses issued to Syncor Inti Corp, based on 
unacceptably farge number of improperly tagged or labeled radiophorms A failure to 
properly control QC, Problems demonstrate lack of control of licensed aettvitios 
JOHANSEN, J„ LIEBERMAN.J, Ofc of Enforcement (Post 870413) EA‘aB-ig4 08/10/ 
12 Ip 47167 019-47167 019 


6810050107 FNO-IV 86 076 on 600625, licensee equalled previous world record for con 
llnuous operations at Power Mode 1 for all oporating nuclear power plants 
WESTERMAN.TF Region 4, Ofc of the Director 88^9/20, Ip, 47059*173 
47059.173 

631D050220 PNO-I-8Q 099 on &60929,st6am lines for both A & B Isolation condensers 
parbally filled w/water placing steam lines In potential inoperablo condition Plant 
shutdown Lice nsQo disabled automatic imllalion sys 

COWGILL,C Region 1. Ofc of the Director 80/09/29. Ip 47067.198-47057.196. 

86(0060317 EN 88-001 on or about 68 1006, notice of proposed Imposition A civil penal- 
ty In amount of $2,500 00 will be Issued to llconsoo Action based on source hang-up 
incident during radiography operations 

JOIfANSEN,/, LIESERMAN,J Ofc of Enforcoment (Post 870413) EA 68 180. 68/10/ 
03 2pp 47073 192-47073 193 

8610060364 Forwards biweekly (isling of generic communicallons being considered or 
under development by NRCNew category of listings added consisting of temporary 
inst ructions re special NRG insp effort 

BERLINGERiC H Generic Communications Branch 08/09/21. JACOBS.R Instilulo o1 
Nuclear Power Operations 7pp 47060.140 47060.146 

8810100226 PNO 11 86 061 during wK of 8606 19, util Identified some pipe wall Ihinnlrko In 
main feodwoter piping On or about 680926, util Identified main feedwater piping bofow 
min code requirements for acceptability NRG being kept informed 
SCOn,M Region 2, Ofc of the Director. 88/09/20 2pp 47006 1 40-47086.149 


8010170312 PN0166 103on 6B0901,lwo Moasurex sve emptoyaes exposed while 
servicing Measurox Modol 2201 gauge w/319 mCi Kr 85 soafod source Exposure re 
J? d®|9fniinod personnol exposure to be approx 50 rad for each individual 
COUINS.O.J., WHITE,JR Region 1, Ofc of tho Director, 86/10/07 Ip. 47174*222- 
47174,222 


FNO I 88-107 on 88101 1, form s r presideni of Radiation Technology, I nc,M 
vye11,sontancod in US dlslricl Court fo serve two concurront sentences of 2 yrs M Well 

K pits to appeal senlenco re findings during safety Insp of facility. 

IILLERJ, WHITE.J,, JOYNER,/ Region 1, Ofc of Iho Direolor 68/10/12 Ip, 
47173 033 47173033 


0810170316 PNO-1 86-106 on a80922,two seatod sources containlno approx 259 mCi 
each of Kr65 romoved from nuclear gauging equipment On 881 007, license© received 
verification notice that one source received ftickago not damaged, 

THOMPSON, WHITE Region 1, Ofc of ihe Dlroclor. 88/10/11 1p. 47170067- 


8910180176 PNO-I-8Q 105 on 88101 1, contractor employee fell from rofuelino floor of re- 
ader containment into parlialiy drstned reaclor cavity.CJon lamination founo on employ- 
00 Individual sent lo hosp & daconlamlnatod 

NIMITZ, SHANBAKY, SWETLAND Region 1, Ofc of the Director. 88/10/11. Ip 
47172 306 47172.306. 


801O1OD234 PNO IV-80 081 on 000030, two of olght sotonold oporatod valves fallod 
durmg tost of MSI Vs per Info Notice 88-043 Reactor shutdown commenicod from 4 lo 
7 days 

CONSTAQLE,Gt Region 4, Ofc of the Director lEIN 60 043 08/10/03 2pp. 
47005 340-4 70B5 341 


0010210192 PNO-lll-86 OOSA'on 86161 5,tampering to power supply wire to breaker 
charging motor discovered damaged on 001011, discovored again.Cause under 
invest Igation Confirmatory action Itr will be Issued to Increase security measures, 
0ELANQER,J., AX€LS0N,WL Region 3, Olo of the Director. 80/10/17, 2pp 
47263,316 47263 317. 


6$t01 10274 PNO I 06-100 on 801003,Qutamublle accident Involving radiopharm dellvory 
vehlcfe occurred in Jersey City,NJ. Vehicle carried 20 mCi Tc OOm.Packagos remained 
braced & suffered no damage No roloase of radioactive mail occurred 
PELCHAT, GLENN Region 1, Ofo of tho Director 88/10/04. Ip. 47107*256- 
47107.256 

0510136219 PNO-V 88 057, on 86001 6, while verifying prosBuro tranamiltor PT-46B,bE8la- 
bCos tripped Caused by technician error & oxceeulng shutdown by mere than 48 
h Problems encountered during reactor startup listed 

MENDONCA,M Region 5, Ofc of the Director 88/09/19 2pp, 47119.098-47119 009 

0410120240 PNO I 00-101 on 6Q1005,MS1V 0 closed fully during partial sloko testing of 
valve.causing wator level decrease in steam Generator C & reactor trip on lo-lo steam 

g enerator level Shutdown extended to perform maint on valve 
ARBER,S, MCCAeE,E, BETTENHAUSEN.L Region I, Ofc of tho Director, 60/10/ 
06 1p 47110 1 48-471 16:148. 

B01O12O244 PNO I 08-102on 680020, two (ochnicians observed ottompting to gain entry 
irlo posted high radiation area through locked door w/o uso of koy Exams of doors 
kfen titled 14 indications of past ottompts Doors modified & util task force formed 
GRANr,G, HAVERKAMP.D Region 1, Ofo of tho Dlroclor 86/10/07 Ip. 47120 106- 
47120 106 

6010130049 PNO-ll 88 060 on 880022,Troxfer gauge lochnician robbed at gunpoint in 
Urgo,MDGar w/gaugo in trunk stolon State oT MD police notified 
POTTER,J Roglof» 2, Ofc of the Director 88/09/23 Ip. 47136*304-47136 304 

0610130086 Forwards biweekly listing of generic communications being ceastdored or 
under development by NRC,(ncluding bulletins. Info notices .generic Ifrs & temporary 
Inshuchons, for Info. 

BERLINQER^CH Generic Communications Branch 80/09/30 JACOBS.R Institute of 
Wuclear Power Operations 7pp 47132*309-47132 315 

0610130161 NRC Info Notice 08-083, "Inadequate Testing of Relay Contacts In Safely- 
Related Logic Sys '* Sve list end 

ROSSLCE. Division of Operational Events Assessment (Post 870411), 80/10/10. 
Consolidated Edison Co of Now York, Inc 1 19pp 47196 239*47106 357 

0616140114 PNS 1-86 006 on 660913 & 20, bomb threats against Higgins Lab 
receeved Lab bldg evacuated & search conducted w/ negative results Univ batloves 
Ihreats result of labor dispute Involving plant sve custodians 

RATTA.A.D. KEIMIG.R Region 1, Ofc of the Director 86/09/22. Ip. 47136 083- 
47138003 


0010210474 PNO'1ll-B8 OBSon 88 10 13, discovered polonllal lamponr>g w/ essential sve 
bus feeder breaker for emergency diesel generator Two power supply wires pullad 
out Area where broakors located monitored & aecunly patrols increased 
KNICEiEY,J, CREED, J Region 3, Ofc of tho Director 86/10/14, 2pp, 47231*022- 
47231:023. 


0010240019 PNO*V‘0B*OBBon 88 101 4, reactor tripped from phase Imbalance on 6.9 kV 
power to lour operating reactor coolant pumps Grid dialurbanco,whlch affected startup 
0 auxllJaiy transformer power sources on one olfslto power line, possible inillator, 
MILLER, L, 0'ANGELO.A Region 5, Ofc of tho Director. 80/10/14. Ip. 47259*349- 
47260*349 


6010240090 EN66 0S6Aon BOtOIB.order imposing civil ponalty in amount of $50,000 
issued to ricenseo Action based on throe design control deficiencies which resulted In 
control room venlllatfon sys being degraded 

LIE BERMAN, J , I.UCHMAN,J. Ofc of Enforcement (Poat 670413) EA*Be 091. 80/10/ 
19. Ip. 47259 122-47250*122 

0010240341 EN-00O61A:on 860720, notice of proposed Imposition of civil penally In 
amount of $25,000 Issued to licensee Action eased on violations Involving faiturea to 
control operational activiliea Penaity reduced from $75,000 on 8B1017 
LUEHMAN,J , LIEBERMAN.J, Ofc ol Enforcemenl (Post 070413), EA-BB 13 1 08/10/ 
17. ip. 47269.288-47269.200. 

8010240445 PNO* 1-80- 10B on 681016, hot particle Identified on worker leg above 
ankle. Working weoring bubble suit Particle was fuel fragment w/ total aciMly oatween 
to & 60 rams to skin Steam generator lube plugging work corripteted 
MiMITZ, SHANBAKY, SWEllAND Raglon 1, Ofc of the Director. 88/10/20 ip. 
47257:120*47257-120. 


5910240455 PNOI68lD9.on 861 01 9, control room oporators received indication of 
small steam generator leak Unusual event declared & normal plant shutdown 
begun No operational problems encountered Release of 0.05 Ci noble gas noted 
JOHNSON, J, KOLTAY,P., SHANBAKY, M. Region 1, Ofo of Ihe Director. 88/10/20. 
Ip 47243 028*47243 026 

9810240461 PNO-IV-68 D83.on 081 018, nuclear gauge, containing 50 mCi: Cs 137, found 
by metals procasaing firm (Slrucluraf Metals, Inc) In Segulne,TX. Gauge shutter found 
w/max radlallon reading of 12 mrem/h on bottom surface. 

DODA.R Region 4. Ofc of the Director 08/10/19. Ip 47243.653 47243.063, 
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MISC PUBLrc DOCUMENT ROOM MJSCELLANEOUS 

Bftl 0050149 Tf^nscrfpt of 880830 fnll Nuclear Power Planf Ajging Symposium fn 
B0lhesda,WDPp 1-346 

^Commissioners 86708/30 351pp 4705V001 47051 351 

8810050207 Amended Iranscripl of Inll Nuclear Power Plant Aging SympoBiunn on 
6808 31 in aethesdft.MO Pp 346 667 
•Commissioners 80/08/31 . 327pp 47051352 47052 310. 

6B100S02Q9 Amended transcdpi of 680901 fnll nuclear power plant agin^ symposium In 
Belhesda.MDPp668 867. 

•Commissioners 88/09/01 201pp 47052 319 47053*159 

8810100133 "Acute Lesions In Skin Produced by Radioactive Microsp^heres " 
FOH0ES<P.D Temple Univ^Phifadelphia, PA. MIKHAIL, SZ Navy.DepI of 6Bn0/10 
36pp 47085 241-47085 277 

6810130353 Forwards speech enUtfed "Reclamation Plans al Tltfe I & II Tailings Sites" 
SHEPHERDJA Water. Waste & Land, Inc. 80/09/06 HAWKINS, EF Uranium Re 
covBiy Field Ofc. R4 1p 47133 150 47133163 

--8S10130359 "Reclamation Plana ul Tills I & Title II Tailings Sites." 

SHEPHERD,TA, ABT.S R Water. Waste & lend, Inc 88/09/06 13pp 47133 151- 
47133-163. 

S61D14D001 Forwards revs to Pages 11-14 of conclusion to ropt sent last wk by author 
& S Abt. 

SHEPHERD,TA Water, Waste 8 Land, Inc. 80/09/13 HAWKINS,E F Uranium Re- 
covery Field Ofc, R4 5pp 471 50 232 47 1 50 236 

6810140022 Forwards alto red paper by TA Shepherd 6. SR Abt paper entitled, "Reels 
matlon Plans al TUIo I & II Tailings Sites " 

SHEPHERD J.A Water, Waste A Land, Inc 68/09/06 HAWKINS.E F Uranium Re- 
covery Field Ofc, R4 Ip 47151 077 47161 090 


NUREQ NUREO REPORTS AND RELATED CORRESPONDENCE 

B809270019 Responds to violations noted In fnsp Real 50 302/86*16. Corrective 
actions Nuclear Operations Dept procedure NOD-17. ''Design Basis Issue Resolu- 
tion," esiabirahed & valves will bo repaired or roplaced 6i reconfigured 
WIDELURC Florida Povrer Corp (subs of Ffonda Progress Corp-). 3F0906-10 88/ 
09/16 Document Coniro! Branch (Document Control Desk) 4pp 46972.135- 
46972 138 

8609280063 Responds to NRC 880628 Hr re deviations noted In In&p Repts 50 335/08- 
03 & 60-389/88-00 CorrecUv-B actions new curve will be Incorporated In next rev of 
omergency operaling procedures 

CONWAV.WF Florida Power & Light Co. L*e8-426 80/09/22, DocumenI Control 
Branch (Document Control Desk) 3pp. 46982 369 46962.381 

8809280060 Responds to NRC 880818 Itr re violations noted In fnsp Repts 50 237/68- 
12 & 60 249/80-14 on 900531-0608 Corrective actions audit schedules revised lo In- 
clude emergency operating procedure audits 

8LISS,HE Commonwealth Edison Co 5103K 88/09/14 DAVIS, A B Region 3, Ofc 
of the Director, 4pp 46962 355 46982.358 

8809280143 Advises that SALP Repts 60-334/87-09 & 60-412/07 69 provided Insight 
on needed Improvements to licensed operator IrelnIng.UIII committed to revising re- 
qualifEcation program format per NUREG-1 122 as vonfied by Job task analysis 
SIEBEfl,J D Duquesne tight Co TAG 64681 88/09/14. Document Control Branch 
(DocumenI Control Desk) app 46970079 46978.081. 

B8092BQ168 Responds lo 880609 request for addl info re Amend 32 to License SUA 
6S7 Methodology for soil sample collection & radiological survey to bo structured utiliz- 
ing NUREG/CR 4118 as guideline Fee paid 

ANDRUS,N.J. American Nuclear Corp. M/07/ 14. SMITKR.D. Uranium Recovery Field 
Ofc, R4 epp 46971 '236 46971 '240. 


8809290375 Forwards checklist for plant-spociflc review of inadequate core cooling ln> 
strumonlation sys.per Generic Llr 82-28 & NUREG 0737, Item It F 2 Instrumonlatlon 
supplied by C-E includes subcooling margin & core exit tomp monitors 
HAIRSTON,W G Alabama Power Co GL 02-20 00/09/20 Document Control Branch 
(Document Conlrol Desk) 78pp 46991 132 46991 209 

8810030049 Forwards safoty evaluation allowing facilily to operate until next reluoling 
outage w/o interim steam generator exams, based on review of 839122 
submitlal.Tachnical evaluation ropt also end 

LANGFORD, 0 Project Directorate 1-1 TAC 6704 1 00/09/23 BRAM,S B Consolidal 
ad Edison Co of Now York, Inc 2pp 47005 153 47006 212 

-8810030050 Safely evaluation supporting util 880122 A 0525 requests lo allow facility 
to operate until next refueling outage w/o Interim steam generator exams 
• Office of Nuclear Reactor Regulaiion, Director (Post 870411) lEB 08 002 80/09/ 

23 3pp 47005 155 47005 157 

8810030117 NUREG/CR5109 CLOSEOUT OF IE BULLETIN 79-26 BORON LOSS 
FROM BWn CONTROL BLADES 

DEAN,R.S, FOLEY.WJ, HENNICK.A Parameter, Inc, FIN 0 0729 PARAMETER 
IE171 66/08/31 Division of Operational Events Assessment (Post 870411) 22oo 
46972 349-40973 011 

8610030122 NUREG/CR-5162 CHARM A MODEL FOR AEROSOL BEHAVIOR IN TIME 
VARYING THERMAL- HYDRAULIC CONDITIONS 

WHEATLEY,CJ Sandia National Laboratories FIN A-1342 SAND8B 0745 08/08/31 
Division of Systems Research (Post 880717) lOSpp 46973 012 46973 176 

8810030131 Forwards Emergency Response Facilities Insp Rapls 50-220/88 25 & 50 
410/08 24 on 800601-04 No violations or deviations noted Plans showing esllmated 
date of completion of findings in App A requested within 45 days 
BELLAMY.RR Region 1, Ofc of the Director 80/09/26 MANGAN,C.V Niagara 
Mohawk Power Corp 4pp 47015 241-47015 262 

“8610030134 Emergency Response Appraisal Insp Roots 50-220/88-25 & 60-410/0fl 

24 on 880801-04 No violations or deviations noted Major areas inspected review of 
selected procedures, supporting documents & representative records 

FOX,6F Region 1, Ofc of the Director. 50-410/68 24 08/09/16 18pp 47016 245> 
47015 262 

8810030166 NUREG 0654 S01 R01 CRITERIA FOR PREPARATION AND EVALUA 
TION OF RADIOLOGICAL EMERGENCY RESPONSE PLANS AND PREPAREDNESS 
IN SUPPORT OF NUCLEAR POWER PLANTS Crilorla For Utility Offslle Planning And 
Preparedness. 

PODOLAK.EM NRC - No Ootallod Affifialfon Given SANDERS.ME , WINGERW 
Federal Emergency Management Agency FEMA-REP-1 80/09/30. 33pp 46g72.313« 
46972'346 

0810030170 NUREG 0020 V12 NOB LICENSED OPERATING REACTORS STATUS 
SUMMARY REPORT Data As Of July 31,1980 (Gray Book I) 

SCHWARTZ,I Division of Conlracls & Property Manafloment (Post 880516} 88/00/ 
30 515pp, 46973177-46074 331 

8810030190 NUREG/CR 5009 EVALUATION OF MATERIALS OF CONSTRUCTION 
FOR THE REINFORCED CONCRETE REACTOR CONTAINMENT MODEL 
KNOROVSKY.GA, HATCH,PW, GUTIERREZ, MR Sandia National Laboratories 
FIN A-1249, SAND88 0052. 08/09/30 Division of Enflineering (Post 070413) 59pp 
46972 251 46972 312 

B810030200 NUREG/CR 4555 R01 GENERIC COST ESTIMATES FOR THE DISPOSAL 
OF RAOrOACTIVE WASTES 

CLARK, R., KNUDSON.R, SCtACCA,F Science & Engineering Associates, Inc FIND 
1216. SEA O7-280-O4A1 80/09/30 Division of Regulatory Applications (Post 670413) 
171pp 46974 332-46975 142 

6810030222 Clarifies procedure for completion of reactivation of license per NUREG- 
1202 

HOPKINS.JB Project Directorate II 3 80/00/20 HAIRSTON,WG Georgia Power Co 
2pp 47004 326 47004*327. 


8809290043 Fonvards prelimlnajy safoty evafuallon accqpling TVA resolution lo con- 
cerns ra site-specific issues al plant, per 10CFR SO. 54(f), sub] lo resolution to roslart 
electrical calcHJlabons. 

RICHARDSON, S D. Ofc of Special Projacls TAC 60409 88/09/21 WHITE.S A, Ten 
nessee Valley Aulhoety. 2pp, 48964 053 46984.1 16 


8810030274 Forwards Emergency Operating Insiruclions Insp Rapt 50 260/68 >200 on 
680008-19 & executive summary.lnstructions can function adequately lo mitigate con- 
sequences of accident. Weaknesses noted In development & Implementation 
PARTLOW,J G. Ofc of Special Projects 08/09/20 Wl IITE,S A Tennessee Valley Au- 
Ihonty. 6pp 47010 140 47010 182 


-6609290045 Safety evaluation supporting restart of unit, per resolution of restart electri 
cat design calculations 

* NRC - No Detailed Affiliation Given 86/09/21. 61pp 46984.055 46984*116. 

8009290207 Forwards oxemplion from App J.Type C testing for containment spray sys 
& RHR spray ays check valves,pef 000711 request. Util Itr documenis acceptable fus- 
tiflcatlon for continued operation for Unit 2 until NRC completed evaluation of llr. 

PART LOW, J G. Ofc of Special Projects. TAC R00395 86/09/22 WHITE,S A. Tennes- 
see Valley Authority 4pp. 46994.324-46994:333. 

-8809290209 Exf^Uon from App JJypa C testing for containment spray sya (CSSJ & 
RHR spray sya CSS A RHR spray sys can be accoplably Isolated using present con- 
figuration in event of DBA 

PARTLOW,J.G Ofc of Special Projects 08/09/22 Tennessee Valley Authority. 6pp 

Aa.aaA nna ACcaA 'iin * a » . 


8009290212 Advises that util should make every effort to complelo al) NUREG - 
0737,ltem If F 2 mods pnor to rostarl,in response to 800624 Hr Confirmation requested 
within 30 days of llr receipt 

RICHARDSON,S D Ofo of Special Projects TAC 62266, 88/09/10, WHITE,S.A. Ten- 
nessee Valley Aulhority 3pp. 46999 065-46999*087. 

0009290346 Forwards summary repl on radtoactivo mall fn West Uke Landfill (NUREG- 
1308,Rov 1} W/o end. 

LAROCHE, G foel Cycle Safety Branch 60/09/21. PECENY.M. ecology & Environ- 
ment, Ino Ip. 46986*036 48966.036. 


fadloactive matt in West Lake landfill (NUREG* 
1 30a,Rev D.per 880914 requast.W/o end 

KEAR,B, Dames & Moore Ip 


^8810030277 tnsp Ropt 50-260/88-200 on 080000- 10. Major areas Inspected lechnic&l 
accuracy of emergency operating procedures & phyeical adequacy of procerTurOS 
when using existing equipment. Instrum entail on & controls 

CUMMINS, JE., NORhHOLM.LJ Division of Reactor Inspection & Safeguards (Post 
070411) HAUGHNEY,CJ Special Inspection Branch 80/09/00 29pp 47010164- 
47010 182. 

8810030276 Informs that response to 880415 request for addl Info re NUflEQ 
0737, Item II K 3 6 concerning reactor coolant pump trip will be submitted on or bofow 
881202 

SMEDLEY.RW Consumers Power Co TAC 49700. 88/09/23 Documonl Control 
Branch (Document Conlrol Desk). Ip. 47005.213-47005 213 

8610030328 Summarizes util intended actions re open Phase II items Idenlilted In KP 
Baskin 820706 llr to DM Crutchfield re NUREG-0812, "Control of Heavy Loads at Nu- 
clear Power Plants " 

MEDFORD, M.O. Southern California Edison Co. 80/09/29 Document Control Brandi 
CDocument Control Desk) 2pp 47005,214-47005 216, 

6810040075 NUREG/CR.4051 V02 DEVELOPMENT OF RIPRAP DESIGN CRITERIA 
BY RIPRAP TESTING IN FLUMES Phase II.Followup Investigations. 

ABT,S.R. WITTLER.RJ., RUFF.J.F. Oak Ridge National Laboratory, FfN B-0276 
ORNL/TM-10100 88/09/30. Division of Low Level Waste Management & Decommis- 
sioning (Post 870413) 117pp 46976 143-46975 269 

8010040110 NUREG/CR-46^1 ERR Errata, changing ropt number to Vol 1 to NUREG/ 
CR-4651 & addingaubtille "Initial Flume Studies,' to "Development of Riprap Design 
Criteria by Riprap Testing In Flumos’Phase I *’ 

LEe,DW„ HINfaE,NE Oak Ridge National Laboratory ABT,S R Colornde Stale 
Univ., Foil Collins, CO. FIN A-9350 ORNL/TM-iOlOO 80/09/12 Uranium Recovery 
Field Ofc* n4. Ip 46976*170 46976-170 
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8910040136 NUREG/CR-2331 V7N2.3 SAFETY RESEARCH PROGRAMS SPON- 
SORED 8Y OFFICE OF NUCLEAR REGULATORY RESEARCH Progress 
Re port. April Seplembof 1 087, 

WtfSSAJ BfOoWiaven Nalional Laboratory FIN A-3014 BNL-NUREQ'51454 SB/ 
06/30 Oflice of Nuclear Regulatory Research, Director (Post 860720) 270pp 
46975260 46976 169 


power 

2^^ B^ARC 7 nn/'fllwflifl^ Human Affairs Research Cer^tere FIN I- 

^iarS«t?^{?f“/S 6987 lS 8 B“ » Satea^arda 


5910040407 Forwards draft, "Processes Which Should be Independently Evaluated by 
NRC" 8 draft NUREG/CR-52n, "Review of Uncerlainties Relevant In Performance 
Assessment of High Level Radwaste Repositories,** for review 
RRICE.L , DAVIS, P Sandia National Laboratories FIN A-1165 88/10/04 BROOKS, P 
Geoscience & Systems Performance Branch (Post 880911) Ip 47020 101* 
47020252 

0510050020 Comments on NUREG 1217 & 1210 ro proposed resolulion of USI A-47 In- 
tenm policy slatemenl.es written, does not support Including ateam generator overfill 
nrotocllon in Tech Specs 

SULLIVAN.JL General Public Utilities Corp • GPU Service Coro 63FR 19356 00002. 
68/03/01. BAEn,R Division of Engineering (Post 070413) 4pp 47071'022- 
47071 025 

W 10050027 STANDARD REVIEW PLAN FOB REVIEW OF SAFETY ANALYSIS REPTS 
for nuclear power PLANTS LWR edition, Rev 3 to Soclion 2 4 3. "Probable Wax 
Flood (PMF) on Streams & Rivers ’* 

• OrUce of Nuclear Reactor Regulation, Director (Post 870411) 00/09/30 19pp, 
47050 213-47050 231 ^ 


NUREG/CH 4639 V02 NUCLEAR COMPUTERIZED LIBRARY FOR AS. 
SESSING REACTOR RELIABIUTY (NUCLARR> Prafltamma'^ Slide 

,*AC0BS0N,JA EQ&G Idaho, Ino. (subs of EGSG, Inc) FIN A-BSSO 
4698*9 085 469B0°023*^' Systems Rasoareh (Post 880717). 29app. 

NRC MmiTients on "Techniques for Determining Probabilities of 
HeTew' Affocling Performance of Geologic Repositories Vo 1 1 'Llteratyre 

* Evaluation Branch (870413-680910) FIN A 
BONANOpEJ Sandia National Laboratories IBpp 47060.215 

A f UcO Z3i2 

8610070207 Responds to 880Q15 roquoal for latest rev lo facility safe shutdown capa- 

Sl'c'oU'uFfEGloacro^liS" 2 “"-P" 

BAILE^JA Georgia Power Co GN-1496 68/09/29 Document Control Branch (Doc- 
umenl Control Desk) 3pp 47075 241-47076 101. 


6810550039 Forwards clarified portion of examiner sld that inctudos dofinitlon oi '’signifi- 
cant'* re 1 0CFR55 3 1(a)(5), requiring applicants tor OLs to perform min of (ivo signifi- 
cant control manlpuletlDns.per NUREG -00 94, 

HANNON.JN Operator Licensing Branch 08/09/23, JULIAN, C A Region 2, Ofc of 
ItKjOiFeclor 4pp 47071 •010-47071 021 

8810050043 Forwards results of final control room surveys, per Section 6 1,3.2 of CRDR 
final summary rept Survey results indicate that no significant diacrepanclos w/NUREQ- 
0700 guidelines exist License Condition 2.0(6] considered closed 
LOFLIN,L I Carolina Power & Light Co NLS 08-226 88/09/20. QocunnonI Controt 
Branch (Document Conirol Desk) 7pp. 47061 ’065-47081.071 

9811)050048 Comment on NUREG-1217 & NUREQ-1218 ro proposed rosoluHon of USI 
1-47, "Safely Implications of Control Sys " 

OBRIEN,H.C3. Affiliation Not Assfgnod 53FR 19366 00004 80/09/02 BAER,R, Divi- 
sion ot Engineering (Post 870413) 6pp 47069 176 47059.181, 

8^10050970 Commcnta on NUREG'1217 & NUREQ-1210 re proposed rosolution of USI 
A 47, "Safely Implications of Control Sys" Implementallon of recommended corroc- 
trve actions unjustified 

TUCKER,H 8 Duke Power Co 63FR19356 00005 00/09/06 BAER.R. Division of En- 
gineering (Post 870413) 6pp. 47071 :031 -47071 -035 

851l>0$0135 Commanis on NUREG-1217 & NUREG-1216 ro proposed resolulion of USI 
A 47 ro safely Implications of control sys failuros 

CRUSE, GH Baltimoro Gas & Efociric Co. &3FR1D356 00003. 00/08/19 OAER,B.L 
Office of Nuclear Reactor Regulation, Director (Post 870411) 6pp. 47071’026- 
47071.030. 

6010050170 STANDARD REVIEW PLAN FOR REVIEW OF FLOODS REV 3 TO Section 
242 

^ Office of Nuclear Reactor Regulation, Director (Post 070411], 86/00/30 7pp. 
47050 237-47060 243. 

5010050185 NUREG 0037 VOO N02 NRG TLO DIRECT RADIATION MONITORING 
NETWORK Progress Reporl April-Juno 1 900 

STRUCKMEYER.R , MCNAMARA.N Region 1, Ofo of the Director. 88/09/30 234pp. 
45900 037 46980 270 


submillal o1 Rev 7 to ulll response to NUREG 
human engir^oorlng considerations acceptable 

™CKER.HB D«hd 


summary repi on radioactive mall In West Lake Landfill (NUREQ- 
lOODTfev 1) per request W/o end 

SHIMKO.R Weston (Roy F. 

wesinn. tnnV In ^7nnrt 9,10 ATriAR 9,.tn i / - 




requalificaHon training for mitigating core 

damage per NUREG 0737,llem II, B 4 

RICHEY, R.0. Carolina Power A Llohl Co, NLS 89 201. 08/10/03 Document Conirol 
Branch (Document Conirol Desk) 2pp. 47004 360-4 7084’3fi1 


8610100190 Summary of 000321 moeling w/ulll in floekvllie,MD re attenuation of jets 
from hlghoneroy fine breaks Meeting notice, llsl of attendees & handouts on jet W 
pingemenl loadings end. ' 

4%89^2N^4708g 3*51 Projects 68/09/30 Ofc of Special Projects 27pp. 


(NUREG OBOO) & reQuIatory analysis for USI A-40, 
Sosrnic Design Gfllorlo" Use of enveloping conservative response spectra that 
would bo valid Tor number of sites should still be allowed 

TUCKER, H,B Duke Power Co 53FR20030 00001 08/07/26 Division of Enolneeifng 
(Post 070413). 3pp 47013.229 47013-231. ^ 

6810110059 Commont on proposed rosolution for USI A-40, "Seismic Doafgn Criteria." 
More actual oarthquake data should bo galhered before reahstio redirctlon limit eslab- 
llshod 

MITCHELL, RC General Electric Co 53FR20038 00005. 08/00/01. BAER.R. Division 
of Enginooring (Post 870413). 6pp. 47100.168-47100:192 


8010050192 NUREG/Cn-6182 THE SEISMIC CATEGORY I STRUCTURES 
PROGRAM Results For FY 1986, 

8ENNETT,JG, DOVE.R C , DUN WOODY ,W.E. lo8 Alamos National Laboratory FIN 
A-7221 LA-11377 MS 00/09/30. Division of Enginooring (Post 070413). 62pp 
4 6087. 150 46907-222 v v x 


0610110061 Comment support Ing SAP (NUREG 0000) ro USI A-40, "Sersmic Oealon 
Criteria.’* Proposocl Insert A oncl 

STEVENSON,JD Slovenson A Assoclalea 63FR2003Q 00002. 00/07/25 BAER.R 
Division ot Engineering (Post 070413). 2pp. 47013 222 47013.223 


8410050196 NUREQ/CR 5094 APPLICATION OF STOCHASTIC METHODS TO THE 
SIMULATION OF LARGE-SCALE UNSATURATED FLOW AND TRANSPORT. 
POLMANN.DJ, VOMVORIS.EQ, MCLAUGHLIN, 0. MassachusoUs InslUuto of Tech 
iKlOflY, Cambridge, MA. FIN B-0966 08/09/30. Division of Enginooring (Roel 
6704^13) 138pp to0:024-46990.lQ1. 

0ftH»5O262 NUREG-0760 V20 N01 NUCLEAR REGULATORY COMMISSION IS 
SUANCES FOR JULY 1980.Pagos 1-71 

‘ Division of Freedom of Information & Publications Services (Post 080516) 00/09/ 
30 78pp. 46990.162-46990,240 


061O11W07 Ckimmenil on proposed Rev 2 to NUREG 0800 re USI A-40, "Seismic 
Dosign Cnleris " S5E requiremonta should be more liberal 
GRLER,B.A. Sargent A Lundy, Inc. 63Ffl2003e 00004. 00/07/29. BAER,R. Division ol 
Enginooring (Post 870413). 0pp 4701 3’21 6-4701 3. 221 


8010110095 Comment on proposed resolution for USI A-40, "Solsmlo Design Criteria” 
(proposed revs to NURE^G (jOOO).Mulllple seismic time hisloiy analyses need not be 
performed to demonstrate seismic adequacy & qualitlcatfon 
JOHNSON, V7.J. WestInghouBO Electric Corp 63FR20038 00003. 80/09/12. BAER,R 
DMsIon of Engineerfng (Posl 8 704 13) 9pp. 4701 3.203 4701 3 -21 4 , 


6A1 00503 18 Comments on draft NUREQ-1217, "Evaluation of Safety Implication s ol 
Conlrof Sys In LWR Nuclear Powor Plants" & NUREQ-121B, "Regulatory Analysis for 
Proposed Resolulion of USI A-47 '* 

JOHNSON.W J Weslinghouso Electric Corp 63FR1035G 00001. 80/07/20. 8AER,R. 
Division of Engineering (Post 070413). 3pp 47061 047-4706 1-049 

e41IK>50250 NUREG/CR-4935 CLOSEOUT OF IE BULLETIN 86-02;UNDERVOLTAGE 
TRIP ATTACHMENTS OF WESTINQHOUSE D8-60 TYPE REACTOR TRIP BREAK- 
ERS. 

FOLEY.WJ., DEAN.R.S, HENNICKA Paramoter, Inc. FIN B-8729. PARAMETER 
IE170 88/09/30 Division of Operational Events Assessment (Post 670411) 36pp. 
40988 271-46986-305 

0^10060262 NUREQ-122Z PIPING RESEARCH PROGRAM PLAN 
' Division ol Engineering (Posl 870413). 08/09/30 62pp 46D00,3O0-469B9iOOB. 


8610110125 Forwards documents re 3M lor transmittal to PDR. 

BEVERIDGE, GG Program Implementation Branch (post B70729] 68/09/23. 
MCKNIGHT, J.C, Document Control Branch (Document (^nlrol Desk). Ip. 47211.089- 
47211:198 

-8610180504 Forwards proposed failure analysis of 3M sialic eliminators by BNL for 
evaluation ■& ecceptabillty.SERSDO end. 

DAVIS, 6 Prcwram Implemefilalion Branch (posl 070729). FIN A-3901. SER299, 68/ 
03/10 WHITQ Region 1, Ofool Hie Director. 6pp. 47217 307-47217:313. 

-0B 10210040 Forwards final NUREQ/CR-5164, "Failure Invesllgation oJ 3W Series 000 
Static Eliminators.*’ incorporating NRC commenls, for publication. 

GZAJKOWSKI.CJ. BrooKhaven National Laboratory SER305 86/04/20 WHITE, J 
Region 1, OJcol the Director Ip. 47217:324-47218.013. 


8010050266 NUnEG/CR.5109 RELOCATION OF METALLIC CONSTITUENTS IN 
CORE DEBRIS BEDS 

OOSANJH,SS Sandia National Laboratories FIN A-1342/SAN008 0535. 68/09/30. 
DivtsTonof Systems Research (Post 080717). 06pp 46907:^01-46987:169. 


8810050261 NUREQ/CR-6210 FINANCIAL QUALIFICATIOI^S REVIEW OF APPLI- 
CANTS FOR NUCLEAR POWER PLANT CONSTRUCTION PERMITS 
HENDRICKSON.P., MULLEN.M.F., CARR,DB Bailelle Memorial Institole. Pacific 
Northwest Laboratoiy. FIN B-2894. PNL-6632. 88/09/30. Division of Regulatory Appli- 
cations (Post 870413). 00pp. 46909-007-46906.086. 


-8610210052 Forwards NUREQ/CR‘5145 (BNL/NUREG-5214e>,enti1led, "Failure In 
vosDgallon of 9M Series 900 Statio Eliminators," per request 
CZAJKOWSKLC J, Bfookhavon National Laboratory, FIN A 3901. SER306. 88/04/29 
WHITER. Regk>n 1. Ofo of the Director. 1p 47218:014 47218.064. 

0810110232 NUREQ/CR-4735 V04 EVALUATION AND COMPILATION OF DOE 
WA8TE PACKAGE TEST DATA Biannual Report August 1987 - January 1988. 
INTERRANTE.C, ESCALANTE, E., FRAKERA National rnslHule of Standards & Tech- 
nology (formerly National Bureau ol Stands FIN A-4171. 08/08/31. [Vision of High 
Level Waste Management (Posl 870413). 1B2pp. 47044:266-47045.106. 
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88iai10235 NUREQ.1332 REGULATORY ANALYSIS FOR THE RESOLUTION OF GE- 
NERIC ISSUE 125 ir. 7 . "REEVALUATE PROVISJON TO AUTOMATICALLY ISOLATE 
FEEDWATER FROM STEAM GENERATOR DURING A LINE SREAK" 
BASDEKAS.DL Dtvisioo of Safety Issue Resofulien (PoM 880717} 80/09/30 27pp 
47044’25«-47044 265 

«8 10110239 NUREQyCR-5024 TENSILE AND J-R CURVE CHARACTERIZATION OF 
THERMALLY AGED CAST STAINLESS STEELS 

RISER, A L Materfala Englaeerino Associates, Itw FIN S 8900. MEA-2229. 08/09/30 
Division of Engineering (Post 8704 13}« 200pp. 4704 4 >05 1-4 7044*258 

6810110243 NUREG/CR-SOae PLATINUM CATALYTIC IGNITERS FOR LEAN HYDRO* 
GEN-AIR MIXTURES. 

THORNE, LR., VOLPONI.J V.. MCLEAN, WJ Sandia National Laboratodas. FIN A 
1336 SAND88B201. 88/09/30 Division ol Eoglaaenng (Post 870413) 40pp 
4704 3 268*47043 308 

8610110245 Agrees w/llcensee that no actions required to Improve reliability of salt 
water cooling sys per SEP Topic IX-3. Item 4.32 7.(1 complete loss o1 salt water cool 
i no occurs, backup pumps can provide Intenm cooFing 

TRAMMELL, CM. Proiecl Direclofale V. TAG 651 49, 88/10/03 BASKIN.KP. Southern 
California Edison Co 4pp. 47106 127-47108 130 

8810110250 NUReQ/CR-5136 FATCGUE STRENGTH OF SMOOTH AND NOTCHED 
SPECIMENS OF ASME SA 106-8 STEEL IN PWR ENVIRONMENTS 
TERRELL„j B Materials Engineenng Associates, Inc. FIN B 6900. MEA‘2289 86/09/ 

30. Division of Engineenng (Post 070413). 10Opp 47043:1 76-47043‘2e7. 

8610110264 NUBEG/CR-5096 EVALUATION OF SEALS FOR MECHANICAL PENE- 
TRATIONS OF CONTAINMENT BUILDINGS 

B RINSON.D A, GRAVES, GH Sandla National Laboratories * ERG International, Jnc. 
FIN A 1375. SAND8B-7016. 88/08/31 Division of Engineering <Pos1 870413) 136pp. 
4704 3 038-47043.174, 

6610110208 NUREG/CR4219 V05 N1 HEAVY-SECTION STEEL TECHNOLOGY 
PROGRAM Semiannual Progress Report For October 1987 - March 1088 
CORWIN.WR. Oak Ridge Natlonaf Laboratory. FIN B-OIIO ORNL/TM-9593 88/08/ 

31, Division of Englneerfng (Post 870413) 281pp 47042.078-47042:360 

8610110299 NUflEG/Cft-6207 FRACTURE EVALUATION OF SURFACE CRACKS EM- 
BEDDED IN REACTOR VESSEL G LADD IN G. Malarial Property Evaluations. 

MCCABE,0 E. Materials Engineenrig Associates, Inc. FIN B 6000 MEA-2285. 68/09/ 
30. Division of Englneanrtg (Post 870413), 36pp. 47043 001-47043.037. 

8810110304 Forwards "SPDS Repl for Calvert Cliffs Nuclear Power Flenl" & "Remote 
I/O Equipment Hardware Acceptance Test Procedure for NUS Corp/BQE Calvert 
Cliffs Data Acquisition Sys." per 850204 commitment SPOS displayed data deemed 
adequate. 

TIER NAN, J A BalUmore Gas A Electric (To GL 82-33 88/00/30. Document Control 
Branch (Document Control Desk). 2pp. 47110061-47110.284. 

8810110307 NUREG-1263 HYDROLOGIC DESIGN FOR RIPRAP ON EMBANKMENT 
SLOPES 

CODELL, R B Division of High Level Waste Management (Post 670413} 86/09/30 
lOOpp 47043 309-47044.050 

8610120192 Forwards response to TW Alexion 830615 request for addi info re wide 
range gas monitor concentration display, per NUREQ 0737 .Section II F,1, Attachment 
I.Cianfrcation 1 

SCHNHLL,D.F Union Electnc Co ULNRC-1B40 88/10/05. Document Control Branch 
(Document Control Desk] 6pp 471 14,207-471 14*212. 

6810120198 Requests variance from requirements as ref In NUREQ 0737, Section 
II F1, Attachment 2,C{aiif I cation 3 re wide range gas monitor Isokinetic sampling Util 
roposes lo use normal vent flow/ high radiation sample Isokinetic nozzfe 
CHNELL.D.F Union Electric Co ULNRC-1839. 88/10/04. Document Control Branch 
(Documenl Control Desk) 4pp 47112 350 471 12 353. 


0810130076 Forwards Insp Rept 50 426/88-47 on 0BOO15*19.No violations or devi 
atfons noted 

HEROT.AR Region 2, Ofc of the Director 80/09/28 HAIRSTON.W.Q GoOf 9 *a 
Power Co 2pp 47154 212-47154 230 

0010130293 Refers to NRC 880631 Itr requesling addI info on llcenso amend roquoal re 
CETs Comprehensive resolution to issues will bo proposed by 8811 1 1 
RICHEY, R.0 Carolina Power & Light Co NLS 88*242 80/10/06 Document Control 
Branch (Document Control Desk) Ip 47135 346-47135*346 

6010130366 Forwards "Process Which Should Bo Indopendonlly Evaluated by NRC" A 
"Review of Uncerlalnttes Re Performance Assessment of High Level Radwasto Re- 
positories " Comments requested by 801101 

6 ALLARD, R. Division of High Level Waste Management (Post 870413} FIN A- 1165 
TAG L60022 08/10/12 SILBERBERG.M. Wasle Management Branch. BUNTING.J 
Engineering Branch (Post 880911) CHERY.D, Geoscience & Systems PerformeiKO 
Branch (Post 680D11) 75pp 47120 114*47128 279 

8810140204 Forwards Rev 1 to NUREQ-1300, "Summary Rept on Redioaclivo Mall In 
West Lake Landfill " W/o encf 

LAnOCHE.G. Fuel Cycle Safety Branch 88/10/07 SCHAVEn,M M, Illinois, Slato ol 
Ip. 47150 217-47150 217 

8810170129 Advises of connpletion of corrective actions for human engineering discrep- 
ancies (HEDs) for DCRDR Disposillon & status for HEDs ro SPDS & emergency re- 
sponse facility Info sys will be addressed in SPDd final summary repi 
LOFLIN,LI. Carolina Power & Light Co NLS 80-227 88/10/07. Document Control 
Branch (Document Control Desk) Ip 47160 346 47160 346 

881017096B Forwards "Technical Evaluation Rept TMI Action NUREQ 0737 (19 D 1.} 
Relief & Safely Valve Testing Yankee Rowq " NRC endorses findings in Iflchnteaf 
evaluation rept Util response acceptable 

FAIRTILE,M B. Project Directorate I 3 TAG 44629. 08/10/12 PAPANIC,G Yankee 
Atomic Electric Co 2pp. 47168.007-47160 032 

-8810040112 EQGNTA-8035 "Technical Evaluation Ropl,TMt Ac II on- NUREQ -0737 
(ILD 1), Relief & Safety Valve Testing, Yankee Rowe " 

FtNEMAN.CP, NALE2NY,CL EG6G Idaho. Inc (subs, of EG&G, Inc) 
FINEMAN.C.P Idaho National Engineering Laboratory FIN A-6402. 08/03/31 NRC - 
No Detailed Affiliation Given 24pp 47168 009 47168 032. 

6810180066 Forwards Amend 127 lo License OPR-10 & SER Amend modriros Para- 
graph 2 G.6 of license to require compliance w/ amended physical security plan. 
DROMERICKAW Project Directorate 14. TAG 65199 80/10/11 FITZPATRICK.E, 
General Public Ulililios Corp - GPU Service Corp 3pp 47172.137 47172,145. 

-*6810160069 Amend 127 to License DPR-1Q,modifying Paragraph 2GG of license lo 
require compliance w/amondod physical security plan 
STOLZ,J.F Pfolocl Directorate 1-4 88/10/11 3pp 47172.140 47172*142, 

6810160316 Discusses &&0026 response to 880729 notice of violation re treatment of 
overexposed individual Reiterates that radiation dose In such case should bo catego- 
rized as dose lo skin of whole body pursuant lo 10CFR20. 101(a) 

SCARANO.n A, Region 6, Ofc of the Director. EA-8Q-173 08/10/13 FinLIT,J F Sac- 
ramento Municipal Utility Olsirict 2pp 47186*227-47166 235 

86 1 0180379 Forwards request for addi Info ro util G70410 response to TMI Hem I^D 1, 
"Safety/Relief Valve Testing " Util should make use of EPRI document prepared for 
sub] Item Response requested within GO days of Itr receipt 

TAM, PS PfOQCt Diroctoralo I 4. TAC 62094 OQ/10/14. SIEBER.JO Duquosno Llghl 
Co. lOpp 47172 121*47172 130 

8810180390 FOIA request for Revs 1 & 3 of slated rept for plant re desljQA assossmenL 
CONNOR.L Doc-Search Asaociales. 08/08/12 Nffc - No Dolailod Aflilialion Q^van 
Ip, 4 71 64 070 47154 070 


8610120214 Advises of changes made to reaclor operator & senior reactor operator li- 
censing exam schedule to implemenl facility exam valfdalion process, per NUREG- 
1021 Facility review of written exam requiremeate & operating exam security agree- 
ments end 

PATE,R.J. Region 5, Ofc of the Director, 88/09/30, VAN BRUNT, E E. Anzona Nuclear 
Power Project (formerly Arizona Public Service Co.). 6pp. 47111:011-47111*015. 

8610120267 Submits results of feedwater nozzle exams No recordable indications found 
on safe ends & nozzle Inside radii, per NUREG-0619, "BWR Feedwater Nozzle & CRD 
Return Line Nozzle Cracking." 

MILTENBERGER,S. Public Service Electric A Gaa Co. of New Jersey, NLR-N8S15B. 
06/10/04. Document Conirol Branch (Documenl Conirot Desk), 4pp 47118:290- 
47118*293. 

6810120313 Forwards "...Emergency Response Facility Info Sys Verlficallon & Valida- 
tion Final Rept" & "SPOS Dynamic Operalional/Human Faclors Evaluation " Analysis 
required by NUREG 0737,Suppl 1 completed 

MCDUFFIE, M A. Carolina Power & Ughl Co NLS*eB-228. 86/10/06 Document Con- 
trol Branch (Document Conirol Desk) 3pp. 471 1 1.018-4711 1 229 

8810120383 Comments on 880803 SER for NULAP5 code & usd in plant small break 
LDCA analyses Requests that NRC remove residcllon on use of Henry-Fauske/ 
Moody cntical flow model for stratified flow. 

MHOCZKA.E J. Connecticut Yankee Atomic Power Co. MROCZKA,E J Northeast Util- 
ities. B 1304 9 86/10/95 DocumeAt Control Branch (Documenl Control Desk). 2 o 0 . 
47118.146-47118:147. ^ 

8610120404 Responds to S Black 680912 request for submittals to support NRC deci- 
sion re restart List of submittals & commitiM complellon dates for moderate energy 
line break.equlpmenl qualification certification Itr & electrical design encL 
GfllOLEY,R. Tennessee Valley Authority 88/10/07. Document Conirol Branch (Docu- 
ment Conirol Desk). 4pp. 471 19.060*47 \ 10 063. 


8S1013M71 Documents thal SPDS declared fully operational per 68071B SAR Util com 
milted lo implemenl SPDS as defined In SAR witWn 6 months following alart of Cycle 
15 or by 880325 ' 

CS^nsci'CiJlYankeeAlomicPowerCo. MROCZKA,EJ Northeasl UbI- 
ibes GL-62-33 66/l0'/05 Document Control Branch (Document Control Desk), 2op. 
47129 359-47129 360. ' 


6810190001 Final response to appeal of denial of FOIA request for documents ro facihly 
ogeraiion at 26% power.Forwards App A documents Documenl s also avallabfo In 

QRIMSUEY.DH NRC - No Detailed Affiliallon Given 00/09/16. BELAin,RR Krrkpat* 
nek & Lockhart. 2pp 47164.133-471 54.170 

-8610190004 Supple 861208 Ur re siren vorificatfon program ays as part of prompt 
public noUficatlon In emergency planning FEMA recommends consideration of either 
listed two approaches, Including monthly full cycle alert & notification sys tests 
TAYLOR, Jm Ofc of Inspection & Enforcemenl, Director (020201*870413). 07/04/12 
AXELROD.D, New York, State ol. 27pp 47164*150 47154 170. 

9810 190060 Informs of changes to control of heavy loads program per NUREQ- 
0ei2,Util Intends to perform visual exam of reactor coolant pump moior hfling ilg pnei 
to use If visual exam not performed fn previous 1 2 moriths 

STEINHARDT.C.R. Wisconsin Public Service Corp. NRC 68-130. 00/10/14 Document 
Ck>n1rol Branch (Document Conirol Desk) 2pp 47191*146 47191*147 

8810190165 Forwards Rev 1 to NUREQ-1306 ro summary rept of radioacUvo mall in 
West Lake Landfill, per 001004 request W/o end 

UROCHE,G Fuel Cycle Safety Branch 00/10/13 BLICKWEDEHL.R West Valley 
Nuclear Services Co.. Inc ip 47200 051-47200 061. 

8610190266 Forwards NUREG-l308,Rev 1, "Summary Rept on Radioaclwo Matl In 
Weal Lake Landfill "per telcon requosi W/o end 

LAROCHE, G Fuel Cycle Safely Branch 80/10/14 STALE Y,B Ghent Nuclear Sys 
terns, Inc, Ip 47208 289-47208*200 

6810190405 Forwards "Review & Evaluation of Seabrook Plan for Commonwealth ol 
MA Communities" NRC will be provided w/ consolidated finding on offslto plans lor 
entire EPZ on 801110 

KRIMM.RW. Federal EiAprgency Management Agency 08/10/14 CONGEL,F,J Drvt- 
Sion of Radiation Proleclion 6 Emergency preparedness (Post 870411) Ip 
47201*185 47201,358 ^ 

-6610190406 "Review & Evaluation of Seabrook Plan for Commonwealth of MA Com- 
munalles " 

* Federal Emergency Managemen! Agency. 80/10/31 I73pp 47201.106 47201:358 
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B&10id0496 R«qu 6 St 3 that condlcferation be given to removing License Condilton C (d)b 
re open DCRDR Issues from License NPF'B2. Uoms requiring addi allonliQn 
include.annundalors w/faded or inconsistent ioltering & panel overhang on P60O, 
HOLTZSCHER.DL Illinois Power Co Ll*6012fll flGrlO/14 Documenl Control Branch 
(Document Control Oosk), 3pp 47186 085-47106 087 

8410200072 Forwards Rev 0 to NOV- 1000 08-003, ''SPDS Verification 8 Validation Pro- 
gram Cntona of NUREG-0737,Suppl 1 mot Revised repl will bo submitted when 

mmalnmg nonpperabllity items resolved 

HILTENBERGfcR.S Public Service Electric & Gas Co of New Jersey NLR ND0162, 
86/10713. Document Control Branch (Document Conirof Desk) 2pp 47107 001- 
47197318 

8310200156 Forwards answer of Commonwealth of MA atty general in opposition to ap- 
Dlicanl motion for summary disposition ot amended contention on notltlcatlon 
sys statement of mall (acts & affidavits of SA Jonas, NA Mason & TG Boullane 
JONAS, S A Massachusetts, Commonwealth of #408 7269 OL-1 88/10/11 OffFca 
of the Secretary of the Commission 1 p 47130 243-47130 342 

-$310200198 Affidavit of TG Bouliano ' Discusses public alert & notillcalion sys & abili- 
ty lo meet design objec1lvQS,por NUREG-0654 Supporting documenlallon A Cortificato 

Commonwealth of OL-1, 88/ 10/11 39pp 

47130316-47130342 


3810200387 Forwards draft NUREG/CR-4735,Vol 5* ’’Evaluaiion & Compilation of DOE 
Waste Package Test Data," biannual rept covering period Fob to July I9B8, 
IMTERRANTe.C Q National Institute of Standards & Technology (formerly Natfonaf 
Bureau of Startda FIN A-4171 00/10/19 PETERSON,C. Technical Review Branch 
(070413*880910) 142pp 47108.001-47108 143 


631D20D465 Forwards NUREG 130D.RQV 1, “Summary Rept on Radioactive Mall in 
West Lftko Landfill, “ per 801004 request V\f/o end 

LAROCHE,Q Fuel Cycle Safely Branch 88/10/17 PETELKA.F. Chom-Nucloar Sys- 
tems. Inc Ip 47228 210-47220 210 


3610200419 Forwards NUREG-1308,Rov 1, “Summary Rept on Radloacllvo Mall In 
Wesi Lake Landfill,'' per 001005 request W/o end 

LAR0CHE,Q Fuel Cycle Safely Branch 08/10/17 INQRAHAM,V L Lehman & Asso 
Dialss. Inc Ip 47227 110-47227 110. 


6019240324 Responds lo NRC 080919 Ur re util commitment to complofo NUREQ. 
07a7.llom II F 2, "Reactor Vassol Wator Lavol Inslrumontalion Mods” (Qenerio Ltr 84- 
231 by TfiSteri. 

GRIDiEV,R Tennessee Valley Authority GL-Q4-23 00/10/10 Document Conirof 
Branch (Document Control DesK) 2pp. 47257 1 10-47257 1 1 1 


6310240387 Forwards request for addI Info re review of NUREQ-07a7,llom 110 1, ''Per- 
Icimance Testing of Roliof & Safety Valves," per util 080420,0531 & 0614 
submWs Response requested within 60 day a of Ur dale 

JAfiBOUR.K,N; Project Diroctorato 11-3 TAG 65763. 80/10/16. TUCKER, H B. Duke 
Power Co. 7pp 47266 354 47265 360 


8610280090 NllREG/CR-4914 THE INFLUENCE OF SELECTED CONTAINMENT 
STRUCTURES ON DEBRIS DISPERSAL AND TRANSPORT FOLLOWING HIGH 
PRESSURE MELT EJECTION FROM THE REACTOR VESSEL 
PILCH, M, TARBELL,VV,W, BROCKMANN.J.E Sandla National Laboratories FIN A 
1406 SANB7-094O. 88/09/30 Division of Syalems Research (Post 080717) 9app 
47248.006 47246 104 

8810200098 NUREG 0760 V27 102 INDEXES TO NUCLEAR REGULATORY COWMIS 
SION ISSUANCES January June 1988 

* Division of Freedom of Informalion & Publicallons Services (Post 880515). QB/09/ 
30 72pp 47247.300-47240 005 

0810280144 NUREQ 0508 FINAL GENERIC ENVIRONMENTAL IMPACT STATEMENT 
ON DECOMMISSIONING OF NUCLEAR FACILITIES. 

* Office of Nuclear Regulatory Research, Director (Post 8607201 88/08/31. 500pp 
47251.120 47262 277 

6010280163 NUREG/CR-51B5 STEAM GENERATOR PROJECT Task 13 Final Report 
Nondoslrucllve Examination (NDE) Validation 

BRADUEY,E.n , DOCTOR, P.G , FERRIS,R,H. Battel la Memorial (nallluto, Pacific North- 
wasi Laboratoiy. FIN B2097. PNL6399 68/08/31 Dwlafon of Enfiineering (Post 
870413) aOOpp 47246 320 4 724 7 290 

8810280150 NUREG/CP-OOQS TRANSACTIONS OF THE SIXTEENTH WATER REAC- 
TOR SAFETY INFORMATION MEETING 

WEISS.AJ Office of Nuclear Rogulalory Research. Director (Pest 860720). FIN A- 
3203. 88/10/31 30Dpp 47246 034 47246 31 9 

B01O28O184 NUREQ 0549 VIO N06 TITLE LIST OF DOCUMENTS MADE PUBLICLY 
AVAILABLE, Juno 1-30,1988 

* Division of Freedom of Information & Publications Services (Post 880515) 68/09/ 
30. 453PP 47248*257^47249,947 


ORQ CORRESPONDENCE WITH OTHER ORQANIZATiONS 

B0O90 19337 NRC Info Notice 80-073, "Direction- DepoMenf leak Characlaii sties of 
(Donlainment Purge Valves '' Sve list end 

ROSSI, C.E. Division of Operational Evenla Assosamenl (Post 870411) 68/09/08 
Consolidated Edison Co. of New York, Inc 119pp. 46958 058*469 56 *177 

8609160008 NRC Info Nollce 66 077, "Inadvertent Reactor Vessel Overfill" Sve fisi 
end 

ROSSI, CE Division of Operational Evonls Assessment (Post 670411) 68/09/22 
Consolidated Edison of New York, Inc 1 1 1 pp. 4 7 1 1 4 26 1 -47 1 1 6 042. 

6609190947 NRC Info Notice 66-076, "Implomenlatlon of Revised NRC-Acfmlniatered 
Roqyalillcation Exams" Sve list enc), 

ROSSI, CE. Division of Oporalfonal Evanls Assessment (Post 870411) 88/09/22 
Consolldeled Edison Co of Now York, Ino 119pp 47115043-47116 046 


681025(1514 Responds to appeal of denial of FOIA request for Con^mlssfon notation 
vote shoels Sheds still withheld (ref FOIA Exemption 6)FofwiirdB final vote shoots 
CHIiK,S J. Office of the Secretary of the Commission. 00/00/16 AIROHO.O, (nsido 
NRC (McGraw-Hill Publication) 2pp 47210 106 47210 116 


B806230092 SuppI 1 to NRC Info Notice 88-969. "Movable Contact Finger Binding in 
HFA Relays Min by OE " Sve list and. 

R08SLCE, Divisfon of Oparatfonal Evonia Assessment (Post 670411). fEIN53’18 
86/09/29 Consolidated Edison Co of New York. Inc 117pp 47115 163-47115 281, 


^0818260519 Advises that Commission approved proposed AO Rept lo Congress (ref 
SeCY*8e*41). 

CHILKvS J. Office of the Secrotaiy of the Commission 00/03/18. STELLO.V. Ofc of 
the Executive Diroclor for Operations 2pp 47210.1 12-47210.113 


8609200111 Forwards FEMA root of oxocrclseof offsite response plans A preparedness 
on 680626-29, 

NERSES, V. PfOlecl Dirocloralo I 3 88/00/16. HARRISON,R J Public Service Co. of 
NewHempshfre 3pp 46970 337-46960050 


-8010250520 Advises that Commission epprovod NUREQ-1226 ro NRC poficy state* 
moat on rogulaling advanced nuclear power plants (ref SECY-OO 42). 

CHILK,SJ Office of Iho Secretary of the Commission 88/06/12 STELLO.V Ofc of 
the Executive Director for Operations. 2pp 47210 114*47210;116, 

0B 1028 0330 FOIA request for documonls ro L Minoguo 060519 document lo W DIrcks 
i K Denton 65001 2 document to W Dircks (ref NUREQ 0033 Jl ^ ^ 

WILLIAMS, OG JRA Associates OGW-Q0 079 00/00/30 QRIMSLBY.OM NHC - No 
Detailed Afhliallon Given. 2pp 47210*061-47210 062 

3010260336 FOIA request for documents re Roi 2 In NUREQ/CR-51A7, ''Conlinuratton 
Mflt Hand book. Preliminary Review Draft," did 001101. 

mUAMS.OG JRA Associates 80/00/29. GRIMSLEY.D.H. NRC • No Ootallod Afflll- 
fllion Given 2pp 47210 072-47210 070 


0010260444 Comment on NUREQ'1317, "Rogulaiory Options for Nuclear Plant LIconso 
Renewal." Council would like to rocolvo more data on subi before final decision made. 
ESCHELS.C. Washington. State of 53FR32919 00003 06/10/13. Docketing A Serv- 
ices Branch 3pp> 47218 147-47218 149. 


-0009140394 Forwards exorcise repl fo 080626*20 folnl oxorefso of offsite radiological 
emergency prop a redness plana for plant Draft 3tr lo RJ Harrision.Public Sve Co of New 
Hampshlro.ejicL 

KRIMM.R.W. Federal Emorgoncy Managomont Agency. 88/09/02 CONGEL,F.J Divi- 
sion 01 Radiation Protoctlon & Emergency Preparedness (Post 670411) 2pp 
46970:340 46970:341. 

-8809209114 "Exorcfso of Offsite Reaponso Plans A Proparodness " 

* Fedora! Emergency Msnagomoiil Agency. 88/09/01. 370pp 47167047-47166,117. 

0809200119 Forwards oxorcEso rept for 671208 exorcise of offsite radiological emergen- 
cy proparodnoss plans for plant No doficioncios Idontifiod 

KRIMM,R.W. Fedofal Emergency Management Agency 00/09/14. CONQEL,F.J. Divi- 
sion or Radiation Prolection & Emorgency Preparedness (Pest 870411) Ip. 
46978,261-46070 320. 

-8809200122 "El Hatch Nuclear Power Plant Exorcise/" conducted on 071208 

* Federal Emergency Managomienl Agoricy, 00/03/25, 87pp 46978 262 48070 326 


0010270019 Partial rosponse to FOIA request for documonls re plant App J documents 
oner & avatlablQ Iq FOR. ^ ^ _ 

GHIMSLEY.DH NRC • No Delallod Affiliation Given 80/00/28. JOHNSON, Q.E 
SwidtoF A Berlin. I2pp 47243 237 47243.336 

-0707230357 Forwards SER re review of 061206 submittal, "Guidelines for Permanonl 
6WR H^rogun Wator Chemistry Inalallalions," 1087 rev Repl accoptnblo (or ref in li- 
censing roquo sis. Indus ion of guidance from fE Info Notice 87'020 requoatod. 
RlCHARDSON,J E Assistant Director for Engineering IEIN-87‘020 67/07/13, 
HEILS.G H. 8WR Owners Group 2pp. 47244 207-47244.208. 

-ASDI^OOISB Advises that listed procedures moot intent of plant Tech Spec Soction 6.6 
A current NRC guidelines in SRP Section 1 1 4 & acceptable for use whon processing 
A Dackaglng solid waste .per NUREQ 0473 

CRAIG.JW Plant Sysloms Branch TAG 63011. 80/01/19. WESSMAN.R H. Prejocl 
Diieclcrale 1-3 2pp 47245*162-47245 163 


0010200077 NUREQ 0020 VI 2 N09 LICENSED OPERATING REACTORB STATUS 
SUMMARY REPORT Data As Of August 31,1988 (Gray Book 1) 

SCHWART2,l Division of Contracts & Properly ManagomOnt (Post DB0515), 68/10/ 
31 400pp 47249 340-47251 120 ’i 

0010280002 NUREG 0844 NRC INTEGRATED PROGRAM FOR THE RESOLUTION OJ= 
UNRESOLVED SAFETY ISSUES A-3,A 4 AND A-5 REGARDING STEAM GENERA- 
TOR TUBE INTEGRITY Final Report. ^ ^ 

MURPHY, E. Division of Engineering & Systems Technology (Post 870411). 00/09/30. 
156^5 47246105 47246 256 


0009200126 F<HWard8 rept ql 880620 remedial exercise (or pfanl.Ropt domonslralea 
correciion of deficiency re delay on part of diroclor of operations & stale emergency 

eperaltons clr alafl during 071000 exorclso. 

KRIMM.H W Federal Emergency Managomont Agoncy. 08/09/14. GONQEL.r J Divi- 
sion of Radiation Prolection & Emergency Preparedness (Post 870411) ip. 
46976 239 46978.243 


-0009200131 ''Remedial Exercise Evaluation Rept for Surry Power Slalien " 

* Federal Emorfloncy Managemenl Agoncy. 86/08/17. 4pp 46976 240-48970 243 


0099280212 SubmUs rocommondallons & response to proposed action on security 
survey Oitectera ofc advised to obtain securily conialner for storage of classified info 
rather than pass lodiv. 

MILLER, C.L Siandardlialion & Non Power Reactor Projocl Directorale 08/08/15. 
CRUTCHFtELD.D, DJvisiork of Reactor Projecls - lIMV.V & Special Projects (Post 
070411) 2pp. 46971-232*46971.233. 

0099290075 Suhrtvls responses lo rocommonda liens o( Nall Research Council repl, 
"Unlv Research Reactors In US - Rofo a Value." Nonpewer reactors pose rower risk 
than power roaclors & licensing process rellecls fact u o 

STELLO.V. Ofo of the Execulivo Director for Operations flB/09/12 DENTON,H,R. 
Office of Govommonlal B Public Alfairs (Post 670413) 4pp. 46966 107-46966' 279. 


-0$O929O1)77 Forwards ropl, "Univ Research Reactors In US - Role & Value. 
DENTON.H.R Office of Qovernmonial & Public Aifalrs (Posi 870413} 08/06/05 
STELLO,V. Ofc of the Executive Diroclor for Operallons Ip, 46988.11 1 469B6.27B. 
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-80092^0079 "Unlv fiosearch- Roaclors In US < Rola & Value 
‘ National Research Council 88/09/12 16app 69 66 112*46986 279 

0809290302 Lists recommentJallons f/om Inlornal Control Review Team audiLper end 
results of audit reviev^RES Ofc Ltr 2 on regulatory analysis procedures shoutd bo 
Issued & procedure for bacf^fit analysis for generic Issues snoutd be prepared 
MORRIS, 0M Djvisloft of Regulatory Applicallons (Post 870413). 80/08/15 UVHS.W 
flogulalion DoveJopmeni Branch 3pp 46998251*46998 263 

6909290309 Summary of Operating Reactors Events Meeting 88 036 on 660906 ro 
events whFch occcrrod since last meeting on 880830 Ual of attendees end 
JAUDON.JP Events Aasssament Branch OREM*aB€36 88/09/07, ROSSI, C E OivJ* 
sfon of Oparatlonat Events Assessment (Post 870411). 22pp. 46990 068-46908 089 

8809290399 Forwards "Final Radiofoeical Emergency Preparedness Exercise Repf for 
exercise on 880323 No deficiencies Identified 

KRIMM.R W Federal Emergency Management Agency 88/09/14 CONGEL,FJ. Divi 
Sion of Radiation Protection & Emergency Preparedness (Post 870411) Ip 
46983 337-46984 041, 

-8009290401 "Final Radiological Emergency Preparedr^ess Exercise Rapt" 

* Federal Emergency Managemant Agency 88/08/09, 66pp 46983 338-48 984 041. 

8669300100 SCIE-9l*8a "RES Research Assessment Methodology Task IV-Resulta," 
final rept 

• Scienlach. Inc NRC-Ch4 67 0B9 08/06/30 NRC - No Detailed Affillalion Given 
101pp. 4 7006 2 86 47007 020 

B0O93OO122 Forwards sigr>iffcanl technical issues which are likely to arise during review 
of evolutionary advanced LWR plants at NRR 881003 & 04 mg( meolings. 
CRUTCHFIELD.D Associate Director for Projects (Post 870411) 88/09/12 

MIRAQLIA.F.J Associate Director lor Inspection & Technical Assessment (Post 
070411) 14pp. 47002 283 47002 290 


8810110125 Forwards documents ro 3M lor transmJllal to PDR 
BEVERIDGE,GG Program Implementation Branch (post 970720) B8/09/23 

MCKNIGHT, J C Document Control Branch (Document Control Desk) Ip 472 11 089* 


“8010180467 Djscusses FOA followup on firms which mfg FDA-regulated product &rio 
tilted by 3M to remove static eliminators which contained radioactive polonium Lisl ol 
customers & SER296 end 

OLIVER.J F Food & Drug Administration SER295 08/02/12 WHITE, J Reoaonl Ofc 
of the Director, 12pp 47217 282 47217 293 

6810120294 Forwards NRR mealing schedule for period of 881011*28 
THOMAS, L Policy Development & Technical Support Branch (Post 8704 11). 68/10/ 
07 MOSSSURG.D Office of Nuclear Reactor FtegulaHon, Director (Post 8704111 
3pp 47134 273 47134 275 * 

6610130128 Notification of 081025 open meeting w/INPO In Rockville, MD to discuss 
emergent proparedness issues 

TRAVERS, wD Emergency Preparedness Branch 88/10/07 CONGE L,FJ DivIslao 
of Radiation Proieclfon & Emergency Proparodnoss (Post 870411) 2pp 47135347. 


6610130161 NRC Info Notice 88 063, "Inadequate Testing of Relay Contacts inSaloty 
Related Logic Sys Sve list end 

ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/10/10 
Consolidated Edison Co of New York, Inc 119pp 47196 230 47196 357 

0810130246 Forwards Commission biweekly notice of applications & amends I0 OLsIn- 
volvlng^NSHC for inf<> W/o end, 

MURLfcy,TE Offico of Nuclear Reactor Regulation, Director (Post 070411), 80/09/ 
28. OnEAUX.J B Senate, Environment & Public Works UDALL,M K Houso of flsp , 
Interior & Insular Affairs SHARP, P R House of Rep . Energy & Commerce 2 pd 
47133 000*47133 009 ^ 


8310030212 Requests comment on conflict between approach to containment for new 
production reactor (NPR) vs ays proposed for modular high temp gas reactor 
(MHTQR),in response to 880817 ltr* Urges that SER be Issued as soon as possible. 
GARRISH.T J tnergy. Dept ol 88/09/16 STELLO.V. Ofc of the Execulive Director 
for Operations 2pp 47004 007*47004.000 

8810030265 NRC Info Notece 88 080, ^'Unexpected Piping Movement Altnbulod to Ther 
mat Strati! tcallon " Sve list end 

ROSSI, CE Dcvislon of Operational Events Assessment (Post 870411) 68/ 10/07 
Consolidated Edison Co of New York, Inc. 223pp. 47116 282*47116 285 

B8T0040002 Forwards 1987 AEOO annual repts for nonpower & power reactors Ropts 
summarize Info from LERs, NRC Operations Gtr & diagnostic evaluations 
JORDAN, E L Office for Analysis & Evaluation of Operational Data, Director 66/09/ 
01 STELLO.V Ofc of the Executive Director lor Operations. 2pp 47011’034* 
47011323 


-8S10040004 "Rept lo NRCA AEOD- 1907, Power Reactors." 

* Office for Analysis & Evaluation of Operatiorkal Data, Director. 68/06/31. 2l1pp 
4701103 6 47011.246 

-8810040066 "Ropt to NRC & AEOD * 1 937, Nonre actors " 

' Office for Analysis & Evaluation of Operational Dale, Diroclor. 68/00/31. 77pp 
47011 247*47011-323, 


68 10040068 NRC Info Notice 88-031, "Failure of AMP Window fndonl KYNAR Splices & 
Thomas & Belts Nylon Wire Caps During Environ CJuatificatfon Testing" Sve list enef 
ROSSI, CE Division of Operational Events Assassment (Posi 870411), IEIN-83-104 
80/10/07 Consolidated Edison Co of New York, Inc. 119pp. 47116026*47116-144 


8810070091 Summary of Operating Reactors Events Moaling 03*37 on 88092Q, Info end 
Includes rept-lo date of long-term followup assignments & summary of reactor scrams 
JAUDON.J P Events Assessment Branch OREM 66*037. 80/09/20 ROSSI*C E, DM* 
Sion of Operational Events Assessment (PosI 070411) 12pp 47079.034*47079 045 


6B 10070147 Request for OMB review A supporting slalemonl re 10CFR40 concerning 
domestic licensing of source matLForm 434, "Sample Format for Reporting Detection 
Monitoring Data" & Form 244 Estimated respondent burden Is 6,110 h. 
MACDONALD.WG Office of Administration & Resources Management, Director (Post 
87041 3) OW B 3 1 60 0020 88/09/01 . 23pp 47001-027*47081 -049, 


6810070234 Summary of Operating Reactors Events Meeting 88-33 on 860927 re 
events which occurred since last maetlng on 360920. 

JAUDONpJ P, Events Assessment BraACli OflEM-YY*XXX. 08/09/28 ROSSI.C.E Di- 
vision of Operational Events Assessment (Post 37-0411}, 22pp 


0610100007 Forwards AEOD/E802, "Engineering EvafuaUon Repl.Oesigri & Operating 
Denclencies In Control Room Emergency Venlilalion Sys.*' 

NOVAK, T M Division of Safety Prograrjis (Post 3704(3). 08/04/13. ROSSI, CE Divi- 
sion of Operational Events Assessment (Post 870411) ip 47034*1 91 *47084-204. 


-6310100006 AEOD/E002 "Design 3 Oporallrkg Oeffciencles In Control Room Emer- 
gency VenbfatFon Sys," engineering evaluation repL 

rSRAEL,S Office for Anafysls & Evaluation of Operational Data, Director AEOD/E802 
86/04/30 13pp 47084:192-47084-204. 


88p 100080 Discusses 881010-14 visit to Hitachi Works, Fukushima sites, Tokyo Electric 
Co & Toshiba re advanced BWR licensing Issues & revlevy sialus 

Standardization A Non Power Reactor Project Direclorate. 86/09/22 
FUKUSHIMA,A. Japan, Govt. of. 6pp 47084:148 47084:152. 

0610100091 Request for OMB review 6 supporting statement re 10CFR40, "Dcmoslic 
L of Source Matl Estimated respondent ourden 18 3 h. 

Office of Administration & Resources Managemani, Director (Post 
670413) OMB 3150-0031, 88/09/01 iSpp, 47084-212*47084.234. ' 

6810100116 Forwards comments on two changes from current ASME Code require* 
men s on inservice test ng for pumps A valves.per request made at last OM e/OM-tO 
Recipient should develop technical bases to substantiate changes. 

MARSH, L B Machanfeal Engineering Branch, 88/09/30, HOYLE, T.F. Working Group 


8810130262 Forwards Commission biweekly notice of applications & amends lo OLsIn 
volvlng NSHC published In FR on 880024.W/O end. 

MURLtY.T.E. Office of Nuclear Reactor Regulation, Director (Post 370411) 83/09/ 
30 BHEAUX,J B Senate, Environment A Public Works UDALL.M K. House of Rep , 
Interior A Insular Affairs SHAnP,P R House of Rep , Energy A Commerce 2pp 
47133-015 47133.016 ^ 

3610140038 Summarizes 880927 mooting w/NUMARC A INPO representatives ro allflr- 
native approaches lor conducting roqualificalion programs Proposed concepts ol 
NRC/INPO*NUMAflC admlnistofod requatificatlon exams A NUMARC 880020 Hr lo IE 
Murley end 

ROE,J W Division of Licensee Perlormanco A Quality Evaluation (Post 8704 U). 68/ 
10/06. MURLEY,TE Office of Nuclear Reactor Regulation, Director (Post 37u411). 
3pp 47167 003 47167 014 

-'6610140054 Discusses objectives essential for further development of concept of in- 
dusiry admlnislralion of licensed operator roquallfication oxams A provides flodi com 
moots re NRG proposal based on 860800 meeting 

COLVIN, J F. Nuclear Management A Resources Council (NUMARC) (formerly Nuclear 
UtlliM Manage 88/09/20 MURLEY, TE. Offico of Nuclear Reactor Regulation, Dvoc 
lor (Post 870411) 9pp 47167.006 47167 014 

8810140116 Notiffcalfon of 081013 mooting w/INPO in Atlanta, GA to exchange Info Oh 
review of operational experience. 

ROSENTHAL.J.E. Roactor Oporallons Analysis Branch 86/10/06 NOVAK.TM, DM* 
Sion of Safety Programs (Post 670413) Ip. 47130 040*47138 049. 

6610170026 Forwards results of pilot BWR generic fundamentals exam for Roflk)n 
III Regions delegated authority to grant waivers for candidates requesting (0 subsliluto 
pitot exam scores for fundamentals portion of ficonslng exam 
PERKINS, l< E Operator Licensing Branch. 80/10/00 WRIGHT, GC Region 3. Ofc of 
the Director 56pp 47174 238 47174.309 

8610170147 Requests that end draft document, "Advance Notice of Commission Policy 
on Exemptions From Regulatory (Control for Practices Whose Public HeaSIh A Safely 
Impacls are Below Regulatory (Joncern" bo placed in PDR 
LAHS,W. Regulation cSevefopment Branch 88/10/07. NRC ■ No Detailed Alfilialion 
Given 15pp. 47173.180 47173 194 

8S10170169 Forwards results of pilot BWR generic fundamentals exam for Region II ad* 
minislerod on 800921 

PERKINS.KE Operator Licensing Branch 88/10/00 JULIAN.C.A. Region 2. Ofool 
the Director. e2pp 47161 041-47161 102 

6610170340 Advises that info Identified In Ends 2 A 3 of end 661006 fir Is portion of 
Soabrook Plan for Commonwealth of MA Communities provided to NRC by vtil A 
should be exempt from public disclosure, per 10CFR2,700. 

NEHSES.V Project Directorate l*3 88/10/11, KRIMM.RW. Federal Emergency Wan* 
agernom Agency Ip. 47223.302*47223.300 

001O1BOO93 Summary of Operating Reactors Events Meeting 08*39 on 681004 List of 
attendees A viewgraphs end 

JAUDON.J P Events Assessment Branch OREM 88 039 88/10/05. ROSSI.CE Cwl- 
slon of Operational Events Assessment (Post 870411). 18pp 47223 322-47223337 

691019D405 Forwards "Review A Evaluation of Seabrook Plan for Commonwaallh ol 
MA Communities" NRC will be provided w/ consolidated finding or» offsile plans for 
entFro EPZon0B1118 

KflfMM,R,W. Federal Emergency Management Agency 88/10/14 CONGEL,RJ. DrvI* 
slon of Radiation Protection A Emergency Preparedness (Post 870411) !p 
47201-185*47201-368, 

-0610100408 "Review A Evaluation ol Soabrook Plan for Commonwealth of MA Com* 
munilfes " 

* roderal Emergency Management Agency 88/10/31. 173pp, 47201.180*47201358 

6610200076 Forwards biw/eekly notice of applications A amends lo OLs Involving NSHC 
as published (n Q810O5 FR. 

MURLEY, TE Offico of Nuclear Reactor Ragulallon, Director (Post 870411), 08/10/ 
14. BREAUXJB. Senate, Environment A Public Works. UOALL.MK. House of Rep. 
fnterlor A Insular Affairs SHARP, P.R, House of Rep , Environment A Public Works 
2pp 47197:349 47107.350. 
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Forwards AEOD/E806, “Loss Of DHR Capabilily Dub lo Rap3d Roruoting 
' Caww Pumodown/’ engineering evaluaiion fopl re unanllcipaled vortoxlng of sucHors 
rtn nkH Diimos Proposed Suppl 1 lo fE Info Notice 86 101 encf 
WOVAK f M ^DivisSn of Safety Programs {Post 0704 «3) GL-87-12 

ROSSLC E Division of Operational Events Assessmont (Post 0704 II) Ip, 47229*203 
47228 217 

-«*t0i0<l150 "Loss of DHR Capability Duo to Rapid Refueling Cflvity PiimpdoWft," on 

^AC^V^NuIi Office *for Analysis & Evaluation of Operational Data, Director GL-87- 
12 €8/10/31 14pp 47228 204-47220 217 

€910200143 Forwards "Review & Evaluaiion of Seabrook Plan for Commonwoallh o^ 
HLA Communities," did Oct 1dQ8 Certificate of Svc and 

FLYNN HJ Federal Emergency Management Agency ^^468 727B OL. 68/10/14 
Dockel/ng A Services Branch 180pp. 471 30 001-47130 180 

€810200158 Forwards answer of Commonwealth of MA ally general in opposillon to ap* 
Dticant motion for summary disposition of amendea contention on ooliticatlon 
sva slaLemenl of mall facts & affidavits of SA Jonas, NA Mason & TG Bouliano* 

JONAS S A Massachusetts, Commonwoallh of #488 72Cfl OU-1 BC/ 10/11 Otflco 
of the Secretary of the Commission ip 47130 243-47130 342 

-8410200171 Statement of mall facts In dispute * Unexecuted SA Jonas affidavit & sup* 

^NlS^^^Tvfassachusells, Commonwealth of OU-I Bfl/10/11 39pp 47130 272* 
47130310 

6910270019 Partial re^onse to FOIA request for documonts re pfani App J documonls 

^NRC • No Ootailod Affiliation Given 60/09/26 JOHNSOKG E. 
Swdler & Berlin 12pp. 47243 237 47243 336 

-67D7130J71 Forwards two llfs from RG Bird of util providing reple for facility ro ovacu 
ahon time estimate & hoach population shaltoring.mobllily TiTipalrod,8poclal facilities A 
iittMtharn reception ctr ^ « j * 

CX 5 NGEL,FJ Division of Radiation Protacllon & EmerflQncy Propafodnoss (Post 
670411} 67/07/01 KRIMM,RW. Federal Emergency Managemont Agency. Ip 
47244 162 47244 196 


-6707300481 Fonvards CD O'Noll 070812 Ur to Zech expressing Duxbury Emergency 
R^soonse Plan O^mmlttoQ concerns re apparent lack of adeciuato omorooncy ro 
spo^o plan for avacuation of town of Duxbury NRC response Itr also oncl.W/o onci 
CONGeC.FJ Division of Radiation Protection A Emergency Preparodness (Post 
€704111. 87/07/24. KRIMM.R W Federal Emergency Managomont Agency Ip 
47244 209 47244*209 


PB PROPOSED RULE 


8406270124 Commonl opposing proposed rule 10CFR50 ro emergency planning A pre- 
paredness raqulremonis for nuclear power plant fuel loading & initial low power 
operations Proposed rule developed w/only util inlerest in mind. ^ 

OWEN fl Aflilffion Not Assigned 63FRie435 00003. 88/06/06 CHILK.S J. Office of 
ttw Se«elary of the Commission Ip 45016 126-45916 126 

9869260051 Requests that Nevada Stale Library A Archives be considorod as location 
lof LPOR collection Library recently contracted w/Nevada ofc o1 nuoloflr projocte to 
research hEstoM sources re seismic A human activity at Yucca Mountain silo 
LEEJC, Nevada. Stale of. 63FR29636 00002. 88/09/02 BEESON, J. Division of 
Fraedom of Information A Publications Services (Post BG0515) 3pp, 46091:111* 
46991 112 


6609260065 Responds lo JL Soudor 880816 |lr re ealabllshmont of LPDR In nortlioro 
Nevada Unw of Nevada Reno libraries willing A able to heuso.evc A maintain LPOR 
collecton 

ALDBRCKDM, ZINCK.S D Nevada, Unlv of, Reno. NV. 63Fn29535 00(Klt 86/00/ 
30. BEeS0N,J. Division of Freedom of Information A Publications Services (Post 
860515) 2pp 46978.020 46970*O21. 


a&1005(]314 Commonl on proposed rule lOCtRSO ro oxtenslen of time for Implomonla- 
lion of deconi a minalion priority A trusLoesiilp provlsione of proporty Insurenco Ro- 
quiromenls 10CFFI50 64lw). 

GEHL„EO Wleconaii^ Power & Linht Co 53FR3e33Q 00002, 88/DD/27 Docketing A 
Sorvfcos Branch Ip 4600{> 036-40009 035 

8610060035 Cornment supporting potllfon to mclnd paragraplie <x)(y) of Section 
10CFR50 54 ro cases of hazardous practices incruding util authorizing senior operator 
to turn oft safety sys fn emergoncy boloro sys has tiniahoci Job 
YOUNG.C Affiliation Not Assfgned, B3Fnj6338 00001. 60/09/03 CLAUS EMK.M.J. 
Commlsslonora 2pp 470 13 *246-4701 3’251. 

-8610060057 Olsctisses safoty problems at Comm Ed nuclear power plants ro risking 
fuel meltdown by turning off safety sys as diroctod by ulil policy In emergency if core 
cooling Is adequate Vico prosFdonl Instrucllon end. 

YOUNG.C Affiliation No I Assign o<l 00/02/24. WEIL.G.H Region 3, Ole of the Direc- 
tor. 4pp, 47013,248*47013 26 f. 

8610070041 Commonl opposing proposod rule 10CFR150 ro onslio disposal of tow 
lovGl radwaale. 

LEWIS.M Affiliation Nol Assle^ned. 63rR3l&&0 OOOOl 88/00/30 Or/ico of tho Socre 
tary of tho Commission. Ip. 4701 3'242*470 13,242. 

6610070276 Comment supporting proposed rule 10CFR&2 ro omiy site pormlla.std 
design certifications A combinocT liconsos for nuclear power rondors 
MASSEVJA. Alfillation Not Assignod 63FR320eO OQOGO. 88/10/03. Docketing A 
Services Branch. Ip. 47620:019 47620.010 

68100703S3 Comment aupporting proposod rdo lOCFR/l ro safo transport of radioac- 
tivo mail 

MCGOVERNJJ.Cjn1(chom. Ino. 63FR21 660 00004. 88/09/20 Docketing A Sorvlcos 
Branch 2pp. 47013 243 47013*244 

9816070368 Roquosls extension of addi 60<day for comment period on proposed rule 
10CFRB2 ro mod ol reactor lIconBfng process. 

KAMEN.S. Affilialion Not AssInnocI 63FR32060 00067. 80/OD/26 Dockoling A Sorv 
Ices Branch, Ip. 47613*246-4^13.245 

8610070399 Comment opposing proposod rule lOCFRSa ro changoa In rules (or cortifl- 
Gallon A licensing of nuclear power plsnls Comment deadline unreasonable A should 
Uo oxiendod for add! 90 days .Oppesos proposed early alto pormll process 
DAKER.L Lone Star Green BdFR32060 60006, 60/00/27. Docketing A Services 
Branch. 2pp. 47013:24 0 47013 241. 

9810070377 Roqueats 80*day oxtonBlon In comment period on proposod rule tOCrR52 
ro early ello perm its, std doslgn corllfica lions A combined lie one es for nuclear power 
roAotora 

TOUSLEY.DR, Haimoh A Welsa TOUSiev.DR, Union of Concornod Scientists 
63 PR 32060. 66/09/20 I>ooko1ir)g A Services Branch tp, 47013 2 39 4 7013*230 

8810110022 Comment opposing proposed rule 10CFR62 ro one stop reactor licensing 
process Proposed rule would afmlnlsh cliizon rights fn licensing Inlorventlons A expand 
uin powers over slate A local govts on emergency evacuation pfannlnn. 
GQODMAN.SJ Affiliation Not Assigned. 63pn3206a 00004 06/09/30. Office of tho 
Socrotaryof the Commission, 4pp 470t3‘232*470 13,236. 

98101 10079 Commonl opposing proposod rule 19CFf162 ro early sHc pormll s, aid design 
cortilfcaiions A comblnod llconsos for nude nr power rooefora. 

DEER IN WATER Native Americans for n Clean Envlronmonl 63FR32060 00005. 86/ 
00/20. CHILK,S Office of the Secrotaiy of tho Commission. Ip. 47013:216* 
47013*216 

9610110112 Comment aupporling proposed rule tOCFRICO ro reasserting NRC author- 
ity for approvfng onsite tow fovol waste disposal In Agroomont Slates. 

MALODY.C.W. Advanced Nuclear fuels Corp (formerly Eicxon Nucloor Co., InoJ. 
eOFnaieOO 00002 86 / 00 / 25 . Dockotinn a Sorvicoa Branch. Ip. 47013,206* 
47013.205 


6609290102 Comments on proposed rules 10CFR2,61 A 60 ro review proeodfuros urvdor 
NEPA tor geoiofllc ropoaitorles lor Wnh-lavol waste 

SWAflTZ,L L. President of U S A Exocullvo Offices 53FR 16131 00000. 86/00/20. 
WO LF,j. Ft. Office of the General Counsel 4pp 46934.167-46934*170. 

6610040319 Requests extension of comment porlod on proposed rulo 10CFR62 ro lO* 
actor licensing , ^ . 

SWING J Peach Bottom Alliance 53 FR 32060 80/09/25. Docketing A Soivicea 
Branch Ip. 46982.206 46932 286 

8910040329 Preliminary comments on proposed rule 10CFR62 ro early site porimllB A 
Sid design certiffcationa No logitimato nail Interest In forcing wpon people roactor at 
sde whfen cannot be safely evacuated .Comment period should bo extendod 
GREEN, LO. Green, Hennings A Henry 63FR32060 00001. 06/ 09/26. Docketing & 
Branch 2pp. 46982*286 46902*287. 

86 1004033 7 Comment opposing proposed rule 10GFn62 ro changing licensing proco* 
di/ro for nuclear plants to one slop action Urges extension of 6Q day limit on hearings. 
KANE^T.L. Affiliation Not Assigned 63FR32060 00002. 00/00/26. DocKotIng A Serv- 
ices Branch. Ip 46032.200-46982,208, 

9910040646 Comments on proposed rule 10CFR62 re reactor standardizatfoaProposad 
rule should apply only lo reactors meeting safety w/passive safety featuros A w/o 
PllA.(^mmen) period should be extended 

YOONG.F, Atijiiallon Not Assigned. 63FR32060 00003. 00/09/2 Q, Docketing A Berv- 
ic&s Branch Ip, 4 6932. 269*46932 289 

8910050234 Comment on draft technical position on alternate concenlratloh llmlla for U 
rr^ls Document could give more definitive procedure for selection of points of expo* 
sue. 

LACKER-DK. Texas, State of. 63FRZ4820 00006 00/00/16. Rules & Procodurea 
Brar>ch 4pp, 47066,029-47066:032. 

9910050230 Comments on proposed rule ro draft technical position on Dllornale con- 
GeiitraUoo limits for U mills 

GILCHRISTJ.E. American Mining Congress 63FR24a20 00006. 66/09/23. 

WEBER, M. Office of Administration A Resources ManagemerL Director (Post 
970413). lepp 47066:130-47066.148 


6910110123 Comment on proposed rule tOOFR62 ro eorly she parini1s,skl design cortti 
flcdtlon A combined CPa for nuclear power reactors. Option must lio mado pracllcaliy 
available to US utils, Design cerllticatlon should take form ol rule. 

DA NIELSON, T.S. Indiana. Stato oL 63Fn32060 00001. 00/00/20. Dockoling A Sorv- 
loos Branch. 3pp. 47620,610-47620.010. 

eeiOl 10133 Requasts 60 day oxlenslon to comment porlod on proposod rulo 10CFR52 
ro one stop Deo using process. 

JAV.C. Afitilalion Nel Assigned. 63FR32060. 66/00/20. Dockaling A Soivicoa Branch 
Ip. 47(H3:201*47013-201. 

6610110206 Comment on proposod rule lOCFRIOO re onslle low level waste disposal in 
Agroomont StatQ».StALo rosorvos right to participate In all approval proceasos w/fu9l 
rovlow privi logos A expocts concorna to bo addressed by liconsoo. 

SHEALY.H.Q. Soulh Carolina, Stale of. 63Fn31COO 00003. 96/90/20 Oockoting A 
Services Branch. 2pp 47046:103-47046:104. 

96101 10393 Comment opposing proposed rule 10CrR52 ro sllompt to limit comment to 
60 days period on major compfox mod of roactor licensing nrocoss. 

KAMEN*S. Afllllatlon Not Assigned. 53FR 32060. 60/05/26. Oockollng A Sorvlcos 
Oranch. tp. 47046*162*47040:102, 

6810120001 Requests 00>day extansfoi^ of comment period on proposed rule 10CFR52 
ro aarty alto permits, aid design certificalloiis A comttir^od licenses for nucleer power 
roaolors. 

TOUSLE Y,O.R. Unlorx ol Concorned Sciontisis. 63Fn 32060, 63/09/26. Dockellng A 
Sorvicoa Branch Ip 47056:341*47056*341. 

9810120306 Comment opposing proposed rulo 10CFR62 re cmo*6!flp Dcenslng 
process Believes NBC lanorartt of obvious dangers lo fitiuro gorroratlons. 

CLEMENT, JE. Affllfalion Not Assigned. 53FR320eo 00006 60/00/25 Dookotlng A 
Sorvlcos Branch. Ip. 47066 342-47556:342 

9910120308 Commanl supporting proposed rulo 10CFR1C0 re low level waste disposal. 
NGMETHY.E. Ecology/AIorl, B3FR31969 00004. 06/00/16 Docketing A Sorvlcos 
Branch. Ip. 47066*340-47056 340. 
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0818130045 Comment on proposed rule 10CF.R50 54(w}^5>(n re amending Implementa' 
tion schedule for slablllzation & decontamination priority & trusteeship provisions of 
property Insurance reoulations NBC fnitieted exempltons expected before 881004, 
GIIMOHE.RG Philadelphia Electric Co 53FR3 6338 00003 66/10/03 CHILK,SJ 
Office of the Secretary of the Comnnisslon 2pp, 47072 2BS 47072 288. 

8810170360 Comment on 10CFR40 re custody & longterm care of tailings 
sites Questions (is ted, Including surface for remediated sites. 

NEWETHY.E Ecology /Alert S3FB32396 00001 66/10/06 Docketing & Services 
Branch Ip 47068 105*47068185. 

6 81 0170376 Comment opposing proposed rule 10CPB71 re low specific activity malls & 
packages. 

TEMUS.CJ Pacific Nuclear Systems, fnc 63FB2 1550 00006. 66/10/04 Docketing & 
Services Branch ip. 4708B 166*470 88.1 66 

8810170382 Comment opposing proposed rule 1QCFR6S re early site permlta«sld design 
certificaliojis & combined licei^ses for reactors 

* Affiliation Not Assigned 63FR32060 00012 88/10/06. Docketing & Services 
Branch Ip 47068.184*47066.184. 

8810170387 Comment supporting proposed njle 10CFB35 re medical use of byproduct 
matMrainliTg & experience cntena 

BROOKS, B Affiliation Not Assigned 53FR16B45 00092. 88/10/05. Docketing & Serv- 
ices Branch Ip 47088 163 47088 163. 

8810170365 Comment opposing proposed rule 10CFR52 re nuclear power plant regula 
tions 

PRATT.P R Affiliation Not Assigned 53FR32060 00010. 88/10/02 Dockeling & Serv 
ices Branch Ip. 47088 162-47068 162 

8810170430 Comment opposing proposed rule 1 0CFR60 re nuclear plant licensing 
BORG.J Affiliation Not Assigned 53FR38919 00001. 88/10/07. Docketing & Services 
Branch 2pp 47068 167 47068.168. 

8810170454 Requesl addi 60 days to comment on proposed rule 10CFR60 re nucfoar 
plant license renewal 

HlAn.SL Ohfo Citizens for Responsible Energy, 53FR32919 86/10/03 CHILK,SJ. 
Office of the Secretary of the Commission Ip. 4^7066:1 81 -47068. 181. 

8810170407 Requests 60'day extension of comment period on proposed rule 10CFR52 
re licensing process 

KAT2,KL Affiliation Not Assigned 63FR32060, 88/09/29. Dockeling & Services 
Brartch Ip 47068 160 47066.160. 

8810170473 Requests 60'day extension to comment period on proposed rule 10CFRS2 
re early site permits ,std design certifications & combined licansas for nuclear power 
reactors 

HABRISON.D AffillaUon Not Assigned 63FR32060 68/10/03, Dockeling & Services 
Branch. 2pp. 47088.176 47068 179 

8810170479 Requests 60*day extension to comment period on proposed rule 10CFR52 
re early silo permits, std design certifications & combined licensaa for nuclear power 
reactors 

SHAPIRO, L Environmental Pfannlng Lobby 53FB32060. 88/10/03 Dockeling & 
Services Branch. 2pp. 47088 176*47088-177 

8810170492 Requests 60 day extension to comment period on proposed rule 10CFR&2 
re early sit© permits. 

HIATT.SL Ohio Citizens for Responsible Energy. 53FR32060 86/10/03. CHILK,S.J. 
OHrceof the Secretary of the Commission Ip 4^7088*1i75-47068 1 76. 

8810180378 Comment r© oroposed rule 10CFR71 & supporting vafue/lmpact 
analysis Where prec lie a I, radionuclide activity limits should be smted In terms of A<1)/ 
A[2) values rather than as fixed quantity In Cl 

O'BRIEN, J.H Affiliatiort Not Assigned 53FR215&0 00071 68/09/27. Docketing & 
Services Branch 4pp 471 86 207-47 1 66-2 1 0 

8810190019 Forwards "AUiLude Survey of Nuclear Power Operations Personnel on 
Degree Requirement for Senior Reactor Operators," opposing proposed rufes 
10CFR50 & $5 re degree requirements for senior reactor operators. 

KNUTH,DF KMC, Inc 51FR19561 00212. 88/08/10 Office of tho Secretary of the 
Commission 2pp. 47140.105-47140*185. 

-66 10 190024 ’"Attitude Survey of Nuclear Power Operations Personnel on Degree Re- 
quirement far Senior Reactor Operators ” 

WURGAFT.LD , Ft£NBERQ,D.8. Powell Associates, Inc 88/08/10 79pp. 47140.107- 
47149:1 85 

8810190325 Proposed rule 10CFR15, "Debt Collection Procedures’" Rule would con- 
form NRC regulations to amended procedures contained In federal claims regulallons 
stds Issued by GAO & DOJ 

S7ELLO,V Ofc of the Executive Director for Operallofis 53FR39480. 68/09/30 
30pp. 47149317.47149 346 


8810210492 Comment on proposed rule 10CFR26 re drugs in nuclear workplaces 
* Affiliation Not Assigned 53FR36795 00001 88/10/06 NRC - No Dels fled Affiliation 
Given 2pp 47166 155-47160 156 

6810210503 Comment on proposed rule 10CFR71 re transportation regulations & corr- 
patibilfly w/IAEANRC should coordinate w/ DOT in order for changes in regulations 
to be consistent 

WITHERS, BD Wolf Creek Nuclear Operating Corp 53FR21550 00009 86/10/10 
Docketing & Services Branch 3pp 47166 157-47166 159 

0810210506 Requests 60 day extension to comment period on proposed rule 10CFR52 
re one-alop licensing 

FISHER.C Affiliation Not Assigned 53FR320eo 86/10/14 NRC • No Detailed Affjll* 
atlon Given. 1p 47166 206 47166.206 

6610210513 Comment on proposed rule 10CFR71 re transportation regulations 
CUNNINGHAM,G E General Electric Co 53FR21 550 00000 88/10/06 Olfico oMho 
Secretary of the Commission Ip 47166 160-47166 160 

68 1021 0520 Comment opposing proposed rule 10CFR50 re emergency planning 0i pre* 
paredness requirements for nuclear power plant fuel loading & milial low power opor- 
ations 

QUSTAFERRO.J Affiliation Not Assigned 53FR1 6435 01680 88/06/06 DockellnoA 
Services Branch Ip 47166 186 47166 186 

8810210526 Comment supporting proposed rule 10CFR52 re early site pormll8,sid 
design certification & comDlned licenses for nuclear power reactors 
RUBY.L. Affiliation Not Assigned 53FR32060 00015 60/10/05 DockalSna A Services 
Branch. 2pp 47166 107-471 66 1 68 

8610210616 Requests 60-day extension of comment period for proposed rule lOCFRBS 
re licensing policy 

BELL,N Northwest Environmental Advocates 53FR32060 00013 68/10/03 Dockol- 
ing & Services Branch Ip 47166 201-47166 201 

0810210822 Requests 00 day extension of comment poriod for proposed rule 10CFn52 
re mod of reactor licensing process 

MCCflEA.S Affiliation Not Assigned 53FR32060 00017 86/10/11 Dockeling & Serv- 
ices Branch. Ip. 47166 202 47466 202 

8610210638 Comment opposing proposed rule 10CFR52 ro early site permits, std design 
certifications & combined licenses for nuclear power reactors 
EWING, J.S, Peach Bottom Alliance 63FR32060 00016 80/10/07 Docketing & Sofv- 
Ices Branch 3pp 47166 203-47160 205 

8810240517 Comment on proposed rule 10CFR52 re early site permits std design codi- 
fications & combined licenses for nuclear power reactors.Regulatiorvs Indicate deslruc- 
five pattern that must not be allowed to continue 

POWELL, W.J Affiliation Not Assigned 53FR32060 00011 00/10/03 Dockelim & 
Services Branch Ip. 47177.173-47177 173 

0810240528 Comment opposing proposed rule 10CFR52 re early sits permits, 
STEWART.JA Affiliation Not Assigned 53FR32060 00018 08/10/10 Docketing i 
Services Branch Ip, 47177-172-47177 172 

881025-9514 Responds to appeal of denial of FOIA request for Commission notation 
vote sheets Sheets still withhold (ref FOIA Exemption 5) Forwards final vote sheela 
CKILK,SJ Office of the Secretary of the Commission 08/09/15 AIROZO.D. Inside 
NRC. fMcGraw Hill Publication) 2pp 47210 106 47210 116 

-6804250016 Advises that amends to 10CFR140 re changes to NELfA policy approved 
by all Commissioners. 

CKILK.S.J Office of the Secretary of the Commission 68/04/07 STELLO.V Ofc of 
the Executive Director for Operations 7pp 47210 120 47210-120 

-’6807130261 Advises that Commission approved publication of notice of proposed rule- 
making 10CFR80 & 61, "Disposal of Radwaste " 

CHIIK,SJ. Office of the Secretary of the Commission 53FR17709 80/04/26 
STELLO,\/ Ofc of the Executive Director for Operations 1p. 47210 1 17 47210 117. 

8810269332 Proposed rule 10CFR2, "Policy & Procedure for Enforcomont 
Action BiPollcy Statement." 

CHILK.S J. Office of the Secretary of the Commission 53FR40293 06/10/96 04pp, 
47229 251-47220 334 

8810260377 Commonl supporting proposed rule 10CFR150 ro controlled burial of low- 
level radwaste at NRC llcensoa reactors & facilities Agrees w/intent as stated 
WOMELDORF.D.J California, State of 53FR3108O 00008 88/10/05 Dockoing 4 
Services Branch 1p 47243.207-47243 207 


8810190307 Comment on proposed rule 10CFR71 re transportation 
regulations Proposed changes may significantly Impact shlpmenl of malls 
STAUTEft,J.C Kerr-McGoe Corp. 53FR21550 00007 83/10/04. Docketing & Serv- 
ice S Branch. 2pp . 47 149.1 06-47 1 49* 1 6 7 . 


8610260444 Comment on NUREQ 1317, "Regulalory Oplions for Nuclear Planl License 
Renewal " Council would like to receive more data on subj before final decision made 
ESCHELS.C Washinglon, State of 63FR32919 00003 80/10/13 Oockoling & Serv- 
ices Branch 3pp, 47218.147-47218-149 


8810199301 Proposed rule 19CFR71, "Transportation Regulation; Compatibility w/ 
IAEA. Comment p 6 dod extended to 661206 

STELLO.V Ofc Of the Executive Director for Operations. 63FR21650 68/09/26 2 dd. 
47140 316-47149 316 


Proposed rule 10CFR7I, "Transpoflation Regulations Compatibility w/ 
would aniend regulations re safe l/ansportalfon of radioactive mail 
STELLO.V. Ofc of the Executive Director for Operallons 63FR21S50. 88/05/23. 


6619200512 Com rnenl opposing proposed rule 19CFR62 re one step licensing of nucle- 
ar power plants.Public hearings should be ensured & burden of proof of pfanl safety 
should be responsibility ol utils ' 

CHOSSEN,C.R Affiliation Not Assigned 53FR32060 00009. 66/10/03 Office ol the 
Sewetaiv of the Commission 2pp. 47160.344 47169345. 


0810260495 Comment on proposed rule 10CFfl26 ro fitness for duly program Authw 
oUocts to any kind of random testing 

GERRITY,J International Brotherhood of Electrical Workers 53FR3a795 00002 68/ 
10/12. Office Of the Secretary of Ihe Commission 2pp 47218 145 47216.146 

8S1026D511 Comment opposing proposed rule 10CFR2G ro fitness for duly 
pronram Recommends drug testing only after observing questionable conduct would 
suffice 

CHHIBTENSEN.V, Affiliation Not Assigned 53FR36795 OD003. 00/10/14 Docketing 
A Services Branch 3pp 47218 142-47210 144. 

88 10260 550 Comment on proposed rule 10CFR71 ro surface contaminated objects 
MORRIS, WJ Affiliation Nol Assigned 53FR?t550 00010 80/10/06 Docketing 0 
Services Branch Ip 47218 141-47216 141. 


6819210413 Comment opposing proposed rule 10CFR52 re early site permits.sid desk 
certificabons & combiniad licenses for nuclear power reactors, 

MITCHELL,P R Affiliation Not Assigned. 63FR32060 09014. 68/10/09 Dockolina 
Services Branch Ip, 47166.154 47166-154. ” 


0610260560 Proposed rule 10CFR140, "Indemnification of Lfeer^soos that 
Mfg,PfOduce,Po8sesa,or Use Radiopharm or Radiosotopes for Medical Purposes’' 
CKlLK.SJ Office of the Secretary of the Commlsslo.» 53FR40233 68/19/12 tipp 
47210.130 47210 140 
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j|Bf026O567 Proposed rule 10CFF152. “Early Sile Permits, Sid Design Certifications & 
Oornblned Licenses for Nuclear Power Reactore*' Commenl period extended to 
&81107 

CHILK,S J Office of the Secretary of the Commission 613FR32060. 0B/1O/ie, 2pp 
4721 B 120-4721 G 129- r 

3310289297 Comment on proposed rule 10GFR50 re extending nuclear power plant fl- 
censes bayond 40 yr design lifespan, 

EUFteJA Iowa. State of 53FR32919 00002 88/10/13 Docketing & Services 
Branch Ip* 47243 208 47243 206 

3310310199 Forwards regulatory history documents (Designator AC80-1) tor proposed 
rules 10CFR170 & 171 re fees, including Press Release 88-90 & Itr notice lo reactor & 
malls licensee, applicants & reactor yendors 

DlGG 5 .n M License Fee Management Branch ACBO 1 01 . 88/10/21. LAHHAM.O 
Division of Information Support Services (Post 870413) 24pp, 47259.0'42 47260087 

48 1D3 10209 Comment on proposed rulo 10CFR150 re clarification of whether disposal 
would bo temporary or permanoni 

DROWN.H Connecticut, Slate of B3FR3I880 00005 88/10/07 Dockollng & Serv 
ices Branch. Ip 47269-332 47263,332 

4410310947 Comment supporting proposed rule 10CFR150 ro reasserting NRC aulhor- 
rty for approving onsite low level waste dfsposat (n Agreement Slates. 

KEARNEY ,J J Edison Electric Institute KtARNEY.J J Utility Nuclear Waste Manage- 
rrenl Group 53FR31000 00014. ao/10/20 CHILK.S J OWco of \ho GecTetaiv of 
Commission 4pp 47263 336 47263 330, 

8910310365 Commont opposing proposed rule 10CFR150 re reasserting NRC authority 
(or approving en^ite low level waste disposal (n Agreement States 
MERGES, PJ Now York, Slate of 53FR31880 0C)012 00/10/21. CHILK.S J. Office ©I 
Ihe Secreiary of the Commission 3pp 47263 333-47263 336. 

8810910412 Comment of^osing proposed rulo 1DCFR150 re at-roaelor disposal of low 
level radwnsla Urges NRC to continue to allow agroomont staias ability lo Ifconsa low 
level radwasta facllltfas anywhere in slate, Including al-reactor silos. 

RUMKLE,J Conservation Council of Norih Carolina 63FR3tG80 00008 88/10/17, 
Dockoting A Sen/icas Branch. 2pp 47270 280 47270,200 

8010310466 Requests extension of lime for comment on proposed rule 10CFRB2, 
"Eaity Sile Permlls^Std Design Certification & Combined Licenses for Nuclear Power 
Reaclors" for 60 days beyond 801024 deadline, 

WUQHTY.J Seacoast Antl-Poliutlon League 53FR32060. 80/10/14. Dockollng A 
Services Branch Ip 47263 33 1.47263’331. 


PRM PETITION FOR RULEMAKING 

6810070389 Comment opposing politlon lor rulemaking PRM-60 60 ro rosclndlnn ol pro- 
vision that authorizes nuclear power plant operators lo deviate from Tocn Specs 
dJfirM emergency 

SIEBER,J D. Duquesno Light Co 59FR32624 00001 88/00/20 Docketing A Services 
Broach 3pp. 47013-236 47013 230 

4610190382 Clarifies 680326 notice of receipt for petition for rulemaking 59-60 filed by 
0 Young First two sentences In petition replaced os Indicated. 

CHiLK,S J Office of the Secrelary of Iho Commission. 63FR3a824 08/10/11. 2 pp. 
47149,103-47148.104 

6S1O240475 Comment supporting proposod potltlon for rulemaking 60-51 re property In- 
surance provision a of l0CFR50.54fwL 

SHIFFER.JD. Pacific Gas A Eleclrlc Co 53FR96336 00003 . 00/10/14. CHILK.S J 
Office oi Ihe Secretary of the Commission. Ip. 47210 160 47218.160 

6610260094 Comment on petition for rulemaking PRM 60 62 ro potential shuidowrt of 
facility Pelilion should receive fair hearing A admit use of poor (udgmonl In issuing 
Rnalmie on 849812. 

NEWETHY>E Ecology/Alorl 63FR32013 00001. 00/10/06. Docketing & Services 
Branch, 1p 47229 260 47220,260 


pnoj PROJECTS - PREDOCKET LICENSING 

6699138261 Submils Rev 0 of topical SAB for CASTOR X cask for Indepondeni spent 
fuel Blorago fnatallalion for roview.W/o end 

ANDEflSuN^RT General Nuclear Syatoms, Inc 24470 08/07/01 ROUSE.LC. Fuel 
Cycle Safely Branch 2pp 46026 040-46820 041 

6909140482 Forwards topical SAR for S/T cask containing 31 Intact fuel assemblies for 
NRC review A approval Fee paid 

WELLS^H Nuclear Assurance Coro AHW/80/01/6TS 00/07/20, ROUSE,L.C. Fuel 
Cycle Safety Branch 3pp. 46005-098 46006-100. 


8810038105 AjMses that NRC considers Issue re fow tamp overpressure proleclion for 
fates'll? raadved for advanced iWR requfrements documenl,per 880328 Ur 
cJ Non Power Reactor Project Directorate, 88/00/23. 
KIMTNER,e^ ALWR Utility Stearfno Committee, KINTNER.EE General Public Uliri- 
ties Corp - GPU Service Corp 2pp. 47004:359-47004,360. 

8810040117 Fowarda “SCR re Topical Safety Analysis Rent for NACC28 Storage/ 
Trariaport Cask Submitted by Nuclear Assurance Co/p (MAC),” SER docurr^ents NRC 
acceptance o f cask design, per 1 0CFR72 

VlEBROCK,JM Nuclear Assur- 
ance Corp 6 pp 47046:185-47045 271. 

-8B1OO40f2t “SER ro Topical SAR forNAC C26 Storage/ Transport Cask Submitted by 
Ntidaar Assurance Corp,;* Cask design acceptable per lOCFRf 2 requirements. 

4 II 4 Malerfal Safety A Safeguards.DJreclor. 08/09/30. 81 pp 

4704O 101*4704&'271. 


aaiM60034 Responds lo 880797 telcon requesting enlarged drawings fn App A, Rev 03- 
^lhhoK?10CFR2^7wf Independent spent fuel slprage Drawings 

SCHERER, A E. Combu alien Engineerina, Inc LD f 
Cycle Safely Branch. 3pp. 47073.226-47073 228 


8-067 B8/07/25. ROUSE, LC Fuel 


8810070240 Informs of correclEve actions le prevent recurrence of problem re control of 
documents relevant lo mfg of matia/ parts/componenis & procedures All docemenls 
^ certified that docomonta are in accordance w/QA program 
QONIFACIO.A B. General Nuclear Syfllems, Inc 24792 88/09/27 ROBERTS J P 
Fuel CycIa Safety Branch 3pp. 47076.220 47076'23l 

0810070247 Forwards summary of 880020 meeting w/DOE at West Valley silo re 
cement solidification ays & DOE plans to proceed w/full production operations to so- 
lidify remaining deco n laminated supernaienl wasle W/agonda A two oversize draw 

m/ 09/28. SUflMEIERJJ Technical Branch 

7 pp. 47088’ ie8-4T069'056. 


-8810070261 'Cemonl Waste Form Quaiification Repl - WVOP PUR EX Deconlamlnal. 
od Supe/nalant " 

W., STIMMELJ.n.. MARCHEni.S. West Valley Nuclear Services Co,. Jnc. 
DOE/NE/44 139- 4. 68/07/91, lOOpp 47088:198 4 7088 932. 


-8810070262 Draft Rev I to WVNS FCP-OOU "Procew Conlrol Plan for Deconlamlnal- 
od Supornalent Cement Soltdlflcatfon." 

• Waal Valley Nuclear Services Co., Inc 88/09/29, 34pp. 47080 333-47069 005, 

**®^1W702S4 Rev 1 to “Comoni Solidification Sys Run Pfan (or DeconlaminatedSupar- 

WINKLEacjy VALENT|,PJ, BAKER, M.N Weal Valley Nuclear Services Co., Inc 
24708 88/08/31. 49pp 47089.00647069.065 


6610110329 Forwards Amend D to CE 8 SAB FSAR, Including revs lo Chapters 27 A 
lO.Technlcal review should be allowed to proceed unencumbered pending saltlemeni 
of dilute ro foes 

SCHERER A, E Combustion Engineering, Inc. 10-88-108 88/09/30. MIRAGLfA,FJ 
AssoclalO Direclor for Pfo)ool 8 (Post 870411) 6 pp, 47090.001-47091 307. 


-8619110366 Amend Dio FSAR for CE 8 SAR 
• Combusliori Engineorfofl, Inc 08/09/30. 700pp 47000.00647001-307 


881014Q063 flequesis add I Info consisting of “Nifctear Fission Product Aerosol Trans- 
port A Oeposlilon,” to review ARSAP topic paper Set t. 

vISSINO.Q.S. Aaslsianl Olroclor for Region IV Reaclora A Special Projects 88 / 10/11 
SCHERER, A E, Combusilon Engineering, lne. 2pp 47146 27047146 271. 


6810170262 Forwards Info re Advanced LWR performance goals Info assembled after 
discussion w/Jcnowledgoable NRC Staff mambers A during 880119 meeting w/ERPI 
reprosenialNos 

CRUTCH FIELD, D. DMsIon of Roaclor Prefects - Ill.tV.V A Special Profecls (Poal 
870411) 66/91/26. MURLEY.T.E Office ol Nuclear Reactor Regulaiion, Director 
(Post 870411) lOpp 47170:351-47170 369. 


6810170401 Forwards responses lo NRC Questions 3,4,7 A 6 ro NUHOMS‘24P topical 
ropi per 880631 llr.Rosponses withheld (ref 10CFR2.790J, 

MCCONAQHY.WJ NUTECH Engfneora, Inc. 24791. 88/09/26. ROBERTS. JP, Fuel 
Cycle Safely Branch Ip. 47171-355-47171-365 


8810160112 Forwards request for info ro Rev 1 to Topical Rapt NUH 002r per 801011 
folcon.Requa 8 tod info fncludes availability or applicability of benchmarks for reaclivity 
calculations w/irradia ted fuel, 

ROBERTSJ.P. Fuel Cycle Salety Branch 68/10/12 MCCONAGHY.WJ Nulac, Inc 
4pp 47172.147-47172.160, 


8899260251 Cfarifias position on roviow of roaclor vessel aurvoillance program A low 
temp overprossuro protection In Chaptora 3 A 4 of EPRIs advanced LVvR roqulro- 
menis documont 

CHENG AY. Mflloriafs EnginaorinQ Branch. 00/09/23 LONG.W Standardization A 
Non-Power Reactor Project DIrncloralo 3pp 46976.273-46076.276. 

8409290014 Responds to NRG request for addi Info re Chaptora 6 A 9 of CESSAB-DC 
re sloam generator soconda^ water chomiatry, reactor coolant walor chOmlBlry.nro 
protecifon ays, letdown purifreation line A hydrogen Ignition 

^HERER/E Combustion Enginooring. Inc LD80 099 88/09/20. ViSSINQ.aS. 
Standardization A Non-Powor Roaclor Project Directorate. 23pp. 4B983'24B- 
46963 271- 

8009260176 Forwards addI Info ro rovlsod lifting irunnion analysis, In response lo D 
Trummer questions Responses will be incorporated In Rov 1 of topical SAR for stor* 
age/lransporl cask containing consofidatod fuel for use at ISFSI 
WELLS.AH. Nuclear Assurance Corp 24747 00/09/12. ROBEBTS,J. Fuel Cycle 
safely Branch, epp 46992.246.46992'251 

8699300074 Forwards proprietary partial response to NRC 060831 request for addi info 
re Rev 1 to NUH 002 Response withheld (ref 1OCFRa.70O). 

MCC0NAGHY,W,3, Nutec, Inc 24771. 80/00/13 R08ERTS,JP Fuel Cycle Safety 
Branch Ip 


8810180327 Forwards NRC rule on decommissioning requiremerits for nuclear 
1acllillea,Press release for use In preparailcn of deconlemlnation A decommissioning 
plan for West Valiev Demonslratlon Project also and 

HURT.R.D. Fuel C^cle Safety Branch 66/10/12. DIXBY.W.W, Energy, Dept. of. 43pp 
47178:310*47178 362. 

0610210230 Rov 210 OSR/TR-IRTS 5. “STS Pfocass Inairumonl LImils.** 
STEFFES,D.n., ROBERTS, CJ.. HUMPHREY, R A. West Valley Nuclear Services Co. 
(nc, 24046.00^5/20. app 47230.228-47230.233, 

0610210203 Rov 2 lo OSR/TR-IRTS-B, “Operational Sataty Requirements ” 
$TEFFES,DR , flOBERTS.C.J , HUMPHREY, H A West Valley Necloar Services Co , 
ho. 24848. 86^5/20, 7pp. 47231:332-47231.338 


FT 21 NOMCOMPLIAMCE REPORTS AND RELATED CORRESPONDENCE 

0008020019 Provides furlhar info re seal mall Incompatibility issue at plant.per 880415 
discussion, Recommends enhanced surveillance program for suspected operators to 
monitor tor excessive loakago Part 21 rsialetf. 

FISHER.H.O. Paul-Munroe ENERTECH. PT 21 60 036-000. 08/04/18 MARTIN.R 
Region 4, Ofo ol the Wrector 4pp. 47089 0874 7000:0 00 
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5ao»230092 Supp) 1 \o NRC Jnfo Nolle© •80 069, "Movable Contaci Finger Binding In 
HFA Relays Mfg by GE." Sve Jisi onci 

ROSSI, CE Dnrisioo ol Operalioeal Events AssossmonI (Post B70411) lEIN 83-19 
86/09/29 ConsorWated Edison Co of New York, Inc 1l7pp, 47115 163-471 tS'Sei 

8609280260 Interim deficiency & Part 21 rept re Calcon engine control devices w/sfgnlf- 
fcant mimber of failures Inibally reported on 680830 Lube oil pressure trip switch will 
be ramoved by const restart & raturned 1o vendor 

SOBENSEN.QC Washington Public Power Supply Sysient 601*86-0058 68/09/22 
Office of Nuclear Reactor RegulatloJi, Director (Post 870411) 2pp 46982 331- 
46982332. 


8609290166 Part 21 & fourth intenm defldancy rept re failed motor pinion keys & motor 
shaft In Llmilorque operator Initially raporteo on 861009 Further evaluation &/or test 
ing required In order to determine root cause Next rept due by 890404 
GRIDLEY,FI Tennessee Valley Aulhonty 86/09/23 Document Control Branch (Docu 
ment Conlrof Desk). Spp. 46999.046 46999 051 

8610030360 Part 21 rept re corrosion found on soldered wire connection electrical con- 
nectors of redundant safety-related valves mfg by Valcor Engineering Corp Initially re- 
ported on 880923. Corrosion on vatves removed Next rept expected by 8901 10 
MR0CZKA,EJ. WERNER, RP. Connecticut Yankee Atomic Power Co 

MROCZKA,E,J. Northeast UUlilIas B1302B 86/09/27 RUSSELL, W.T Regron 1 , Ofc 
of the Director 4pp 47(X)8. 202-4 7008 205 

881D0404QS Rev 0 lo Part 21 Rept 10GFR21 -0037-1 re dfesel generator standby power 
supply for nuclear power stations EMD Model 999 aya Power Sys Div will nohfy all 
stations which were supplied w/EMD 999 units 

KULCHAK.R D. Mornson Knudsen Co. Inc. 10CFR2t-0037.1 88/09/28 MURLEVJ 
Office of Nuclear Reactor Regufalion, Director (Post 670411} 27pp 47021 205 
47021 233 


6610060238 Pari 21 rept re notification of possible failure of parts shipped to company 
under nonsld operating condillons Engineedng evaluation of conoition Initiated by 
plant supplied w/parla 

ZINKEVICH ,F.N. Mercuiv Co, of Norwood, Inc. 88/09/27, Office of Nuclear Reactor 
Regulalion, DCrector (Post 870411) 20pp. 47068^209 47068 228 

6610070359 Part 21 rept re condition involving Inconel 600 mall used to fabricate steam 
generator tube plugs & found lo possess microstructure susceptible to stress corro- 
sion cracking 

TAYLOR. JH Babcock & Wilcox Co 88/09/06 MURLEYJ.E Office of Nuefear Reac- 
tor Regulation, Director {Post 870411). 6pp. 

8810100014 Part 21 rept re deviation In Westinghouso Type DS 206 & 416 circuit 
breakers Crimp connections repaired 

TIERNAN,J.A aaltimore Gas & Electric Co, 88/09/20 RUSSELL, W.T Region 1, Ofc 
of the Director Spp 47088:110-47086 114. 

8810170020 Part 21 repl re defect In Amphenol SAMS Model 205 0034 electrical pene- 
tration assembly Metallurgical analysis revealed that studs made of copper alloy & 
alloy has degraded Equipment replaced on Unit 1. 

TIERNAN,J A Baltimore Gas & Electric Co 68/09/29 RUSSELL, WT Region 1, Ofc 
of the Director. 4pp. 47173.19547173.198 

8610170139 Advises that review of NRCB 68 0S,10GFR21 committee concluded that 
Westinghouse Industrial & Govt Tube Oiv received matls from West Jersey Mfg Co 
purchased through Capital Pipe & Steel Co 

BOSTWICK.L J, Imaging &. Sensing Tachnofogy Corp 86/09/23 Document Control 
Branch (Document Control Desk) 2pp 47171.034 47171.035 

6810194168 Part 21 rent re potential problem w/EMO 20 645E4,Tvpe 699 excilalfon sys 
circuit breaker & wiring Potential for field circuit breaker to trip duo lo combined air 
temps &. field current exists at all plants w/Model 999 sye. 

KULCHAK,RD. MorrlsomKnudaen Co, Inc 10CFR21-8B01 68/10/12. MURLEY.T, 
Office of Nuclear Reactor Regulation, Dlreolor {Post 070411) app 47203*350- 
47283-357. 


8810260043 Part 21 rept re polonlial deviation from Tech Spec concerning RY indica 
tors due lo operating temp effset on analog meter movement Initially reported on 
681006 Customers verbally notified on 8B1006 07 

MAHONEY, EE Bailey Controls Co {subs of Babcock & Wilcox Co) OQ/lo/io 
Office of Nuclear Reactor Reguialion, Director (Post 870411} lOpp 47364 010 
47364 049 ( 


QA999 QUALITY ASSURANCE INSPECTIONS 


8809290145 Requests extension of time until 681012 lo provide doscriplion of corroc 
tiva actions taken as result of Audit 99901105/88 01 on 660627-29 c^uo lo OA msn 
agar leaving company 

ROUGHAN,C M Amarsham Corp 88/09/16 SRACH.W Vendor Inspecion OraMh 
ip 47001 lie 47001 115 

6809300110 Confirms 880921 lelcon between JJ Petfosino & S Akerman re Insp 
99900779/88 01 al plant on 081003-07 Insp wifl include implementation of QA pro- 
gram for procurement, test & supply of safety related components 
8RACH.EW Vendor Inspoctlon Branch 88/09/26 HINSON, L Nulherm Intofnalional 
fnc 3pp 47003 030 47003 040 

6610050296 Forwards Insp Rept 69901 1 16/88 01 on 880901 No violations nolod 
BRACH.E.W Vendor Inspection Branch 88/09/28 CRANDALL, M Bolls A Nuls. Inc 
3p 4706 1 100-47001,105 

-8810050301 Inap Rept 99901116/88 01 on 0BO9O1 No violations or devlakons 
noted, Major aroas inspected programmatic evaluation of Implementation of QA pro- 
gram re supply of faaloners for nuclear facilitioa 

CONWAY,JT„ BAKER.ET Vendor Inspection Branch. 80/09/20 3pp 47061103 
47061 105 

8610060012 Responds lo NRC 800804 Ur re nonconformance notod in QA Program 
Insp Rept 099(30519/68 01 Corrective actions program sponsor obtained list sh'Owing 
all error notices Issued by Conlrol Data Corp & error notices for Version 6202 
DEnNSeN,S.A Bechtel Power Corp OAS-8B/14fl 08/09/02 BRACH.EW Vendor In 
spection Branch Spp 47071 040-47071 042 

6810080270 Responds to NRC Itr re violations noted In insp Rept 99900100/68 Oi el 
May 1986 Corrective actions receiving insp of shaft keys will be expanded to includo 
verification of mat I, effective 880830 

SEQEN.R D Llmilorque Corp 88/08/30 BRACH.EW Vendor Inspection BraiKli 
4pp 47071 200 47071 203 

SB 10070120 Forwards Insp Rept 99900505/60 01 on 880003-05 No failure to mo^l 
NRC requirements or regutations noted 

BRACH,EW Vendor Inspection Branch 88/09/28 HEALY.CR Ebaeco Services, Inc 
(subs of Enserch Corp ) 2pp 47072 273 47072 204 

-8610070123 Insp Repl 99900505/88-01 on 880803-05 No vioialions & noncomplianco 
noted Major areas Inspected records & procedures & Interview w/porsonnel ro ap- 
proved vendor lists, vendor evaluation audits & qualification of auditors 
HAASS.W P , POTAPOVS, U Vendor Inspection Branch 88/09/26 10pp 47072 276 
4707 2 284. 

6610120262 Forwards Insp Rept 99001108/08 01 on 860801 05, notice of violaiton & 
notice of nonconformance 

BRAG H, E W- Vendor Inspection Branch 88/10/07 EDMONDS, K 8 &Q Manufacturing 
Co 2pp 471 34 032-47 ld4-053 


-8810120276 Notice of violation from insp on 880801 05 Violations nolod vendor dd 
not imposo 1QCFR21 on listed purchaso orders & notice of regulations not postod 
• Vendor Inspection Branch. 80/10/07 1p 47134 034 47134-034 


8B102(K3004 Part 21 repl re fuel no 22 le lips h standby diesel generator KSV-20-T w/ 
cracks permitting dieset fuel to be sprayed Into cytlndors, Heavy vapors observed emit- 
ting from breatheirs on some cylinder heads, 

STuLBA,F.B. Cooper Bessemer Corp QGC-5092. 68/10/04. NRC • No Detailed Affili- 
ation Given 2pp 47226.262-47226*263. 

6810200027 Part 21 repl re potential butterfly vatvo failures, Drive train replacement kits 
being supplied to purchasers Instructions and. 

5ANDLING,M Xomox Corp (subs of Emerson Electric Co.). 88/09/30 MURLEY.T E 
Office of Nuclear Reactor Regulation, Director (Post 670411) 35pp 47226.322- 
47220,356 


-8810120278 Notice of nonconformance from insp on 080801 OS Nonconformance 
notod nuclear raw mall stored in hold area w/govl Level 1 mall & lack of ovfdonco 
that spherical & cylindrical stds used to calibr optical compactor. 

• Vendor Inspection Branch 88/10/07 6pp 47134 035-47134-040 

-6810120282 Insp Rept 99901108/68 01 on 8 8 080 1-05 .Violations & deviations 
notod Major areas Inspected programmallc evaluation of Implomonlallon of vendor QA 
program ro fabrication of fasteners (or nuclear facilltios 

CONWAY,JT Vendor Inspection Branch BAKER, ET Division of Reactor Inspection 
& Safeguards (Post 870411) 88/09/20 13pp 47134-041 47134-053, 


8810200036 Part 21 repl re upofade In sump lank fool valve seal mall Sve Info Memo 
377 end 

GUNTRUM.S.C. tMO Delavaf, Inc 86/10/05. GUILLEN, J. NRC - No Detailed Affili- 
ation Given. 4 pp 47226:032-47226.035 

861020003G Part 21 Rept 146 re defect In left intercooler inlel adapter on standby 
diesel engine generator Recommends utils inspect left Intake manifofo drain as part of 
operating plan.AddI Info expected by 88 101 6. 

GUNTRUM,B. IMO Delaval, Irw. 14 b 88/10/05. Olfice of Nuclear Reactor Regulatioo, 
Director (Post 670411). Spp 47225:323-47225:325 

8810240057 Pari 21 repl re potential failures of NP8314 series valves Automatic Switch 
Co knowledge of Installation & operation conditions of valves lo determine (I malfunc- 
tion creates nuard inadequate. End sve bulletin notifies purchasers, 

WEAVER, J.P. Automalte Switch Co 8B/10/1B. IvlURLEY.T.E. Office of Nuclear Reac* 
lor Hegufatlon, Director {Post 870411) 14pp. 47254 259 47254:272. 


8610170122 Forwards Rev 5 to CENPD 210, "QA Program Da scrip lion of Nuclear 
Power Sys QA Program," reflecting consolidation of QA organfzation.commitmonl 10 
Reg Guide 1 28 & adoption of NOA-1 

SCHERERpAE Combustion Engineering, Inc LD-60 109 08/10/03 ROE,m DM 
sfon of LIcenseo Performance & Quality Evaluation (Post 870411) Ip 47174:172- 
47174 215 

-8610170133 CENPD-210 R05 Rev 5 lo CENPD-210. "QA Program.Descripflon of Nu 
clear Power Sys QA Program " 

• Combusllon Engineering. Inc 80/09/05 42pp 47174.173-47174-216 

6810170316 Ack receipt of 880930 responses to NRC 680921 Itr re violation /nencea- 
formance noted In Insp 99901 107/88-01 

BRACH.EW Vendor Inspection Branch. 08/10/13 BEITZINGER.L A Kllltoum Engl- 
neorlngCo Ip 47174 221-47174 221 


8610240226 Part 21 repl re deflcler^cy In control & power circuits for dc mofor-ope rated 
valves due to lack of surge protection Initially reported on 68051 a.lnterlm measures 
ensure proper operation of valves until surge Installed 
W^SON,n A Carolina Powers Light Co. NRC-e44. 80/09/29. GRACE, J.N Region 
2, Ofo of the Director, 1p. 47265.264-47265:284. 

88102402^ Part 21 rapt re diesel generator left bank Intercooler 1ubes.mfg by IMO 
Delaval Leaks Initialed when tubas ruptured by diffuser plate In Inlet adaptor.lnltlally 
reported on 88O93O.lnl0fcooier replaced. 

KINGS LEmo. System Energy Resources, Inc. RDB8 001 BB/Ofi/SO. GRACE, JN 
Region 2, Ofo of the Dlreclo#. 6pp 47259.291.47259 206. 


8810190130 Ack receipt of 880030 Itr informing NRC of stops taken lo corrccl noncon- 
formance in Insp Rept 90900100/88 01 

BRACH,E.W. Vendor Inspection Branch 88/09/30 SEQEN.R D Limitorque Corp 
Spp 47200-280 47208 292 

8810210586 Forwards Fisher Anomaly Notice 08 2, "NRC Into Nolle© 88-73. Diroclwi* 
Dependent Leak Charactorlatics of Containment Purge Valves " Requests NRGoxarft- 
Ine records to determine If Type 9200 butterfly valves purchased, 

CAHILL, D. Fisher Controls International {subs of Monsanto Co ), IEIN‘08 073- 86/10/ 
14 PETROSINO,J J, Division of Reactor Inspecllon & Safeguards (Post 870411) ftpp 
47235.312-47235.319 
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ReQGO ftEQUUVTORY GUIDES 

AA(iaifiOlE4 Provides agonda for CRGR Meelino 144 ori 860B10 in Belhesdo, MD Items 
to bo loviewed includo proposed frnal reg guido, “Qualification of Safoty*Ro1al&d Lead 
Slofaqe aalleriQS for Nucloar Power Plants^' & proposed Rav a to Reg GiJ'da 1 9 
iORCWVN E L CommlUee to Review Generic Requirements 89/09/03 
hfrNERO R M Office of Nucloar Material Safety & SafoQuards, Director, 
GOLDBERG, JR Office of the General Counsel PAPERlfctLO.C J Region 3, Ofc of 
the Director 2pp, 47026 027 '47026 026 

aa 0S:29014I Responds to NRC SER re util 840430 request for ©>ceptton Ifom Reg 
Guide 1 97 classification for inslrumenls used to monitor variables In environ quafifica- 
fK>n lEOl oraoram Both coolant reactor & pressure variables included in EQ program 
GR^DLEY R, Tennessee Vatloy Authority TAG 51074 0Q/OO/S3 Document Control 
Branch (Documem ContTot DesK) t9pp 46677 276 46677 203 

8409290095 Submits followup to 090916 & previous meetings ro NRC comments on 
documenis previously submitted Listed revised documonis.lncorppratinp resolulions to 
commenlsjncljcling App F to NUMARC 97-00, end 

RASIM WH Nuclear Management & Rosoufcos Council (NUMARC) (formerly Nuclear 
Cliluv Manaqe TAG 40577 99/09/20 Office of Nuclear Reactor Regulalion. Director 
(Post 670411) 23pp 47000 001 47000 108 

MQ93Q0167 Responds to Generic Lir 90-11, "NRC Position on Radiatlo/i Embnltlement 
nf Reactor Vessel Malls & Impact on Plant Operations " 

HUKILLHD General Public Ulililies Corp • GPU Service Corp GL-BB-II, 68/09/20 
Document Control Granch (Document Control Desk) Ip 47001*230 47001 230 

9410030124 Forwards Insp Rept 50 344/00-36 on Q8000G 12 & of 

rfovlalJonAssesamont of concerns re upgrading Inatrumontallon to Seismic Class I 
& actions (or number of temp Indicattons for RCS.por Reg Guide 1 97,roquoslod 
KIRSCH D F Region 5. Ofc of the Director 08/09/16 COCKFIELD.D.W Portland 
GeneialElecIrlc Co 3pp 47010 124-47010 141 

-0810030128 Notice of deviation from insp on 08080Q-12.Violation noted Indicfliors for 
condensate sloraflo tank level not guafified os Seismic Class L 
KIRSCH, OF Region 5, Ofc of Iho Director. 00/09/16 Ip. 47010 127-47010.127 

-8610030130 (nsp Rept 50 344/09 36 on 000G08-12.Daviaiion noted Major areas 
Inspected liconsso conformance to Reg Qul^ 1 07iRev 3 a a 

RICHARDS, S A Region 5, Ofc of the Director 88/09/16 14pp 
47010 12947010 141 

8310030131 Forwards Emergoncy Rosponso Facilities Insp Ropls 60-220/80-26 & 50 
410/08-24 on 880801 04 No violollons or deviations noted Pmna showing asllmatod 
date of completion of findings in App A requested within 46 days . . _ _ , . . 
BELLAMY, RR Roalon t, Ofc of Iho Director. 09/09/26 MANQAN.G.V. Niagara 
Mohawk Power Corp 4pp 47015 241 47015.262 

-8010030134 Emergency Response Appraisal Insp Repts 50 22 0/60*26 & 50 410/88 
24 on 090801-04 No violations or deviations noted. Major areas Inspected roviow ol 
saiecied orocodufos. support og documents & roprosenlallve records. 

FOX^EF Reg^Xiroteof Iho Director 50 410/80-24 00/09/16. lOpp 47015'246 
47015 262 

BA1 0040247 Submits revised plans re nonqualified main stream sys flow conlrol 
Uansmiue^a Uttl will add condensate pols to Instrument lines & procure qualified ro 

^iJCKER^H^B^^DJkQ^PowQr Co 00/09/27. Document Control Branch (Doc um on I Con 
IfOlDesk) 9pp 47040'169 47040.171. 

381M60267 Discusses ALAR A audit performed at O-S^and & JSL Pfoleot on 5*0510 for 
reporting period, Nov 1987 - Apr 190O.por License SUA-13B7 NFtC concluded that It 
censea Bdliarinp to ALARA philosophy of Rog Guido 0 31 , 

GRACE S R , hlAV/KfNS,E F Uranium Recovery Field Ofc, R4, 80/08/04 Uranium 
Recovery Field Ofc, R4 7pp 47072-O0B-47072.004 

8310100213 DIscuasoa progress of procuromont & evaluation aclIviWos for meo ling Reg 
Guido 1 97 neutron moniroring requirements, per NRC 000706 Ur.Dovolopnnont of bid 
spec for neutron monitoring sya completed 8 being P^®P^rod Tonasuance. , » 

E^0OKEn,J E (3ulf States Olililles Co RBG-20909. 00/09/30. Document Conlro! 
Branch (Document Control Desk). 2pp 47001 ‘262-47001 253 

6010100277 "For Comment" Issue of draft Rm Guido 7.0, Task MS 804 4, "Load Com- 
iHnations for Structural Analysis of Shipping Casks for Radioacllvo Mall. 

* Office of Nuclear Regulatory Research, Director {Post 08O72C). 68/09/30. 12pp 
47061 203-4708P214 

6010110126 Forwards documents ro 3h4 lor transrnlual \p PDR. 

BEVERIDGE.G G. Program Implomontallon Branch (post 870729). 
MCKNIQHT,JC Oocumont Control Branch (Document Control Desk). Ip. 47211:060- 
47218.127 

-B816U6112 Forwards area reloaso survey for Johnstown.PA facility, per 
I0OFR31 Idontificaiion & remedy of conlamlnatfon In affocloci area completed on 

AUmn.A^ Penn Traffic Co SERI 09. 60/03/31 CXJSTEUO.F Region 1, Oio ot the 
Durecior. 8pp 47213 208 47213-216 

03 19130070 Forwards notice of consideration of issuance of amend to Uconse DPR*20 
i IsISHC dalermlnation & opportunity for hearing on OBOOtO roquaal to change pres- 
sunzer level in si ru mentation per Reg Guido 1 07 i-,- 

WAMBACHpTV. Project Dlreclorato 111-1. TAG 60223, 80/10/04 BERRY, K.W. Con- 
eumers Power Co 2pp. 47136 060-47136 075. 

-3010130072 Notice of consideration of Issuanco of amend to License pFR;20 A pro- 
posed NSHC delarmlnation A opportunity for hoorInaAmend revlaos Tcch Specs to 
change presaurizor level Inslrumentallon per Ren Guido 1.97. 

WAM8AQHJV Proiecl Dlfeclorale 1 11-1. 00/10/04 6pp 47136.070 47136 076, 

0010130179 Provfdas updated status rept ro impfomentatlon oi Rev a to R^ Qulda 
1 97 for planl,par 880620 commitment A requests (Inal liconslno declsfon bo basad on 

enci inf o.R opt updates, clarifies A consolldaloa all previous sub rnltlalB , 

ALEXtCH,M P Indiana Michigan Power Co. (formerly Indiana A Michigan Electfio Co). 
A£P NRC O773A0. 08/10/05, MURPHY, T.E. Document Control Branch {Document 
Control Desk), 65pp. 47136*182-47136.246 


3010140186 Confirms Reg Guido 1 07 Insp on 681017-21 re post accident monitonng 
Inatrumentatlon Listed areas will be inspected 

HARRISON, JJ Region 3. OIc of Ihe Director 88/10/03 REEO,C Ccmmonwoallh 
Edison Co 2pp 47150*169 47160 170 

8319170103 Provides status of ukl actions taken In response lo NRC 8B0729 safety 
evuallion ro conformance to Reg Guide 1 97 Esilsting safety injection tank fovol Instru- 
mentation replaced w/Rosemowni Model 1153 Class 1 E level Iransmillers 
CONWAY.WF, Florida Power A Light Co. L 68 438 OS/10/10 Document Control 
Branch (Document Control Desk) 2pp 471 69 233 47 1 69 234 

8310170122 Forwards Rev 6 to CENPD-210. "QA Program Description of Nuclear 
Power Sya QA Program." roffecling consolldalion of QA organ Frail on, commitment to 
Reg Guide 1 28 A adoption of NOA 1 

SCHERER.AE Combustion EnQlnooring, Inc LD 88 109 89/10/93 flOE.JW Divi- 
sion of Licensee Performance A Quality Evaluation (Post 870411) Ip 47174 172 
47174 215. 

8010170210 Forwards Insp Rept 50-312/68-27 on 680912-1 6 No violations noted 
PATE.R J. Region 5, Ore of the Director 8B/09/30 FIRLIT.J Sacramento Municipal 
Utility Dlsfricl 2pp 47173 280 47173 2D6 

-8910170213 Insp Repi 50-31 2/8 B 27 on 880912-16 No vfolaflons noted Major areas 
Inspect od licensee conformance w/Rov 3 lo Reg Guide 1 97 Rept addresses A closes 
SIMS issue Numbor 6? 33 

MEIFUF., RICHARDS, S A Region S, Ofc of Iha Director. GL-82 33 86/08/30 16pp 
471 73, 202-471 73' 296 


0910100116 Informs that uUI will submil required responso to Genonc Ltr oa-l 1 re reac- 
tor vessel mallcmbnltlomenl (Rog Guido 1 99) on or boloro 090109 
CROLEY.BG Sacramento Municipal Utility Dialricl GL-sa-ll 98/10/11 Document 
Control Branch (Document Control Desk) ip 47179 333-47179 333 


8019190216 Responds to 800916 notice of doviallon re missed commilmenl associated 
w/quatificallon of cendensato storage lank lovof indicalfon used for post accident 
monitoring per Reg Guide 1,67.Topical Rept PGE-1043 revised ro as-built condition 
COCKFieiO.O.W Portland Genorat Eloclric Co 88/10/U Document Control Branch 
(Oocumonl Control Desk) 6pp. 47200001-47200 006 


6810190225 Discusses Rog Guide 1 97 commlimontAa result of NRC Reg Guido 1.97 
audit on 000008 12,no1Ice of violation Issued re misunderstanding of commitment (o 
qualify condensato storage tank (nstrumentallon Nonconforming activity rept Issued 
COCKFIELD.OW. Portland General Electric Co 86/10/14 Document Control Branch 
(Document Control Desk) 3pp 47 19 9, 350-47 199.361 

6810240206 Forwards addi Info re nucloar inslrumonletion ays upgrade, per CM Tram- 
mell 860729 request Now ac power (oodor will be installed for each nuclear (nstnj- 
maalallon sys Channels I, 11,111 A IV A routed per IEEE Sid 384 A Reg Guide 1.75 
MEOFORD.MO Soulhorn California Edison Co. TAG 87902 98/10/18 Document 
Control Branch (Document Conirol Desk) 4pp, 47255,138 47255.141 

8810 24 051 4 Forwards Safety Insp Rept 50 289/08-17 on 600008 19 A notice of viola- 
lion 

OALLO^RM. Region 1, Ofc of the Diroctor. 98/10/17, HUKfLUHD. General Public 
UliliHos Corp. - GPU Service Corp 2pp 47264*196-47254 235. 

•-8610240522 insp Rept 60 289/89-17 on 880909-19 Violations noted Major areas 
Inspeclodllcoftsoe provenlivo A corrocliva malnl nclEvitles.deslgn ebangoa A 
mods, Including Reg Guido 1 97 re solflctod plant A environ monitoring instrumenla- 

NAPUDA.G, BLDMaERQ.N. Region 1, Ofc of the Director 08/10/14. 30pp 
47264,200 47254:235. 


8910260114 Rosponda to FOIA roquoal for records Appa H A I documents available In 
POR ^ 

QfllMSLEY,0 H, NRC ■ No Detailed Affiliation Given 89/09/14. JOHNSON,O.E. 
Swldlor A Berlin, lOpp 47192.009 47192:137. 


->-0010250121 "Reg Guido 1,97 Compliance Evalualion for P^grim Nuclear Power Sta 
IlEFFfllES.J A Boston Edison Co. 68/09/14 105pp. 47192 022 47192.126 


REVIEW GRP NRC RESEARCH REVIEW GROUPS 

8809160164 Provides agenda for CRGR MoeWnp 144 on 880910 in Bethesda. MDUems 
lo be reWawed Include proposed fir>al reg gulffo, "Qualification of Satalyj Related Lead 
Storacw Balterlos for Nuclear Power Plants^' A proposed Rev 3 to Reg Guide 1 0 
JORDAN ,E.L Committeo 10 Revlaw Generlo Requirements 88/08/03 
BERNERO.RM. Office ol Nucloar Material Safety A Safwuard5,Dimc1or. 
QOLDBERG^JR. Office of the General Counsel. PAPERIELUO.C J Region 3, Ofc of 
the Oiroolor, 2pp. 47026 027-47026.028 

8009190139 Requests processing ol end documents re 3M compiled by NMS3 A ro- 
olona through NRC Document Control Sys A forwwding lo PDR 
BEVERID0E,Q Q. Program Monagomeni, Policy Devdopmont A Analyds Staff (Post 
870413). 88/0B/26 LANHAM.D, D«umonl ConVal Branch (Document Control Desk). 
Ip, 46956:178-46904 263. 

-0009200205 Requests that NRC promote prompt notice lo atato agencies ro static 
allmlftation davlc^ not returned to mig SE230 through SE2 40, encl 
SMITHjM,J Mississippi, Slate of. SE229. 68/02/82 NDSSBAUMER,D. A. Assistant Dl- 
reclor ^or Slate Agreomenls Program 34 pp, 46960,330-46901 002 

-6809290210 Provides (nfo ro recent Stale of A2 Po*2IO involvement. 86474 - 8E47e 

TEDFORD.CF. Arizona, Slate of. SE473 66/04/20. BILLING, L. State, Loed A Indian 
Tribe Programs, 7pp 46964- 198'46904, 284 

PWSHWJH?Nucle«r Council (NUMARQ (lorinorty 

IJlitity Manage. TAO 48577. 60/09/20, Office ot Nuclear Reactor Regulation, Director 
{Pom 07O411>. 23PP 47000 001-47000.109 
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~l)«(l»2Ba097 Rev 1 to "Guidelines & Technical Bases Fei NUMAFIC Inlllallves Ad- 
dreissing Siatjort Blackout at LWR ** 

* Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage 88/00/17, 05pp 47000 024-47000 108 

6609300173 Notification of CRGR Meeting 147 on 880922 In Rockville.MO to discvas 
NRC evaluations ol IDCOR proposed m el hod elegies for performing Individual plant 
exams called for in Commission severe accideni policy statement Agenda listed 
JORDAN, EL Committee to Review Genenc Requirements 68/09/19 

BERNERO.R M Office of Nuctear Material Safety & Safeguards^Oireclor 
GOLDBERG, JR Office of the General Counsel PAPER IELLO,CJ, Region 3, Ofc of 
IKeOireclof 2pp 47002 077 47002 076 

8610030105 Advises that NRC considers Issue re low temp overpressure protection for 
advanced LWRs resolved for advanced LWR rerjuiremants document.per 860326 itr 
LONG, WO. Standardization & Non-Power Reactor Project Directorate 60/09/23 
KINTNER,E E ALWR Utility Steering Committee, KINTNER.EE. General Public Utlll 
ties Cofp - GPU Service Corp 2pp 47004 359 4 7004 360 

8610030276 Summary of CRGR Meeting 145 on 060824 Listed Items addressed List of 
attendees end 

JORDAN, E L. Committee to Review Genedc Requirements, 88/09/07 STEtLO,V, Ole 
of the Executive Director for Operations 2pp 47008 156-47008*157. 

6810040254 Responds to 9B0705 request for NRC to withhold 880125 Battelle rapt, 
’‘Preliminary Analytical Results Antistatic Device Po 210 Release Measurements" from 
public discfoaure [ref 1OCFR27Q0] Repl will not bo placed In PDR for 20 days. 
DAVIS,AB Region 3, Ofc of the Director 00/09/22 HICKEY.JP, Shaw. Pittman, 
Potts & Trowbridge 2pp 47010.313 47019,317, 

-’6610040268 Requests withholding of Battelle rept re SM static eliminator from public 
disclosure (ref 10CFR2 790), 

HICKEY, J.P, Shaw, Pittman, Potts & Trowbridge 86/07/05. DAVIS. A B, Region 3, Ofc 
of the Director 3pp 47019 315-47019,317. 

6610040344 Summary of 860915 meeting w/NUMARC re USI A-44, “Station Blackoul 
Issue" & draft generic response for use by licensee & draft App F to NUM ARC- 
0700 Attendance list & agenda end 

TAM,P S Project Direclorale I 4, TAG 40577. 88/09/20 Project Directorate 1 4, 12pp. 
47020 001-47020 012. 

6610060156 Notification of 881005 meeting w/NUMARC in Rockville, MD to discuss 
prtwross of work on Tech %}oc Improvement Program, 

BUTCHER, EJ Technical Specifications Branch 86/09/22 ROSSI, C.E. Division of 
Operational Events Assessment (Post 670411) 2pp 47067,245-47067 246 

6810100136 Nolification of 8610Q5 meeting w/NUMARC In Rockville, MD to exchange 
info on molded case circuit breakers 

STONE, JC Project Direclorale 11*3. 88/09/30 MURLEY.T., SNIEZEK.J. 

MIRAGLIA^F. NRC - No Detailed Affiliation Given 2pp, 470B5.169-47085‘170. 

8810100151 NofjflBa of CRGR Meeting 148 on 681012 In Gothesda.MD to review limited 
rev to 10CFR50,App R, proposed generic Itr addressing Implementation of SPOS Im- 
plemonfation & proposed generic Itr re safety related motor-operated valves 
JORDAN, E.L. Commillee to Review Generic Requiremenla. 68/10/03. 

6ERNERO,R M Office of Nuclear Malonal Safety 8 Safeguards, DIreclor. 2pp. 
47064:348-47084 349 

8810100203 Summary ol 880907 meeting w/NUMARC STS ImprovemenI (Coordination 
Group re progress of work on Tech Spec ImprovemenI Program.Next meeting be- 
tween NRC &TlUMAflC STS ImprovemenI Coordination Group scheduled for 881005 
BUTCHER,EJ. Technical Specifications Branch 88/09/30. ROSSI, CE Division of 
Operational Evenla Assessment (Post 670411), Bpp 47103*290-4710^*207, 

8810100241 Notification of 881019 mealing w/NUMARC working group In Rockville, MD 
to hear NUMARC presentation on proposed methods to develop new STS for Inalru* 
mentation, 

BUTCH£R,EJ Technical Specifications Branch 88/09/30. ROSSI,CE. Oivlalon of 
Operational Events Assessment (Post 870411} 2pp 47106 3<t0 47f06'341. 

0610100272 Notification of Seismic Subcommittee 861017 & 18 meetings w/ consult- 
ants In Rockville, MD lo discuss extonslorvs of seismic methodologies to meet needs 
of Individual plant exams for external events, Agenda end 

REITER, L , MURPHYA External EvanU Steeling Group REITER.L, Structural A Gao- 
Bcionces Branch 88/10/03, SHAO.L External Events Steering Group SHAO.L Divi- 
sion of Engineenng A Systems Technology (Post 670411) 3pp. 471 00.3 42-4 71 06'344. 

8610110062 Forwards draft generic Itr re Genenc Issue II £61, "In Situ Testing of 
Valv 0 s," (o r r evlew A com merits. 

BECKJORD,E.S Office of Nuclear Regulatory Research. Director (Posl 860720) FIN 
A-3S21 lEB 85 003. 68/09/20 JORDAN.E L ^mmiltee to Review Genenc Require- 
ments 116pp. 47108 212-47108 345. 


-3604070333 Discusses Safety Insp 99990001/86-14 on 880206 No violations or devi- 
ations noted, Major areas Inspected possession & use of static eliminators mfg by 
aM SER 050 end 

WHITE, J R Region 1. Ofc of the Director. 88/03/31 GORDAN.S, Conseco, Inc 6pp 
47211 330-47211 343. 

-8604060206 Discusses Safety Insp Rept 99990001/08 07 on 080212 No violations 
notedMajor areas Inspected possession A use of etalic eliminators mfn by 3M 
WHITE, JR, Region 1, Ofc of the Director SER205 86/04/01 WOOD.W Phillips 
Manufacturing (5o- , Jnc 6pp 47215 022-47215 027 

-8604120100 Discusses Safety Insp 09990001/88 62 on 880302 No violations 
noted SER201 end 

WHITE. J R Region 1, Ofc of the Director SER200 80/04/05 MILES.E. Orlho Diag- 
nostic Systems, Inc (subs of Johnson A Johnson) 8pp 47216 005 47215 012 

—8604120221 Discusses Insp 99900001/80-40 on 600226 No violations noted Insp re 
viewed possession A use of etolic eliminators mfg by 3M 

WHITE. J R Region 1, Ofc of the Director. SER224 88/04/01, SAILY.D Fnto Lav. Inc 
5pp 47216 1 03 47216 197 

-0804130320 Requests permission lo continue using 3M Model 315 static eliminator 
until 880519 to mfg product used to diagnoso colo rectal cancer.per end safety Insp 
rept 

KATZ^M. Laboratory Diagnostics Co, Inc SER175. 68/04/06 NRC - No Detailed Af- 
fjllallon Given 2pp 45175 216 451 75 218 

-8804130323 Safety insp on 800304 of general llcenso.lnsp findings no violalionis ob- 
eervod. 

OBEflQ^C.T, Region 1, Ofc of the Director * Laboratory Diagnostics Co, Inc 
SERI 76, 88/03/04 lOpp 47213 230-47213 248 

-6805030182 Authorizes vendor to continue temporary use of 3M Po 210 static olimlna* 
lion devices, per 880321 Itr.AuthorizalJon does not permit vendor to rocolvo new or re- 
placement static eliminators from 3M, 

RUSSELL,W.T. Region 1, Ofc of the Director SER207 80/04/22. HOROWITZ, M. Po- 
laroid Corp 2pp 47215 034-47216 036 

-6805090227 Oiacussea Safety Insp 99990001/88 OB on 880212 No violations 

noted Major areas Inspected possession A uso of static eliminators mfg by 3M 
WHITE. JR Region 1, Ofc of the Director. SER235 88/05/02 GROTH.H Whitbread 
North America, Inc 7pp 47215 237-47215 243 

-8606230294 Discusses Safety Insp 99900001/80 00 on 8801ie.No violations 

noted Major areas inspected review of licensee possession & use of static ellmlnalore 
mfg by 3M SER215oncl 

WHITE, JR Region 1, Ofc of the Director SER 21 4 80/05/17, KOBYLINSKI.AW 
General Electric Co lipp 47215-099 47215 109 

-6605240094 Discusses Safety Insp 69900001/08 60 on 880316 re posseaslon A use 
of static eliminators mfg by 3M No violations noted Major areas 

inspected.contamlnation on floor A surface areas of boUle waalt room coniafnlng 
bottle blower SER222’23 end, 

WHITE, J R, Region 1, Ofc of the Director. SER221 08/06/10 STEB8R.J FI ah or So- 
enlifJc Co. 25pp 47215 167-47216 101 

-6805240182 Discusses Safety Insp 900900001/88 73 on 080321 No violations 

noted.Mafor areas inspected. I icon see possession A uso of sialic eliminator mfg by 3 M 
A Independent survey to validate effectiveness of surveys A doconlamlnalton efforts 
WHfTE,JR Region 1. Ofc of the Director SER191. 00/05/18. MARQOLIS.G Moto 
Photo Zpp. 47214.315 47214 325 

-8606160166 Discusses Insp 69990001/88 67 on 880316 No violations noted Major 
areas inspected-coniamlnation of floor A surface areas of packaging facility housing 
bottle blowing unit A solvent room containing portable blowing units. 

WHITE, J R Region 1. Ofc of the Director SER221. 00/06/07 STEBER.J, Fisher Sd- 
enlific Co, 2pp. 472 IB 155 47215.156 

-66D6220224 Discusses Insp Rept 99990001/86-63 on 000504 No violations noted Insp 
limited lo review of records re 3‘M static elimination device A survoya of location 
where device used 

WHITE, J R, Region 1, Ofc of the Director. SER238 00/06/14. ELITHARP.T.H Welch 
Foods, Inc. 2pp. 47216 244 47215.244 

-B606280353 Confirms Tofeon Inquiry 88 90 on 080303 re possession A use of state 
eliminators mfg by 3M. Understands that recipient never possessed or used device 
WHITE,J R, Region 1, Ofc of the Director SER 193 08/05/20 HOWARD.R Nabisco. 
Inc. gpp 47214-335 47214 336 

-8807079238 Discusses Special Safety Insp 90990001/08 91 on 880410 No vioJabonis 
noted Major areas Inspected possession A use of sialic eliminators mfn by AM 
WHITE, J.R. Region 1, Ofc of the Director. SER256. 08/06/29 BOYLE, M ScientiLc 
Distributors, Inc. 2pp, 47215 328-47216 331, 


8810110105 Summary of 860922 meeting w/NUMARC re station blackoul 
fist.agenda A NUMARC 87 60 seminar questions A answers end, 
TAM,P.S. Project Directorate 1-4 TAG 40577. 86/10/03, Project OIreclorate 1-4. 89pD. 
47100*063-47100 151. 

80101 10125 Forwards documenis re 3M for transmittal to POR 

Program Implementation Sranch (post 870720) 68/09/23 
WCKNIGHT.JC Oocumenl ConUol Branch (Document Control Desk), ip. 47211.089- 


-8B 10-1 10135 "Records From Region I," 

* NRC - No Detailed Affiliation Given. 68/08/16. 9pp. 47211.090-47211,198. 


-6e04M0307 DIcussea Safety fnsp 99990001/68-039 on 880225 No violations 
9^ possession A use of static eliminators mfg by 3M. 
WHITE.J R, Region 1, grc of Ihe Director SER 192 66/03/28 JOHNSON, B Nabisco. 
Inc. 7pp 47214 328-47214,334 


-8808010305 Discusses Insp Rept 99990001/06-88 on B0O5O5No violations 
noted.Ma]or areas inspected- survey of decontaminated poster roomSER218 A 220 
end. 

WHITE, J.R Region 1, Ofc of the Director SER219 08/07/19 STARCH.P Filmet 
Color Laboratories, Inc 17pp. 47215.136 47215 152 

-8610119145 Forwards complete file of Region I records re 3M sialic eliminator 
problenijper Po-210 contamination of facilities A L Robinson 800709 FOIA 
request sER002‘004,lric1uding copyrighted mail, end 

WHITE.JR Redon 1, Ofc of the Director SEROOl 88/07/16 LONG.J. Operations 
Branch 20pp, 47211 :099 472 1 1 .1 05 

Requests permission to continue using 3M static eliminator bars, Model 
316 A air Ionizers, Model 900 until replacements arrive Leak lost results of devices 
end 

KIRK.G Air 0 Plaslik Corp, SER006, 88/05/10 GLENN, J Rogion 1, Ole ol the Direc- 
tor, 3pp. 47211-106 47211 100. 


Insp 99990001/88-13 on 880209,Mo violations noted, 
ffipp 472fl^"48',(??l4 3M CALVEflT.D. NortisW 


-8810110179 Forwards facility survey for conllnuod use of five 3M static ©llminalor 
bars.Model 3l5,Alr Ionizers returned lo 3M on 080516 SEROOO-16 end 
KIRK.G A Alf-0 Plaslik Corp SER007 80/05/10. PICCONE Redon 1, Ofc of Ihe Di- 
rector 36pp 47211-109 47211*147, 
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-6410110199 Provides info requesled In 080303 lelcon for conlinuod use of 3M brand 
sUstio dissipate/ units at region facllitlas Related info end 

KILGOUR.R J Armstrong World Industries SER016 80/03/23 PICCONEJ, Region 1. 
Ofc of the Director 7pp 47211 140*47211 154 ( 


"“ob^w^SEROMarel*’’ 8S0301 Insp (indinpsno violalions 

?1p^?72i3»1®47*2{a 261** ' Cartor-Wallace, tro. SER05B 8S/03/O1 


-A61D1 10220 Forwards radiation survey repts to (ustify temporary continued use of 3M 
dissipator units 

KILGOUR.R J Armstrong World Industries. SER016 88/04/20, PICCONE.J Region 1. 
Ofeof the Director lOpp 47211 155 47211*164 “ 

-491810110261 Safety Insp 90990001/80*56 on 880310 Insp findings no violalions ob- 
served 

WALLACE, W L Region 1 , Ofc of II 10 Director * Hoffman-La Roche, Inc. (subs of F. 
Hoffman La Roche & Co , Ltd ) SER017 88/03/10 4pp 47211 165 47211*168. 

-4610-110265 Safety Insp 99900001/88*55 on B8031Oln5p findings no vIolationB noted, 

* neglon t, Ofc of the Director * Hoffman La Roche, Inc (subs of F, Hoffman La 
Roche SCO a Ltd ^ SEROie 80/03/10 4pp 47211 169 47211 172 

-8610110277 Safely Insp 99990001/80*46 on 800302 Insp fmdingsno vpolatlons 
rviCed Related info end 

OBERG.CJ Region 1. Ofc of the Director * Hoechst-Roussol Pharmacoulicals.fno 
SER019 a8/03y%2 7pp 47211 173 47211*179, 

-8819110266 Forwards repts requested on 880302 visit to site re tests conducted to 
avaluale Integrity of 3M Po 210 static eliminators & areas in useSER020 023 end 
CROUCHER.C Hoechst Roussel Pharmaceuticals, Inc SEROie 88/04/04 OBERQ,T. 
Region t. Ofc of the Director lipp 47211,180-47211 190, 

-6610110294 Safety Insp 99990001/08-19 on 800224 Insp findings no violalions noted 
& m 3M dovica3/Po-2lO contamination found during lnsp.SER025 028 ©ncl. 

* Region 1, Ofc of the Director * Heublein SER024 68/02/24. 6pp 47211.191<- 
47211.106 

-8618110343 Confirmatory Action Ltr 00*06 listing actions llconseo has lalten or will 
lake re performing measurements to delect contamination in Somerville, NJ faclljlv.per 
660210 tolcon. SER 020 end 

MARTIN.TT Region 1, Ofc of the Director SER027 08/02/12. SHEDLOCKJ F, GP 
Technologies, app. 47211 197-47211.108 

-8810110352 Safely Insp 09990001/08 62 on 880317 insp findings no violations 
noted SER030 031 end 

* Region 1, Ofc of the Director ‘ Qlobo Manufacturing, Inc SER029 86/03/17 llpp 

47211270-47211:269. ^ 

-8910110368 Safely fnsp 99900001/80*25 on 000224 No inap findings noted. SER033 
036 end 

* Region 1, Ofc of Iho Director * CrItikon, Inc SER032 80/02/24 12pp. 47211*200 
47211 301. 

-881-0110372 Safety fnsp 9990001/88 48 on 66030D Insp findings no items of noncom 
pllance or ur!safe conditions noted Static oiiminator device collection form end. 
PELCHAT,J Region 1, Ofc of the Director * Berlex Laboratorlos. Inc S6R037. 80/ 
03/09. 3pp. 47211.302*47211 304 

-8810110376 Requests lomporary conlinuod use of current 3M products until replace 
fTtenls obtalr^od in approx 60-90 days, per lOCFROlSList of device lease numbers 

BEIL.D Bemis Co» Inc SER038 68/04/08 Office of Nuclear Matorlol Safotv 8 
Safaguartfs.Director. 6pp 47211 305 47211:310. 

— 861011037S Safety Insp 99998001/88*44 on 880302 Insp findingsrno violalions 
noted Related info end. 

OflERQ.CT. Region 1, Ofc of the Director * Beocham Laboralorios SER030. 80/03/ 
C2 7pp 47211*011 47211 317 

-8510110383 Requests extension for compliance vr/ordor suspending use of 3M nucle- 
ar sialic eliminators SER041 044 end 

GAG IS, A J BASF Corp aER040. 80/05/13 GLENN, J Region 1, Ofc of Iho Dlreclor. 
6pp 47211 318*47211.323 

-8410110388 Requests exception to NRG order to discontinue use of 3M Model 316 
elatic efimlnator until company can dotermlno whether fooslblo altornalives oxJsi lo re* 

g ace device 

ENDECKI.M J €k>nooloum Corp. SER046 08/03/01, GLENN. J. Region 1, Ofc of the 
Duedor 3pp 472 11.324*472 11 *326, 

-8410110367 Updates 6Q0301 Ur requosling oxcoplion to NRC order to disco nllnuo uso 
ol 3M Model 316 static ollmlnallon devices All devices have boon wipe tosted.per 
NRC instructions SER047 048 oncl 

SENDECKLM J Congoloum Corp. SER046 88/03/10. QLENN.J. Region 1. Ofc of the 
Director 0pp 47211.327-47211 334. 

-8410126004 Requosls 60 day extension to use 3M nudoar sialic ollmlnatore on basis 
ol safely lequiremenis Operational personnel would be sub) to high voilago dfscherao 
w/o uso units SER050 end 

GOROOK.S Conseco. Inc SER049 80/05/17, GLENN. J. Region 1, Ofc of Iho Direc- 
tor 3pp, 47211.335 47211 337 

-841D120007 Safely Inap 99990001/08 32 on 8B0303 Insp findingsmo violations 
rvotod SeR052 enci 

WALLACE, W L Region 1, Ofc of the Dlreclor * Concord Bovorage Co. SEROSI. 80/ 
03/03 15pp 47211*344-47211 350 

—9410120011 Advises that compnay has decided not to apply for extension to use 3M 
stabc eliminator bar, Model 315 Bara being packed return to 3M during wk of 
8803 H SER054 055 oncl ^ 

SENSALEAP Colorama Laminating & Printing, Inc SER053. 88/03/11 PICCONE,J. 
Region 1, Ofc of Ihe Director 3pp 47211:369*47212 006 

-6410120024 Safety fnsp 99990001/00 53 on 800300 Insp findings no violalions 
noted Stale eliminator device cofleclion form end 

WALUCE.W L Region 1, Ofc of the Director ' CIBA-GEIQY Corp SER056 69/03/ 
00 4pp 47212.007-47212 010 

-6410120029 Safely Insp 99990001/80*37 on 000304 Insp findings no violations ob- 
served 

OCERG.G J Region 1, Ofc of the Director * Charles of the Rilz Group, Inc SER067, 
60/03/04 epp 47212,011.47212:016 


Safety fnsp 99990001/89 49 on 880309 Insp findings no Items of non 
compliance Of unsafe conditions found 

Director. ‘ Black Pence, SER060 8B/03/09. 3pp 

4/2 10*262*47213 264 

Saloty Insp BDpS00OI/BB47 on S80310lnsp lindingsna Items o( non- 
compliance or unsafe conditions found 

031^^3^^5^47213 265 47213 267 * Qiocrall Laboralorios. Inc. SER061. 80/ 

-8810120062 Safety frisp 90900001/88-24 on 8a0303.lnsp findings no violalions 
survey & docor^ilaminalion end 

03 6pp 4>213°^6M7213 273 Intern a tiorial Inc. SER0S2 88/03/ 

Radiological Survey & Doconlaml nation " 

4^13 274^47213 260^*°'^ ^ Associates. Inc SER062 86/02/18 7pp 


-8610120072 Safety Insp 99990001/88*20 on 860229 Insp findings no violalions ob 

SQfVQO 

on mo Director * Coalinanlal Baking Co. SEH063 88/02/ 

cO, 4pp 47213 281 *472 1 3 '204. 


nouuvsta lom^Toiary ceniinuoa use or rour 3 M static control devices cur* 
roritly In uso In X ray screen mfg process Related infojncludlng Juslificallon for contin- 
ued uso A site survey for radiation contamination, end 

SUTTON.J0 E.l. du Pom da Nemours & Co, Inc. SER0e4. 68/03/14 PICCONE,J 
Region 1, Ofc of Ihe Diroclor Iflpp 47213,285 47213 302. 


-e$101208$B "Replof Po 210 Radiological Survey.** 

Associates, Inc SER084. 88/03/14 21pp 

47P13 3IB 


-8010120099 Requests approval of continued use of 13 3M static conirol davicos cur- 
rently In use In X ray ecroon mfg process Related fnfo, Including fuslificalion for contin- 
ued uso £ area coniemlnatlon survoys end 

SUTTON, J B. E l du Pont do Nemours & Co, Inc SER0e4 86/03/28 PICCONEJ 
Region 1, Ole of the Director 16pp 47213 337*47213 352 

-8810120115 Requosls oxtonslon of time unlll 880513 for continued uso of 3M slatic 
(lovicos Supporting info oncl. 

SUTTON, JB El du Pont (To Nemours & Co , Inc SER065 90/04/25 PiCCONE.J 
Region 1, Ofc of Iho Director 0pp 472 13.353- 4 7213 356 


-8610 1201 59 "Ashland OIUno,1997 Annual Ropl" SERO74-O70 enclW/ copyrighted 
mall 

HALL,J R Ashland Oil, tnc SEn073 97/12/31. 99pp 47214.026 47214*110. 

-0010120168 Lists guidance for frispeclors of static oliminalors General license static 
ollmlnalox dovico collodion form & SER080 082 end 

WIEDEMAN.D. Rogion 3, Ofo of tha Diroclor. SER070 80/02/09 Region 3, Ofc of 
Ihe Director. lOpp 47214.111*47214*120. 


-0010120173 NoUfIcation of 800219 mooling w/3M In SI Paul.MN to discuss coordina- 
tion ol dale on surveys of sites w/failod 3M sialic ollmfnatox devices Agenda for meet* 
Inn llBlod,Us1 of allendeos & mens of St Paul eroa end 

SJOBLOM.Q Division of Induslrial & Medical Nuclear Safely (Post 070729) SER083. 
89/02/17 JOYNER, J Region 1, Ofc of tho Olfoclor. CLINE, W Region 2, Ofc of the 
Director MALLETT.B RegTon 3, Ofc ol the Director 4pp 47214.121*47214*124 


-S81012617S Forwards fisl of consullanla lhal perform radiation monitoring provided by 
3M courtesy of T Grosso SER085 088 oncl. 

8UTTON,JS e I, du Pont do Nemours & Co, Inc. SER004 BB/03/03. PICCONE NRC 
* No Dotollod Affiliation Given. 30pp 47214*125-47214:162. 


-8610120166 Forwards technical dale shool for epoxies used in mfg stallc 
oliminatorsi)or lelcon requosl NRC rogul aliens applicable lo gonoral licensees, articles 
re PO'2 1 0 & SERO OO 099 oncl 

JOHNSON, J. Minnesota, Mining & Manufacluring Co, 3M Co SER089 88/03/08, 
WHITE, J. Rogion 1, Ofc of lha Diroclor 1 Hpp 47214 189 47214 275. 


-0010120262 Forwards 3M filos perllnenl to recent event W/o files. SER102,103 9 111 
end 

MALLETT,0 Region 3. Ofc of the Diroclor. SER1 12 99/03/00, JOYNER. J. Region 1, 
Ofcol Iho Duector. 4pp 47214-276 47214 279. 


-6610120274 Responds lo Paragraph 5 ol Confirmatory Action Ltr 80-03 re avonl el 
Eaalon,PA facIPity.Root cause of ovont dolorminod lo bo failure of 3M sialic eliminator 
device conlalnlng Po*2 10. Facility docon laminated & survoyod.SERl 14 & 1 15 end. 
OUaUIN.J,A AsTiland Chemical Co. SER1 13 08/04/13 Region 1, Ofc ol Ihe Oiroc* 
tor. 36pp 4 72 1 2.0 17-4721 2 054. 


-6010120304 Roquosts that no davicos or parts be bansforred from possosslcn of NRC 
or BNL w/o express written consent of 3M, por Confirmatory Aolion Ltr DC 07. 
MARSHALL.J.B, MinnosolB, Mining & Manufacturing Co. 3M Co SERI 13 08/03/17 
RUSSELL. W.T Region 1, Ofc of Iho Director, 2pp. 47212.055 47212.065. 


-8610120369 Recommends that NRC consider actions to extend existing coniract w/ 
BNL to perform extonsive tosirng 6 analyses ol const of Po*210 sources used in 3M 
slatic eliminaling devtoes,por NRC 660123 0201 insp of fadlily.SER1 1 7 end 
WHITE, J R. Region 1, Ofc of Ihe Director. -SER1 16 89/03/01. RUSSELL, W,T. Region 
1, Ofo of the Director 3pp, 47212 086*47212 073. 


-0610120379 Forwards urine lost resuMs from Oak Rkfgs lab for Dallas & Easton 
facilities Lb from NRC stating tfiat rosulls Indfcalo no exposure or below deieciion re* 
queated to help heal mental stress SER1 19 end. 

STRING, DJ. Ashland Chemical Co. SERI 18 86/02/10 WHITE. J.R Rogion I, Ofc of 
the Director. IBpp. 47212 074-47212 003 
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-881012 03Ba Expresses appreciation for fong liours gEven hy NflG to enable rapid aS’ 
sesament oi plant incidant.test of empioyoesTolease of procfiicts & cleanup & 
deconlamma(lonSERt22 through 127 end 

D’ANTONI.D J. Ashland Chemical Co SER120 88/02/1 1 WHITE, J R Region 1. Ofc 
of the Director. 151 pp 47212 094 47212 243 

-8810120397 Confirms 880122 tofcon re release of ractro active matls.per 
IOC FR20' 403(b) Rapt will be submitted when survey & cleanup work 
finished SERI 29- 156 end 

STRINGED J. Ashland Chamical Co SER128 58/02/09 WHITE.J.fl Region 1, Ofc of 
Itio Director, 270pp, 47212 244 47213 148 

-8810130041 Safety fnsp 99990001/88 22 on 660229 1 nsp findings no violations 
observed SERISa’ISQ end 

OBERQ.C J, Redon 1, Ofc of tha Director ^ Davlyn IndusWes, Inc SERI67, 88/02/ 
29. 8pp 47213 149-4721 3:156 

-8810130046 Safety Insp 99990001/86-15 on 860226 tnsp findings no violations 
observed SERI 61 -162 end. 

• Region 1, Ofc of Ihe Oireclor * Hygeia Sciences (formerly BTC Diagnostics Limited 
Parlnarship] SER160 88/02/26 10pp. 47213.157-47213:166 

-8810130073 Forwards application for temporary continued use of 3M nuclear sialic 
eliminator Model 906S.covering3 month period 

MCKAY, E IC1 Amencas, Inc SER162 88/05/18 PICOONE.J Region 1, Ofc of the 
Director 2pp. 4721 3'1 87- 472 13.168 


—8810130315 Safety Insp 99990001/08-57 on 8B0315lnsp findings no Violalions ob- 
served 

PELCHAT,JM Region I, Ofc of the Director * Nordon Systems, Inc (subs of Unilod 
Technologies Corp ) SER,196 80/03/16 4pp 47214 344-47214 347 

-8810130340 Requests perpiisslon to continue use of static eliminator bars (or saloty 
reasons 

FRIAR, J North American Rubber Thread Co , Inc SERI 00 08/02/24 Office of Nu 
clear Material Safely & Safoguards.Director 6pp 47214 354-47214.355 

— 88101303S7 Safety Insp 99990001/08 60 on 680316 Insp findings na violations ob< 
SGfVOd 

PELCHAT.JM. Region 1. Ofc of the Director * Northrop Corp SER109 B8/03/16 
6pp 47214 360-47215 004 

-6810140011 DJscusses Safely Insp Rept 89990001/08 05 on 880503 No violations 
noted Major areas Inspected records pertaining to 3M static ofimmation devices & sur- 
veys of locations whore devices used 

WHITE, JR Region 1, Ofc of the Director SER202 88/05/27 METRO,A Pennex 
Pharmaceutical. Inc Ip. 47215.013 47215 013 

-8810140012 Safety Insp 99990001/88 30 on 800302 Insp findings no violations ob- 
served 

WALLACE, WJ Region 1, Ofc of the Director * Peppandga Farm, fnc SER203 68/ 
03/02 4pp 47215 014-47215 017 


-66 10130091 Requests lemporary continued irsa of 3M nuclear air Ionizers for 3 
months until replacemenia of new ionizers delivored, par NRG 68D218 
ordar.Supporting fnfo & SERI 63-1 67 end 

WILLIAMS.L, MCKAY.E ICI Americas, Inc SER162 86/05/18 Region 1. Ofc of Iho 
Director. 30pp 47213 169 47213 108 

-6610130099 Safety Insp 99990001/68 21 on 8B0229rn5p findings no violations 
observed Related Info end. 

OBERG.CJ. Region 1, Ofc of the Oiraclor. * Johnson & Johnson Dental Caro Co 
SER16B, 66/02A2d, 9pp. 47213 109 47213:207 

-88 191 30112 Forwards area release survey fer Johnstown, PA facitity,per 
10CFR31. Identification & remedy of contamination in affected area completed on 
880329 SERI 70 encf, 

ALLEN, n A Penn Traffic Co SER169 68/03/31 COSTELLO, F Region 1, Ofc of the 
Director Qpp 47213 206 47213215 

-6810130126 Safety Insp 99990001/68-28 on 880224 Insp findlngs.no viofallons ob* 
served. 

RELCHAT.J M Region 1, Ofc of Iho Director. * Kimberly-Clark CJorp. SERI71 88/02/ 
24 3pp, 47213.216-47213 218 

-6610130140 Requests that Info from 880224 Insp re slitter-winder oporation.crepod 
wading mfg & towel converting be kept confidenliaf SERI 72-1 74 end 
DAVIS.TJ, Klmberty Clark Corp. SER171 88/02/29 PELCHAT.J M. Region 1, Ofc of 
the Director. 16pp 47213.219 47213234, 

-6810130147 Forwards licensee 860406 Hr re safety problem in combination w/produc- 
Hon of diagnostic test kit Request could be eranted if FDA agrees. 

VACCA*P. Region 1. Ofc of the Director, SERI 76. 88/04/13. GLENN. J * PICCONE.J. 
Region 1, Ofc of the Director Ip. 47213 235-47213 235, 

-6810130169 Advises that NRC may grant Lab DIagnoslics Co.tnc extension for uso of 
3M static eliminator until 880519 

SHROFF, A P. Food & Drug AdmlnlBlrallon SERI 76. 88/04/25 GLENN.JE Region 1, 
Ofc of Ihe Director 2pp 4721 3*246 47213 260 

-8610130192 Discusses Safety Insp Rept 69990001/88 84 on e80502No violalions 
noted Major areas inspected records pertaining to 3M static olimalioo devices & sur-^ 
veys of location used SERI 76 end. 

WHITE.J.R. Region 1, Ofc of the Director SER177. 80/07/05, QUSBY.AC. Laurel 
Packaging 4pp 47214-280 47214.263. 

-B810130210 Requests extension of deadline to return 3M 902 Ionizing guns from 
860510 to B60530 untfl replacement guns received from NRD Corp,per 880509 
telcomSER 180-1 82 end 

COWENJ. Litton Panefvfsion SERI 79. 80/05/17. PICCONE,J, Region 1, Ofc of the 
Director Spp 4721 4-264 47214 269. 

-66101 30220 Discusses Safety Insp Rept 09960001 /oa 66 on 680503 No violalions 
noted.Maior areas Inspected records pertaining to 3M static elimination devices & sur- 
veys of locations used, Semple record sheet end. 

WHITE, J.R, Region 1, Ofc of the Director SERI 03, 68/07/05 QALICIC*A J Malfet & 
Co , Inc 3pp 472 14-260-4721 4-297 

-6610130252 Safety fnsp 69990001/88-45 on BOOSOS.Insp findings. no violations 
obsenred.SER 1 0 5- 1 07 end 

OBERG.CJ. Region 1, Ofc of Ihe Director. * Merck & Co,, Inc, SERie4. 86/03/93 
11pp. 47214 298 4721 4.308 


-6810130256 Safety Insp 99990001/80-16 on 
obsefV0d.SGR189-19O end. 

PELCHAT.J.M Region 1, Ofc of the Director. 
SERI 88. 68/02/25. Bpp 47214:309 47214-314. 


6B0226.lnsp findings :no violations 
* Mid Atlantic Cannere Association 


-8610130297 Discusses cleanup of Molo Photo facility on 880213 Contamination ap- 
parently caused by condition of air sys in fab. Moat of contamination conidned In back 
room & behind plexiglass defvlders In front room. 

^ Manufacturing Co.. 3M Co SER101 68/03/00 
WHITE, J. Region 1, Ofc of the Director. 2pp. 47214-326 4 7214:327, 


-8810140015 Safety Insp 99990001/06-54 on 880308 No violations noted 
WALLACE, WL Region 1, Ofc of tha Director * Pfizer, Inc SER204 0B/O3/OB. 4pp 
47215018 47215021 

-6810140023 Forwards justification for temporary continued use of two 3M Po 210 an< 
tislatic bars Waiver application made on grounds of worker safoty SER206 end 
HOROWITZ, M. Polaroid Corp SER207 80/03/21 PICCONE.JM Region 1, Ofc of 
t he Director 5pp. 4721 5 028-472 15 032 

-6610140027 Requests extension of temporary continued use of (wo 3M Po-210 de- 
vices past 80052 7. Leak testing of device surrounding area will continue 
HOROWITZ, M R. Polaroid Corp SER207 08/05/23 PICCONE.J M. Region 1, Ofc of 
tha Director Ip 47216 033 47215 033 

-6610140040 Forwards rept by Radiation Sve Organlzallon.onUtlod "Kimble 
Gfass.fnc.Vineland.NJ Decontamination & Radiological Survey of Air Brush Claaning 
Area," re daanup of 3M static elimination device 

BATES.JR Owens-Illinois, fnc. SER200 88/03/26, JOYNEfl.J H Region 1, Ofc of 
(he Director. 2pp. 47216036-47216 037. 

-6810140047 "Kimble Glass, Inc, Vineland, NJ, Decontamination A Radiological Survey of 
Air Brush Cleaning Area " 

* Radiation Service Organization SER208. 68/02/28 4pp 47215.038-47215 056 

-8810140056 "Kimble Glass, Owens-Illinois, Inc, Decontamination & Radlologicol Survey 
of Air Brush Cleaning Area Second Visit " 

* Radiation Service Organization SER208, 68/03/31 12pp 47215.057-47215.078 

-8B101400B5 Responds to Confirmatory Action Llr 08 08 re radioactive contamination 
from 3M static elimination devices Vineland facility under deconatmEnation program & 
cleanup operation & affected employee urine being tested Related info enct. 
BATES.JR, Owens Illinois, Inc. SER208 08/02/19. Region 1, Ofc of tho Director 
epp 47216.077-47216084 

-8610140102 Safety Insp 99990001 /BB-50 on 880310 fnsp findings no Items o1 non- 
compliance or unsafe conditions found SEfl210-212 end. 

PELCHAT.J. Region 1, Ofc of tho Director * Private Label Cosmetics. SER209. 88/ 
03/10 7pp. 47215.085 47215 091 

-6B10140119 Safoty Insp 99990001/68 41 on 800301 fnsp findings no viofaliona 
Observed SER2 14 end 

OBERQ.C J. Region 1, Ofc of the Director. * Revlon Research Center. SER213, 88/ 
03/01. 7pp 47215 092-47216 098 

-8010140189 Responds to Confirmatory Action Ltr 80-12 re actions re use of 3M stalio 
elfmlnatlon devices at Fair Lawn & Sommen/ille.NJ fad lilies Company has salisfi^ ell 
requirements of NRC 680310 Hr 

WJNSCOTT,Fe Fiahor Scientific Co. SER221 88/03/16 CONQEL.F.J Region 1,Ofo 
of tho Director. 2pp. 47216 163-4721 6- 154. 

-6810140230 Safety fnsp 99900001/88-50 on 8B0316.ln8p findings’no vtolations ob- 
served. 

PELCHAT,J. Region 1, Ofc of the Director. ‘ Galileo Electro-Optics Corp SER226 
60/03/16 7pp, 47216,198-47216 204 

-8810140239 Requests temporary extension to use 3M nuclear air Ionizing devices duo 
1o safety reasons SER227-2ao. 

OSCHE.LJ GAF Chemicals Corp SER226. 88/05/ 10. PICCONE.J. Region 1, Ofeof 
Ihe Director. 6pp 47216:205-47216.210 

-3610140240 Forwards surveys of areas where 3M static eliminator devices removed 
on 880216, No conlamlnation detected SER232-234 end. 

CASCIO.M. Ethlcon, Inc. SER231. 88/02/26 TAYLOR, M. Region 1, Ofc of the Direc- 
tor, 26pp 47216:21 1-47216*236 

-8810140241 Safely fnsp 99900001/00-18 on 880226 Insp findingsno violations 
noted SER236 & 239 end. 

PELCHAT,J. Region 1, Ofo of tho Director. * W F Young Co SER237 80/02/26. Opp. 
47216*245 47215:260. 


130310 Safely Insp 89990001/88-23 on 880301 fnsp findings no violations ob- 

Director. * NaUonal Patent Devetopmont Corp 
SERt94 00/03/01 6pp. 47214,337-47214.342. 


-8810140244 Safety Insp 09990001/80-66 on 6B0321.ln8p findings no vlolallofis ob- 
sen/ed. 

WALLACE, W.L. Region 1, Ofc of the Director. * Wawa Dairy SER240 88/03/21. 3pp. 
47216*261-47216*263, 



-6810170186 Safety Insp 09990001/08-59 on 08O3i7.lnsp findings no violations 
observed, SER242-245 end 

PELCHAT,J.M. Region 1, Ofo of the Director, • Waters Manufacturing Co. SER241. 
68/03/17, 13pp, 47216*254-47215.266. 
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-Mf0170ie5 neqy«sls sxlension alfowing facility to conlmUQ usa of 3M Modal 316 nu- 
sffltic aJimlnators Static eliaiinalors essantlal tor wofKer safety SERadS and 
ESWISolA v 5.R <3raca&C0 SER246 B8/03/21 PfCCON^J Region 1. Ofo of 
tha DkfoclOf 26pp 47215 26?-472t 5 204 

-tftllM 70335 Infoffos of final decommfsIonfnQ of 3M static eliminators In us© at Oaramlc 
cJitlOimlnalors replaced w/Nudsatal static eilminators on 800426 All radwasto & 3M 

CMAsl^AW^wV^Gr^ca SER24g 80/06/29 RUSSEI.L.W T, Region 1, Ofc of 
tha Direct Of 7pp 4721 6’296*47215 310 

^41017026/ Safety Insp 09990001/88-63 on 880318 Insp findings, no violations 

^^onffofc^onhoOrector * Acushnel Co SER250 88/03/18 Bpp 472»6'311- 
472f5'3f6' 

*-168 101 70273 Safety insp on 880219 of Licanso 29 00244-02. Insp finding's no vlotflUons 

F^OjSaN LF Region 1, Ofc of the Direclor * Schering Corp SER254. 06/02/10, 
ipp 47215 3110 47215 322. 

10 170286 informs of action taken re 3M siatic eliminator units Mode) 906 Stimmary 
of strvev results end Static eliminators removed from production linos on 08021 1 
CEUNsSi E M Scherlng Corp SERSM 68/02/25 'TMOMPSON.T, Region V Oto ot 
thaOirectnr. 4pp. 47215 323 47215326 

-'6010170291 fnforms 1t>at all 3M Static elimlnatof devices relurnad to mfg.pQr 880309 

wtlN^KlEJMl'^sSLnngCotp SER255 88/03/1.1 THOMPSONS Roglon », Ofc oJ 
thdDifOctor. ip 47215 327-47216.327 

.^10170313 Safety Insp 99990001/88-17 on 800225 insp findings no violations 
observed SER261 *263 one! ^ , , , . , _ 

PEtCHAT J M Roaion 1, Ofc of liio Dlroclor * Shuiion.lnc, (subs of Anio/lcan Cyana- 
mXJCo) ^En2e0ll&/02/26 Bpp. 47215 347-47215 352 

*-8610170317 Safely InSp 99990001/88-20 on 800307 leap findings no viofalfons 

^IRMim Director. * SmithKIIne Beckman Corp. SER264. 88/03/07. 
£8pp 47215.353-47216:019. 

-881C1703I9 Responds to NRC 000212 Confirmatory Action Ur 80 05 & lists clarifica- 
tK>fi of several points ro actions being taken to dean up facility on dfroct instmclions 

SER209 88/02/12 JOYNER, JH Roglon 1, Ofc of the Diroc- 
ICiT 4w 47216.020-47216:023. 

**8610170361 forwards descripllon of dacontamlnatlon process, current aitoalion & roc- 
ommendod sotuLlon for Pro Corp In Florence, MA for concurrence 
KRAUTER aE in Corp SERisO 88/03/04 WHITE.J. Region 1. Ofc of the DfrCctor. 
7<J<> 4?2l6024’472i6032 

-8810170379 Provides response to 800420 Ur ro Bupplomantary rept on racfloactivo 
cofltamtnallon from static efiminalion devicoa. Urinalysis of employee? do not inoicato 

SSStE J^fT^HV^in^rOfe ofmo Director. SBR271. 85/06/02 MINNIGK.T. Pro Corp 
76pp. 47216.033-4721 8*108. 

-6810170380 Forwards M Block 880226 Mr expressing appreciation for oulsiandina Job 
dofw byFM Costello o1 Region 1 lo 3M atalic oUmlnatora ^ 

THOMPSON.H L. Office of Nuclear Material Safely & Safeguard s, Director. SER273 
88/09/10 RUSSELt.W.T. Region 1, Ofc of the Director 2pp. 472101109-47210110, 

-8810170400 AcK receipt of NRC 800223 Itr & expresses approclalion for NRC helpful- 

block ""/'S kS* Drug Co. Ino, 8ER273 68/02/20. THOMPSOM.H.L. NflC - NO Do- 
tauled AtWion Qlvoft Ip. 47216 1 1 1-47216:1 1 1 . 


‘-8510180425 Forwards- final release surveys fer Dayton ,NJ facility for review & 
epproval Ack of facility releaso in timely manner roquoaied SERaa7-290 enict 
CORTS.V U , MILLCR.S E , GREGORY, WJ Block Oreo Co . |r»c SER26e 89/02/19 
COSTELLO,F Region 1, Ofc of the Director. 98pp 47217073-47217:170. 

-aaiQI 00439 Forwards final radiation release survey repta for addi areas of facility for 


*4410170404 Forwards ropt of 
" wees Res ul la all negative. 


results of uninalyals of Roedco-Oonico 


lc^fil!?ANlo j cSSq Co‘ Jno SER274 08/02/29 JOYNER J. Rofllon l, Ofo of 
dwDifwior. POTTER.J. Region 2, Ofc of the Director. 2pp. 47215:1 12*47216.1 13. 

-6610170410 Forwards rept of analysis of urine samples collected from ©mployaos nt 
ScmUv Qiunkawlck facility, except for single employee that has been on feng-torm die* 
afcwlty 4 unablo to provide urine specimen Results neaallve all employees. 
SCHUMAN.DJ Block Drug Co.. Ino, SER275 08/02/22. JOYNERj. COSTELLO, F, 
^0 EL,f!j. Heglon I, Ofoof (Iw Dkaotor. 3pp K7210.11W72I6 H0. 

-66 1^170430 Inlorms of 050127 disappoaranco of 3M static dimlnalor, Model 006, Unit 
sLII not (ocalod or relurnad.Two remaining sialic oil mlna tors returned to 3M. 

OOflTS,V.L fliocit Drug Co, fno. SER279 80/02/17 COSTELLO, F. Region 1, OJo of 
IJIfl Dvreclor- 2pp< 47216.199-47216:200 

-6610156342 Cofihrms 080810 tofeon w/J Jpyner re two 3M unlla Soria) Numbers 
EO4609 & E04500 were returned lo 3M in Ndv 1907 & potential for product conlaml- 

s 25?UMANAJ^ Bbch Drug Co, Ino. SER280 80/02/16 POHER.J. Region 2. Ofo of 
tfKiOroclor 1p 47210 201-47216:201. 

-6610155360 Informs that as of 880214 administrative, cafolorla & lab areas of affocied 
Bit© refoasod for unrestricted use by Inil TGchnologlea.Rolease suiv^s -r .r 

SCHUMAN.DJ Block Drug Co., Inc. SER2e1. 88/02/15 jOYNEfLJ, MARTINJX, 
OOSIELLO,F. Region 1, Ofc of the Director. 3pp. 47216202-47210.204 

-461013D361 Informs of fl/ithmellcal errors on caicuimions of 3M Co Po-210 se^ed 
soufce leakao© discovered on 870724. Leakage determined at 0,0164 uCI rather than 
repoded vafu© Leakage caused by source to elevated temps. Suppmlln^g Info oncL 
WiLTON.C,B Genorit Hlectric Co SEn218 67/08/04. DAVl^J.S. Retfon 1, 01© of 
the Dveclor. 20pp 47216:110 47216:136, 

-6610100410 Forwarda Anal radiation release survey ropts for inlllal areas ©t 
facitily Facility area enconmassed by surveys Include main oto.QC lab, cafeteria & ro- 
la M airway© SER 203-205 also eric), 

OOftTSvV,L/MfUeR,S.E., QREGORY,W.T, Block Drug Co, Inc. SERM2 58/02/13, 
COSTELLO, F. Region 1 , 0!o of tt>e Olreotor. 22af>p. 47216:205 47217*/)72- 


COSTELLO,F Region 1 , Ofc of the Director 1.21pp. 472l7.171-472l7’2fl1. 

-8010150457 Duscusses FDA followup on firms which mfg FDA-rogufated product & no- 
tifrod by 3M to remove stake eliminators which contained radioactive polonlum.List of 
customers & BER296 end 

OLIVER, J F Food 6 Drug Administration SEH295. 88/02/12 WHITE, J- Region 1, 0/c 
of Iho Director 12pp 47217*28247217293 

-5810150604 Forwards pro^sed failure analysis of 3M static ollminators by BNL for 
ovaluallon 4 accepieblfity.SERsOO end 

DAVIS. E. Prewram Implementation Branch (post 870729) FfN A-3901. SER29d 88/ 
03/10, WHITE, J, Region 1, Ofc of the Diredor. 6pp 47217 307-472 17* 3 13. 

-‘‘8010190460 Requests permission to continue usa of stafic eliminator bars for safety 
reasons, 

FRIAR, J, North American Rubber Thread Co , Inc SER198 80/02/24. Asslslsr)! Gen 
oral Counsof for Enforcemem lp 472 14-356' 4721 4*359 

-8810219016 "Dodgn FaiJurq Analysis of Static Eliminators/* monlhfy rept for Feb 
I008.w/aeo318 Itr. 

KATO.WY. Brookhavon National Laboratory, FIN A 3601 SERSOi 85/03/18 
WHITE.J, Region 1, Ofc of Iho Diroctor 3pp 47217*314-47217.318. 

-8810210028 Documonis transmitlal of draff rept ontillod, "Failure jnveatigalPon of OM 
Berios 900 Static Eliminators/' for Mar 1988 

CZAJKOWSKt.CJ Brookhavon National Laboratory SERSoz 55/03/21 WHITE, J 
Roglon I.OfcoflhoDireclOr. Ip 47217:317-47217.317 

-8610210032 Submits comments/concorns re BNL Investigation of 3M static ellmina- 
lore 

BAQQETT.S NRC - No Dolalled Affiliation Given. SGRSOa. 68/03/23. WHITE, J. NRC 
- No Delaltad Affiliation Gtvon 3pp 47217 31 G 47B1 7:320. 

-6810210037 ^'Doslnn Failure Analysis of Static Eiimlnators," monthly ropt for Mar 
1980^/0004 IS Hr, 

BAHLRA, Brookhavon National Laboratory. FIN A‘390l SERa04. 88/04/18. 
WHITE.J, Region 1, Ofc of the Director, 3pp. 47217.321-47217:323. 

-8610210046 Forwards final NUREQ/CR-5154, "Failure Investigalion of 3M Series 000 
Sialic Eliminators," Incorporating NRC commonle, for publication, 

CZAJKOWSKI.C.A Brookhavon National Laboratory. SEB305. 08/04/20. WHITE, J. 
Roglon 1 , Ofo of the Director, lp 47217;324‘472laoi3. 

-8516210062 Forwards NUREG/CR 5146 (BNL/NUREG 52145).ontitfed, “Failure In 
vostigallon of 3M Series 000 Slalio Eliminators,” porroguest. „ , ^ 

C2AJKOWSKI.CJ. Brookhavon National Laboratory. FIN A-OBOI. SER306 08/04/20. 
WHITE.J Reolon 1, Ofo of Iho Oifoclor. Ip 4721 6 6l 4-4721 B.064. 

-8510210069 "Oesign Failura Analysis of Static Eliminators/' monthly rapt for Apr 
f960.W/650618 Itr. 

BARLR.A Brookhaven National Laboratory. FIN A-3001. SER306 88/05/10. 
white A Wogion Ofc of ilio Oifoclor. Opp. 47218,065-47218.067. 

-8810210099 Forwards std order for DOE work ro design failure analysis of static 
eliminators, for signature 

FUNGhESJL Program Managemont, Polfcy Development a Analye^ls Staff (Post 
670413). FIN A-99C>I SER309. 00/06/01. BELLOWS, J Energy. Dept, of, 3pp. 
47210W 47218 074. 

-6810210140 Forwards summary of surveys of sites w/3M failed devices, for 
review Roquosts mfo re atatus of su^ by aaOoOl . SERD 1 2 a 3^1 4-336 ©net. ^ ^ 
MIlLERWl. Medical. Academic a Commercial Use Safely Branch, SER313. 66/05/ 
02. NRC - No Deiallod Affiliation Given, 32pp 47215 07B 47210:105. 

-081O81D16O Forwards static ollmlnalor survey form a FOA list of iacflities In Stale of 

MCQRATh!j,R*^ H^fon 1, O(o% fha Director. SER397. 80/02/24, MCDONAlP^D J 
Harrisburg. PA. 6pp 47218:107-47216:111. 


of Iho Director. |p. 47218:112-47210.112. 

-6610210211 Forwards list of sites in Stale of NJ lo which 3M transferred sialic olimr 

Pdlors^.NJ ll4?2t$.U0'i72fS:U3, 

-6810210223 Requests list of workplacas in Passaic County,NJ which usa 9M air \o\)* 
fzera w/Po-2tO radiation soufcevSgR340 344 end. ^ i 

KRAkMARCHUK,L. Paterson, NJ. §ER339. 80/03/16. JOYNER,J.H. Region 1, Ofo of 
the Director. 14pp. 47210:114-47218:127. 

-6510240032 Fofvyards draft slatement of work for review & 

DAVIS, E. Program Managemenl. Poffey ^©/afoprnent & Analysis Slah {Post 
SER297. 98A)2/16. BORES, R. Region 1, Ofo of the Director. 6pp. 47217 294- 
47217:306. 

8610120665 Requests permission lo reins lall ft obtain writienjemporaiy continued use 
lor nine 3M sifttto corirol devices gtevtously removed from X-ray screen mfg subbing 
process, Supporting Inro.lncNIng "Rapt of 210 Sujvw," ^ 

SUTTONiJ 0rE,L du Pont do Nemours ft Co., ino. SERIJ64. 80/03/18, PICCONE.J. 
Ro^oq 1* Ofo (b1 ih© Olraclor lOpp 47213:303-47 21 3.31 
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-Q8 101201 41 Safety (nsp 99990001/68 42 on 880301 Insp findings no violations 
observed SER06 7-072 end 

OBERG.C T Region Ofc -of the Director. * E R. Squibb & Sons, fnc (subs of Squibb 
Corp) SER066 88/03/01. 28pp 47213 359-47214 025, 

8810130323 Forwards NUMARC 87-00, "Guidelines & Technical Bases for NUMARC 
Initiativas Addressing Station Blackout at LWRs 

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) {formerly Nuclear 
Utility Manage TAG 40577 88/09/26. MLIRLETJ E, Offtce of Nudear Reactor Regu- 
lation, Director (Post 670411) eipp 47121 327-47122 139 

■^8810130325 "Guidelines & Technical Bases for NUMARC Initiatives Addressing Sta- 
tion Blackout at LWRs ” 

* Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utitily 
Manage 88/09/26. 60pp 47122 048 47122 107. 

—8810130375 Drafl Rev 1 to "Guidehnes & Technaca! Bases for NUMARC Initiatives Ad- 
dressing Gtetlon Blackout at LWRs " 

* Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage 88/09/^6 24pp 47122106 47122131 

-8810130376 NUMARC 67-00 ERR Errata to "Guidelines S Teclinicat Bases for 
NUMARC InItlatMas Addressing Station Blackouts LWRs " 

* Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage 88/09/26 8pp 47122 132-47122 139 

8810140036 Summanies 860927 meeting w/NUMARC 8: (NPO representatives re alter- 
native approaches for conducting re qualifl cation programs Proposed concepts of 
NRC/tNPO-NUMARC administered requalification eKams & NUMARC 860920 Itr to TE 
Muftey end 

ROE,JW Division of Licensee Performance & Quality Evafualion (Post 870411) 86/ 
10/08 MURLEY,T.E Office of Nuclear Reactor Regulation, Director (Post 870411) 
3pp 47167,003 47167 014. 

-8810140654 Discusses objeclives essontlal for further development of concept of in 
duslry administration of licensed operator requalificalion exams & provides addl com 
manta re NRC proposal based on 660809 moeling 

COLVIN ,J F Nuclear Management & Resources Council (NUMARC) (formerly Nuclear 
Utility Manage 86/09/20 MURLEYJ E Office of Nuclear Reactor Regutaton, Oiroc- 
tOf (Post 670411) 9pp 47167.006 4 7167.014 

8S 10170275 Requests that oenerfc response document re station blackout be 
ravised,per Ifsled points Explicit statement re unavailability of HVAC in licensee re 
^onse necessary to facilitate & assure effectiveness of NRC review process 
THADAN1.AC Assistant Director for Systems. TAC 40577 Dfl/10/07 HASIN.W.H 
Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility 
Manage, 1 7pp 47160 325 47 1 60 34 1 . 

8610190422 Summary of CRGR Meeting 146 on 880914 ra Jisled items, including pros- 
enlatlon of proposed Commission Policy Statement on Nuclear Power Plant Working 
Hours for CmGR review. 

JORDAN.E L Ck)mmitlGe to Re^^ew Generic Requiremenis 68/10/05 STELLO,V Ofc 
of the Executive Director for Operations 2pp 47201 359-47201 360 


STATE PROG STATE PROGRAMS 

8609280051 Requests that Nevada Slato Library & Archives be considerod as location 
for LPDR collection Library recently contracted w/Nevada ofc of nucioar projects to 
research historical sources re seismic & human activity at Yucca Mountain silo 
LEE,JC Nevada, Stale of 53FR20535 00002 G8/09/02 BEESON,J Division of 
Freedom of Information & Publications Services (Post 000515), 3pp 46991.111- 
46991 112 

8809290277 Confirms 880624 telcon re radiation control program for State of NY Depl 
of Haalth.Signiflcant Improvements m program noted since NRC Sept 1986 
review Technical comments & explanation of NRC policies & practices end 
KAMMEREH.C Stnte, Local & Indian Tribe Programs 88/00/22 JOSEPH, S C New 
York, NY 6pp 46992 327-46992 332 

8809300140 Ack receipt of 680B31 Itr in response to NRC 1960 review of radiation con 
trot program for agreement mall Proposed changos will enable program to continue to 
satisfy ‘'^Guidelines for NRC Review of Agroemenl Stale Radiation 
KAMMERER.C State, Local & Indian Tribe Programs Bfl/09/27, TEDFORD,C F An 
zona, Stale of. Ip 47001 120 47001 120 

8810030226 Forwards restart readiness assossment rept for facility. Ropt to be- dts 
cussed at 6G0929 public meelmg In Plymouth, MA W/o end 

COLLINS, 8 J Region 1, Ofc of the Director 88/09/27 GOLDEN, WB Massachusetts, 
Commonwealth of Ip 47010 025 47010 025, 

8810030242 Forwards Integrated Assessment Team Insp Rept 50 293/88-21 on 
8808OS-24,SALP Rept 60 293/87 99 for 870201-000515 & ACRS Full Committee 
mealing on 860900 In Betho8da,MD ro proposed plant restart for info W/o ends 
COLLINS, SJ Rooion 1, Ofc of the Director 08/00/26 AGNES, P.W Massachusetts, 
Commonwealth of 2pp 47019 046 47010 047 

B310030245 Advises that Commonwealth of MA was provided opportunity to review & 
provide Input to Insp scope of recent integralocl assessment team Insp of 
plant Responses to specific issues end. 

COLLINS.SJ Region 1, Ofc of the Director lEB 88-005, 00/09/26 AQNES^PW 
Massachusetts, Commonwealth of 7pp 47004 250 47004.265 

8810040001 Requests emorgoncy permit for temporary lio-ln of sita well ays (PWS ID 
2400994) to domestic sye normally supplied by river wator troatmonl sys (PWS ID 
2400995),per 880923 tolcon.Tle In necessary until main drlvo ImpdiDr ropalrodi 
SAXTON, C Pennsylvania Power & Light Co PLE-10875. 08/09/26, DONNELLY, RJ 
Pennsylvania, Commonwealth of. Ip 47041 016 47041 016 

8810040165 Forwards agenda for DOE/NRC mooting schodutod for 861018 20 ta dis 
cuss & reach agreement on opon Items ro proposod exploratory ahalt facility 
LINEHAN.J Program Managemanl & Quality Aasuranco Branch (880911 881012) 86/ 
00/30 LOUX,R.R Nevada, State of 3pp 47025 369 47025.361. 

8610050051 Forwards Safety Insp Rept 50 193/88 03 on 080826.No violations noted 
BELLAMY.RR Region 1, Ofc of the Director, 08/09/20 DIMEGLIO, A F Rhode 
Island, State of 2pp 47057 174 47057 179 


8610200167 Notification of 8B1020 mooting w/NUMARC Working Group in 
Rockville, MO to discuss & develop now STS for ECCS 

BUTCHER, EJ Technical Speftficallons Branch 88/10/13 ROSSI, CE Division of 
Operational Events Assessment (Post 870411) 2pp 47228 219 47228 220 


6810050069 PNO IV-88-080 on 600023, minor transportation accident Involving radlogra 
phy truck & camera (Gamma Contury model) occurred Stale of LA found no ovidonoe- 
of radiation exposure or damage to camora Escalated onforcomonl acllon possible 
DODA.R J Region 4, Ofc of the Director 00/09/28 Ip 47060*2 14-47060 214 


8610260486 N-olificalion of CRGR Mealing 149 on 881 027 in Bethesda.MD to continue 
review of proposed generic lir on SPDS Implemenlation begun at Meeting 148 & 
review proposed final revs lo SRP Sections 6 5 2,6 5 4 & 6 5 5 Agenda stated 
JORDAN.E L (Committee to Review Generic Requirements &0 /8 - 88/10/20 
BERNERO.RM Office of Nuclear Material Safety i Safeguards.Oiroclor 2pp 
47323 266 47323 269 r ^ . w 


SECY POSITION PAPERS BEFORE THE COMMISSION 


6809290066 SECY-e8-226 Recommends that revised general statement of policy & pro- 
cedure ro enforcement action be aporoved for publication (10CFR2,App C) Revised 
draft policy statement & cor^arative (ext end 

STELLO.V. Ofc of the Executive Director for Operations 86/08/03 154pd 

48981026 46981.185 


6810130399 Partial response to FOIA request App F documents available In PDR App G 
documenl 8 .lncludin 9 environ assessmenis, notification of me 0 lina.loternal 
notes.vJew 9 rBphs & draft SER.encI & being placed in PDR & LPDR. 

9^vi9ion of Rules & Records (870413-800514) BS/09/07 

JOHNSON, G.E Swidlof & Berlin 10pp. 47087 029 47088012 

SECY-82-444 Informs Commission of recent filing of NRC brief for Bellotli 
r^^uesl for adiudicaiory hearing on NRC enforcoment action on facility. 
SLAGGIE,E.L Office of the General Counsel. 62/10/29 SSpp 4708B 013-47088071 

6610260480 Final response to FOIA request for documents App A documents enct & 
ayailaWe in PDR Documents partially withheld (ref FOIA Exemption 5). 

GRIMSLEY,D,H NRC • No Delailedf Affilialion Given. 88/09/30. FELTON.JM Nuclear 
Licensing Reports. 3pp. 47210 137 47210 220 

-86032402^ SECy-8a064 Rwommends Commission approval of recommendations 
on issue issue of whether NRC should seek legislative aulhonty to regulate naturally 
occurnng & acceleralor;p(oduced radioactive mails 

STELL0,V, Ofc el the Executive Director lor Operallons 88/03/02 B2pp 47210 140- 


8B 100501 17 Forwards roeponse to comments & recommendations in 880415 Itr ra 
review of radiation control program Procedure Incorporating NRC formal for documeiv 
talion of incidents Implemented & computerization of sya being pursued 
LUNA,JW. Tennessee, State of, 00/00/09 KAMMERER.C Slato, Local & Indian 
Tribe Programs 2pp 47059 217-47059.210. 

0810050234 Comment on draft technical position on allornale conconlralion timils for U 
mills Document could give more definitivo procoduro lor aoloclion of points of expo- 
sure 

LACKER.DK. Texas. State of. 63FR2402O 00005 88/09/15 Rules & Procedures 
Branch 4pp 47066029 47066 032 

86 10080162 Notification of contract oxoculion.Mod 4, to "CoopoFative 
Agreement Environ Surveillance for Measuring Con con trail on s of Radioactivity & Radi- 
ation levels in Environ of Commission Licensed Activllios located " Contrator State 
of NE. 

KNOX.E Contract Administration Branch FIN 0 8503 NRC-31 86 330 GG/09/14 
MEYER.DM Region 4, Ofc of the Director NICHOLAS, J.B. NRC • No Dotaitod Aifili- 
alion Given Ip. 47073 276-47073 277 

-8B10060166 Mod 4, providing CY88 funds & Incorporating revised Altachmenl A re 
Blalemenl of work, to "Cooperalivo Agroemenl Environ Surveillance for Measuring 
Concentrations of Radioactivity & Radiation Levels in Environ of " 

WRIGHT.QF Nebraska. Stale of WIGGINS, PJ Division of Conlracta & Properly 
Man^ement (Post 880515) FIN B 8503 NRC-31.86 330. 80/09/14. 2pp 47073 276- 


681^60322 Forwards "Statewide Exclusionary Screening Rept Executive Summary 
. available at series of public meetings that Commission has sched- 
uled in October at listed locations, 

OUNKLEaERQER,J New York. Stale of. 88/10/06 NRC - No Detailed Affilialron 
Given. 2pp 47073 104 47073*1 17, 


“•6810060325 "Statewide Exclusionary Screening Rapt Executive Summary.’" 
* New York, Slate of, 88/09/30 12pp. 47073.106-47073.1 17 


1? request for documents App A records partially witf 
held jref FOIA Exompllon 5) i 

GRIMSLEY^,DH NRC - No Detailed Affiliation Given 68/09/30 FELTON.JM Nuclei 
Licensing Reports 3pp 47210030-47210 037. 


8B1D07003S Towards findings of fact, conclusions of law & Stale ol OK Water Re- 
sources Board Order WQ-09-13-8B 01 .granting vendor request for renewal of waste 
disposal permit » m 

24770 00/09/16 NRC - No Dolollod Affiliation Given 

63pp 47081 074-47081 136 


^8808230332 SECY-88-150 Provides Staff response to 0BO4OI & 22 staff requiremenla 
memorarida NRC should proceed w/Oplion 2 ro deveolopornent of two performance- 
CT£?I concerning medical QA Supporing mall end 

47210037* ^ ^ ^ Execullve Director for Oparotioas 88/06/03 5pp 47210.033- 


801OO7OOB4 Responds to 8B0726 Ur re facility & atorago of radioactlvoly contaminated 
soil onsil© NRC presently performing Insps of corrtaminated dirt pile onsite Insp results 
contained In encMnsp repls W/o repts 

J* Director 86/09/12 COSTELLO^N J . 

ALEXANDER, LR Massachusetts, Commonwealth of. 6pp 47088 138-47006 147 
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-«etQ0700a7 Reciuests iofo re type of radioactive mail stored at plant fiito & >vhy mall 
rot shipped to licensed low level radwaste facitity for proper storage. 

COSTfc^LLO.N J Massachusetts, Commonwealth of G8/07/25. RUSSELL,WX Ragion 
T.Oteoflhe Director 4pp 4?086‘14'i-47086‘147 


8610210587 Fowarrfs draft "fiept on f’roQress Made In Emergency Planninfl for Re- 
a^nSB to AccWent at Pilgnm Nuclear Power Station " 

MassochuseKa, Commonwaatlh of. 88/09/28. RLISSELl,WT, Reolon 1 
Ofc of the Director 222pp. 47240 132*47240 353 i . r y un . 


G8101M064 Ack receipt of Itr of credit for roclamallon of tailings Impoundmenl area of 
E)0fcn highlands Facility License amended to require continued mamt of financial 
surely until request (or mod approved 

ROSt.HO Uranluin Recoveiy Field Ofc, R4 B8/09/16, JORDAN, P Wyoming, Slalo 
of 4pp 470Sr 172 47081 17g 


8910240214 Ack receipt of 88Q413 Ur inlormlng NRC of steps taken to correct vfolallona 
noted In Insn Rapt 60'23Q/d7-0l . 

Director 88/10/03. South Carolina, State oL Ip. 

4r£OU 1P4 47<59‘104. 


99(0100(171 Forwards notification of 881005 public meeting fn Rockvilla, MD to dfscuas 
readiness for restart. 

eOGER.B A. Assistant Director for Region I Reactors 88/09/26 BARRY,CV. Massa* 
ch use Els. Commonweal th of ip 47085'35G 47085 360 


end & availablaVpD^ ^ •‘equesl for documents re plant App j documenie 

GRIMSLEY.DH, NRC - No Detailed Affiliation Given. 88/09/28 JOHNSON QE 
Swldler & Berlin. 12pp 47243 23 7*47243 '338. niTcwM,« 


9910100202 Ack receipt of 880728 Hr responding to NRC comments & recommertdation 
(flowing 1008 review of State of KY dept of radiaKon conirol program NRC com- 
ments & state roi^onses will be incorporated Into final repl of review 
KAMWERER,C ^ate. Local & Indian Tribe Programs 00/09/291. COWHERD, H.J 
Keoiucky, Commonwealth of, 2pp 47103 327-47103 328. 


-8810270481 Ack fecotot of 880104 llx providing comments on issues slate feels must 
be considered by NRC during deliberaiicnson whether or not plant should be permit 
led to reaian ^ 

RUSSELL, W.T. Region 1, Ofc of the Director B8/01/15 BARRY, C.V Massachusetts, 
Com monwaallh of. 1 P.4724 5 14 4 *47245-148. * 


9410110123 ComrriBnl on proposed rule 10CFR52 ro early silo permits, std do&Ign certi- 
fk^bon & combined CPs for nuclear power reactors Option must be made practically 
available to US utils.DesIgn certification should take form of rule. 

DANIELSON,TS. Indiana, State of. B3FR3206O 00061 00/09/PS. Docketing & Serv- 
ices Branch app, 47520.016 47620 010. 

9910110205 Comment on proposed rule 10CFR160 re onsite low l^vol waste disposal fn 
Agroemant Slates State reserves right to participato in ell approval processea w/fulf 
wvtQw prtvUegaa & expects concerns to bo addressed by licensee 
SHEAIY,HG. South Carolina, Slate of 53FR31O0O 00003 88/00/20 DocKoifno A 
Seizes Branch 2pp. 4 7040' 163*47048. 164 

9910130154 fr^lorms lhat addi radiation exposure received by residents unnecessary 9 
ALARA concept appropriate & should bo Implemoniod in Kanob,UT 
ANDERSON .L F. Ulah, Stale of. 88/09/14 JONES.R UMETCO Minerals Corp, (subs, 
ol Union Carbide Corp.). 2pp. 471 21 '187 4712M08 

9910130259 Requests consideration of Incorporation of llstod mlligatlon Homs In remodi 
aJ ecMon plan to address poal-UMTRAP disposal of residual tanfnfls deposits located 
within Mesa County 

ftOITMAN,H Colorado, Slate of 88/06/16. ARTHUR, W.J Energy, Dept of lipp 
47155041*47155:051 

991013Q372 Rtial response to FOIA request for documents ro initint research observa* 
tioes at Maxey Flats re alte closure. Forwards App A documents Dacuments available 
inPDH 

GRIMSLEY.DH NRC - No Detailed Affilfalion Given. 88/09/07. MESTER.M.S. 
Ulham & Walkina 2pp 47072'336 47073 103. 

-9910130377 Responds to request for info on federal rogulalians ro closure of low level 
radwaste disposer fed lilies 

LCWUS.RH Division of Low Level Waste Management & Docommlsslonlng (Post 
a7<l413) 86/66/00. VOLPE.J Kentucky. Commonwealth of. Ip. 47073 097* 
47073.103, 


reslan plan for fnfo ro Confirrnaloiy Action Ltr CAL-aB*lO 
HUSSEa,W.T Region 1, Ofc of {he Direclor, CAL-86 10. 87/11/12 BARRY^CV. 
Massachusetts, Commonwoallh of, 3pp 47245 1 49 47245.1 61 


9810280297 Commonl on proposed rule 10CFR60 fo oxlendjnp nuclear power plant li- 
censes boyond 40 yr design lifespan 

EURE, J A, Iowa, Stale of. 53FR32919 00002 06/10/13 DockaUng & Services 
Branch Ip. 47243 208 47243*206. 


9810310209 Comment on proposed rule lOCFRiso re clarification of whether disposal 
would be lemporarv or perma/ienl 

BROWN.H Connoclicul, State of, 63 FR0 1880 00005. 88/10/07 Dockoifna & Serv- 
ices Branch Ip 47263.332*47263 332 “ 


6810310385 Commonl opposing proposed rule 10CFR150 re reasserting NRC aulhority 
onsite fow level waste disposal In Anreemont Stales 
MERGBS.P J, New York, Slate of B3Ffl31880 00012. 80/10/21. CHILK.S J. Office of 
the Secretary of the Commission, 3pp- 47263 ‘333*47263. 335 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 

6709240350 Forwards safely evaluation of B&W Owners Group generic repl. "Design 
Roquirementa of Divorae Scram Sya & ATWS Mitigation Sys Aefuation Circullfy,'’ per 
raquost Generic functional requirements inlisled sections acceptable 
HODGES, M.W Reactor Syslema Branch, 87/09/16 MAUCK,J L, fnatrumenlallon A 
Conirol Systema Branch Ip. 4e9eO:338*4608O.343 

-*6609130053 Safety evaluation supporting BA W Owners Group generic root, '^Design 
floqulronnenla ol Oivorsa Scram Sys A ATWS Wiiioatlon Sya Acluation Circuity." 

* Reactor Systems Branch. TAC 67540. 87/00/1^ 7pp. 46900 337 46980343 


8410170001 Requests release of repl, "Site Characlerizatlon A Romodial Actions Con 
cepia for WosiMke Landfill " Sufficient time has olopsed to olthor roiurn ropt for rev or 
rofoase rept 1o public 

DEBOOS, 0, Missouri, Slate of. 24700. 00/00/21. ROUSE, L.C, NRC • No Ootaltod Af- 
fiRaUOnGfvan 3pp 47164 353*471 64'366. 


8609260127 Responds to Conlirmatory ftem 30 lo TDf diesel generators Malnt/surveiL 
lance program Implemoniod 4 all Phase I & II hspa performed w/exceplFon of fisted 
Items 

BAILEY. J, A. Georgia Power Co. QN.1490 88/00/20 Document Control Branch (Doc^ 
umeat Conirol Desk) gpp, 46999.052*46996 053 


4810170145 Undaied agenda for 881021 State of WA Nuclear Waste Board regular 
maelwQ tn Lacey ,W A Topics Include board commIUoo assignments & mission stale* 
rnenis & resolulfon supporting governor request for FV90 funding for Hanford cleanup 
BiSHOP,W.A. Washir^glon, State ol. 68/10/17 Washington, Stale of. Ip. 47166:126- 
47166126, 


6609296339 Forwards ANF 87-161. "Millsione Unll 2 Plant Trensiant Artalysis 
R^t, Analysis ol Chapter 15 Evonis," In support of Cycle 10 reload 
MhOC 7KA.EJ Noilheasi Nuclear Energy Co, (subs, ol Northeast Uhtilles). 
MROC2KA,Ej Northeast Utililles 813934. 88/09/19 Document Control Branch 
(Document Control Desk) 3pp. 4 6999,066 '46909.239 


4410170155 Press releasa announcing State of WA Nuclear Waslo Beard & Nuclear 
Waate Advisory Coirncll 881021 meeting In Lacy.WA ro efforts to dotormino radiation 
{loses from early Hanford releases 

GILLILAND.J Washington, Slalo of. 08/10/21 Ip 47160.279 47160*279. 

1416190066 Comments on environ assessments & finding of no signllicani Impact docu* 
marts re AtChomIE facilities. Blind approach of addressing "slable" Isotope enrich- 
ment i^alfmg, 

JUtOBLEV.M H Tennessee. Slate of. 24830 88/00/29 THOMPSON, H. OI»co of Nu- 
clear Material Safety & Safeguards, Dir actor. Bpp 47175 330*47175334 

4416180397 Forwards Performance Appraisal Rept NRC-32 63 664 /&8 01 on BD0631 & 
<19 19 Coopera tiveagreementdeficiencie^noted 

SCAflANO.RA Region 5, Ofc of the Director 00/10/12. KI2ER.K, CalKornlo, Slate 
of 2pp 47172*323 47172.329. 


-8609290341 ANF-07-161 "Millstone Unit 2 Plant Transieril Analysis RopLAnalysis of 
Chanter 16 Events," 

0'DELI.LD Advanced Nuclear Fuols Corp. (formerly Exxon Nuclear Co, Ino). 06/ 
09/30. 148pp. 46909.091-46909.238. 

4610030303 Forwards application (or emend lo License DPR-26, increasing authorized 
core power level lo 3.003 4 MWl over complete range of operating temp & pressure 
condlllona Fee paid 

BRAM.SB, Consolldaied Edison Co, of Now York, fnc 89/09/30 Document Conirol 
Branch {Documoni ^nirol Desk). 3pp. 47028 336*47029:107, 

-8810030314 WCAP*11972 "Indian Point Unit Z NSSS Stretch RaKng - 3,063,4 MWl 
Licensing Repl " 

* Woslinghouse EleeWoCorp. 69/09/39. 74pp 47028.360*4 7028.'0 76 


-9ll'l6if6l)429 Performance Appraisal Repl NRC-32-83 684/08*01 on G8O031 A 
0^19 Unresolved iHema noled.lab QA/QC A annual repis Major areas Inspociodmgl 
5M)porl.orQanizallon,sl9rflno facllllies & NRC Insp Manual Chapter 1416 criteria, 
TEnSROc5k,WK. BLOCK.S, NORTH, H S Region 6, Ofc of the Direclor 88/10/03 
5pp 47172 325-47172 329, 

HI 019000 1 Final response to appeal of denial of FOfA request for documonta m facility 
cporaiion at 25% power.Forwards App A documents Documents also avaliablo In 
FiOiR. 

GRIWSLEYAH NRC - No Detailed Affiliation Given 08/09/16. BELAIR.R.R. Kirkpat- 
rick* Lockhart 2pp 47164:133*47164:178. 

-98(0196064 Suppis 661 20B Hr re siren verification program sys as part of prompt 
pvjbfec noMicallon In emergency planning FEMA recommends consideration of either 
Istad two approaches, including monthly full-cycle alert & nolificatfon ays lesis. 
TAYLOR.J M ore of Inspection & Enforcement, Direclor (02O2O1-B7O41O). 87/04/12 
AXELnOD.D Now York. Stale of 27pp. 47164*150 47164*176. 

MID210510 Forwards.for review & comment, final draft Amend 8 to Liconse 16*16204< 
0l,permitlinp disposal of 5NM on Hanford Reservallon.Comments requested by 

LUa6NAU.J,0 AssIslanI Director foi Stale Agreements Pro-gram 88/ 10/ 10. 
STRONG J Washington, State of 26pp 47230*295*47230 341 


8$10Q40223 Forwafda Woslinghouso nonproprlotary WCAP-11949, ^'Evaluation for Tube 
Vibration Induced Fatigue," in response to NRC Bullelln 66*002 re steam generators 
having carbon steel support plains, 

MORQAN.WE Commonwealth Edison Co IEB.B0-OO2. 08/09/26, MURLEY.TE 
Offico of Nuclear Reactor Regulalion, Dlroclor (Post 870411). 2pp 47020,270- 
47021*066 

-6610040226 WCAP*n049 "Zion Units 1 & 2 Evaluation for Tube Vibrallon Induced Fa- 
llgoo.’* 

PITTEflLEJA, Weslinghouso Electrte Corp. 08/03/31. ie7pp 47020*230 47021.086 

8810050001 Forwards Topical Reporl WCAP-1 1726, "Analysis of Capsule V from Soulh 
Carolina Electric S Gas Co Virjil C Summer Unit 1 Reactor Vessel Redlallon Survoil* 
lanco pfogram*' No specific Tech Spec changes required lo fiicorporalo results of 
tnsp 

BRA0HAM,0S. South Carottna EfecUic & Gas Co. GL-OB-ll. 88/09/18, Document 
Control Brai^ch (OocemonlConliol Desk) Ip. 47057*302*47058.036. 

-6610050002 WCAP-1 1726 "Anafysls of Capsule V from South Carolina Electric & Gas 
CoMroii G Summer.Unlt 1 Reactor Vessel Radiation Surveillance Program." 
COL0URN,DJ, UMANTIA,L.A,, ALDERTIN.L. Woslinghouse Elodric Corp 99/01/ 
31 94pp 47057:303*47066036. 
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^^10050166 Forwards prMristaiy WCAP 11963 & nonproprietary WCAP*11964, "NRC 
Updato Meeting! SoutK Texas BMI FIjk Thimble Wear " Wostinghouso application for 
withholding & affidavit end WCAP-11063 withheld (ref 10CFR2 7eO) 
MCaURNETT.MA Houston lighting & Power Co ST-HL-AE*2a06 8B/09/30 Docu 
meni Cor^lrol Branch (Document Control Desk) 3pp 47057 261 47057 301 

-8810050170 Requests that proprialary WCAP-11963, “NRC Update Meeltng South 
Texas BMI Flux Thimble Wear” bp withheld from public disclosure (ref 10CFR2 790) 
WIESEMANN.R A Westinghouse Electnc Corp CAW 88 097 88/09706 Office of Nu 
clear Reactor Regulation, Director (Post 87041 1> 0pp 47057 264 47057 272 

-88 f 0050174 WCAP-1 1964 "NRC Update Meeting South Texas BMI Flux Thimble 
Wear " 

QALEMBUSHJS WestJnghouse Electric Corp 88/08/10 30pp 47067 273 
470S7 301 


6810060183 Responds to 680513 Itr ro suppliers of fasteners used at nuclosr 
facilities SSL no1 holder of 01 or CP (or nuclear power reactors & has not purchased 
fasteners for use In safety'related/non'Safety' related applicatlona 
CHITTENDEN, W A Sergont & Lunc^, Inc. 68/09/26 GRIMES.B K Division of Reactor 
(ns^peclion & Safeguards (Post 870411} 2pp 47061 114 47061 115 

8610080165 Forwards safety evaluation of review of SuppI 1 to NEDC3085tP, “Tech 
Spec fmprovemont Analysis for BWR Control Rod Block Instrumentation *' Analyses 
ecceptable for resolving extension issue subj to noted conditions 
ROSSI, CE Division of Operational Events Assessment (Post 870411) 88/09/22 
QRACe.DN BWR (Dwners Group 7pp 47073 27a'47073 310 

-68100601S8 Topical repi evaluation of SuppI 1 to NEDCSoasiP, “Toch Spec Im- 
provement Analysis for BWR Coritrol Rod Block Instrumentalion ** Analyses acceple- 
ble to support proposed extensions to 3 months 

* Office of Nuclear Reactor Regulation, Director (Post 670411} 88/09/22 4pp 
47073 285-47073 20B. 


“8009140326 ‘'Re^riew of BWR Owners Group Tech Spec Improvement Analysis for 
BWR Control Rod Block InsUumenlallon/* technical evaluation rent 
KOHUT.P . FITZPATfHCK.R Brookhaven National Uboralory FfN A.383B 68/03/31. 
NRC - No Delalled Affiliation Qsven 22pp. 47073 289 47073,310 

8810070190 Requests exempUon from lOCFflSO 64(w)(4),requinng proceeds of property 
damage Insurance subject to rule do coni a mi nation priority & payable to separate trust 
esiablishadi for paying costs incurred In deconfaminaling reactor & removing debns 
CONWAY.W F Florida Power & Light Co 1-88-439 68/10/03. Document Control 
Branch (Document Control Deak) 2pp 

8810100103 Forwards nonproprielary version of proposed changes to STS for SuppI 
2, Rev 1 to WCAP-10271, “Evafuation of Survesllanco Frequencies & Out-of-Sve Times 
forESFAS'^ 

NEWTON,R A Westinghouse Operating Plants Owners Group OG-86-37 88/09/26 
Document Control Branch (Document Control Desk) 24pp 47086 043 47086065 


8810110101 Application for amend to License NPF-4, alio wing use of addi zirconium 
based advanced cladding mall in fuel assemblies Nonproprleta^ WCAP-U930 & pro 
pnetary WCAP-1 1929 end Propnetary rapt withheld (ref 10CFFf2 790(b)(4)) Foe paid 
CARTWRIGHT, W R Virginia Power (Virginia Electric & Power Co ) 88-497 68/09/30 
Document Control Branch (Document Control Desk) 6pp 47112 015 47112'045 


“8810110103 Requests that proprietary WCAP-1 1929, "Safety Evaluation Zirconium 
Base Advanced Cladding Matia Usage In North Anna Unit 1 Demonstration Fuel As- 
semblies," be withheld, per 10CFR2 790[b)(4) 

WIESEMANN.RA Westinghouse Electric Corp CAW-86-083 88/08/12. MURLEV,T 
Office of Nuclear Reactor Regulation, Director (Post 870411) 11pp 47112021* 


-88101 101(>6 WCAP-1 1930 "SafaN Evaluation Zirconium Base Advanced Cladding 
Matls Usage in North Anna Unit 1 Demonstration Fuel Assemblies " 

NO VENDS! CRN, E„ SKARITAJ Westinghouse Electric Corp 80/08/31, 15pp 
47112 032 47112045 k kk 

8810110240 Forwards nonpropnotary & proprietary WCAP-1 1951 & 11946, “Safety 
Evaluation Supporting Mora Negative End of-Llfe Moderator Tomp Coefficient Tech 
Specs for Mlllstono Unit 3." Proprietary rep I withhold (ref 10CFR2 700) 

MBOCZKAjE J Northeast Nuciear 
MROCZKA,£J Northeast Utilities 
(Document Control Desk) 2pp 47112 

-8810110242 Requests withholding WCAP-1 1946, "Safely Evaluation Supporting More 
Negalivo End of-Llfe Moderalor Temp Coefflclonl Tech Specs for Millstone Unit V' 
(ref 10CFR2J90}. 

WIESEMANN.R A Westinghouse Efeclric Corp, CAW-QB-102 88/09/21 MURLEY.T 
Office of Nuclear Reactor Regulation, Direclor (Post 070411) 7pp. 47112-049 

Ayi lo flRK ^ 


Energy Co. (subs of Norlbeasl UliKtiee) 
B13045. 88/10/05. Document Control Branch 
>046-47112.107 


“8810110251 WCAP-1 1051 "Safely Evaluation Supporting More Negative End of-Llfe 
Moderator Temp Coefficlenl Tech Spec for Millstone Unii 3 " 

FETTERMAN.R J., SAVAGE, M.Q , 1^LEY,J,V. Westinghouse Electric Corp. 08/09/30, 
53pp 47112.056-47112.107. 


88101 4M08 ORISIL/RSIC;40 ''New Gamma-Ray Buildup Factor Data lor Point Kernal 
Calc ulations ANS 6 4 3 S is Ref Data " 

TRUaEY,DK Oak Ridge National Laboratory 86/09/30. Office of Admlnlalralion & 
Resources Management, Direclor (Post 8704 13) 131pp 47077.020-47077.156 


9810140121 Forwards Rev 1 to prMrietafv BAW-10165P, “FRAP.T6B&W. Computer 
Code for Transient Analysis of LWR Fuel Rods " 

TAYLOR, JH. Babcock & Wilcox Co JHT/B8 183, 88/10/07 NOHBERGJ A Division 
Of Engineering & Systems Technology (Post 870411) Ip. 47166 036-471^0.037 

8910170122 ^fwards Rev 6 to CENPD-210. "QA Program Description of Nuclear 
Poww Sys QA Program, reflecting consolidelioi of QA organization, commhmenl to 
Reg Guide 1 28 & adoption of NQA-1, 

^HEflER,AE, Combuslion Engineering. Inc. I0 6a-109. 88/19/03. ROEJW Divi- 
471^74 P®i^ormanc 0 & Quality Evalualion (Post 870411) ip 47174.172- 


6610170173 Forwards Change Notice 29 lo QA Program SCE-l -A Change reflects ro 
duotion in commllmenls by uiils supplying safety related mail & equipment 
MEDFORD.MO Southern California Edison Co 88/10/03 Document Control Brarwh 
(DocHjment Control Desk) Ip 47166 122-47166 124 

“8610170189 SCE-1-A Chanae Notice 29 lo QA Program SCE-1-A 
BASKIN, KP Southern California Edison Co 08/10/03 2pp 47166.123 47166124 

8810170179 Summary of 680928-1001 meetings w/AWS In Nashville, TN ro structural 
welding Subcommittee approved measurement of wire feed travel speed as allornatiNe 
to rapidly flucluatlng current 

CORTLAND.P Ofc of Special Projects 88/10/06 BLACK.S Ofc of Special Prolects 
Ip 47156 035-47156 035 * 

6810170201 Forwards partially withheld "Hydrogen Control Owners Group Generx: 
Equipment Survivability Analysis Rept " Rept presents results of equrpmenl survivabil 
lly arialyses completed using CLASlX-3 environs as boundary conditions 
LANGLEY, JR Hydrogen Control Owners Group HGN-11B-NP 88/10/10 Office o I 
Nuclear Reactor Regulation, Direclor (Post 670411) 5pp 47173 078 47173 124 

“6810170206 Partially withheld undated "Hydrogen Control Owners Group Ganoric 
Equipment Survivability Analysis Rept " 

* Enercon Services 88/10/10 42pp 47173 083 47173 124 

B81017D347 Advises that 880912 Rev 52 to QA Topical Rept CE 1-A conslsient w/re 
quirements of lOCFRSO.App B & acceptable 

WRIGHT,GG Region 3. Ofc of the Director 88/10/07 REED.C Commonwealth 
Edison Co 2pp 47166.006-47166 007 

8810170426 Fowards proprietary & nonproprielary WCAPs 11935 & 11S36, "McGuire 
Unit 2 Evaluation for Tube Vibration Induced Fatigue," per NRC Bulletin 08 DOSProwi 
alary rent withheld (ref 10CFR2 700) 

TUCKER, H a, Duka Power Co 88/10/06 ERNST, M L Region 2, Ofc of Ihe Oireclw 
3pp 47162 306-47163 100 

“8610170432 Requests that proprietary WCAP 11935, "McGuire Unit 2 Evacuation for 
Tube Vibration Induced Fatigue," bo withhold from public disclosure (ref 10CFR2790) 
WJESEMANN.R A Westinghouse Electric Corp CAW-08 093 88/08/30 MURLEY.T 
Office of Nuclear Reactor Regulation, Director (Post 870411) 12pp 47162 309 


“8610170437 WCAP 11936 Nonpropriotaiy WCAP 11936, "McGuire Unit 2 Evaluation 
for Tube Vibralion Induced Falloue " 

HALL,JM, CONNORS,HJ., FRICK, T.M Woslinghouse Eteclrlc Corp 66/10/08 
149PP 47162 321-47163109. 

8610160022 Forwards Addendum 2 to non proprietary WCAP 10989 & pfopflelary 
WCAP- 1098 6, "COBRA-NC, Analysis of Main Steamllna Break fn Catawba Unt Ico 
Condenser Containment (flosponso to NRC Questions)" Supporting documonlallon 
ei;cL 

TUCKER, H.D. Duke Power Co 88/10/12 Document Control Branch (Documonl Con 
Irol Desk) 2pp 47190.011-47199 106 

“8610169030 WCAP-10989 ADD 02 Non prop rietary Addendum 2 fo "COBRA 
NC^Ana lysis for Main Steamline Break In Catawba Unil 1 Ico Condenser (^ontalnmenl 
fRosponse to NRC Questions) " 

‘Westinghouse Electric Corp 88/00/30, B5pp 47190 022-47199.100 

6610160313 Forwards proprietary WCAP-1 1007 & nonpropnolarY WCAP-1 1066, "Surao 
Une Siratificaton Prosenlalion Overheads - 880007 Texas Util Eloctrio/NRC MDOlma" 
Proprietary version withheld (ref 10CFR2 790), 

COUnSIL.WG, walker, R.O. TU Electric oormorly Texas Utilities Generating Co) 
TXX-08723 88/10/12, Documoni Control Branch (Document Control Doskf Ows 
47172.006 47172 063 

“8610160343 WCAP-1 1980 "Surge Line Stratification Presentalion Overheads - 80O9OT 
Texas Util Electfic/NRG Meeting " 

ANTAKLG.A Westinghouse Electric Corp 68/09/30. 4Bpp 47172 015 47172 063 

6810200039 Pari 21 Rept 148 re defect in left Intercooler inlet adapter on standby 
dIosQl engir^e generator Recommends utils inspect loft intake manifold drain as part of 
operating plan Add! Info expected by 861015. 

GUNTRUM.B IMO Delaval, fnc. 88/10/05, Office of Nuclear Reactor Regulflllon, Di- 
rector (Post 87041 1), 3pp. 47225*323-47225 325 

8810210469 Forwards Rev 16 to WCAP 8103, "Operational Experience W/Westmg- 
house Cores (Through 871231)," Reel provides cumulative operating experlenco of 
Westii^ house zircaloy clad fuel rods & other associated core components 
JOHNSON.WJ. Westinghouse Electric Corp NS NRC 88-3378 88/10/11. LYON 3 J 
Office of Nuefear Reactor Regulation, Director (Post 870411). Ip. 47233 160- 
47233 192. 

“8810^10472 WCAP 8103 R16 Rev 16 to "Operational Experience W/ West! he house 
Cores fThrouQh B71231)." 

FOLEY, J., SKARITKA.J Westinghouse Electric Corp. 88/08/31. 32pp 47233161- 
47233' 192 

6610210479 Expresses appreciation for interaction w/ficensee & advice & council given 
ro plant Improvements 

JOHNSON, CR Nuclear Fuel Services, Inc (subs of Getty Oil Co) 80/09/23. 
GRACe,J,N. Region 2. Ofc of the Director. 1p. 47231.035-47231 035 


WASTE MQT NUCLEAR WASTE MANAGEMENT 

8609280120 Concurs w/proposed remedial action for partial removal of conlaminalod 
soils from Commercial Vicinity Property GJ-97003-OT,per Crilorlon b & c of 
40CFR192 21 

SMITH, R.D Uranium Recovery Field Ofc, R4 88/08/04 VIRGONAJ.E. Enoray, Dept 
of. 2pp 46972.247-46972'246. 


ROS Rev 5 to CENPD-210, "QA Program Description of I 
clear Power Sys QA Program " or 

* Combustion Engineering, Inc. 68/09/05 42pp 47174 173-47174*216. 


8809280185 Forwards draft FY89 operating plan, per 860909 request. 

BROWNING, RE Division of Hign Level Waste Management (Post 870413). 68/09/ 
27. FUNCHES.J.L, Program Management, Policy Development & Analysis Staff CPwf 
870413), lOpp 46970.174-48970*183. 
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6009290236 Forwards "Deeper We Go, Scarier It Gels - Rock Burst Ha2arcls In Motal 
t/vfies" reviQV/ Itr copIRept primarily discusses causes & effects of rock bursts In 
deep meUI mnos w/exarnples drawn mainty from Coeuer d’Afene District 
CHUNG, DH Lawrence Livermore National Laboratory FIN A 0297 L-190 88/09/14 
GLACKFORD.M E Technical Review Branch {070413-880910) 3pp, 46970195 
46970 197. 

8609160154 Assistance in Idantiflcallon & Evaluation of Sol8mo*T©ctor>lc 

issues re Repository Site Characterization Plan." Monthly Mgl Lir Rapt 25 Estimated 
Moject financial status available only In Central Files 

C^UNGkOH . GUMMINGSvG E Lawrence Livermore National Laboratory FIN A-0297 
L-196 68/09712, QLACKFORD.M E Technical Review Branch (070413-800910). 3pp 
46970 198-46970 200 


6^09260256 Responds to 880322 comment on remedial action insp plar> tor Tuba city 
orojecl Rapt "UMTRAP • Tuba City.AZ Remedial Aclion Insp Plan*' end 
ABTHUR.WJ' Eneroy, Dept of 08/07/25 HAWKINS.E F Uranium Recovery Field 
Ofc,R4 6pp 46971 172-40971 198 

Rev 1 !o MKF'L)MTRA-25, "UMTRAP - Tuba City, Arizona Remedial 
Action Insp Plan " 

^ MK-Ferguson Co 88/07/01 17pp 46971.100 46971,196 


*-8609280265 Responds to 08031 1 Rev 1 to “Staff Technical Posltiort on Teatlng & 
Inw Plans During Const of DOE Remedial Action at Inactive U Mill Taflinge Sites 
Add^ claf^Wcalion & changes discussed during to I con provided. 

ANOERSON.Jfl Energy, Dept of 87/04/10 MARTIN, D Uranium Recovery Field 
OfC,R4 2pp 47415:125-47415 127. 


6809290007 Reises no objection to proposed dispose! of demolition debris at Ambrosia 
Lake UMTRAP silo, per 000621 Itr Proposed disposal moots EPA sids & will provide 
aocepiable iovel of protection to public 

HAWKINS.E F, Uranium Recovery Field Ofc, R4. 0B/O7/25. ARTHUn,W.0. Enorgy, 
D^t Of 3pp 48903 246 46983'240 

6809290155 Recommends concurrence be granted on DOE 880518 applicatlor^ of sup- 
plernonlal stds for partial removal of contamfnated soils lor properties dosignatod at 
^-97002'OT 

HEYER.RS,, pETTENGILL.H J Uranium Recovery Field Ofc, R4, 00/08/95 Uranium 
Reoovory FleJd Ofc, R4. 3pp 46099.074-46099:076. 

6609290167 Concurs w/proposed remedial action for commercial Vicinity Property (5J- 
97002-OT in Grand JunctiomCO for partial removal of contamtnalod soils authorized 
tw Crilorlon b & c of 40CFR192 21, per DOE 880510 assessment 
SMITK.R D. Uranium Rocovory Field Ole, R4 B8/08/02. VIRQONA.J E. Energy, Dapl 
oi2pp 47001 085 47001 006 


6810040176 forwards Bummaiy of 880928 meailno between NRC.DOE & State of NV In 
Rockville,M(> re DOE/Ofe of Civilian Radvvasie Mgl OA requirements for civilian rad 
prafl:«nrt.Rev 0 4 associated DOE response to NRC comments 

Management A Quality Assurance Branch {800911-881 01 2) 
6B/10/03 STEIN.R* Energy, Depl of,44pp 47029 151 47029 184 ^ 

6610040163 Rospontfs to 880921 request re key objectives for high-level waste resposi 
tory progremJnforms of development of dslailed operating plan that will be used to 
track progress of all tifgh feve) waste mgt work a1 detailed level 

OivisTon of High Level Wasfe Management {Post 870413). 66/09/ 
29 THOMPSON, HL Office of Nuclear Material Safoty s Sa)eguards,Director, 2pp 
47019164 47019:155. 

8810040205 Forwards "Work Plan for Development of Staff Technical Positions “ 
BROWNING, RE Division of High Level Wasia Managernenl {Post 870413) 86/10/ 
03, Division of High Level Wesla Managernenl (Post 070413) 5pp. 47019 056- 
47019.098. 


-6810040264 Rsv 0 to, "Work Plan for Developmenl of Staff Technical Positions/* 
Division of High Level Waste Management (Post 670413} 08/10/03 34pd. 
47019.061-47010 096 


0610040320 Rev 3 to Quality Mel Pfoceduro OMP-iaoi, ‘"Audit Sys for Waste Mat 
Project Ofc '• 

SPAETH, M, BLAYLOCK, J Energy, Depl of, 88/10/03 33pp 47036 096-47036.129 


8810040326 “Technical Assistance for In Silu Testing,’* monthly progress repl for Auo 
198 8, Financial fnfe available in Cenlral Files onty, 

SINGHjM M . HUCK.P.J. Engineers InlarnalionaC Inc FIN D 1004 1148-07-18. 68/00/ 
10- BUCKLEY,JT. NRC - No DoiaSled Affiliallorr Given. 3pp. 47036 256-4703 9'2BB. 


0810040343 Forwards draft CNWRA 88-003, "Environ Slateiuenl on Transporlatloa of 
Radioacllv© Mall in US," first interim repl 

LATZ,J E Center for Nuclear Waste Regufalory Analyses BB/09/29. MACE,M.H. Dlvl 
slen of Contracis & Property Managemenl (Post 660515), Spp 47040.006-47040.168 

-8010040351 Draft “Environ Slatement on Traneporlation of Radioactive Mall fn US/* 
first Interim repl 

WHITIMGAR, MABRITO.B, PATRICK, W.C. Center for Nuclear Waste Regufato^y 
Anaivses NRC-02-89 005 88/09/30. NRC - No Detailed Affiliation Given lOIpp 
47040,068 47040.168. ^ 


8610048369 Forwards malls provided at 50% Hile I design review for exploratory shaft 
facility at Yucca Mountain on 880509 17. 

STABLEIKK Operations Branch (670413 880910). 88/10/03 Oocument ConUol 
Branch (Document Control Desk). 23epp. 47017.350 47018.227 


680929039B Concurs w/proposed remediol action for Vicinity Properties SL-0168/114 fn 
Sail Lake Cdy.UT.based on review of 080520 radlolagical & onginaorloo assessment 
SMlTH,R D U/enlum Recovery Field Ofc, R4 60/08/03. ARTHUR, W J Energy, OepL 
of 2pp 46934 287-46984 208 


0810040367 Forwards observellons & recommendations from Aud'it 88-4. 

STEIN, a Energy, Depl. of. 08/09/20 YOUNGBLOOD, B.J Opeiationa Branch 
(870413-6809101 6pp. 47040 323 47040.328. 


6<609300101 Forwarda "CNWRA Program Manager Periodic Repl on Aollvllloe of 
CNWRA for Fiscal Roportlng Period G80B06-0902?' 

LATZJE Cantor lor Nuclear Waste Regulatory Analyses. NRC 02 80 006 
GUNiiNG,J.O. Division of High Level Waste Management (Post 87 
46999 284 48990 321 


66/09/18, 
1413). Ip. 


•'8009300104 "CNWRA Program Manager Periodic Ropt on Acilvitlos of CNWRA for 
^al Roportfng Period of 860800 0902.'* 

^ Cer^ier for Nuclear Waste Regulatory Analyses 88/09/18. NRC • No Detailed Affili- 
ation Given S7pp. 46996.265-46099:321, 


6810040379 Transmits pre meeting malls for mseling between NRC/DOE scheduled for 
801016*20 re exploratory shaft facility related open Items 
STEIN, R. Energy. Depl of. 88/10/03. LINEHAN,J Program Manaaemenl 4 Quality 
Assurance Branch {080911-881012}. 53pp. 47040*220 4f040:272. 

8810040407 Forwards draft, "Processes Which Should ba Indepondenlly Evaluated by 
NRC & draft NUJ^EQ/CR-521U "Review of Uncertelnliaa Relovanl In performance 
Assessment of High Level Radwasle Repositories,'* for review 
PRICE, L., DAVIS, P. Sandla National Laberalorlos FIN A‘116&. 80/10/04 BROOKS.P, 
Geoscience & Systems Performance Branch (Post 6809 ft), tp, 47020.101- 
47020.262. 


6009300126 Rqv 0 to Administrative Procoduro Ap004, “Public, Media, Organizational a 
Concrossional Inriuifles “ W/080920 Hr 

MABRIT0,B. Center for Nuclear Waaio Regulatory Analyses. 86/09/00. 6pp 
47002 085-47002.092. 


»e810C40408 Draft “Pfocesses Whfeh Should be Indepondenlly Evaluated by NRC' 
PRlced-.L, DAVIS.P.A Sandla National Laboratories. VVAH1.K.K. Gram, Inc FIN A- 
1165. 88/09/30, Division of High Level Waste Menagemonl (Post 870413), IGIpp 
47020.102 47020.262, 


0610030266 Requostd necessary actions bo taken to Implament CNWRA OA operations 
Irfan to allow for acceleration of Task S.Coat & approach reasonable 
BUNTING, JO Division of High Level Waste Management (Peal 670413), 08/09/29. 
MACE,M. Dwision of Contracts & Property Management IPoal 960516) Ip. 
47005 283-4 7O05' 263 


6610040423 Forwards UMTRA.DOE/AL400124 0167, "Project Plan (MSA-143).’* for 
Info. 

ARTHUR, W.J. EneTgy> Dept. of. 08/09/28 LOHAUS,P.c SMITH, D. NRC - No Detailed 
Affiliation Given. 3pp. 470 {9:229-47019.291. 


0010030346 Forwards “UMTRAP RIffo.CO RFL-PH-1 Subconlracl Documents Final 
Dssica for Const Bid Schedule, Special Conditio nSiSpecs & Subcontract Drawings." 
DOsTlJEVAC.F. Energy, Dept oL 08/09/28 LOHAUS,P. Division of Low Lovef Waste 
Management A Oocommlsaloning (Post 870413), Ip. 47006'01 9-47006:2 7 9. 

*-$610030352 “UMTRAP Rifle, CO RFL-PH-1 Subconlracl Documonle Final Design for 
Const 6td Schedulo, fecial Condlllons, Specs & Subconlracl Drawings." 

• Momson-Knudsen (jo., Inc 88/00/31. 260pp 47OO0.O2O-47OOS-27O. 

0010030392 Forwards NRC items list providing concise list of Issues to bo used to 
fo<tis on problem areas, develop plans to review DOE QA programs A to plan futuro 

eELKE^B., DONNELLY.J Operations Branch (870413-800910). 80/09/29. Pro(iram 
Managemerift & (duality Assurance Branch (060911-881012). 66pp. 47016^22- 
47016017 

$610040165 Forwards agenda for DOE/NRC moeling scheduled for 891018-20 lo dis- 
cuss & reach agrooment on open Items re proposed exploratory shaft fBcilily. 

Li NEMAN, J- Proftram Manaaement A Quality Assurance Branch (680911-081012), 88/ 
09/30 LOUX,R R. Nevada. Slate of. 3pp. 4to'360 47025:301. 

$$10040169 Forwards agenda for DOE/NRC meeting scheduled for 601018-20 to dls- 
hcuss a reach agreement on open items re proposed exploratory shaft facility, 
UNEHAN.J Program Management & Oualliy Assurance Branch (880911-081012). 88/ 
09/3d.3tElN,R, Energy. Dept, of 3pp 4 7026. 3 3 7- 47026 '3 39. 

0610049174 Recommends that concurrence bo granted for application of aupplemerttal 
itldi tor taafUal ramoval of contaminated soils for properties designated at GJ-97005- 
or, based orv review of DOF 880705 radiological A engineering assos&menl. 

HEYEn,R S., PETTENGILL,H.J Uranium Recovery Field Ofo, R4. 88/08/04. Uranium 
P^oovery Field Ofc, R4 3pp. 47042:042 47042.044. 


-6810049428 UMTRA- DOE /AL4001 24.01 87, '‘Pro)ect Plan (MSA-143).*‘ 

• Energy. Dept, of BB/03/31. 51pj>. 47019 232-47010.291. 

6810040450 Forwards police of upcoming NRC/CX)E tech nfcal/ programmatic 
meeUnQSiper NRC FR notice of 640&27. 

LINEHANJJ. Operations Branch (870413 880910). 80/10/03. NRC • No Oelailod Af- 
filiation Given. 2pp. 47(HO'207-47O4O'230. 

6810040482 Summaiy of Ctr Review Group 88-2 meeting on 880614, List of attendees & 
meeting agenda encL 

BROWNING, R.E. Division of Low Level Waste Managenrient A Dacemmlsslunfng (Post 
070413). 88/08/30. THOMPSON, HX. Office of Nuclear Material Safely A 
Saf«guafds,01<eclor. 6pp. 47038:321-47038:335. 

0010040453 Nolificatlon of 081018 20 meeting w/POE, Slate of NV 6 Nye & Clark 
Countlea In Washington, DO to discuss A reach agreemeni on open items re explorato 
fv shaft facllhy A approach lo & schedule lor resoluBon. 

3rA6LEIN.K. Program Management & OualJty Assurance Branch (88091 1-88101 2| 
88/10/03 LINEHANJ.J. Program Management A Quality Assurance Branch (660011- 
681012). Ip. 47038:320'47038.32<). 

8010080139 Concurs w/proposod remedial atilton lor Commercial Vicinity property QJ- 
97004-OT for removal of conlamlnaled soils, per radiological & engineering assesa- 

S|5itH,D.R. Uranium Recovery Field Ofo, R4. 80/08/04. VIRQONA.J.E. Energy, Dept. 
0l 2pp 47053:360 47063.361. 

6019060193 Forwards matl from ESF design review sent by P Proslholt W/216 over- 
size drawlnas. 

LINEHAN,J:J. NRC • No Detailed AiniietJon Given. 68/08/18. STABLEIN,N,K. NRC . 
No Del Ailed Affiliation Given. 1,54 1pp. 47021:234-47026.334. 
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8fi100&0249 Concurs w/proposod remoclia! action for Commorcfal Vicinity Property GJ* 
97005 OT tor partial removal of conlamhated soils, per review of 680705 radiological 
& erigInaGiing assessment 

SMITH, DR Uranium Recovery Field Ofc, R4 68/00/04, VIRGONA,J B Energy, Dept 
of 2pp 47066 OSa 47066 034 

6810050300 Ad^sea that review group recently established to review Commission 1904 
waste confider^ce proceeding lindings Requests that listed individuals, Involved in 
19B4 decision, be available on aa-needed basis 

BERNERO.RM Office of Nuclear Material Safety & Safeguarda.Oirector, 88/09/27 
CUNNINGHAM,R E. Division of Industrial & Medical Nuclear Safety {Post 670729). 
KNAPP, M Ft Division of Low Level Waste Managemenl & Decommissioning (Posi 
670413) 2pp 47060 319-47060 321, 

>•8609220254 Responds to 660823 memo requesflr^g estebllshrrtent of group (o review 
waste confidence proceeding ol 1984 Requested paper on procedures, re sources & 
schedules oy>acted to be available for reWew within 4 month time frame, 

STELLO.V, Ofc of the Executive Director for Operations PARLER.W C Office ol the 
General Counsel. 68/09/09. ZECH, ROBERTS, CARR Commissioners, Ip 
47060 321-47060,321. 

6810050310 Forwards NRC comments on "Techniques for Determining Probabilities of 
Events & Processes Affocting Performance of Geologic Repo$itorle$!Vol 1 Xlterature 
F^cvisw* 

BROOKS, PP Systems Engineerfng & Evaluation Branch (870413-8809101 FIN A- 
1165, 69/10/03, BONANO,E.J. SandSa National taboratoiies 16pp 47060;215- 
47060 232. 

6810080024 Recommends that concurrence be granted for application of suppi std on 
contaminated area designated at SL-018S/114 

HEYER.R S., PETTENGILL,H J Uranium Recovery Field Ole, R4. 68/08/03. Uranium 
Recovery Field Ofc, R4 4pp 47070 262-47070'26S 

8810060179 Recommends that concurrence be g^ranted for application of supplemental 
std on contaminated area for Property GJ 97003 OT, 

HEYER,RS, PETTENQILL.HJ. Uranium Recovery Field Ofc. R4 86/08/04 Uranium 
Recovery Field Ofc, R4 3pp 47071 339-47071 341 

861006023S Concurs w/proposed remedial action for Commercial Vicinity Property Dll- 
053, which includes application of supplemonlal stds per Crllerlon c of 40CFR 192.21, 
SMITH, ao Uranium Recovery Field Ofc. R4. 88/07/12 ARTHUR.W J. Energy, Dept 
of. Ip, 47064'360-47064‘360 

8B10060237 ConcufB w/proposal for elimlr>atlng term "individual pieces" from riprap 
specs for Dura ngo,LaKa view & Tuba City Opposes proposal re 8 inch limit for remov- 
ing/ replacing unsuitable rock Suggests assurance of initial proper placement of rock 
HAWKINS, tF Uranium Recovery Field Ofc, R4 00/08/25. ARTHUR,WJ Energy, 
Dept of 3pp 47065-188 47065 190. 

8810060305 Cianfias typo In site ropt, "Final Technical Evaluation flepl for Proposed 
Remedial Action al Durango Tailings Silo, Durango, CO " 

GRACE.S R . HAWKINS, E.F Uranium Recovery Reid Ofc. R4. 98/07/28 Uranium 
Recovery Field Ofc. R4. 3pp 47067 273-4706? 275. 

8810<t66322 Forwards "Slatewide Exclusionary Screening Rept-Execulivo Summary*' 
Info on repl will be available at series of public meetings that Commission has ached 
uled in October at listed locations 

DUNKIEBERQER.J New York. Slate of. 88/10/06 NRC • No Detailed Affiliation 
Given 2pp, 47073M 04 47073-117 

-8810060325 "Statewide Exclusionary Screening Repl ExeeuWe Summary " 

* New York, Stale of. 86/09/30 1 2pp 47073. 1 06 4 7073- 117 

881006 0330 Forwards "Erosion Protection for Lakeview Disposal Site,*' & provides esti- 
mated addl costs re extraction of bedding matl 

ARTHUR.W J Energy, Dept. of. 88/10/05, HAWKINS. EF Uranium Recovery Field 
Ofo, R 4 1 9pp 47073 1 1 8-47073 177. 

-8610060333 "Erosion ProlecUon for Lakeview Disposal Site " 

‘ MK-Ferguson Co 88/09/30. 36 pp 47073 13847073-177. 

for applicallon ol supplemental 

Id Ofc, R4, 08/07/12 Uranium 


6610060366 Confirms that technical working group on rocks a soil covers scheduled for 
861020-21 in nockvjlle.MD Discussion of low permeability cover components will be 
Included Agenda & supporting documentation end 

DANTpNtO.JR Energy, Dept of. 88/10/05 JOKNSON.T NRC • No Detailed Affili- 
ation Given 25pp, 47068:146-47060 208. 

-8810130352 "Geomembrane fecial Study Final Repl.** 

* Energy, Dept ol UMTRA-DOE/AL-IO 00/07/31 37pp. 47068.172-47066.208. 


8610060365 Recommends that concurrence be granted 
std on contaminated area designated at DU-051 
HEYER.R.S, PETTENGILL.R J Uranium Recovery FIc 
Recovery Reid Ofc, R4 2pp. 47072 083-47072,084 


-8B10100212 Forwards technical Items affected by 080830 agreement on rock cover 
for Lakeview site,for review & concurrence. 

DIXON, B, Energy, Dept. of. 88/09/12 HAWKINS, EF Uranium Recovery Flolrf Ofc. 
R4 ARTHUR.J Energy, Dept of 4pp 47103 308-47103.311. 

6810110167 Publicly available portion of "NRC Technical Asslslanco for Design Re 
views," Task Orders 005 a OO0,Monlhly Progress Ropt 38, for Sept 1988 Central RIes 
available cost data end 

HART,RD. ITASCA Consulting Group, Inc FIN D-1010 NRC-02-85 002, 60/10/07 
TANIOUS.N Office of Nuclear Material Safety & Safeguard a, Director 5pp 47172.001- 
47172.005, 

8810110195 Advises that NWCI proposes to allow Daniel B Stephens & Assoc to termi- 
nate contracl, effective 881015 

BROWN, A Nuclear Waste Consultanls, Inc FIN D-1021. NRC-02-Q6 009. BB/tO/04, 
POHLE.J Division of High Level Waste Management (Post 870413), 2pp 4710d-349< 
47106 350. 

88101 10202 Comments on "Final Design for Review," for Rifle site New Info obtalrned 
durfng Jul drilling, may allow better characterization of depth to bedrock 
ROITa/IAN.H Colorado, State of 88/10/05 ARTHUR.W J. Energy, OopL of, 12pp 
47099314-47099.325. 


8010110257 Fonvarda RF Fraley 800727 )tr providing comments & questions of former 
ACRS Waste Mgl Subcommittee 1087 visit to Yucca Mountain site, 

IINEHAN,J.J. Program Management & Quality Assurance Branch (8B091 1-6B1BI2L 
86/10/07 STEiN^fl Energy, Dept ol 1p 4711 1*331-471 11*344, 

-8808160376 Responds to questions on proposed Yucca Mountain high level waste re- 
pository 

FRALEY, RF. Advisory Committee on Nuclear Waste BO/07/27. STELLO,V. Ofo ol 
the Executive Director for Operations. 2pp 471 11.332 471 11 !344 

8810110261 Notification of 881019-21 meelings w/DOE, State of NV & Nyo & Clark 
Counties In WashIngton.DC re explorato^ shaft facility & approach to & schedule for 
resolution Meeting Initially scheduled for 681010-20. 

STABLEIN.K Program Management & Quality Assurance firanch (8a0911*B81012) 
88/10/07. LINEHAN,J,J. Program Managomom & Quality Assurance Branch (B00011- 
881012). Ip 47108 380-47108*360 


8810110328 Advises that tisled open items from NRC-DOE exploratory shaft facility 
860718-19 meetings should be Included In list of open Items to be discussed In NRG- 
DOE meeting scheduled for wK of 881017 In WashIngton.DC. 

LINEHAN,J. Program Management & Quality Assurance Branch (000911-801012). 06/ 
10/07 STEIN.R Energy. Dept of 2pp. 47108:025-47108:026, 

8810120110 Forwards DOE weekly repl for wk ending 880916 
PRESTHOLT,PT. NRC • No Detailed Affiliation Given. 08/00/29 LINEHANJ J. Oper- 
ations Branch (870413 080910) 6pp. 47110:322-471 18:327, 

8810120137 SuppIs 880707 response re QA audit of USGS/NNWSl program. Audit rept 
confirms position (hat stop work order unwarranted or al least unnecessary 
* Interior, Dept of, Geological Survey WGS-800124. 88/10/04. KAY.C.E, Energy, 
Dept of 2pp, 47118:344-471 18-345 

8810120138 Forwards minulos of Waste Mgt Advisory Comnnitlao 880914 moating in 
Chaltanooga.TN re hazardous & mixed wasto mgt activities, sludge dotoxification dom- 
onstrallon update & TSCA incinerator projecl.Vlownraphs onci. 

SLEEMAN.R.C. Energy, Dept. of. 08/09/27. STARMER.J. NRC - No Detailed AHili 
ation Given 108pp. 471 17:016-471 17.133. 


8810120155 Forwards M Blanchard 080929 Hr to L Hayes, USGS re NRC request for 
video fogs from boreholes UZ-6 & H-l 

PRESTHOLT.PT NRC • No Detailed Affiliation Given. 88/10/06. LINEHAN.J.J. Divi- 
sion of High Level Waste Management (Post 870413) 2pp, 47134:020-47134 031, 


8810120162 Forwards M Blanchard 681003 Itr to R Bullock re NRC request for video 
logs from Boreholes UZ 6 & M-1.Log H-l will be provided by USGS 
PRESTHOLT,P.T NRC ■ No Detailed Affiliation Given. 88/10/06. LINEHANJ J. DM 
Sion of High Level Waste Management (Post 070413) 2pp 47135:056 47136.050. 


8810120171 Forwards DOE rept for wk ending 880923. 

PRESTHpLT.P.T NRC • No Detailed Affiliation Given. 88/10/05 LINEHAN,JJ. DM- 
Sion of High Level Waste Management (Post 870413) 0pp 47134:023 47134 0 26. 


8010120175 Forwards NNWSI 
880928 


project master list of controlled documents, current as o1 


iTurajiutf Avuuiiumions intemaiionai i./orp I 
Inc.). 88/09/20 STABIEIN.NK NRC ^ ' 

47118.228-47118*262. 


vfs/PMrvriT WMPVIIV9 

No Del a lied Affiliation Given. 24pp 


6810070054 (^mmenls Oft Monthly Mgl Ltr 25 summarizing progress under FIN A-0297 
for Aug 1988.Pr(»ress to date satisfactory. 

Qeoscience a Systems Performance Branch (Post 880911) FINA- 
47081 0£?/47O8l‘05^^^^°‘^^* Lawrence Livermore Nakonal Laboratory. 2pp, 

880808 summanzlng progress under 
J?®® F^ationafe for requiring supplementary budget requested 

Systems Performance Branch (Post 880911). FIN A- 
Lawrence Livermore National Laboratory. 2pp. 

4 /07B.3o0-4707o 361. 

8810070122 Comments on Stale of NV 880909 rnsquest for raw dale from earthquake 
aUono motion recording stations NRC believes data unnecessary to analyze classified 
B strong motion data (or undemround nuclear explosions 

RPnwiSl? o c ^ Performance Branch (Post 860911), 88/10/06 

4?0™aoa-470B0 3^ " ° Management (Post 870413), 4pp. 

8810100210 Forwards summary of requirements which will cover rock durability quality 
H ® by Stale of OR, per seiles of telcons between DOE%tate of 

OR & NRC dunng late Auo & early Sepl 

™ ARTHUBJ. Enefoy. 0«pl. 


8810120227 Ack receipt of 880929 Ur transmitting document re selection of rogulalory 
topic ^0 support major Milestone R7. Concurs w/acceptance of regulatory 

Nuclear Material Safety & Safeguards, Director. 68/10/06, 
Nuclear Waste Regulatory Analyses Ip, 47119 331- 

471 1 Ulojj, 

-8810120250 Advises of selection of regulatory requirement to support major Milesiorke 
R7 for use in executing "proof of sys 

Nuclear Waste Regulatory Analyses. 8B/O0/29 
^ Management (Post 870413), 2pp, 

Discusses review ol DOE licensing support sys cost benefit analysis Cost 
effeyiveness of providing text & imaging capability at primary user sites quesllonod 
I ^rtglneering Branch (Post 88091 1). 00/10/07, CAMERON, F.X As- 

sistant General Counsel for Rulemaking & Fuel Cycle 2pp 471 18*130-471ia'i37, 

Forwards summary table of CNWRA milestones for accelerated devek}p- 
ment of program architecture due on 88 1221, Table to be updated on first ol each 
month for a^raisal of progress 

^ Safeguard9,Dirootor B0/ 

10/05. NRG - No Detailed Affiliation Given 11pp. 471 10,201-471 18*211. 
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*010130036 Responds to 880819 Ur re Inleractions baleen DOE/NRC which ref 
«?Ptc/DOP mat ftieeung held in conjunction w/ alternalivo conceptnai moclots 
rfCtffcstiOD Pfoposss detailed discussions oittslad topics , « ^ uk 

irSki R PiSrav Oepl of 00/10/06 UINEHAN.J Program Management & Quality 
AlliXe eTan%(8a09^ 2PP 17122 326 47122 3?6 

e^«13ad4^ - evafuallon & compilation of DOE Waste Package Test Data/' monthly Hr 

?i?tpV^Nt£ ^Nahonal institute of Standards & Technology (iormorly KaJiona) 
BJJ«Li <5 sianda FIN A4^ PETERSON.C Technical Review Branch 

(8704 880910) 23pp 47135 126 47135 140 

10130136 Forwards connmenta on montWy Mr tepl for Jui 1980 re FIN A 4171, "Eval 

plrafsON'cfH KrtSWIS MOSip) j=lN A 4171 68/1WU. 

fcNTFRflANTe.C^G National inatuuta of Standards a Technology {iormerly Nalional 
BureTo^Slanda tOpp 47129 346-47129 365. 

*1*10*30146 Requasis revised dales for milestones associated w/davetopmorjt of pro 
"^rAriarchiiaclure Revised dates necessary to support internal planning feauiromonia 
SltOM^EPM oSice of Nuclear Material Safety & Safeguards.DJrector QB71&/12 
Cantor for Nuclear Waste Regulatory Analyses ip 47137017- 

47137 017 

8610130160 Forwards Project Interface Document 03 8*10 r© riprap anall/ abrasion lost 

ARTwfR^*J^Ei\Qray. Oaol ot 68/08/18 HAWKINS,E F Uranium Recovery Ffold 
Ofc,R4 4pp 47132 316 47132 319 

frei01301^4 Forwards rev to cover design of Project Interface Document 10, reducing 

AmHURJw ^ao/oo%°f HAWKINS, E.F Uranium Recovory Field 

Ofc.R4 epp 47135.107 47135 112 

8AC613Q224 Submits list Of prolocl interface documents (PIDs) 7,16.17, 10,10,20 & 21 
ftOl reived bV recipient to date PIDs 7,17, 10.20 & 2i enct for rewow 
dAJRCtft J Energy Dept of. 86/06/31 JACOBY.D Region 4, Ofc ol the Dirootor 
lipp 47152 3 46-471 52 360 

PratflCtion for lakeviow Disposai Site." ^ ^ ^ 

* MorrifrOn Kfiodaon Engineora, Inc. 00/09/30 40pp. 47120 073 47128.113 

0*18130249 Forwards summary of Uakoviow rock decisions re technical items affcclod 
6?y 880630 agreemonl on rock cover tor site Revlerw & toncunence on technical 

Energy Dopt of. 21ieu D6/09/0D. HAWKlNS.E Uranium Rooovory FloM 
Of5/W ARTHSfe,J Energy, Dopt, ol 3pp 47164:237-471 B4«239 

*810130260 Undid Ilf forwarding data ro radon barrier thlcknosa calcylatlona for 
Mof 1 DBC & add! &al comparison data for dovotoplng bedding mall for 

ARTHUR WJ^^nofgv^^^ HAWKINS,E Uranium Rocovory Fiold Ole, 

n4.3pp 47154-231 47164 236 

ftftl-0 130333 Forwards FR notice announcing availability of drafl lochnlcal position on 
^ pSsicrosufo seals in unsalufaled medium & correclion notice Advises (hat comment 

&S!i®Manag 0 rnonl & Qualllv ABSuronoo Brand. (000911 001012J. 00/10/ 
la NHCrNo Dotnilod Affiliation Qivon W 47132 334-47132.341 

4410130312 Forwards "Summary Ropl Slate of Knowlodgo of Waste ConTloenca,*" for 

B^NEROR Office of Nucleer Material Safety & Safeguflrds.piroctpr. 68/10/1 1 
GILtESPIE F,R. Pfotjram Managomoni. Policy Dovolopmoni & Afialysis StagJ^Posl 
Soiui &SS,OF Ollico of Nuclear Rogulalory Research, pirec or (Poal 660720) 
MALSCHMG Office of (ho General Counsel 3pp 47121*120 47121 140. 

a*ioi‘ 10343 "Nummary Rept State of Knowledge ol Waste Conlidonco." 

” "^Coritaf for Nuclear Wasie Regulatory AnaNsos. NRC 02-6D 005 66/00/16 NRC * 
Mo Oaiailed Affiliation Given 16pp 47121.123-47121.140 

I* {0130348 Roduosls approval of proposed technical position dealing w/ oppilealbn ot 
G.ij'Sbfva too putdes 10 above ground ropo^tOTV lawmms yooftrt 4 < c>ainio\ 

LI NEMAN 3 J Program Management & Quality Assurance Branch <00091 1-601012} 
^/10/i3 bROWIMINQ.R E ^Division of High Uvol Waste Managomoni (Post 
e7£M13).6pp 47122 236-47122 241. 

**10130364 Forwards atalfs list of open Homs from f^ocurnonted NRC/DOE Inlorflclloas 
OTk wasio ficceplaace process over past 6 yrs Proposes 801 212-13 for opan ilom roa- 
o^utjon moe”*" 


UHEHANJJ Program ManMomoni & Quality Assurance Branch (880911-081012} 

47136 305 47135 314 

FerNorda "Pracoas Which Should Be Indopondenlly Evaluated by NRC" & 
^ '"Review of Uncortainllos Ro Performonco Assessmonl of High Lovol Radwasto Ro- 
oostlocies " CammontQ roauosiod bv 661 101 cin a i irr 

BALLARD,/? Qivfsfon of High Level VVaslo Management (Post 670413) PIN A-l jBB 
TAG L«3022 68/10/12 SlLBERBEnG.M Woslo Monagomont Branch. OUNTINQJ 
irvunosrinfl Bfflnch (Poal 600911). CHERY.D Gooscionco » Sysloms Porlormonco 
0 f*ic\ch (Post BttQfl til- 75pp 47126:114 47126:279 

U 10136301 Comments on dratl Chapter 10 of CNWra QA manual (CQAM) Pfebs^d 
w/progress thatdocumonl foprosent In CNWRA understanding A apprcciallon ot doci 

BUNTir^J 0 Oivisior^ of High Lovol Waslo Managomont (Post 070413) ^Bm/ 13. 
UVTZJ Conlor for NueJoar Waste Regulatory Analyses 2pp. 47122242 47122,243. 

1*10130304 Forwards paper enlillod, "Impact of Proposed EPA Groundwater Sids on 
GMTRAP CHsposal Cell Design," to bo prosontod on BOIOiQ at DOE annual re/nodial 

O^rven Ip 47129 283 47129 337 

<'0*1013030$ Paper enhtlod, "tmpaci of Proposed EPA Orourvdwator Stds pn UMTRAP 
^sposat Cell Doslgn," to be presented during DOE romodlal action program annual 

LABSON.NB Energy, Dept. of. 08/19/10. 64pp. 

47^29 284-47129 337 


6810130388 Advises that 601016 due date for fjr<$t series of draft repts ro gooloeic set- 
ting data bases & computer software & hardware will nol be considereof contractual 
commJiment 

PATRCCK»WC Center for Nuclear Waste Regutatory Analyses 88/10/97 
FOrTUNA.SL Division of Highi Level Waste Managamsnt (Posi 870413) Ip 
47122 321*471> 22 321 

6810140003 "UMTRAP-RiV0r1on,WY Remedial Action Insp Plan'* 

CATe,P{y MK Ferguson Co 68/09/14 gpp, 47150 184 47150 192 

8610140044 Responds to 860625 Hr re NRG role In DOE proposed g routing operations 
for Hanford double shell lank wastes & wholhor waste to be g/ouled * disposed of 
high or low level waste. 

KAMMER6R.C Slalo, Local & Indian tribe programs. 83/00/15. TAHKEAL.WD 
Yakima Indian Nation 2pp 4715s 144-47156.140 

8610148074 Expresses concern that issue of cover rocH quality now threatens compla- 
hon of Lakevlew cleanup by Fall tOBO contractors need to assume responsibfruy lor 
bad decisions, absorb resuIHrg costs & quit dragging fool about projeof 
DiXON.B Energy, Dept of, e8/€B/30 ARTHUR, J Energy, Depl of 2pp 47150 237- 
47150 23a 


8010140187 Forwards nol Ice of upcominq NRC/OOE toe hnlcal/program malic meetmgs 
re NRC high level waste mgl program NoHco lists both lentatlvo * firmly ealabllshed 
moeifogs * w'l be updalod weekly 

lineman. JJ Fronram Managemanl & Quality Assurance Branch <680911.061012) 
00/10/17 NRC - No Detailed Affiliation Given 2pp. 47166 207-47166 200 

8810140193 RoquQdts otdension of oskmalPd dolivary date of major Milestone 47 for 
onglnoerod barner sya program operallona plan until a0>O2e 
PATRICK.W.S Gorier For Nuclear Waste Renulslorv Analyses 08/10/10. MACE.MH 
NRC - No Delairod Affiliation Given ip 47160 214 47160214, 


Q810140203 Forwards Mod 1 to final remodial acifon pfan * silo design for stabilization 
Ol Inactive U mill tailings sHo at RIvortoii.vVYTablo of Th-230 verification soil sanipfes 
end 

ARTHUR.W.J Energy. Dept of. 00/10/13 LOHAUS,P. Division of Low Level Waste 
Managomoni 0 Dec ommissioning (Post 670413) 17pp 47146*150 47140 168 


0010140231 **EvQliral1on,Valjdflilon,Vonficallon & Documaalation of IMPACTS BRC 
Computer Code," monthly ropl tor Sept 1966 . ^ 

CRANWELURM Sandta National LalwratoriOB, FIN A 1763 68/09/12, GLENN, C 
Regulatory Branch. 3pp 47160.1 65‘471 60 * 159, 


0010170060 Foiwards maps ol Nevada Tost Sito A Q Tunnel Complex Use of weapons 
losling turviol provided economic occoss to similar variety of luff approx same depth 

as candidate roposilory horizon a) Yucca )^oun)a)n 

PRESTHOLT.PT. NRC - No Dalslled Affiliation Given 86/10/11 COTTER, B.F. 
Atomic Safety and Llcei^sing Board Panel 3pp. 47160 278 47160276. 

0010170071 "Technical Assistance fn Idontlffcaiipn & Evaluation of Solsmo-Tecipnio 
fssuoa Ro Roposilory Silo Cbaracterizalion Pfan^," Monthly Mgl Ltr Rept 26 lor Sepl 
1080, 

C HU MG, OH, CUMMINGS, <3 € Lawronce Uivormoro NflUonal Laboratory. FIN A 0297, 
L-t06, 80/10/10 BLACKFORD.M E. Division of High Level Waslo Managemenl (Post 
870413), 2pp 47153*350 47 1 53 361 

8010170130 Forwards OOE Yucca Mountain PrPiocI weekly hig ii lights rept for wk 

PflEsSlMO^^P.T. NRC r No Oelaitod Atfilialion Givon 66/10/12 LINEHAN,J J. Pro* 
gram Monagemoni & Quatily Assurance Branch (OBOD 11-801012) 6pp. 47166:350 
47108364 


001O17O14B undated agenda for 881021 State of WA Nuclear WaatP Board rooular 
maoilnQ In Lncey.WA Topics include hoard cornmllleo asslgnmonls A ririlss]on| siale- 
montfi & rosolulfon supporting govornor request for FY&O funding for Hanford cleanup 
OfSHOF.WA. Washlngion. Slate of. 88/10/17, Washington, Stale oL Ip 47166-1 25 
47166:126. 


6610170140 Agenda for 081021 Nuclear Waste Board/Noclaar Waslo Advisory Cou noil 

QREGSlllE^C^Sf ''^ashing ton. State el 86/10/21. Washington, Stale of. Ip. 
47 168 .006-47 160. POO 

8810170152 Agenda for 881021 Nuctoar Waste Advisory Council meoilng in LacOT,WA. 
QREGOIRE.CO Washington. State oL 86/10/21 Washington, SI 0 IO of Ip. 

8810170156 Presa release announcing Slate of WA Nuclear Waslo Board & Nuclear 
Waste Advisory Council 601021 meeting in lacy.WA re olforts I 0 ddlormlne 
doses bom oody Hanford rofcasss 

QlLLILANO,J Washlngion, Stale ol. 00/10/21. Ip 471 0O.27& 47160*279 


8810170324 flequosls that revised QA plan incorporating revs discussed In end salaly 
ovalualfon bo submllled within 39 days. W/Incorporalion of agreod upon mods, plan 

U?]EHANff Program Managomont & OuaiJiy ranee Branch (090911 -881 Oia>. 
80/10/14 . STEIn!h. Enoffly. uopl oL app 47163*164 47163.179. 

-8810170301 SatQty ov&tualion docuraomma NRC roviow of fnio that 
submitted fn 68.9 QA pmn.Rev I.PIan contains a do qua to requirements A planned & 
systomatlc centrolB thal address each cnleria of i0CFR60,App B 
QtLKEW, K6NNEDYJ.E. P/Oflram Managemonl ^ Quality Assurance Branoh 
(680011-681012) 88/10/14 23pp- 47163 157-47163 170 

8810170328 "Lab Evatuolion of IX)E Radionuclide Solubility D4ln & 
l/on Paramo1ef8.ExpOfimoiilal Slraleglos.Lab Techniques & Procedures, monlhly 

B^ER!n^Oak^n«%onal LabofatoTr '''N 

OBKjo ot MaOaei Matotlal Salaty 4 Saf9flU«rds,Dlteelor 4pp. 47171 17E-47171.175 
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8610170329 Forwards hydrology operi Hems rfenv-od from reviews of DOE Yucca Moun- 
(efn program Recommends inat end sat of open flems bo aubmittecf to CNWnA for 
Incfuslon in relational data baso of stated sys * ctr devolop all preceding fields 
CHERY.DL Geoscfenc© & Systems Performance Branch (Post 880911) 88/10/13 
BALLARD, RL Geoficience & Systems Performance Branch (Post 880911). 29pp 
47162 095 47162 123 

681017034B Requests inlefim fundrng for F<N A 4171, "Evaluation S CompiMon of 
DOE Waste Package Test Data" from projected FYflS funds 
BUNTING.JO Engineering Branch (Post 880911) FIN A^4171 88/10/12 

PUNCHES, J L Program Manacement, Policy Development & Analysis Staff (Post 
870413) Ip 47160 360-47160 360. 

8810170365 Motifies I hat ASOC R8D Committee mealing scheduled for 881023 will 
ra\4ew comments on end Draft 2, "ASQC OA for R8D." 

ROBERTS,QW. Babcock 8 Wilcox Co 86/10712 KENNEDY, J NRC - No Detailed 
Affiliation Given BAER.T.S, BYRNES.EJ. Affiliation Not Assigned 45pp. 47168,033- 
47168.077 

8810170383 Rav/Charvoe Record NVO-309. "Exploratory Shaft Facility Subsystem 
Design Require manta Document (ESF ^ SDRO) ** Vols 1 & 2, 

“ Science Applications International Corp (formerly Science Applications, InC) 88/ 
09/26. 4 pp. 47166 297-47166*301, 

9010170394 Forwards Info re 881109 fow level waste conference In 
Gall hers bur g.MD.CnIfque analysis & outline of topics 8 Issues end 
RODGERS AO EQ&G Idaho. Inc (subs, of EG&G, Inc) RODQERS.AD. Idaho Na- 
donal Engineering Laboratory. 68/10/12 SUR MEIER, J. NRC < No Detailed Affillalfon 
Given. 2lpp 47168'153 47166*1 73, 

8810170408 Notifies of Falls City,TX omboard desigrk roview meeting on 881020 in San 
Francl6CO,CA NRC should have representation at mealing 

ARTHUR.W.J. Energy, Dept, of 88/10/12 LOHAUS.P OivfGlon of Low Level Waste 
Management & Decommissioning (Post 870413). 1p 47168 360-47166.360 

8810170441 Forwards LLNL/NRC-NNWSI CRP-aB-YM2, '‘Geomorphic Evaluation of 
Phased Shaft 8 Ramp Localfona, Yucca Mountain High Level Waste Site Rept),*' 
technical Hr repi 

CHUNQ.D H. Lawrence Uvermore National Uaboraloiy. FIN A*0297 L-196 80/09/30. 
eLACKFOflD.M.E Divffilon of High Level Waste Management (Post 870413). Ip 
47I63166 47163.217 

*•8810170483 Rept LLNL/NRC NNWSI-CRP 88-YM2. "Geomorphic Evaluation of Pro- 

E osed Shaft fi Ramp LocaUons .Yucca Mountain High Level Waste Site (Field Work 
equosl) " 

PURCELLiC Lawrence Uvermore National Laboratory. FIN A-02e7, 88/00/30, 
CHUNG.0 H. NRC ’ No Detailed Affiliation Given 20pp. 47163.187-47163 217. 

6610180137 "Technical Assistance for fn Situ Testing,** monthly progress ropi lor Sept 
196B Project costs In Central Files 

SINGRMM , HUCX,PJ. Engineers Intern at ionaP. Inc. FIN 0-1004. 1146-07-16 86/10/ 
14. BUCKLEY, JT. NRC • No Detailed Affiliation Given 3pp, 47185-209-47185.211 

68 10160 148 Forwards trip rept of altendance a1 880927 draff repI meeting in 
Rockville, MD Expense account sheet In Central Fifes, 

HUCK,PJ. Engineers International, Inc. FIN D-1004 1146-09 02 68/09/30. 

BUCKLEY, J.T NRC - No Detailed AffiJiat on Given 2pp. 47105:212-47185:213. 

8810190228 "Performance Assessment Methodology Devel<wment - Low Level Waste 
Disposal Safety Assessment/' monthly rept for Sept 1D6a.nnancial data filed (n Cen- 
tral Files 

BONANO.EJ, Sandia National Laboratories FfN A-1764. 86/10/15 DEERING.L 
Technical Branch 6pp 47197.320-47197*333. 

8818190240 Responds to 660822 (tr re design control process Detailed discussion of 
design control will be included in Chapter 6 4 of forthcoming site characterization plan. 
STErN.R, Energy, Dept of, 86/10/05, LINEHAN.J Program Management & Ouality 
Assurance Branch (06091 1.661012). Ip. 47191 '156-47191.166, 

6618100246 Responds to 880011 Itr re Info on DOE technicat data bases pertinent to 
siting of repository at Yucca Mountain & NRC access, Licensing support sys wdl pro- 
vide on-line search capabilities to records^headers 8 Images per proposed rule. 

STEIN, R. Energy, Dept, of, 66/19/13, LINE HAN, J. Program Management & Ouality 
Assurance Branch (880911-881012). 3pp. 47208:304-47208 306 

66101902S9 Forwards comments re technical posilion on groundwater travel time, for 
info 8 use In NRC evaluation of technical position. 

STEIN, R. Energy, Depl of. 80/10/14. YOUNGBLOOD, B J Division of High Level 
Waste Management (Post 870413). 3pp. 47202.085 47202 087. 

6610190272 Forwards OA observation audit rept of Los Alamos Natl Lab In areas of 
geochemistry. 

BALLARD,R.L Geoscience 8 Systems Performance Branch (Post 660911) 60/10/14. 
LINEHAN,J.J. Program Management 8 Quality Assurance Branch (880911-681012). 
6pp. 47190*353-47190 358 

6610190291 Forwards 601003 Hr to J Unehan providing premeeling matfs for 681016- 
20 meetings on Exploratory Shalt Facility. W/o end. 

STEfN.R Energy, Dapi of. 88/10/05. WHIPPLE,K Lincoln County, NV Ip 
47203 •360-47203:300. 

6610196299 Forwards 081003 11/ 1o J Unehan proWdIng premeeling matfs for 601 (H0- 
20 meetirvgs on exploratory shaft facillty.W/o end 

ST£IN,R Energy, Depl of. 88/10/05 SHALMY.OL Clark County, NV. Ip, 47203:310- 
47203.316. 

6610190385 Forwards 661003 Hr to J Unehan providing pre-meeting mails for forthcom- 
ing 681018-20 mealfngs ors exploralory shaft facility.W/o end. 

STEIN.R. Energy, Dept. of. 00/10/05. NEU HAUSER ,G Nevada, dilate of. Ip. 
47191:13M719L131. 

8810190309 Forwards 661003 Hr lo J Unehan which provide premeeting malls for forlh- 
comlr^g 801O18-2O meetings on exploratory shaft facility. Recipient Inadvertently omit- 
ted from distribution list of sub] Itr.W/o end 

STEIN, R. Energy, Depl. of. SB/10/OS GARCIA, JS. Nye County, NV. Ip. 471 91 '360- 
47191:360 ' ^ ^ 


6810190363 Draft for Commant, "Technical Position Papor.Envuron Wonitonng of low 
Level Radwaste Disposal Facilities *' 

* Technical Branch 87/09/30 22pp 47191 157-47191 178 

B81 0190458 Forwards **NBC Observation Audi! Rept for NNWSI Audit 88-07 of Reyn- 
olds Electrical & Engineering Co," for review & response within 30 days 
LINEHAN,J J Program Management & Quality Assurance Branch (080911-891012). 
86/10/14 STEIN.R. Energy. Depl of 2pp 47200 109 47200 120 

-6618190469 00 07 "NRC Observation Audit Repi for NNWSI Projocl Audi! 88 07 of 
Reynolds Electrical & Engineering Co " 

DONNELLY, J. KENNEDY, J., HOUONICH.J Program Managemont & Quality As sur 
ance Branch (88091 1-881012) 88/10/07 lOpp 47200 111-47200.120 

6810198466 Forwards minutes of 880929-30 maelings between NRC /DOE & Stale ol 
NV re DOE plans for demon skating lhal wasle form produced at defense wasie pioc 
essfng facility will meet disposal requirements al repository. 

BROWNING. R E Division of High Level Wasle Management (Post 870413) 88/10/ 
14, STEIN.R Energy, Depl. of 135pp 47210.269-47219 044. 

6810200310 "Task IV, TA In Numerical Modeling," monthly rept lor Sepl 1900, 
BONANO.EJ. Sandia National Laboratories FIN A-1158 88/10/16. COLEMAN.NM 
Division of High Level Wasle Management (Post 870413) 5pp. 47220 221-47228 225 

8810200315 Advises that CNWRA Program Managers Porlodic Rept 08 12 for 860906- 
0902, In agreement w/requfremenis of conUacl Comments on cost figures listed In 
^ropnatary" portion of rept provided In 681003 Itr 

FuRTUNA.S,L Office of Nuclear Material Safety & Safeguards, Dirac tor 80/10/17 
LATZ,J.E Center for Nuclear Waste Regulatory Analyses 1p 47227:109-47227.109 

6610200367 Forwards draft NUREG/CR 4735, Vol 5, "Evaluation A Compilation of DOE 
Waste Package Test Data,*' biannual rept covering period Feb to July 1 988 
INTERRANTE.CG National InslHule of Standards & Technology (formerly National 
Bureau of Slanda FIN A'4171. 06/10/19 PETERSON, C. Technical Review Branch 
(870413 880910), 142pp. 47108'OO1-47108 143 

8610200395 Submfls Yucca Mountain Project site rept for monlh of Sept 1988. 
PRESTHOLT,FT. GILRAYJ. NRC - No Detailed Affiliation <5tlvon 88/10/13 
LINEHAN,J J Program Management & Quality Assurance Branch (66091 1-801012) 
235pp 47228:236-47 229’ 154. 

6610290410 Forwards DOE/NRC Audit Observation Repts for listed audiie per roquosi 
STEIN, R Energy, Depl of. 88/10/11 YOUNGBLOOD,B J Division of High Lev ol 
Waste Management (Post 870413) 2pp, 471 0B 294-47199.003 

-8610200442 66-01 Audit repi of Weston observation of waste mgt project ofo 

* Energy, Dept oL 88/10/11. 33pp. 47190-296 47198 329 

-8610200453 89-06 Audit observation rept of waste mgt project ofo QA audit of Sandia 
Nall Labs 68D725'0d03, 

* Energy, Depl of, 88/10/11. 0pp 47190-330-47190:343. 

-6810200454 Summary repi of OA audit of Pacific Northwest Lab Mat! Characterization 
Ctr. 

* Energy, Depl of. 68/10/11 3pp. 47108 344-47190 346, 

-6810200460 Rept Of Weston observation of waste mgt project ofc QA audit 

* Energy, Dept of. 86/10/11. 2pp 47190'347-47198-348. 

-6S102D0482 88-03 Rept of Weston observation of waste mgt project ofc OA audit on 
080426-20. 

* Energy, Dept. of. 00/10/11 6pp. 47198 340-47198.363 

-6610200463 68-04 QA audit observation rept of waste mgt project ofo on 680606-17 

* Energy, Dept, of 88/10/11, lOpp 47198.354-47199 003 

6810210245 Forwards NRC comments re surface water hydrology & geotechnical engi- 
neering on preliminary design for proposed remedial action al Slide Rock, Co 
8i1e.Coninients In areas of geology & groundwater hydrology will be provided 
LOHAUS,P.H. Opera irons Branch, 80/10/04. ARTHUR, wJ Energy, Dept, ol. 7pp 
47236:116-4723^122, 

6810210264 Forwards Geotechnical Engineering review of remedial action Insp plan for 
UMTftAP Green HivervUTUpon receipt of adequate responses (o end 
commenla,NRC will continue review toward^s concurrence w/sub] plan 
LOHADS.P.H. Operations Branch. 68/09/28. ARTHUR, W.J Energy, Dept ef. 5pp. 
47233:126-47233.130. 

8810240163 "Technical Assistance In Hydrogeology. Project B Analysis," monthly 
progress repi for Sept 198$FJnanclaf & admlrflstratrve summary filed in Contral Files 
[OQSDON.MJ. Nuclear Waste Consultants, Ino. FIN 0-1021 . 290. 68/10/14 
POHLE,J. Division of High Level Waste Management (Post 870413). 12pp. 47255 046 
47255 059. 

6810240172 Forwards draft outline re regulatory aspects of design, licensing & use of 
containers for spent fuel storage. Discussions lo dale Indicate strong need for further 
info re standardization of spent fuel containers. 

LATZ,J,E. Center for Nuclear Waste Regulatory Analyses 88/10/18. BUNTING.J.O. 
OMsIon of High Level Waste Management (Post 070413) 6pp. 47269-207-47269.302 

0010240188 Forwards replacement pages for QA NNWSI mgt procedures manual re 
control of correctivo action requests, trend analysis & YMP-USGS records mgi 
WILLM0N,J.R. Interior, Dept, of, Geological Survey 38/10/13 KENNEDY^J. NRC - 
No Detailed Alfllfatlon Given Ip. 47269.303-47269:348. 

-8810340340 Mgt procedures manual table of contents. 

* Interfof. Dept, of, Geological Survey. 08/10/13. 6pp. 47269:304-47259.308. 

-8610240346 Mgt procedures manual, Chapter 16, "Corrective Action," Seclion 1, "Con- 
trol of Corrective Action Repls." 

* Interior, Depl of, Geol^lcal Survey 88/10/13. 6pp. 47259.309-47269.316 

-0610240352 Mgt procedures manual, Chapter 16, "Corrective Action," Section 3, 
"Trend Analysis." 

* loterfor^ Dept, of, Geological Survey. 00/10/13 4pp. 47250.317-47259 320. 
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—^1:0240355 Mat procedures manual.Chnplor 17, “Records Mgl," Section i, "VMP‘* 
of? Geological Survey 88/10/13 27pp 47250 321 47259 348. 

aatQ24020Q f Qfwords updated list of all DOE publications at Las Vogas libraiv 

PflESTHOLT.P T, NRC - No Detailed Affiliation Given 88/10/19, TANAtt, Repository 
tic«risirg Proioct Directorate (Post 80 101 3). 7pp 47254.154 472S4 160* 

0810240215 Fo wards TO Hunter 801004 Ilf (onvardirtg SLTR.5001, “Status Repl & 
OiitenL Contents NNWSI Site & Engineering Properties Data Baso” 

^ESTHOLTPT, NRC » No Detolfed AffllTalion Given 88/10/IB UNEHAN.JJ, Re 
^sitory Licensing Project Directorate (Post 881013). 2pp 47255 163.47255*184. 

08^0240340 ''Ucensing-Mothodotogy Assistance;* monthly rent for Sopl 1088 '' 
^I^ANaEJ Sandia National Laboratories FINA-lieS 88/10/^19 TIKTiNSKY,O.H 
OasKJn of High Level Waate Management (Post 870413) 12pp, 47259 088* 
47269 099 


Forwards WM.305 15, ■“Developmeiit of Raguleiory Guidance for Delermln. 
<nfl Waste Classification Vols A Masses, iechnlcal Hr repl 

SISKIND,B Brookhaven National Laborato^ FIN A 3951, 68/00/30. Document Con* 
Irol Branch (Document Control Desk) ip 47013 282*47013 282 

^'Technical Assislanco for fn Silu Testing, '* monthly prooreas repl for Aun 
1988, Financial Info avaifable fn Central Flies only, ^ “ 

HUCK.PJ Engineers I nlor national, Inc. FIN 0*1004, 1148-07*16 88/09/ 
19 BUCKLEY, J.T NRC • No Detailed Affillallon Given 3pp 47030 256 47038 268. 

®®»15?5,^^®^/ofwards draft, '"Procosses Which Should be IrKfependonlly Evaluated by 
NRC*^ & draft NUREG/CR 5211, “'Review of Uncertainties Relevant In Performanco 
Assessment of High Level Radwasle Repositories,’’ for review, 

PRICE.L,DAVIS,P Sandia National Laboratories FINA-1166 88/10/04 BROOKS, P. 
Geoscience A Systems Performance Branch fPost 880911), ip, 47020,101- 
47020252 


frft 10240381 Forwards Qelflofd/Bowman preliminary design subcontract 
CkKUfrteftte.dostgn calculations (Vols l-llll.lnfo for bidders (Vols I 111) & info for 
nevfewersComnierits requested by 881207 

jSWSjr.W J, Energy, Dept of. 60/10/21. LOHAUS.P, NRC - No DelalJed Affiliation 
Qrven Ip 47283 001*47288 230 

.^810240387 "UMTRAP.BeJfield & B 0 wm a n.ND, Subcontract Documents, Preliminary 
Desigri far Review “ 

* Worrison-Knudsen Engineers, Inc 88/10/31 200pp, 47283,002 47283.243 

-*8910240371 '’UMTRAP,8Gllield & Bowman, ND.Calculaliona, Preliminary Design for 
Review. Vol I Embankment Design " 

■ Wornson-Knudson Engineers, Inc. 88/10/31 200pp, 47283 244-47204:327 

-8819280360 "UWTRAP.Belfield & Bowman, NO, Calculallons.Prollmlnary Design for 
Revww,Vo1 II Surface Water Hydrology & Erosion Protection." 

• Mornson Knudson Enginoera, Inc. 88/10/31. 100pp. 47284:328*47285:144. 


-801OO4O4OB Draft "Processes Which ShouPd be Independently Evaluated by NRC." 
PRICE*LL, DAVIS, P.A Sandia Nabonal Laboratories, WArf,K.K Gram, Inc FIN A* 
1165 66/09/30, Division of High Level Waste Management (Post 870413), t61PD. 
47020.102 47020-252 « v y hh 


8010050310 Forwards NRC comrron.13 on "Techniques for Dotorminlng ProbabllHlos of 
Events S Processes Affoctfng Performance of Geologic RoposMorjos^ol 1 ’Literature 
Review’.' 

eRCiOKS.P.P Systems Engineering A Evaluation Branch (870413-680910), FIN A 
1166 60/10/03 BONANO.EJ Sandia National Laboratorios IBpp 47060-216 


0010070054 Comments on Monttily Mgt Ltr 25 aummarizing progress under FiN A 0297 
(or Aug 1986 Prr^ess k> data eabstactofy 

BLACKFORO,M,E Geoscience & Systems Performance Branch (Post 660911), FIN A- 
0297. 88/10/04, CHUNG, DH. Lawrence Livermore Nalbnal Laboratory 2pp 
47081*051*47081-052. 


-Aft 10200362 ''UMTRAP.Belflold & BowmarLND.Calculations.Prollmlnary Design for 
Fte'flaw.Vol lit Temporary Facilities Design A Quantity Estimates " 

* Mlerrisoi^ Knudson Enginoers, Inc 08/10/31. 160pp. 47285-145 47206:023. 


-ft0i1O24O376 "UMTRAP.Dolfleld A Bowman, ND, Info lor Bidders, Vol I: Bolfield 

Geotechnical & Climatic Data " 

^ Morrison-Knudson Engineers, Inc 88/10/31 200pp. 47288*024-47267.012. 

-Aft|026D38B "UMTRAP.Belflold A 8owman,ND,lnfo for Bidders, Vol II.Bowrman 

SiEe.N0,Oeotec[mlcal A Cllmallc Data " 

* iMornson Kntldsen Engineers, Inc. 88/10/31 200pp 47287 013 47288*012 

-ea 1-0200372 ‘■UMTRAP,Bolflo1d A Bowman, ND,lnfo for Bidders, Vol III Prospoctlve 
B<Km Mails (Earth, Rock, Sand A Gravel) A Miso Data " 

^ Morrison-Kfludson Engineers, Ino. 80/10/31 100pp. 47280*01 3*4720 6: 190. 


-ft&10240379 "UMTRAP,Bolfield A Bowman,NDJnlo for Reviewers, Preliminary Design 
fAt ilsview *' 

• Mcirrison Knudson Engineers, fno. 08/ 10/31 41pp. 47288*101*47280:230. 


0010070078 Comments on Monlhty Mgt Lfr 24 dtd 880806 summarizing progress under 
FIN A*629? lor Ju) 1966 Rationale for requiring supplementary budgel requested 
BLACKFORO.M E. Geoscience A Systems Performance Qrancli (Post 800911), FIN A 
0297. 83/10/04 CHUNG, D H Lawrence Livermore National Laboratory. 2pp. 
47078 360*47078,361. ' 

0610110167 Publicly available portion of "NRC Technical Asslsfance for Design Ro 
views," Task Orders 005 A 006, Monthly Progress RoplOB.for Sepi IflBOCenlrsI Files 
available cost dale sncl. 

HART.RO. ITASCA Consulting Group, he FIN D-1018 NRC-02-05 002. 8B/10/07. 
TANIO^^N. Olfieo of Nuclear Walerlol Safety A Ssfoguards^Olreclor 6pp 47172 001- 

8610110104 Forwards final Task 5 repl "Reviow of Scale Problem A Applications of 
Slochasllc Methods lo Determino Groundwater Travel Hme A Path " Gu1|ahr review 
cx>m.inanl8 on rep) also end 

LOQSDONMJ, Nuclear Wasto CkmsuUanls. Ino. FIN 0*1921 237. 88/00/30 
POHLEJ Technical Review Branch (870413*880010} 21pp 47092 001 47093*182. 


001-0240426 Forwards draft 006 01 -TO, "Stability of Disposal Rooms Durfng Waste Re 
lrleval,"undor NRC 02-85 002,FIN D 1016. 

HART.RD ITASCA (Donsulling Group, Inc. FIN 0*1016, NRC*02 85 00a. 68/19/10. 
TAN30US,N NRC * No Detailed Affiliation Given Ip. 47243 064*47243:180. 


-0019110107 "Review of Scale Problem A Applicalions ot Stochastic Medthods lo De- 
lermino Groundwater Travel Time A Path." 

YEHT.C , STEPHEN S.O.B Danlot 8. Stephans A Aaaociales, Inc. FIN D 1021. 08/09/ 
30 NRC • No Delallad Affiliation Giverf. Z40pp 47092922-47093-162. 


-ftft1D240431 006*01*73 DRFT Draft, "Stabllily of Disposal Rooma During Waste fio 

^ANDSKAUQ.T,, BOARD, HART.RD ITASCA Consulting Group, Ino. FIN D- 
tOlB NRC-02eB002. 00/10/31 NRC • No Detflllod Affiliation Givon, 85pp. 
47243065*47243.160 


00 102 «4 61 ''Analyses of Special Waste Problems," monthly mgt repl for Sopl loee 

8Ar[r^A ^raowiavon National Laboratory. FiN A-3176. 88/10/10. WIDMAYER,D 
Te^nteal Branch 5pp 47263*323*47203:327 


0810240497 Responds to technical concerns raised In USQS 880617 memo A 031013 
briormg on Viicca Mountain re topographically affected air flow A water In neutron 

PRESTHOLT.P.T NRC - No Dolallod Affiliation Given. 80/10/19. LINEMAN J,J. Re* 
po^ory Licensing Project Dlreoloralo (Post 081013) 18pp 47256-33 1*47 256:3 4 3 
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0399266236 Forwards "Deeper Wo Qo,Scarler It Qola * Rock Burst Hazards In Melal 
Mines" rovtow ltr rept.Ropt primarily discusses oauses A efiecis of rock bumls In 
deep melal mines w/oxamplos drawn mnlnty from Coogor d’Alene OlsWct. , ^ 

CHUNO.DH Lawrence Livermore National Laboratory. FIN A-0207. L-I&B. 88/09/14. 
BLACKF^ORD.M.E. Technical Review Branch (07()413 000910). 3pp, 46970-105* 
4^970.197. 


6610119196 Advises that NWCi proposes lo ellow Daniel B Stephans A Assoo lo lormi- 
nale contracLeffactive 681016. 

BROWKA, Nuclear Waslo Consultants, Inc. FIN D-1021. NRC*02*B5 009, BB/10/04. 
POHLE,J. Division of High Level Waste Monagoment (Post 870413). 2pp. 47tOB.349- 
47108 350. 


0610130042 "Evaluation A Compilation of DOE Waste Package Tost Data," monthly ltr 
status repl for Aug 1966. 

INTERRANTE.CQ. Natlonat Insllule of Slanrfards A Technology (formerly National 
Bureau of Standa, FIN A 4171*7. 00/10/03 PETERSON, Q Technics) Raviow Branch 
(079413 080919}. 23pp 47135.120-47135.148. 


8010130136 Forwards comments on monthly Hr repl for Jul 1088 re FIN A*4t7t, "Eval* 
uation A Compilation of DOE Waste Package Test Data." 

PETERSON.CH Technical Review B/anch {079413*800910) FIN A-4171. 08/10/11. 
INTERRANTE,C.Q National Mlute of Standards A Technology (formerly National 
Bureau of Standa. lOpp 47129.346 47120*356. 


6010130300 Forwards "Process Which Should Ce Independently Evstualod by NRC" & 
"Review of Uncertainties Ro Performance Assessmonf of High Level Radwasle fle 
posiloflos." Comments reauesied by BOf f 01 . 

BALLARD, R, Divlston of High Level Waste ManagemonI (Post B70413). FIN A-tl65. 
TAC L90022. 80/10/12. sUbERBERGU Waste Management Brarwh. 0UNTIiNQ.J 
Enolneerfiw Branch (Post 880911). CHERY.D. Geoscience A Systems Performance 
Branch (Posl 66091 lj. 76pp. 47126.1 14*47126279. 


6ft092ID2B4 "Technicat Assislanco in (donlJficoilon A Evaluation of Selsmo^Toclonlq 
Fssues re Repository Silo Charaolofizallon Plan." Monthly Mgt LIr Repl 26.E0tlnna1ed 

pfoiect frnflr\ciat filalua ovallablo only In Central Files. ^ 

OHUNG 0 H , CUMWINQS.Q E Lawronco Livermore Nallonal Laboratory. FIN A*0297. 
L-ISW. 80/99/12. BLACKFORD,M.E. Technical Review Branch (870413*800910). 3pp. 
46970 108 -40970' 200. 

0499300135 Forwards draft nureg "Review of Environ Conditions A Performance of 
Commercial Low Level Radwasle Disposal Facility Near West Valley, NY," for com* 

S^QERON.MP. Rallelfe Memorlaf Institute, Pacific Northwest Uboraloiy. FIN fi* 
2485. 08/99/29. DEERINQ.L Office of Nuclear Material Safety A Safeguards, Director, 
ftjjpp 47903 066-47003:150. 

0610030350 Forwards 080927 memos oddroflsing major unresolved tsauoa re BNL 
review ot LN Technologies high Integrity contalnor topical r opt. Enda with h^ 

SISKIN D,B. Bfookhav^ National Laboratory. FIN A*3174, 68/09/29. WICK,E. Off fee 
Of Ncdear Malarial Safety A Safeguards, Director. 2pp. 47020:176*47026.177. 


6010140231 "Evaluttiion, Validation, Verification A Documentation of IMPACTS-BRC 


Computer Code," monlhly repl for Sept 1986. ............ 

CRANWELL,RM. Sandia Nallonal UboialorfOB. FIN 4-1763. 85/00/12. GLENN.C. 
Reguifttoiy Branch, 3pp 47t 5O.106-4716O'1 69. 


6610170071 "Technical AsBfslance In Idenllficatlon A Evaluation of So la mo Tectonic 
Issues Re Roposilory Site Characlerizalion Plans," Monthly Mgl Ltr Repl 26 for Sapl 
1 998 

CHUNG ,OH„ CUMMINGS, G.E. Lawrence Uvormore National Laboratory FIN 4*0297. 
L*ie6. 08/10/10. BUCKFOHD,M,E. Dividon of High Level Wasle Management (Post 
870413), 2pp. 47163.36947169-361. 


0810170326 "Lab Evaluation of DOE Radionuclide Sofubitlty Data A Selected Retarda 
lion Peramelers, Experimental S1rategl0a,Lab Teotiniques A Procedures, monlhly 

Ke?Er!r 1I Laboratory. FIN 6*0290. &ft/1O/1J;0RApBURY,JW. 

Office of Nuclear Malertsl Safety A Safe 9 uar£rs,Dlrector 4pp. 47171:172 47171.175 
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B81017034S Requests (nionm fund(in3 for FfN A 4171. "Evaluation & CompIfaiOin of 
DOE Waste Package Test Data" from projected FVaj funds 
BUNTING.JO Engineering Branch (Post 880911) FjW A-4171. 68/10/12 
PUNCHES, J L Program Management, Policy Davalopnfient & Analysis Staff (Post 
870413) tp 47160 300-47160 360 

8810170441 Forwards UNL/NRC-NNWSl.CRP-BS'YMZ, "Geomorphic EvaPuatcon of 
Proposed Shaft & Ramp Locations, Yucca Mourrtaln High Level Waste Site Rept)/* 
technical Hr rept 

CHUNG, D HI Lawrence Livermore National Laboratory. FIN A-0297. L-196 88/09/30 
0LACKFORD.M E Division of High Level Waste Management (Post 870413) 1p 
47163^186-47163 217. 

-88101 704B3 IRepl LLNL/NRC-NNWSI CRP SS-YMS, "Geomorphic Evaluation of Pro- 
posed Shaft & Ramp Locatfons.Yucca Mountain High Level Waste Site (Field Work 
Request) " 

PURGE LL,C Lawrence Livermore National Lal>ora1ory FIN A-0297. BS/OO/SO 
CHUNG.OH NRC- No Detailed Affiliation Given 20pp 4^63-1 07-47 1 63.21 7 

8B1O10OO17 "Dahnltion of Sofuia Transportation Mechanisms at Low Level Waste Ois- 
posal Sites In Support of Transport Modeling," monthly progress rapt for Sept 1906 
kflUPKA.K M. Batlelle MemofiaNnsKtuta, Pacifjc Northwest Laboratory FIN B-2483-6 
ea/09/14 DEERING,LF Office of Nuclear Material Safety & Safeguards,Difector 
4pp 47180.040-47180.043. 

8810190137 ‘Toch'nical Assistance for fn Situ Testing,” monthly progress rept for Sept 
t&88 Prqiact costs in Central Files 

SINGH.M M . HUCK.P J. Engineers Infer national, Inc FIN 0-1004. 1148 07-16 80/10/ 
14. BUCKLEY.J T NflC - No Detailed Affiliation Gfven 3pp 47166 209-47185 211 

8810180148 Forwards inp repi of attendance at 680927 draft repl meeirng Jn 
Rock villa, MD Expense account sheet In Central Fifes 

HUCKcP.J. Enalneors InternationaL fnc, FIN D1004. 1146-09-02 08/09/30 
BUCKLEY, J T. NRC - No Detailed Affiliairon Given 2pp 47185 212-47185 213 

6810190220 "Performance Assessment Methodology Oevefopment * Low Love! Waste 
Disposal Safety Assessment,” monlhfy rept for Sept 1 980 Financial data filed fn Cen- 
tral Flies. 

0ONANO.EJ 8andla National Laboratories FIN A-1764 68/10/16 DEERINQ.L 
Technical Branch 6pp 47197.328*47197 333 

08102603 19 "Task IV,TA lO Numerical Modeling, " monthly repl for Sept 1986 
BONANO.EJ Sandfa National Laboratones FIN A 1158 88/10/16 COLEMAN.NM 
Division of High Level Waste Mar>agemenC (Post B70413) 8pp 47226 221-47226 225 

8010200387 Forwards draft NUR£Q/CR-47a5,Vol 6, "Evaluation & Compifatfon of DOE 
Waste Package Test Data/' biannual rept covering period Feb to July 1906 
INTERRANTE.CG National Institute of Stencfards & Technology aormerfy National 
Bureau of Slanda FIN A-4171 88/10/19 PETERSON, C Technical Review Branch 
<670413 660910) 142pp 47190001 47190143 

6810249163 "Technical Assislance fn Hydrogeology,Projecl B Analysis, " monthly 
progress rept for Sept 1QB8 Financial & administrative summary filed in Central Files 
LOoSDONiMJ Nuclear Waste Consultants, fnc FIN D 1021 290. 88/10/14. 
POHLE,J. Division of High Level Waste Management (Post 370413). 12pp. 47265 046- 
4726 B 059 

6810249194 "Risk Assessment & Cost Estimation for Cleanup of Radioactive Mall,” 
monthly rept for Sept 1980 End financial info avaifablo In Central Fifes 
CRANWELUR M Sandia National Laboralorios FfN A.1761 00/10/17. 8YKOSKI.L 
Rogulalory Branch 3pp 47263 320-47263 330. 

8810240340 "Licensing Methodology Assistance/' monthly repl for Sept 1900." 
BONANO.E J. Sandia National Laboratories FIN A-1 165 80/1 0/1 fl TIKTINSKY.D.H 
Division of High Level Waste Management (Posl 670413) t2pp 47259.08S- 
47259.099 


6010240426 Forwards draft 006 01 -13, "Stsbility of Dhsposal Rooms During Waste Re- 
trieval/’ under NRC 02 85-CK)2,F(N D-1016 ^ 

HART.RD ITASCA Consutling Group. Inc FiN D-1016 NRC 02-65 002. 80/10/19 
TANfOUS.N NRC - No Detailed Affiliation Given, ip 47243 064-47243*160 


—0810240431 006 01-T3 DAFT Draft, "Stability of Disposal Rooms Dunria Waste Re- 
trieval” 

BRANDSHAUQ.T, BOARD,M,. HART,RD JTASCA Consulting Group, fnc. FIN D- 
1016, NRC‘02 65 0O2 08/10/31 NRC • No Detailed Afmiallon Given. 65pp 
47243:065 47243 160. 


88 10240481 "Analyses of Special Waste Problems," monthly mgl rept for Sept ifiBa 
under FIN A-31 75. 

BARI, R A. Brookhaven National Laboratory. FIN A 3175. 86/10/19. WIDMAYER.D, 
Technical Branch 5pp 47263 323 47263 327. 


yPORTUC EXPORT AND IMPORT LICENSES 

680928-9901 Application for amend to export license, authorizing export of mall of Aus 
tralian orlgir»,to West Germany 

QUAIN.PB Transco, Inc, 88/09/16 MOORE,N NRC - No Delaifed Affiliairen Given 
tp. 46676*164-46976 164. 

080928^4 Application for amend to License XR 0068, extending expiration dale to 

WRIGHT, 8 L. Inlemational Progfama, 

Ip. 46976.133-46976 133 

0009260^5 Foiwards application for amend to export license, authorizing export of 
5,466,713 kg Auslralian-orfOin mall to Weal Germany 

PETERSON, M R Assistant Djreclor for International Secunlv 88/09/20, HART.T 
Energy, Dept, o1 1p, 46977*163 46977 164 

Transnuclear.lrvc to export 1173? kg U-235, contained in 
12600 kg u, to West Germany. 

Director for Inlernalfonal Secunty NUK-484 08/09/22. 


8809280009 Executrve Branch position re NRD.fnc application to export 30,090 Ci trti 
urn to Switzerlantf Recommends issuance of license 

STRATFORD,R,J. State, Dept of, Buread of Oceans & Inti Environ & Scienliiic At* 
fairs 68/09/26 SHEA.J.R International Programs ip. 46978 132-46078*132 

8809200012 License for NRD,lnc to export 30,000 Cl tritium, as tritium gas.to Swilicr 
land. 

PETERSON,M R Assfsianl Director for International Security, 08/09/22 to 
46976 203 46976*203. ^ 

8009280014 License for TransnucleaMnc to export 10 0SO kg U 236, contained in 
10 772 kg U.to Belgium 

PETERSON, M.B Assistant Director for International Security NUK-447 80/09/22 
2pp. 46977.359-46977:360 

081OO5O195 License for Trans nuclear, Inc to export 36 6313 kg U, conlained in 30100 
kfl U 235.10 The Netherlands 

PETERSON.MR. Asststant Director for International Security, TNH 460 80/09/23 
2pp 47050*233 47050*234 

8010060320 Forwards application for license (o export nuclear matla & equlpmonl for 
R6D program to evotuate performance of commercial PWR fuel Irradiated lo high 
burnup 

SCHEflER,AB Co mbu 9 Won Engineering, Inc. LD08O92 68/09/16 PETERSON, MR 
Assistant Director for fnternatlonal Security 2pp 47061*050-47061 055 

-6010050332 ^plication for license to export listed nuclear mails to Canada. 
SCHERER, At. Combustion Engineering, Inc RP20D5-2 0B/O9/16 4pp 47061052- 
47061 065. ^ 

6610060010 Forwar<f9 application for license to export nuclear mails & oqulpmonl b 
Canada. 

SCHERER, A E Combustion Engineering. Ino LD-6B092. 80/09/16. PETERSON.W,R 
Asslslant Director for International Security. 2pp. 47070 252-47070*257, 

-6810000022 /^i>lication for license to export 24,604 kg U, containing U 235, to Canada 
SCHERER»AE Combustion Engineering, Ino RP2905-2 86/09/16, 4pp. 47070 254- 
47070 257. 

8010060040 Forwards request for Amend 6 to License XSNM-1630 to export 15.409 kg 
of Canadian U 

FLOWERS, F.Q General Electric Co 88/09/21 WRIGHT, B L. NRC - No Dalailod Af- 
fttlallon Gwen Ip 47070 306 47070307 

8010060048 Informs of name change from Saunders Roe Devolopmenlsjnc lo SRB 
Technologles,fnc & address change 

RING.FH SRB Technologies, (nc 80/09/20, WRIGHT, BL NRC - No Detailed Afiiii 
ation Given Ip 47073 205-47073 205, 

88100$0099 Forwards applications for licenses to export 24 604 kg U & 0 302 ko of Pu 
to Canada for post-lfraoialion exam to evaluate performance of oommercfal PWR fuol 
Irradiated to high burnup Ur ot assurance required 

PETERSON.MR Assistant Director for fnlornational Security 86/09/27 
THORNE.C E Stale, Dopl. of, Bureau of Oceana & Jnll. Environ a Scientific Affairs 
Ip 47071*067-47071*079. 

0010080119 Amend 2 lo export license for SRB Technologias.refleoling change fn name 
from Saundera-Roo Davelopmentsjnc. 

PETERSON.MR Assistant Director for Inlernatlonal Socuniy 08/ 09/27 Ip 
47065 274-47065*275 

-8810089127 Application to amend licenses to export .changing name from Sauncfors- 
Roo Developments, Inc to SRB Technologles.Inc 

RING,FH SRB Technologies, Inc 06/09/20 WRIQHT.B.L, NRC • No Detailed Af fill 
atlon Given. Ip 47065:275-47065 275. 

881 0060154 Amend 1 1 to license for GE lo export components & associated equipment 
of one BWR,w/power levol of 300 MWe lo Switzerland 

PETERSON. M.R. Aasislanl Director for International Security. FOF-135. 88/09/27. Ip 
47065 354-47065*355. 

8B1OO0O2OB Forwards application for license to export 8,400 kg natural U,as dried 
yalfowcaka.to Canada 

PETERSON, M R. Asalslanl Director for Internallonal Security 88/09/27. ROONEYJ 
Energy, Dept of, Ip- 47065.329-47065 332. 

-8010060221 Application for license to export 8,400 kg natural U.as dried yellowcake.to 
Canada. 

Mnterconlinenlal Energy Corp 88N01 88/09/21 2pp 47005*330 47065.331. 

-6019000226 Forwards application for license lo export Expedited action requested. 
HYSLOP.DM Intercontinental Energy Corp 88/09/21. WRIGHT, B.L Tnlemalicnal 
Programs Ip 47065.332-47065.332. 

0010069351 Forwards application for amend to export license for add! 16,400 kg of Ca- 
nadian origin mall to Spain for use In Cofrentes nuclear power reactor 
PETERSON.M.R Assistant Director for Inlernaljonal Security. 00/09/27 HART.T. 
Energy, Dept. of. ip 47065,105-47005 187. 

6810060364 Amend 2 to export license for SRB Technofogi65.reffecling change in name 
from Saunders Roe Devefopmeniejnc 

PETERSON,M-R. Assistant Director for Inlernalfonal Security 88/09/27 Ip 
47065337-47085:338 

8610110072 Amend to 880810 application for license lo export, changing facility address 
as listed, per 6B0930 telcon- 

HEITKAMP,AF, Mobile Nuclear Services Corp, TNY 3-38019 68/09/30. MOORE.N 
Asstslanl Director for International Security 2pp, 47106 354-47106 365 

8810110001 Requests Execulive Branch position re inrad Inc application to export 500 
kg heaw water lo Canada, 

PcTERSON.M R Assistant Director for International Security 86/09/28 
THORNE, CE, Stale, Dept, of. Bureau of Oceana & Inti Environ & Scientific Affairs 
Ip. 47100:352-47106:353 

-8810110066 Application for license to export 500 kg deuterium oxide to Canada 
PODD,J INRAD, Inc. 08/09/21. Ip. 47106 353 47106*353 
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iaimiiWMfl License for GE to export nuclear reactor components listed In 
10 afalfS) to various countries listed In lOCFRt 10,(a) & Portugal. 
f^nsOH M R. M^stanl Director for International SecurUy. EDE-80-139. 88/09/28. 

47r07<J20-47107,023 

ADofIcalfon for license to export components described In 1OCFRt10.(a> 
teWO) loeny countries listed In 10CFR 11 0.26(a) 
nSSeAsFD General Electric Co 80/09/23. PIERSON, M,R, Office of Qovern- 
Affairs (Post 070413). 2pp. 47107:021*47107,022. 

10092 Advises that license for GE to export components Jo countries Wsted Irv 
iWRvio 2e(a) & return to US, Issued w/o 16-day waiting period. Export meets re- 

for International Security. 88/09/28 Assistant Di- 
(Slriermtional Ip 47107:023*47107 023. 

44 {0120289 iicenso for intercontinental Energy Corp to export 8,400 kg natural U to 

?|f|^SON,M.R. Assistant Director for International Security. 08NO1. 88/10/07. 2pp. 
47134 277-47134278. 

8010120311 Advises thai B Rose assumed duties re handling, llconslnp, radloICQlcal 
wfepA other Items concerning radioactive mall formerly carried out by ED Mott & 

OrtAWiaS.^We^s^er^^^^^ Inc. formerly Dresser Atlas Ex^rt Sales) 

PETER80N.M International Programs 6pp 471 17:363-47t 17:357. 

4410120343 Amend 7 to export license appllcatlon.Increasing quantity of U authortead 

Jm0i^,s/vve8li"fl*iwuse^^^^^ PETERSON,M,n. NRC . No Da- 

taJtad AifillaPon Given, 1p 47119 074*47119 074 

uiolSOSOf Forwards Westinghouae 880926 application for amend to llcenae to 
EMW. Dopt oL ip. 47119 070.47118071. 

4*10130065 Forwards Hr from Monsanto Research Corp re 880810 export license 

F'Vrii'r', nr 

thorn EC.E Slate, Dept, of. Bureau of Oceans & Inll Environ. & Scientific Affaire 
ip 47122 106-47122‘18&. 

H101M137 Fowards complelod reactor eheckllal lor use In review o</WO»'» 
rlsli^ enriched U to determine lechnical 4 economic luslllloallon Irom McMasler Onto 

Cv]S^e’'Traranue}eaUn'o 80/10/03. MOORE, H.N. NRC - No Detailed AlllHallon 
Q?ven 4pp 471 36: 300-47 130'3O3 

4*10140233 Forwards reaclor checklist from McMasler Unlv Research 
Reiciof. Checklist ahould be considered In con|unotion w/ origins I appllcallon for 

M.^^^ *Assl slant Director for International Security. 

THORNE C^. Slate, Dept of, Bureau of Oceans & Inti. Environ & Scientific Affairs 
tp 47 t4l036 47147 046 . 

U1Q17O460 Executive Branch position re appllcallon for license to export 70 g Pu- 
23$,6& oxWo encapsulated In metal, to Italy. License ahould bo granted. 
sittAlFORO R.d. Statei Dept, of, Bureau of Oceana & Inti. Environ. & SclentHlo Af- 
fair aanO/ll/SHEA^ FL Programs, Ip. 47166:126-47166:128. 


6* 101704 90 Forwards application to export enriched U to Denmark & end use stale* 
mervl. 

FISK.R.H. Edfow Inlernaltonal Co. 88/10/06 WfilGHT,B. NRC - No Detailed Afliliatlon 
Given, Ip 47166^108-47166.111 

-6*10170493 Application for liconsa to export 15 98 kg lf,as U nne!a(,to Denmark End 
use statement end 

FISK,n.H. Ediow International Co 88/10/06 Opp 47166 109 47 166’! 11 

8*10160007 Expresses appreciaibn for help In obtaining application for license to 
export nuclear mall * equipment 

RING.FH. SRB Technologies, Inc 88/10/06 WfllQHT,B NRC - No Detailed Affili- 
ation Given. Ip 47200 092 47200 093 

-6616170442 Application for Iicenso to export Tritium 3H gas to England 
RINQ.F H. SRB Technologies, Inc. 88/10/05 tp. 47200 093 47200,093 

8B10160193 License for Advanced Nuclear Fuels Corp lo export 100 0 kg U-23S,con 
talned in 2.000 0 kg U,lo West Germany 

PETERSON, M R. Assistant Direclor for International Security CWM a* 107 66/10/07 
2pp. 47179:260-47179 261, 

6810180113 License lor EGAQ Mound Applied Tachnologlasjnc lo export 700 g Pu 
230.contalnedln64 g Pu,to Italy 

PETERSONpM.R. Assistant DIreclor for Intarnallonal Secunty 88/10/13. 2pp 
47176-095 47175.096 

8810180133 Ur of assurance re Export License XU'8671 Eldorado Rosourcea,Lld is ulil- 
male cor^slgnee 

BENJAMIN>l.M. NRC - No Detailed Milrallon GIVQr^. SG 1065 88/10/06 
nOONEy,d.A, Energy, Depi of Ip. 47172.350 47172 350. 

8810180147 Forwards application for license to export low enriched U, for use as fuel In 
DR 3 research reactor. Lir of assurance required 

PETERSON.MH. Assistant Olreclor for Inlernallonal Secunty. 88/10/12. ROONEY, J 
Energy. Dept of. Ip. 47176’335 47176:339. 

-88101*6168 Forwards appllcallon for license lo export onrfched U lo Denmark 
FISK.R.H. Edtow International Co. 88/16/66 WRIGHT, B Inler national Programs Ip. 
47176339 47176339, 

8810180171 Ur of assurance re export of 2,000 kgs of low-enriched U lo Weal Qorma- 

fIl’inQOUC European Communities, Commission of 80/09/27 ROONEY, JM 
Energy, Dopl. ol Ip. 47187-216 47187-218. 

8810200180 Requests assislenco In expediting application for Amend 6 lo Lkanses 
XSNM-1778 & Amend 4 to XSNW.1770. 

OKASHITA.H. Japan Atomic Energy Research Instilute. 00/10/12. BARRE.R.R. Slate, 
Oepl. of. 2pp. 472O8'O6a«472O8,O09 

8810200325 Application for license lp Import 1,600,000 kg U from South Africa, 
FLOWERS, RO. General Eleclric Co 86/10/11 PETERSON,M.R. NRC - No Detailed 
Affilialton Qlvon 2pp. 47227 066 47227067. 
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60-400 

60-293 

60 203 
FOIA 

P 

Q 

F 

F 

ARTHUR, W,J. 
ARTHUR, WJ. 
ARTHUR,WJ* 
ARTHUR, W.J 
ARTHUR, W.J. 

0810060330 

0810130180 

6810130194 

8810130288 

8010140203 

WASTE MQT 
WASTE MQT 
WASTE MQT 
WASTE MQT 
WASTE MQT 

DAKER.K,B 

BAKER, L, 

BAKER, LJ 
BAKEaUJ 
BAKEaLJ 

6810130100 

8810070359 

6009260025* 

8010040046* 

8810060064* 

60-315 S 

PR 

CONTRACT 

CONTRACT 

CONTRACT 

6810110036* 
8600280244 
0600280244 
B81 0050002* 
6810160268 

6f3-210 

60*346 

60-348 

60 396 

60 277 

P 

M 

M 

P 

R 

ARTRuaWa. 
ARTHUR,WJ, 
ARTHUR,WJ 
ASMUSSEN.K E. 
ASMUSSEN.K.E. 

8810170169 

8810170408 

0810240361 

8800090260 

8810240411* 

WASTE MQT 
WASTE MQT 
WASTE MQT 
7Q-734 

70-734 

8AKER.LJ. 

BAKER.LJ. 

BAKER*W N 

BAKER, R L. 

BAKER. R.L. 

0810060029* 

0810170297* 

0810070264* 

8610040066 

8810060360 

CONTRACT 

CONTRACT 

PROJ 

60 296 S 

50 259 S 

8810120270 

8600260065 

0609280280 

8809200056 

8810070047 

60-298 

PR 

71*9222 

80-316 

60 316 

F 

0 

Q 

ASSELSTINe,J.K. 
A8ZTAUOS»M.J, 
AUGUSTINE, D,B. 
AULUGK,R 

auluck.R, 

8810260327* 

8600290357* 

8810190400* 

8703020071* 

0703100017* 

60 293 P 

60-4$4 Q 

60 31$ P 

50-293 P 

50 293 0 

BAKER.R L. 
BAKER.SJ 
8AKER.SJ 
QALDWINN R. 
BALL,J. 

86101 70066 
6609200349 
0610160161 
0010030260 
6010040137* 

60-296 S 

401162 

401162 

50 277 Q 

50 528 Q 

8610070329 

8610100028 

8610110222 

6810130179 

0810170340 

60-316 

80-316 

60 316 

80 316 

60 316 

Q 

P 

P 

P 

P 

AULUCK.R. 

AULUCN,R. 

AUSTIN.O. 

AUKIER,J.A. 

AUXIER,J.A, 

8810030108 

8810130402* 

8810140213 

8810180361* 

0810180351* 

50-390 A 

60-293 F 

60*20$ R 

50-320 T 

50320 T 

balurd,r, 

balurd,r.l. 

BALLRAO.R L 

BAMF0R0,WH. 

8AMFORD,Wa 

6610130366 

6010100272 

6610070122 

6009290367* 

6010190313* 

WASTE RES 
WASTE MGT 
WASTE MQT 
60 454 0 

60 247 Q 

8610100296 

8810190403 

8610200176 

6B1CO30019 

0010100214 

60-318 

60-316 

89-31S 

60 483 

50 463 

P 

P 

P 

P 

J 

axelson,w.l. 

axelsokw.l. 

AXELSON.W.L, 

AXELSONvW.U 

88 10050322 

8810050324 

4810140137 

8810140140* 

0810140169 

50 316 Q 

60-165 Q 

60 301 Q 

60-331 Q 

60-265 Q 

banton.sq. 

0ARAN,R. 

&aran,r. 

BARBER, S. 
BARBOUao. 

6010170095* 

8010130207 

6010150006 

6610120240 

601OI7OOS9* 

50-276 Q 

50-210 fl 

50-219 fl 

50-423 S 

60*370 0 

6810130330 

6810180065 

8610120032 

8010130112* 

8610040168 

60-403 J 

60-403 P 

80-263 Q 

REVIEW GR P 
50-302 S 

AXELSON.W.L. 

AXLINEJ.a 

AYALA.bA. 

AYAU,OA 

AYALA, C.A 

6810210192 

6810110340 

8810080076 

6810050161 

6010130092 

60 331 S 

60-331 S 

60-406 S 

60 406 S 

60-406 S 

BARM 

BARf,RA 

BARI.R A. 

BARI,R A. 
BARNES,!. 

6&10170274* 

8610210037* 

8510210089* 

8510240481 

8510040457* 

50-382 R 

REVIEW GRP 
review GRP 
WASTE RES 
50-313 0 


0810120227 

8010120269 

0810030121* 

8810040376* 

8010040384* 
0&tOO6OO2r 
00 100 50056* 
0010030110 
8810210338* 

8810050007* 

8810060298* 

8810210204* 

8010210309* 

0010210642* 

0009280266* 

0010130164 

8809130261 


V^ASTE MOT 
WASTE MQT 
mSTEMOT 
60-244 Q 

60-67 Q 


60-225 
50'333 
60*193 
60-443 
60 246 

50-362 

60-247 

60-293 

60-209 

60-363 


Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 


WASTE MGT 
40 6661 
PR04 


AVALA.CA. 

AYER.R, 

AZ'aA.R.V. 

SACHMANjW.L. 

gachmann.r.q. 

0ACKUaR.A. 
BACKUS*R A. 
BACKUS.R.A. 
BACKUSjW.H. 
BAGR,R,E. 

BAER.R.E. 
BAER.R B, 
BAER,R E 
BAQQErT.8 
BAHADUB.S, 

BAILEY, JA. 
BAILEY, J.A. 
BAILEY, J A. 


6010130310 
601OOSO12O 
601 0Z1 0000* 
6010140050 
6610100268 

6610100177 

6010200067 

6010200067 

6010120042 

6609290168* 

6810040426* 

6610050091* 

6610120000* 

6810210032* 

6810130374* 

6609280113 

6809260248 

6800290127 

281 


60-496 
60 374 
60 498 
60-265 
60*322 

60-443 

00-443 

60-443 

50-244 

60*287 

60-313 

60-286 

60-490 


S 

s 

0 

F 

0 

G 

O 

G 

S 

0 

0 

o 

o 


REVIEW QRP 

FOIA 

60-426 P 

60-426 A 

60-426 P 


BARNES, I, 

B ARNES, V, 
BARNETT.R- 
BARTLETT, B.L. 
BASDEKA8,DL. 

BA9IL|O.J,A 
BASK1H.K.P* 
BASWH.K.P, 
BASKIN, 
BASKIN, K a 

BASKIN, Ka 
BASKINjKP. 
BASKlNXa 
BASKIN, K, a 
BASKIN, K,P, 

BABKIN, KP, 
8ASKlN*Ka 
BASKIN, KP, 


6810130276* 

8910050285 

6910130100 

6810040027' 

6910110235 

6910170304 

6910120247 

6810140222 

6910140224* 

6810170029 

6810170033* 

6810170090 

6810170034* 

6810170093 

8810170098* 

8810170110 
6810170109* 
66101 901)99 


60-267 O 

NUREQ 

71-882 

5D-4B2 O 

NUHEQ 

60-277 P 

60-208 P 

60-381 P 

60-381 P 

60-381 P 

60-361 P 

60-381 P 

50-381 P 

60-301 P 

50-381 P 

50-302 O 

60-200 P 

50-382 Q 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


BASSETT.CH 

8809280130 

* 50 413 Q 

BASSIN.N 

8810180371 

* FOIA 

BASSIN.N 

8810180437 

’ FOIA 

BATES, A L 

8810200055 

50 443 G 

BATES, A 1 

8810200099 

50-440 Q 

BATES. JR 

8610140040' 

* REVIEW GR P 

SATES. J P 

651 0140085' 

‘ REVIEW GRP 

BATES.JW 

8810070130' 

* 70-1113 

BAUMAN. L 

8610250510 

FOIA 

BAUMAN.L 

BB 10270510 

50-445 Q 

BAX,R L 

8609290051 

50-265 S 

0AX.R L 

8809290335 

50 265 S 

BAX.R L 

8809290352 

50 254 S 

BAX.R L 

8809290356 

50-254 S 

BAX,fl L 

6809290359 

50 254 S 

BAX.R L 

8809290397 

50-265 S 

BAXTEH.TA 

8810180270 

50 320 T 

BAXTER.TA 

8810160270 

50-320 T 

aAXTEfl.T.A. 

8810280204 

SO 320 G 

BAXTER.TA 

8310260204 

50-320 G 

BA2/N.J, 

8810060321 

CONTRACT 

BA21N,JP 

8810040053 

CONTRACT 

BEADLE^J E 

6810040243* 

CONTRACT 

BEAHDEN,B. 

8509270125 

40-6500 

BECHHOEFER.C 

6510030236 

60-271 Q 

BECHHOEFERC 

6810180252 

50-271 G 

BECHHOEFER.C 

8810270223 

50-271 G 

BECK.J W. 

6810030206 

50-445 S 

BECK.J.W 

6810030229 

50-445 S 

eECK,J W. 

6810030237 

50 445 S 

BECK.JW 

0810030240 

50 445 S 

BECKJ W. 

6810030243 

50 445 S 

BECK,J W. 

8810030246 

50-445 S 

BECKJ.W 

8810030247 

50-445 S 

BECK.JW. 

6810030252 

60 445 S 

BECK,JW 

6810030260 

50-445 0 

BECRJ.W, 

8310110292 

50 445 S 

BeCKJ.W. 

8610170181 

50 445 S 

BECKJORD,e,S 

B61 01 10062 

REVIEW GR P 

BEHNKE.C 

8809200190’ 

60-317 n 

BEHNKE.a 

8810040392* 

50-317 R 

BEHNKE.C 

8810190216 

50-317 R 

BEIL.0 

8010110376* 

REVIEW GRP 

BEUNGERJ 

6810210192 

50-331 S 

BEUNQER.R 

6809300097 

50-443 S 

BELDERS, 

6610130039 

40 8452 

BEUSLE,G 

6810040206* 

50 302 Q 

BELISLE^G A, 

6610060092* 

50-425 0 

BELKE.B. 

8810030392 

WASTE MGT 

BELKRW 

6810170301* 

WASTE MGT 

BELL.N 

8810210618 

PR 

BELUS 

6609290103 

CONTRACT 

fiELL,S 

8810030172 

CONTRACT 

BELL,S. 

6810030329 

CONTRACT 

BELL,S 

8810040035 

CONTRACT 

BELL,S 

8810040131 

CONTRACT 

BELL,S 

8810050054 

CONTRACT 

BELL.S 

8810050085 

CONTRACT 

BELL.S. 

0810050126 

CONTRACT 

BELL,S 

8810060027 

CONTRACT 

BELL,R 

8010060043 

CONTRACT 

BELL,S- 

8010060224 

CONTRACT 

BELL.S. 

6810190239 

CONTRACT 

BELL.S 

8810190324 

CONTRACT 

6ELL,S 

8810190342 

CONTRACT 

BELUMY.R R. 

6610030095 

50 244 Q 

BELUMY.Rft 

6810030126 

50 220 Q 

BELUMY,RP. 

8810030131 

50-220 0 

BELUMY.R R 

6810030409 

70-135 

BELUMY.R R 

0810040043 

60317 0 

BELUMY,R R 

B81 004 0081 

50-333 Q 

8ELUMY.R.R. 

8610040370 

60-67 Q 

BELUMY.R a 

8810040381 

60-225 Q 

BELUMY,R.a 

6810040401 

50 244 Q 

BELLAMY.R R, 

8610050014 

50 333 Q 

BELUMY.R R. 

8810050042 

50-64 Q 

BELUMY.R.R. 

6810050051 

50-103 0 

BELUMY,R R 

8010050271 

60-333 Q 

BELUMY.R R. 

8010060082 

50-266 Q 

BELUMY.R n. 

8810070189 

60-322 F 

0ELUMY,R.R. 

0010070315 

50-203 F 

BELUMY.R B. 

8010070330 

60-334 F 

BELUMY.R.R 

8810100005 

50-271 Q 

BELUMY.R H. 

6610120353 

70 687 

BELUMY.R R 

8610130096 

50-29 Q 

8ELUMY.R.H 

6010170063 

50 27f Q 

BELUMY.R R 

6610170079 

60 213 0 

BELUMYpR.R 

6610170316 

50-29 Q 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


BELUMY.R a 

0810170322 

60-309 

C 

BELUMY.R R 

0B1O17O342 

50 277 

c 

BELUMY.n fl 

0610160198 

50 320 

c 

BELUMY.R R 

8810210213 

SO 244 

c 

BELUMY.R a 

6810210563 

50-333 

G 

BELUMY.R R 

8610240482 

50 277 

C 

BELUMY.R R 

0610240500 

50-213 

C 

BELUMY.R R 

0910280393* 

' 60-293 

F 

0ELLMAN.H S 

8610100270* 

' CONTRACT 

BENJAM1N,R M 

8610160133 

XPOHTUC 

BENNETT.J G 

0810050192 

NUREG 


BENSON. OL, 

0610100043 

50-281 

S 

BENSON, DL 

8810100053 

50-280 

s 

8ENS0N.0 L 

8010170157 

50-281 

s 

BENSON.DL 

0610170259 

60-201 

s 

BENSON.DL 

8610170272 

60-281 

s 

BENSON.DL 

8010170460 

SO 280 

s 

BENSON, 0 L 

6810170468 

50-280 

s 

BENSON.D.L 

8810180241 

50 200 

s 

BEnGER.J D. 

8809290091* 

40 8027 


BERGER.JD 

8810110330* 

70 734 


BERGER, JO 

6810210014 

40-8724 


BERQeR.J D. 

8010210020* 

40 8724 


BERGERON.MP. 

8009300135 

WASTE RES 

BERGQUIST.S.A 

8010030044 

50-443 

G 

8ERGQUIST.S A 

8610030376 

50-443 

G 

BERQOUIST.S A 

0010060098 

60-443 

G 

BEHGOUIST.S A 

8810060136 

50-443 

G 

BERQQUIST.SA, 

8810240014 

50-443 

G 

BERGQUIST.SA. 

6810240031 

50-443 

G 

BERGQUI3T.SA 

8610240030 

60 443 

G 

BERQQUiST.SA 

8810240155 

50 443 

G 

aFRGQUIST,SA. 

6610240207 

50-443 

G 

BERGQUIST.S A 

8810240242 

50 443 

G 

BERGQUIST.S A, 

6810240255 

50 4 43 

G 

BERGQUIST.S A. 

8810240270 

50 443 

G 

BeRGSTHOM,P D* 

6809290293 

40 8902 


BERKOW.H N. 

8809280042* 

60-260 

J 

BERKOW.HN 

8809200044* 

50 250 

J 

BERKOW,K N 

6800290092* 

50 260 

J 

BERKOW,H N, 

8809290094* 

50 200 

J 

BEHKOW.H.N 

6809290100’ 

50-369 

P 

BERKOW.H N. 

8809290184* 

50 302 

J 

8ERK0W,W N 

8809280272* 

50 302 

P 

BERKOW.H N. 

8610030322 

50 302 

P 

BERKOW,H N. 

6810130202 

50 302 

P 

BERKOW.H N 

8010170413* 

50-250 

p 

BERLINQER.CH. 

8810060364 

l&E 


8ERUNGER.CH 

6810130086 

lAE 


BERMUDEZ, H 

8610040236* 

50-336 

0 

BEflNERO.R 

6810130342 

WASTE MGT 

BERNERO.aW 

8610050300 

WASTE MGT 

BERNHARaa 

8810120396* 

50 250 

Q 

BERNHARD.R H. 

8810040314* 

50 261 

Q 

0ERNSeN,S.A. 

8810060012 

QA999 


BERNSTEIN.RF 

8010260196 

FOIA 


BERRY 

6610250427* 

50-213 

p 

BERRY.GA 

0S1 0030059 

50-443 

G 

BERRY.Q A 

6810030182 

50 443 

Q 

BERRY, G, A 

6010060105 

50-443 

G 

BERRY.G A 

6810060115 

60-443 

Q 

BERRY.G,A 

8810240075 

60-443 

Q 

BERRY, G A, 

0610240199 

50-443 

a 

B6BRY,G.A. 

8810240299 

60-443 

Q 

BERRY.Q A. 

8610240311* 

50-443 

G 

BERRY.KW. 

6609300151 

50-255 

P 

BERRY.K.W, 

8010030146 

60-255 

p 

BERRY.K.W 

6810050116 

50-155 

p 

6EHRY.K W- 

6810060166 

50-165 

Q 

BERRY.K.W. 

8610080269 

50 155 

P 

8ERRY.KW. 

6810100261 

60-165 

p 

BERRY, K.W. 

6810110003 

50 255 

p 

BERRY.K,W. 

8610130113 

50-255 

p 

BERRY.KW. 

8810160123 

50-265 

P 

BeRRy.R L, 

6810200141 

6029 

R 

BESS.J.E. 

8010120211* 

50-498 

Q 

BETT£NHAUSEN,L 

8607280231 

SO-213 

p 

BETTENHAUSEM.L. 

6810030082 

60 336 

Q 

BETTENHAUSEN.L, 

8010120240 

50 423 

s 

BETTENHAUSEN.L 

8810120325 

50-320 

Q 

BETTENHAUSEN.L 

6610120340 

50 244 

Q 

BETTENHAUSEN.L 

8810180198 

50-209 

Q 

BETTEN HAUSEN, L 

8810210552 

60-213 

Q 

8EVAN,R, 

8610110293 

60-344 

J 

BEVAN.R 0, 

8809300023* 

50-312 

Q 

BEVAN.R.B, 

6610030203 

50.344 

A 

BEVERIDGE, GQ. 

6609190139 

REVIEW GR p 

BEVeRIDGE.O.G 

8610110126 

REVIEW QR P 


AUTHOR 


BIQP.H E 
BIOINQER.Q H 
BIDINGER, GH 
BIDINGER.G H 
0ID)NGER,Q H 

BIDINGER.G H 
BIENIARZ.P P 
BIRP.R G 
BIRD.R G 
BfRO.R Q 

BIRP.RG 
BlRO,R G 
BIRD.R G 
BIRD.R G. 
BIRD.R G 

BIRD.RG 
BIRD.R G 
BIRD.R G 
aiRaRQ 
BIRD.R.G 

BIRD.R G 

BIRELY.WC 

BIRELY.WC 

BIRELY.WC. 

BISHOP.WA 

BITTER.S D 
BLAGK.S 
BLACK, S 
BLACK.S 
BUCK.S 

BLACK.S 
0LACK.S 
SLACK.S 
BLACK, S 
BLACK.S 

BLACK.S 

BLACK.S 

BUCK.S 

BUCK,S 

BUCK.S 

BUCK.S 

BUCK.S 

BUCK.S 

BUCK.S. 

BUCK.S 

BUCK,S 

BUCK.S 

BUCK.S. 

BUCK.S 

BUCK.S 

BUCK.S 

BUCK.S 

BUCK.S 

BUCK,S. 

BLACK.S, 

BUCK.S. 

BUCK.S 

BUCK.S. 

BUCK.S 

BUCK,S 

BUCK.S.C 
BUCKFORD.M.E. 
BUCKFORD,M.E. 
BUKE.J.J. 
BUKE.J J. 

BUKE.J J. 
eUKE.JJ 
BUU.C.W 
BUU.C W 

buyIockj. 

BLEEVAN.J. 
BLISS.H E 
BUSS.He 
BLISS.H.E, 
BLISS.H E 

BUSS.H E 
BLISS.H,E 
BLISS.H E. 
BLISS.H E. 

BLOCH, P.B 

BLOCH, P.B Q 
BLOCK.J,A. 
BLOCK.M L. 
BLOCKS. 

BLOOM, TJ. 

BLOOM.TJ. 
BLOOM, T,J 
BLOOM.TJ. 


ACCESSION SUBJECT 
NUMBER CATEGORY 


0B1013015B* 
8Q101 40216’ 
8810170018* 
8810170353 
8810210100’ 

8810240377* 

8810030342* 

8707130402* 

8809280178 

6809280304 

0009200027 

&eC9200QS3 

8810040439 

8810070168 

6810110230 

88101201BS 
8810120255 
881 0140055 
0810140061* 
0010170335 

8610270187* 

8810030085 

0810030412 

8810060189 

8810170145 


50-335 Q 

70-3018 

40-8027 

70-25 

70-27 

70-1068 
CONTRACT 
50-293 F 

60-293 Q 

50-293 Q 


50-293 

50-293 

60-293 

50-293 

50-203 

50-283 
50-283 
60 293 
60-293 
50-293 


50-293 F 

50*277 S 

60-278 S 

60-278 S 

WASTE MGT 


8010040128* 

60-445 

Q 

6609270010 

50 327 

P 

8009270020* 

50 327 

D 

6809290055 

50-327 

P 

0009290059* 

50 327 

P 

8809290064 

60-259 

P 

0809290060 

50 259 

P 

8809290138 

60 327 

Q 

8809290222 

60-259 

P 

0609290315 

50 327 

P 

0809290316* 

60-327 

p 

8609290366 

50 327 

P 

0809290307* 

60-327 

P 

8810030439 

60-260 

P 

8810040161 

60-327 

S 

6810050160 

60-327 

P 

8810050175* 

60-327 

P 

8810050245 

60-259 

J 

8810100236 

60-260 

P 

8810130324 

50-250 

P 

8810170024 

60-259 

P 

0810170030* 

50 259 

P 

0810170254 

60-269 

F 

8810190397 

50-259 

P 

0010200424 

50 250 

P 

8810240397 

60-327 

P 

0810240398* 

50-327 

P 

8810240414 

fiO-327 

P 

8810240418* 

60-327 

P 

6610240443 

50 327 

P 

8810240444 

60-327 

P 

8010240448* 

60*327 

P 

8810240453* 

50-327 

P 

8810240471 

60-327 

P 

861024047B* 

50-327 

P 

8810170267* 

60-269 

F 

6810070054 

WASTE RES 

8810070076 

WASTE RES 

8810040224* 

60-269 

0 

0010070322* 

60 400 

Q 

8810070327* 

60-395 

0 

8810120224* 

60*280 

Q 

8810270447 

FOIA 


8810270447 

FOIA 


8810040320 

WASTE MGT 

6609030271* 

50 293 

F 

8609280068 

60-237 

Q 

880930001 1 

60-10 

F 

8810050121 

50 458 

0 

8810050276 

50-454 

Q 

8610050330 

60-464 

F 

0810190421 

50 456 

Q 

0810100428 

50-456 

0 

8810190439 

60-373 

Q 

8810100136 

50*320 

G 

8810030073 

60-320 

Q 

0810170400* 

REVIEW GRP 

6810190122 

60-287 

R 

8810180429* 

STATE PROG 

8806290350* 

50-526 

R 

8809290354* 

60-626 

R 

8809290355* 

60-628 

A 

0010210403 

60-528 

R 
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AUTHOR 

BLOS5Fn.JD 

BLOSS6R,J.O. 

BLOSSER.JO 

BLOCk3H,A R 

B0O&29O265 

8010060324 

0810190429 

8010030125 

0010030141 

50-463 

50-403 

60 483 
50-293 
50-293 

S 

s 

R 

Q 

a 

BRAM.S Q, 

BRAM.S B. 

BRAM,S B. 

BRAM,S B, 

BRAM,Sa. 

elouohar 

BLOU6H.A R 
6LOUGHAR 
BUOtlGHAa 
blodchaR 

6610030365 

8810040031* 

0010170373 

8810210321* 

8810210340 

60 293 
50-293 
50-293 
50-307 

50 322 

R 

Q 

R 

Q 

P 

BRAM.S 

BRAM,S B. 

BRAM,S B, 

BRAM.S Q 

GRAM, SB 

enJBALigH,R 1- 

blubaugh.r e 

BLUBAUQH.fl E 
BIUBALIGH.H E 
fllUWBERG.N 

8809280224 

0609280234 

0809280241 

8810160264 

8810240522* 

40-3463 

40-3463 

40-3453 

40 3453 

60 2Q8 

Q 

BRAM,SB, 

BnAM,S B 

QRAM.Sa 

8RANDSHAUG.T 

BRECHA.E 

BLUMS, M B 
etUME^M 8 
eOAflO.M 

BOQEaeA 

0010130412* 

8810270331* 

8810270521* 

8810240431* 

0810100071 

60-293 P 

60-293 P 

60 203 P 

WASTE BES 
60-293 P 

BRENNAN,C 
BRENNAN, 0 G 
GRENNAN.P. 
BRENNAN.P> 

BREY.H L, 

aOGERvBA 
©OGEP.8 A. 
eONADlES.O J 

bonano.ex 

eONWIO.EJ 

0610100369 

8810270524* 

8809200296* 

6810190226 

0810200310 

60 311 P 

50 203 F 

50 267 F 

WASTE BES 
WASTE RES 

BRIDEN.DW, 

BRIGGS.L 

GRIQGS.L E, 
BRIGHT, G.O 
BRINKMAN,S. 

8ONAN0,EJ 
eoNGn,D*wi 
BONGfOVANI.A M. 
eONIFACSO,A B 
B00KER,3E. 

8610240340 

8810210559 

8810050132* 

8810070240 

8810030023 

WASTE RES 

60 250 R 

80 283 Q 

PROJ 

60-468 S 

BRiNKMAN,S 
BRINKMAN.S. 
BRINKMAN, S 
BRINKMAN,S 
BRINKMAN.S 

booker, JE 
BOOKefl.JE 
eOOKER^J E 
bcx>ker^e 
eOOKtR,JE 

8010030376 

8810030379 

8610030393 

8010100117 

8810100206 

60 460 

60 450 

60 450 

50 450 

60 450 

S 

S 

s 

Q 

Q 

BRINKMAN.S, 

BRINKMAN.S. 

BR1NKMAN.S. 

BRINKMAN.S 

BRINKMAN.S. 

books;, je 
BOOKEfl-je 

aooKefl,Jg. 

eOOKER,JE 

SOOKER,JE. 

8810100213 

8010110355 

6810140089 

8810170271 

8810170402 

60-460 

50 460 

60 460 
60-450 
60-468 

P 

P 

S 

s 

s 

BRINSON.DA 
BROCK, MT 
8nOCK,M.r. 
BROCK, MT, 
BROCK, MT 

eOOKEJJ| 
eOOKCflJE _ 
eORO€NIC[<.B M 
BORDEHICK.B w. 
0OfiO«NE.T.C. 

6010160316 

0010190470 

0010030381 

6810240046 

6809300166 

50*450 

50 460 

60 803 

60 603 
60-166 

F 

P 

Q 

Q 

P 

BROCK,M,T 

BROCK,M.T 

BROCK.MT 

0ROCK,MT. 

qrock,m.t. 

BORDINE.T.a 

8610070176 

8010170430 

60-266 

PR 

P 

QROCK.M.T. 
BROCK, M.T. 

|^fu6VAC,F, 

BOSTEO.C J 
BOSTEO.GJ 

0610030340 

8809300023* 

8810170124* 

WASTE MGT 
60-312 Q 

60-307 0 

BB0CK,MT 

BROCK.MT. 

SnOCK.MT 

SOSTEOGJ. , 
BO$™ifcK,LJ 
bouuahe.t.g. 

I^LIANE.T.G 

eOWlAAiH,CE 

8810240029* 

8810170139 

0010200190* 

0010200190' 

0010110230 

60 307 
PT21 

' 50-443 

‘ 60-443 

60-293 

Q 

Q 

G 

R 

6ROCK.M.T. 

brock,mt. 

BROCK, MT. 
QROCK*MT 
BROCKMANN.J E. 

BOYO.CC 

BOYO,€ C 

boyo,c,c. 

Boro^cc. 

BOYO.D, 

6809300131 

8810210267 

8010210646 

8610240234 

0609200017 

70 27 

70 27 

70 27 
70-27 
50-313 

F 

BRONS,JC 
BRONS.J.C. 
BRONS,JC, 
eRONS,JC 
BRONS,J C 

©OYO,R.S 

©OYUE.Mi 

eOYLE.ML 

eOYVE.ML 

eOYVE.ML 

8610210462 

0809290110 

8609290160 

8610130267 

8610170392 

• 60-313 

60-246 
60 245 
60 246 
60-245 

P 

P 

P 

P 

P 

BRONS,JO 
BR0NS,J.C. 
BR0NS.JC. 
BROOKS.D, 
BROOKS, C.R 


BRACH.eW 

w 

|RScH.e.w. 

|jWCH,£.W. 

eflACH,eW, 

e5ACH.ew ^ 

BRAE}HAW.0 s, 
bjiadham.os 
BflADHAM.OS 

BaM>HAM.O.S. 

aPADHAM.O.S 

8RAOHAM.OS 

SBAOHAM.OS 

IfWDKAMAS 

BRADHAM-OS 
BRADHAM.0 S. 

BRAEM.eY,ER 

bram^s. 

BRAM.S. 

eRAM-SB. 


8605100336 

8600300116 

0610050200 

8610070120 

8610120262 

6610170316 

6610160130 

6610050001 

6610060242 

6610060320 

6610070263 

6610110173 

8610120299 

8810170331 

8810170426 

8810180362 

8810180333 

6610190014 

6810280153 

6610030080* 

6610030164* 

8809290024 

6809290067 


70-143 

QA090 

QA099 

QA999 

QA909 

OA999 

QA900 

60'39B 

50-396 

60-396 

50-395 

60-396 

60-395 

60-395 

60-395 

60-395 

60-395 

60-3Q5 

NUREG 

60-247 


P 

Q 

P 

P 

J 

S 

F 

P 

H 

Q 

P 


60 247 P 

60-247 B 

60-247 Q 


BROOKS, P.P. 
BROWN, A. 
0ROWN.BW. 
BROWN, 0.W, 
BROWN, BW- 

BROWN, 0.W. 

brown,e a. 

DROWN,H 
BROWN,H H 
BROWN.H K. 

BROWN.H H 
BROWN, H.H 
BROWN.JT, 
DROWN.KW. 
BnOWN,R,E 

0ROWN.S 
BROWN, $.W 
0ROWN.S,W 
BROWNING, R | 
BROWNING, R.e 

eROWNINQ,R.E. 
BROWNINQ,R B 
BROWNINQ,R E 
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6809290185 

60-247 Q 

BROWNLEE.V.L 

0009300160 

60 413 

Q 

8309290292 

60-247 

S 

BROWNLEE.VL 

8810030150 

50 424 

O 

6810030076 

60-247 

P 

BROWNLEE.V L 

8810040211 

50 424 

Q 

6010030179 

60-247 

P 

BHOWNLEE.Vt 

0810050243 

50-321 

0 

6010030303 

50-247 

P 

bhownlee.v,l 

8810050244* 

50 321 

Q 

6810030304* 

60-247 

P 

BROWNLEE.V L 

0810120305 

50 413 

Q 

0010070026 

50-247 

P 

BROWNLEE.VL 

0810240205 

59 369 

Q 

8010070030* 

50-247 

P 

BROWNLEE.VL 

8310240372 

50 369 

Q 

0010130241 

50-247 

P 

BROWN LEE,V L 

0810240305 

50 426 

Q 

6810170300 

60-247 

s 

BRUMMER,RK 

B 81 0040357* 

CONTRACT 


0610170475 

50-3 

F 

BRUMMER.R K 

8810000065' 

CONTRACT 


6610210081 

50-247 

P 

BRUNET. J R. 

6810040410 

50-255 

F 

0009300020 

60-247 

P 

BRUNET, J R 

881 0050082 

50-255 

F 

0010240431* 

WASTE RES 

BRUNSON.EC. 

6010940103* 

CONTRACT 


0010190180* 

CONTRACT 


BnUNT,J H 

8010040093 

50-255 

F 

6D109401Q4 

50-354 

R 

BU3NIT2.RJ* 

6009290084* 

CONTRACT 


6610059320* 

CONTRACT 


BUCHANAN.DR. 

8610179192* 

50-320 

P 

0610210391 

CONTRACT 

eUCHANAKOR 

8810180275* 

50-320 

T 

8810210625 

CONTRACT 

aUCHANANJA 

8010260153 

nureg 


8406010244 

50-267 

F 

BUCKLEY, SC 

0009290140 

50 324 

P 

0810170150 

60-346 

F 

BUCKLEY.BC 

6009290109 

50-400 

J 

0010130002* 

60-423 

Q 

BUCKLEY.BC 

0810030143 

50 400 

P 

0010129237* 

60-334 

V 

BUCKLEY, BC 

DD10D40233 

50 324 

J 

0810209136 

60 335 

G 

BUCKLEY.BC 

0010050020 

60 324 

P 

8810250466* 

60 213 

P 

BUCKLEY.BC 

0010060015 

50 400 

J 

6010260477* 

50 213 

P 

BUCKLEY.0 C 

0810060239 

50 409 

P 

0010250481* 

60 213 

P 

BUCKLEY.B.C 

0010110304 

50 324 

P 

0010260466* 

SO 213 

P 

BUCKLEY.BC 

8010130309 

50 324 

P 

6010260499* 

60 213 

P 

BUCKLEY.BC 

3010310301 

50 261 

P 

8010260592* 

60-213 

P 

aUNTING,JO. 

8010030266 

WASTE MGT 

8810250504* 

50-213 

P 

BUNTINQJ 0 

8810130301 

WASTE MGT 

8810260509* 

59 213 

P 

BUNTING.J.O 

0910170345 

WASTE RES 

0810260048* 

59-213 

P 

QURDICK.T,M 

0810160486* 

60 346 

V 

8610260055* 

50 213 

P 

BURDOINJ.F 

8810030425* 

SO 526 

Q 

0610260061* 

50-213 

P 

BURGESS, B L 

8310050323* 

BO 315 

Q 

8810110264 

NUREQ 


aURGESS.O L 

8010149160* 

50-255 

Q 

0810030077 

50 443 

0 

aunNETT.RF 

8810100057 

70-27 


0010030077 

50443 

G 

BURRIS.LD 

0010110334 

50-315 

F 

0310050026 

50-443 

G 

BURRIS, to 

8010120364 

50-315 

F 

0810050026 

60 443 

Q 

BURRIS, t D 

0010140104 

SO -01 5 

F 

6610100177 

50 443 

G 

BURRIS.S P 

8810040120* 

50-445 

Q 

0810100206 

50 443 

G 

flURSKLR F 

6699280118 

50-362 

Q 

6610100200 

50-443 

G 

eURSKLn,F 

6609300136 

50-382 

Q 

8310100214 

50 443 

G 

OURSKI.R r 

0B 10080300 

50-302 

Q 

6310100214 

69 443 

0 

BURSKI.n F 

0B 100401 39 

50-392 

O 


6810160222 
8610100222 
8610270211 
8 61 02702 H 
6610270211 


60 443 
60-443 
50-443 
60-443 
60 443 


0 

0 

Q 

O 

a 


BURSKI.RF. 
BURSKI.n F- 

euRa(o,aF, 
8URSKI,R F. 
6URSKLRF. 


881l>(>50003 50-382 
8810100058 60-382 
8810110227 60-382 
8610140080 60-382 
6610170051 50-382 


P 

F 

Q 

Q 

P 


6010280112 

6610280112 

0010280146 

6610280148 

0010200090 

60-443 

60-443 

60-443 

SO -443 
NUREG 

G 

G 

G 

G 

BURSKLR F 
BURSKLR.F. 
BUnSKI.n F, 
BURSKI.RF, 
BURSKI.R F, 

0610170285 

0610190138 

8010100159 

6010190163 

6010190304 

50 392 fl 

50-382 Q 

50 382 P 

50 382 R 

50.382 P 

0009290106 

0010030102 

6010030420* 

6010050328 

0010000060 

50-333 

00-206 

60-333 

00-286 

60-333 

0 

P 

Q 

F 

Q 

BURT.O.T, 
0URTOM.KL 
BUTCHER. EJ 
0UTGHER,EJ. 
0UTCHER.EJ. 

6809270102* 

BB102G0100* 

0010060158 

0010100203 

6B1010024I 

CONTRACT 
50-213 P 

REVIEW GR P 
REVIEW QR P 
REVIEW GR P 

0010120021 

6010140166 

0010210922 

8010170337 

8010040363* 

60-206 

60-333 

50-333 

PR 

0Q-26Q 

P 

P 

? 

0 

BUTCHER.EJ 
BUTLER, D 
eUTLER.OS 

butler, W.R 

BUTLER, W.n. 

0310200167 

8810170214* 

8010120339* 

8810030067* 

8810030257* 

REVIEW 6R P 
50-254 Q 

60 346 0 

50 322 J 

SO 307 J 


6810050310 

6610110196 

6810030149* 

6810030140* 

6010170435* 

8610170435* 

B610270246 

8610310209 

8610050044 

8810060044 

6810200002 

0810200082 

8810170052* 

0010070005* 

6609260034 

0609290270 

8010030065 

6610130077 

8809260165 

0010040163 

8010040205 

6010040452 

8010190466 


WASTE RES 
WASTE RES 
60-293 0 

60-293 0 

60-400 Q 


00 400 
60-443 
PR 

60-322 

60-322 


Q 

0 

0 

0 


BO-322 0 

60-322 0 

CONTRACT 
50-200 P 

60-213 f 

BO-322 ? 

60-322 J 

60-322 3 

WASTE WGT 
WASTE MGT 

WASTE MGT 
WASTE WGT 
WASTE MGT 


BUTUER.W R 
0mER,W n 
BUTUER.WR 
BUrUR.WR 

butuer.wr 

BUTLER, WR 
BUTLER, WR 
BUTLER. WR 
0YEA 
0YftAM,R,Q 

BYftAM.RG 

BYRP.R. 

BYRO.R 
CAOENA,D G 
CAOWALtADER,J 

CAWLt.O, 
CALDWELL.CW 
CALDWELL, J A 
CALDWELL, JL 
CALDWELL, R A 

CALDWELL,RA 
CALl.OJ 
CALLAN,^ L- 


6610030284* 

0010000285* 

0810030307* 

8010030311* 

8910100172 

8810130213' 

0810170137 

8810170141* 

0810170061 

8809200376 

8Q10060217 

8810120036 

0810180476 

0809260301 

6810040404 


50 272 J 

50-272 J 

50 27? J 

50-277 3 

50-272 P 

50-354 P 

50*307 P 

50307 P 

50387 B 

50 387 S 

50-367 S 

50416 S 

50 416 S 

71-505 

50 450 F 


6810210506 QA9fi9 
B01O24O2O3' 50-397 Q 

8010130385* WASTE MGT 
6010050242* 60-330 Q 

0009280042* 60-450 Q 

0809280050* 60 205 O 

0010050266 NUREQ 

0009300052 50 496 F 
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NUMBER 
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NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

CALLAN.Ll 

8809260041 

50*456 

Q 

CAnLSON.BJ, 

0109170052* 

FOIA 


CHEUNG, L S. 

6610050296* 

BO 247 

Q 

CALLAN.LX 

6809280046 

50*285 

Q 

CARLSON.aT, 

0810260059* 

SO 443 

P 

CHI,UL 

8810270110* 

50 293 

P 

CALLAN.LJ 

6609280056 

50*298 

F 

CARNS.N S 

6809290239 

50-382 

S 

CHILDRESS, PC 

8810190474 

71-9230 


CALLAN.LJ 

8609290146 

60-267 

Q 

CARNS.N S 

0810040144 

60 382 

s 

CH1LDRESS.PC. 

8810200199 

71-9230 


CALLAN.LJ 

8609290177 

60-368 

V 

CARNS.N S 

0010040162 

50 382 

s 

CHILDS, W.V. 

8810060204 

50 333 

S 

CALLAN.LJ 

8609290262 

50 498 

Q 

CARNS.N S 

0810040166 

60-382 

s 

CHILES, L 

8809290131* 

50 261 

H 

CALLAN.LJ 

8609290394 

60-498 

Q 

CARPENTER.T G 

0810050130* 

CONTRACT 


CHILK.SJ. 

8804250016* 

FOIA 


CALLAN.LJ. 

8009300025 

50 498 

Q 

CARR.DB 

8810050261 

NUREQ 


CHILK,SJ. 

8807130261* 

FOIA 


CALLAN.LJ 

8610030259 

50 362 

Q 

CARRASCO.J. 

8810190039* 

50-219 

0 

CHILK,SJ 

8809290205 

10CFR 


CALLAN.LJ 

8610040020 

50 4B2 

Q 

CAR REY-BE AVER 

0810270522 

50-293 

p 

CHILK.SJ 

8810040090 

10CFR 


CALLAN.LJ 

8810040060 

50 265 

Q 

CARfllON.R P 

8810070322* 

50-400 

Q 

CHILK,SJ. 

8810050036 

60 250 

Q 

CALLAN.LJ 

6610040237 

50 265 

Q 

CARROLL.K 

8810200141 

50-29 

R 

CHILK,SJ 

6810050048 

60*352 

G 

CALUN.LJ. 

8810040260 

50*267 

Q 

CARROLL.R 

8810040083 

50-261 

S 

CHILK.SJ 

0010050090 

50-250 

Q 

CALLAN.LJ 

8610040415 

50*285 

Q 

CARROLUR E. 

8810040250 

50-261 

s 

CHILK,SJ 

0B1OO5O319 

10CFR 


CALLAN.LJ 

6810040416 

50-313 

Q 

CARTER, RJ 

8609260036 

60*260 

J 

CHILK,SJ. 

0010060174 

60-322 

G 

CALLAN.LJ 

8810040423 

50-313 

Q 

CARTRWIGHT.W.R. 

8810070236 

50 338 

p 

CHILK.S J, 

6010130284 

60 443 

P 

CALLAN.LJ 

6810040441 

50-496 

Q 

CARTWRIGHLW.n 

8810030116 

60*280 

Q 

CHILK.SJ. 

8610160084 

60 443 

Q 

CALUN.LJ. 

881 0040454 

50-313 

Q 

CARTWRIQHT.Wn 

8810030360 

50-338 

Q 

CHILK.SJ. 

8010100158 

50-443 

Q 

CALUN.L J 

681 0040450* 

50 313 

Q 

CARTWRIQHT.W R. 

8810030373 

SO 260 

0 

CHILK.SJ. 

8810160263 

60 443 

Q 

CALUN.L J 

6310050086 

50 496 

Q 

CARTWRIGHT.W.n. 

8810040021 

50 336 

P 

CHILK.S J. 

8810190010* 

50-322 

H 

CALUN.L J 

6310050088 

60 265 

Q 

CARTWfUGHT.WR. 

8810040111 

50 280 

F 

CHILK.SJ. 

8810190362 

PRM 


CALUN.LJ 

8810050098 

50 265 

Q 

CARTWRIQHT.W R 

6810040372 

50*338 

P 

CHILK.SJ 

6810190523 

10CFR 


CALUN.LJ 

6810050141 

50 4B2 

Q 

CARTWRIGHT.W.R 

6810050009 

SO 280 

P 

CHILK.SJ. 

6810210360 

10CFR 


CALUN.LJ 

8810050305 

50 265 

Q 

CARTWRIQHT.W R 

6810070127 

50 260 

P 

CHILK.SJ 

6810210553 

50-277 

P 

CALUN.LJ. 

6810060206 

50-498 

Q 

CARTWRIGHT.W.R. 

6810070165 

50 280 

Q 

CHILK.aJ 

8810250514 

60-327 

S 

CALUN.L.J. 

8810070390 

50 445 

V 

CARTWRIQHT.W R. 

8810070276 

50 338 

P 

CHILK.SJ. 

0810250516* 

60-327 

S 

CALUN.LJ 

8810100036 

50 267 

Q 

CARTWRIQHT.W R 

B810070326 

60 280 

0 

CHILK.S.J, 

8810250510* 

FOIA 


CALUN.LJ 

8610120006 

60-498 

Q 

CARTWRIQHT.W.R. 

6810110101 

50 338 

P 

CHILK.SJ. 

0810250517* 

FOIA 


CALUN,LJ 

6810120013 

50 313 

P 

CARTWRIQHT.W R 

8810110132 

60 336 

P 

CHILK.SJ. 

0010260610* 

FOIA 


CALUN.LJ. 

8810120016 

60 265 

Q 

CARTWfllGHT.W.R, 

8810120054 

50 339 

P 

CHILK,S.J. 

0810250519* 

FOIA 


CALUN.LJ 

8610120109 

50*456 

Q 

CARTWRIGHT,W.R. 

8810130088 

60 280 

Q 

CHILK.S.J. 

0810260520* 

FOIA 


CALUN.LJ 

8810120204 

50*382 

P 

CARTWRIQHT.W R 

6810130103 

50 260 

P 

CHILK,S.J, 

8810260621* 

FOJA 


CALUN.LJ 

8810120210 

50*496 

Q 

CARTWRIQHT.W.R 

6810140132 

50 280 

Q 

CHtLK,SJ. 

6610250522* 

FOIA 


CALUN.LJ. 

88101S0268 

60-267 

Q 

CARTWRIQHT.W n 

8810140135 

50 280 

P 

CHILK.SJ 

8810260523* 

FOIA 


CALUN.LJ 

8810130318 

50-313 

Q 

CARTWRIGHT.W.R. 

8810140142 

50*338 

P 

CniLK.SJ. 

0810260332 

PR 


CALUN.LJ 

8610170007 

50*285 

Q 

CARTWRIQHT.W.R. 

6810140149 

50 338 

P 

CHILK,SJ. 

6610260560 

PR 


CALUN.LJ 

8610170027 

50-207 

0 

CARTWRIQHT.W R 

6810170202 

60*260 

Q 

CHILK,S,J. 

8810260567 

PR 


CALUN.LJ 

8610170490 

60*456 

Q 

CARTWRIQHT.W n, 

8810160006 

60 280 

P 

CHILK.SJ, 

8810200107 

60 443 

0 

CALUN.LJ 

8610180004 

60*458 

Q 

CARTWRIQHT.W R 

6810190270 

50 336 

Q 

CHILTON, C.B. 

6810180361* 

REVIEW QR P 

CALUN.LJ. 

8610180010 

60-3e2 

Q 

CARTWRIGHT.W.R. 

6010190451 

60 338 

R 

CHinENDEN,W.A. 

0010050163 

TOPREP 


CALUN.LJ. 

8610180013 

60*313 

Q 

CARTWRIGHT.W.R. 

6810200461 

50*338 

K 

CHITWOOD.R A 

6000290333 

60*397 

F 

CALUN.LJ 

8610200189 

60*445 

V 

CARTWRIQHT.W R 

6610210172 

50 280 

P 

CHIU.C. 

0010040241* 

60*361 

Q 

CALUN.LJ. 

8810210133 

50*482 

0 

CARTWfllGHT.W.R. 

6810210454 

50*280 

R 

CHRISTENSEN.V 

0010260511 

PR 


CALUN.LJ 

8610210181 

60-496 

F 

CARTWRIQHT.W R 

6810240159 

50 280 

F 

CHRISTMAN, D.P. 

0810200105 

50 322 

Q 

CALUN.LJ. 

8610210238 

60-313 

Q 

CASCIO.M. 

6810140240* 

REVIEW QR P 

CHRISTMAN, D.P. 

6810200105 

50*322 

Q 

CALUN.LJ 

8B10210313 

60-313 

0 

CASEY, c.a 

8810110071* 

40 8631 


CHRISTMAN, J.N. 

0010060017 

50 322 

0 

CALUN.LJ 

8610210578 

50-382 

Q 

CATE,P.D. 

8810140003 

WASTE MGT 

CHRISTMAN.J.N 

0810060017 

50-322 

Q 

CALUN.LJ 

8810210596 

60-498 

Q 

CECCHETT.aL. 

8010100409* 

50 316 

P 

CHRISTMAN, J.N 

68101 B0009 

50*322 

G 

CALUN.LJ. 

8810240058 

60-313 

Q 

CELINSKLE M. 

6810170266* 

REVIEW GR P 

CHRISTMAN,J N 

08101 B0009 

50 322 

G 

CALUN.LJ 

8610240067 

60-298 

Q 

CELINSK1,E.M. 

6810170291* 

REVIEW QR P 

CHRISTMAN, J.N. 

0810100050 

50-322 

G 

CALUN.LJ 

8610240073 

60-602 

Q 

CENTOUNZI.P. 

8610160163 

50 382 

R 

CHRISTMAN, J.N. 

8010180050 

50-322 

Q 

CALUN.LJ 

8810240079 

50-445 

Q 

CESAR EJ G 

6610120036 

60 416 

8 

CHRISTMAN J N. 

00101 B0274 

60-322 

Q 

CALUN.LJ 

8610240084 

60-458 

Q 

CESAREJ G. 

8810170258 

50 416 

S 

CHRISTMAN.J.N. 

8810100274 

50-322 

Q 

CALUN.LJ 

8810240103 

60-498 

Q 

CeSAREJ G 

8810180479 

60 416 

S 

CHRISTMANJ.N 

0010270296 

60-322 

Q 

CALUN.LJ 

6610240111 

50-382 

Q 

CESAREJ G. 

6010190303 

50 416 

F 

CHRISTMAN J N. 

0810270296 

50-322 

Q 

CALUN.LJ 

8810240269 

60-267 

Q 

CESAREJ.G. 

6810100420 

50 313 

P 

CHRISTOPHER.R 

8810170009* 

60*271 

Q 

CALUN.LJ 

8810240283 

50-285 

Q 

CESAR EJ.Q 

6610100445 

60*416 

F 

CHRZANOWSKI.R. 

00O629OP23* 

60-454 

P 

CALUN.LJ. 

8810240295 

60-496 

Q 

CESAREJ.G. 

8810100457 

60 417 

A 

CHR2AN0WSKI.R 

0810070173 

60-464 

P 

CALVO.J A 

8810190146* 

60-382 

P 

CESAREJ.G. 

6810210424 

50*416 

R 

CHRZANOWSKI.R. 

0010070255 

50-454 

P 

CALVO.J.A. 

8810110196 

50-298 

P 

CHAFFEE.AE 

6610040073 

50*526 

S 

CHRZANOWSKI.R 

0810130106 

50-454 

P 

CALVO.J.A 

8810170126* 

50-482 

P 

CHAMBERUIN.D 

8609290275 

60*362 

Q 

CHRZANOWSKI.R. 

0610210515 

60-454 

P 

CALVO.J.A 

8810200041* 

50-468 

P 

CHAMBERUIN.O. 

6809200379 

50-368 

S 

CHUNQ.DH. 

0009280236 

WASTE RES 

CAMILLEfll.TJ. 

8610040332 

50-461 

8 

CHAMBERUIN.D. 

8810040027* 

50*482 

Q 

CHUNG, D.H. 

0609200254 

WASTE RES 

CAMILLE ni,TJ 

6610040388 

50-461 

S 

CHAM0ERUIHA 

6810060078 

50*313 

Q 

CHUNG, D.H 

0810170071 

WASTE RES 

CAMPBELL,G.Q 

8809290248 

60-259 

S 

CHAMBERU1N.D 

6810130326 

50*313 

Q 

CHUNG, D.H 

8810170441 

WASTE RES 

CAMPBELL.G.Q. 

8809290360 

50-259 

R 

CHAMBERUINA 

0810210590* 

50*382 

Q 

CICOnE,Q.R. 

0810210612* 

60-307 

Q 

CAMP0ELUQ G 

8810040089 

50-296 

S 

CHAN.E 1 

6810030366 

50 443 

Q 

CiLLIS,M 

8809300147* 

50-526 

0 

CAMP0ELL.Q G 

8810040076 

50-260 

s 

CHAN.E.I 

6810030416 

60 443 

Q 

CILLIS.M. 

0810030113* 

50-133 

0 

CAWP0ELUG G 

8610060350 

50-269 

s 

CHAN.E.I 

6610240066 

50 443 

Q 

cintuUt.c. 

8810030312 

50-312 

P 

CAMPBELL.G.G 

86101 10260 

50-269 

s 

CHAN.E 1 

8810240082 

50*443 

Q 

CURK,A.n. 

8810030270 

60-277 

Q 

CAMPBELL.Q.Q 

8810140042 

50-260 

s 

CHAN.E 1 

8610240282 

60 443 

G 

CURK,A.T. 

6009290004 

60-603 

A 

CAMPBELUQ G 

8810140196 

50-260 

s 

CHAN.T. 

8610050268 

60*528 

J 

CURK,A T. 

8010030046 

60-803 

O 

CAMPBELL,Q G 

8B10170048 

50-259 

s 

CHANXL 

8809290176 

60-344 

P 

CURK,C. 

6609300050* 

60-362 

Q 

CAMPBELLjG .G 

' 8810170056 

60-296 

s 

CHANDLER,D3 

8610190100* 

CONTRACT 

CURK.C. 

0010170224* 

60-312 

Q 

CAMPBELUQ G. 

8B10170082 

50-260 

s 

CHANEY, H D. 

8609290168* 

60-287 

0 

CURK.L.B 

0010240202 

60-443 

Q 

CAMPBELUQ G 

8810160320 

60-259 

s 

CHANEY.H D 

8010050091* 

50-205 

Q 

CURK.R. 

0010030200 

NUREQ 


CAMPBELL.G.Q. 

8B10180451 

60-260 

s 

CHASE, AW. 

0010170235* 

REVIEW QR P 

CURK.RJ. 

8809290345 

60-277 

P 

CANTftELL.F.S 

8810050242* 

50-338 

Q 

CHASE.Q R. 

6810040034 

40-8452 


CUflK,R.J. 

6610030302 

60-277 

J 

CANTRELL .F.S 

0810240405* 

50-280 

Q 

CHATTEN.R E 

8810040231* 

CONTRACT 

CURK,R.J. 

0010110263 

60*2/7 

J 

CAPRA. R A 

8809290134* 

60-333 

J 

CHAUOHARY,S 

6810180141* 

80219 

Q 

CURK.RJ. 

6810240339 

50-363 

A 

CAPRA. R A 

8809290224* 

60-247 

J 

CHAUDHAflYAK. 

0010170039* 

50*363 

Q 

CLEMENT J.E 

8810120300 

PR 


CAPRA. R.A, 

8809290240* 

60-410 

P 

CHAUOHARY.S K, 

8610190039* 

60-219 

Q 

OLEVEUNDJ.E. 

8809280150 

40*6905 


CAPRA. R, A. 

8609290351 * 

60-317 

J 

QHAUVIN,B 

6810120311 

XPORTLIC 


CLINE.W.E, 

8809230108 

70*1151 


CAPRA. R A 

8809300047* 

60-220 

J 

CHENQ.CY 

8706220185* 

50-293 

0 

CLINE, W.E. 

8809200101 

50-424 

F 

CAPflA,RA. 

8810040451* 

50-266 

J 

CHENG, C Y, 

6806200251 

PROJ 


CLINE, w.e. 

8809200291 

60-413 

F 

CAPRA, R A 

0810060259* 

60-317 

P 

CHEflRY.J E 

8810170059* 

60-370 

Q 

CLINE, W.E. 

8009290021 

50-269 

F 

CAPSTICK,R W. 

881 0030074 

60-271 

J 

CHERY.D.L. 

8610170329 

WASTE MGT 

CLINE, W.E. 

6010040281 

60-336 

F 

CAPSTICK,n W 

6610240037 

60-271 

P 

CHEUN^L 

6810210336* 

50-245 

Q 

CLINE, W.E. 

8010040306 

70-1161 
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AUTHOR 


CtlN£,WE 

dlMEiWE 

aHSE.WE. 

CUNE.We 

CUNE,WE 

CUHE.WE 

CUHE.We. 

CIINE.WE 

CUNiE.W,E 

OUKE,WE 

Ct^HE.WE 

CUUt.W,E. 

CUNE,WE 

CLONINGER,TH 

OLOMINGER.TH 

C«MHGHAM,R E 
COCKFIELO,DW. 
OOCKFIELO.OW. 
OOCKFiELO.aW 
CXX)«FlELO.DW 

C50CKFIELO,0 W. 
COCKFSELD.D.W 
C0CKFIELD.O.W. 
COCXFkELD»DW. 
C0C4(fieLD.D.W 

COCi<FIELD,D,W 

CXXKF[ELD.D,W. 

OOCKFIELD.D,W 

COCKFieLD.O.W. 

00CKFIELD,O.W. 

OOCKFtEtD.D.W, 
COOEiLLR.B 
COHEN, Mb. 
COHEN, S 
C3CK.BUflN.OJ. 

COLBURN, T a 
OOLBUflN.T.Q. 
COLBUflNJ.G 
OOIBURN.T.Q 
COLBURN, T.Q 

COtE.nF. 

OCXEMAN.A 

OOiEWAN,C, 

OOLEWAN.O. 

C01LINQS.S.P. 

COLUNS,OJ. 
C0LUN$.0 M. 
COLUNS.D M 
COtLiNS.D'M. 
C01UN$,D M. 

C01UNS,0W. 
OOLL1I^S,0 
oauNa.o.M 
CaUNS.O M. 
OaUNS,D M 

oaikNS,f>.M. 

CaUNS,D.M. 

oaLiNs.aM. 

OOaiNS,OM. 

CaUNS.O.M. 

COLONS, DM. 
OOtLlNS.O.M. 
COLLINS, D.M, 
COLLINS, D.M. 
OWUNS.OM 

OOlllNS,M. 

C01UNS,SJ 

OOLUNS.SJ 

OOLUNS.SJ, 

COLUNS.SJ. 

OOLIINS,SJ. 
OOLWNS,SJ. 
C(XLWS.SJ. 
COLUNS.S J. 
COLUNS.S,J. 

COLUNS.SJ. 

COUJNS,SJ. 

Cai.lN8.SJ. 

OOLLINS.SJ. 

0aUNS,3.J. 

COLLINSES J. 
CaUNS.SJ. 
OOLUNS,8J. 
<S0LUN8,SJ. 
COLINS, SJ. 

coam^sj 

0QIUNS.8J, 

COUJNS.SJ. 


ACCESSION SUBJECT 

number category 


SQ 10040335 70*824 

0810040339* 70*824 

8810040349 — 

8810060259 
8010070126 


70 1201 
50 424 
70*1113 


BB1 0070 160 
8810100022 
8810100051 
08101 1021B 
8810130104 

0810130195 

0010210265 

8810210270 

8810110229 

8810170231 

0010100067 

8809270057 

8810030037 

8810030115 

0810070318 

8810110017 

6010110221 

8010110268 

0010110344 

8810120366 

6810130306 

0010170162 

8810170246 

8010190215 

6810190225 

0810190507 

8810110307 

0810170120* 

6010030200 

0810050002* 

8809200303 

8010110322 

6810130334 

0010170424 

B810100461 


50 321 
70 1113 
50 321 
70*1151 
70*1201 

50 369 
50 369 
70*1151 
50*416 
50*416 

70*364 
50*344 
50*344 
50 344 
50-344 

50-344 

60-344 

60-344 

60-344 

60*344 

60*344 
60*344 
50 344 
50 344 
60*344 

60 344 
NUREQ 
roiA 
NUREQ 
50 305 

60 440 
60-440 
60*440 
60 440 
60*440 


F 

P 

P 

P 

F 

P 

Q 

P 

F 

Q 

P 

Q 

Q 

P 


0010200136 50-335 G 

0010190121* CONTRACT 
0810120193 27-40 

8810120106 27-40 

8010140005 40 0943 


0810170312 

8809290220 

8009290231 

6009300165 

0809300160 

8010040234 

0010040242 

8810040262 

8810040257 

8010050300 

6010060005 

8010070260 

0810070287* 

0010100004 

0810100111 

0010120263 

8810120371 

8810120376 

8010130096 

0810130000* 

6010030062 

0010030360 

8810030205 

8910030210 

0810030220 

8810030226 

0010030242 

6810030245 

8810030267 

0010030271 

6810030276 

0810030279 

0010030280 

8810030310 

6010030326 

8810030330 

8810030349 

8010030356 

8810030362 

8610030383 

88100303/7 

8Q100303D4 

0010040026 


l&E 

60-200 

60-200 

60-324 

60-261 

50 330 
60 400 
60-260 
60-321 
50-330 

60-302 
50 330 
60-330 
60-348 
70-1161 

50*62 
60-280 
60 330 
60-261 
60-261 

50-302 
60-293 
60 203 
50 293 
60-293 

60 203 
60-203 
60-293 
60-203 
50-203 

60-203 

50-203 

60-293 

60-203 

50-293 

60-293 

60-203 

60-293 

60*203 

50-293 


F 

F 

Q 

Q 

0 

0 

Q 

Q 

Q 

Q 

Q 

Q 

Q 


0 

Q 

Q 

Q 

Q 

F 

P 

P 

Q 

P 

P 

Q 

Q 

Q 

Q 

Q 

Q 

P 

Q 

Q 

Q 

Q 

P 

P 

P 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEQORV 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEQORV 

COLLI NS.S J 

8910270530* 

59-293 

P 

COUNSiL,W G. 

8810170479 

50-445 

S 

COLLI NS, S J 

0910270531 ' 

50-203 

P 

COUNSIL.W G 

8810100249 

60-445 

s 

COLLI NS, S L 

8B1Q030235 

50-293 

O 

COUNSIL,WQ 

8810100313 

60-445 

A 

COLV1N,J F 

B810140054* 

REVIEW GRP 

CX5UNSIL,WG. 

881 0240365 

50-445 

K 

CONQEL.F G 

8800230219* 

50-293 

F 

COWEN.T 

8610130210* 

REVIEW GRP 

CONQEL.F J 

B707130371* 

50 203 

F 

COV/GILL.C. 

8810050220 

50-219 

S 

CONGEL.F J 

6707300461* 

50*263 

F 

COWGILL.C 

8810120329* 

50-320 

Q 

CONGEL.F J 

0708190169* 

50 293 

F 

COWGILL,C 

8810180212* 

50-289 

0 

CONGEi.FJ 

0710080339* 

SO 293 

P 

COWG1LL.CJ, 

8809290395 

50-289 

R 

CONKLIN.C 

6010240405* 

50 277 

Q 

COWG1LL.C J. 

0810120346* 

60-244 

O 

CONLON.T 

8810240396* 

50*261 

0 

COWGILL.CJ 

8019210362 

50-219 

P 

CONLON.T E 

8010129414* 

6Q424 

Q 

CO)(,MJ 

8010060230* 

CONTRACT 


CONLON.T.E 

0810130079* 

50 425 

Q 

CnAlQ,JW 

8790110257* 

50-293 

F 

CONNOR.J.W. 

08100S0010 

50*335 

S 

CRAIG.JW 

8001260129* 

60-293 

P 

CONNOR, L 

8010189390 

60-397 

P 

CRAIG.JW 

6602110330* 

60-293 

F 

CONNORS.H J 

8610170437* 

50 369 

Q 

CRANE.KL 

8809230050 

60-413 

K 

CONSTABLE.G L 

8619100234 

50 459 

S 

CRANWeLL,R M. 

8810140231 

WASTE RES 

CONSTABLE, G L 

8810120200* 

50-458 

Q 

CRANWELL.R,M. 

8810240194 

WASTE RES 

CONSTABLE.G L 

6810130345 

60-459 

Q 

CRAWFORD.JO 

809929O39Q 

50-259 

R 

CONVERSE.RJ. 

8610060204 

50-333 

S 

CRECINE.J P 

8809300145 

50-160 

P 

CONVERSE, RJ 

6810120416 

50-333 

Q 

CR€CINE,JP 

0010100002 

60-160 

Q 

CONVERSE.RJ. 

8910170086 

60-333 

R 

CREEO.J. 

0010030282 

60-268 

S 

CONWAY, J,T 

8910050301' 

QA990 


CREED.J 

8810210474 

60-331 

S 

CONWAY.J.T. 

6910120202' 

OAogg 


CREEDJR 

8810030165* 

50-305 

Q 

CONWAY.W.F 

6900270043 

60 335 

F 

CRGED.J R 

0810120373* 

70-36 


CONWAY.W.F 

0900200002 

69*250 

S 

CREED. J R 

8910170156 

60-331 

S 

CONWAY, W F. 

0909280025 

50 335 

F 

CREMEANS,G 

8910170102* 

50-320 

P 

CONWAY, W F. 

9809200083 

60*335 

D 

CREWa.J L, 

8809300023' 

60 312 

Q 

CONWAY.W.F 

9609280060 

60 261 

0 

cRieee.T.E 

9809300107 

60*270 

S 

CONWAY, W F. 

0809280076 

50*335 

Q 

CHIBBE.TE 

0909300108 

60 270 

S 

CONWAY, W F 

0809280146 

60 260 

Q 

CRIB BE, TE 

6810170041 

50 277 

s 

CONWAY, W F. 

8800280293 

60 250 

R 

CRLENJAK.R.V. 

8810130169* 

59 335 

Q 

CONWAY.W.F 

0609290322 

50 335 

F 

CROCKER,LP 

8600290261 

69 321 

P 

CONWAY.wr. 

8906290361 

50*250 

S 

CROCKER, LP. 

0810050210 

60*321 

Q 

CONWAY.W.F. 

6800300960 

60*250 

P 

CROCKER.L P. 

BB10050303 

60 321 

P 

CONWAY.W F. 

8010030436 

50*335 

Q 

CROCKERX.P 

8810180076 

50 321 

P 

CONWAY.W.F. 

0810049107 

60 335 

P 

CROIEY.Q Q. 

681006002B 

09*312 

P 

CONWAY.W.F. 

681D0590I9 

60 335 

S 

CROLEY.BG. 

06101801 1B 

69 312 

P 

CONWAY.W.F. 

8010060163 

60-250 

R 

CRCLEY.BG. 

6010100132 

51)312 

P 

CONWAY.W.F. 

88100601207 

60-250 

S 

CROOK.O. 

8810070343 

50 261 

8 

CONWAY.W.F. 

8810060227 

50*250 

S 

CROSSEN.Cn 

8810200512 

PR 


CONWAY.W.F 

80 1007001 2 

50-250 

P 

CROTEAU.R 

8810120362* 

so 369 

Q 

CON WAY, W F 

6610070006 

60*250 

P 

CROUCHER.C. 

CRUDEN.DS 

8610110206* 

REVIEW GR P 

CONWAY.W.F 

6610070100 

TOPREP 


8810120082 

50 260 

P 

CONWAY ,W F 

8810110023 

60-250 

Q 

CRUNK.8,L 

0010210446 

60*312 

n 

CONWAY.W.F. 

6610120218 

60-250 

Q 

CRUSE.C H. 

8610059135 

NUREQ 


CONWAY.W.F 

6610130201 

60-250 

n 

CRUSE.C.H. 

6619109974 

60 317 

p 

CONWAY.W.F. 

8910170011 

50 251 

s 

CRUSE.C H. 
CRUTChF(ELD.D. 

6810140156 

60*317 

p 

CONWAY.W.F. 

0910170034 

69 260 

F 

0009120005 

50 3 

p 

CONWAY, W F. 

0910170103 

60 335 

p 

CRUTCHF1ELD.D. 

8009209159 

60 409 

p 


50 293 Q 

60*203 P 

60-293 Q 


CONWAY.W.F. 
CONWAY, W.F. 
CONWAY, W F 
CONWAy.W.F. 
CONWAY.W.F. 

CONWAY, W.F. 
COOKJ. 
COOPER, R 
COOPER,WJ. 

COOPER.W-J. 

CORTLAND,P. 
CORTS.V L 
CORTS.V.L, 
CORTS,VX 
CORTS.V L 

CORWIN, W.B. 
COSS.H D. 
COSTELLO,F. 
COSTELLO.F.M, 
COSTELLO.N.J. 

COTTER, 8.P. 
COTTER, B.P. 
COTTER, B.P 
COUNSIU.W.Q. 
COUNSIL.W-Q 

COUNSIL.W.Q 

COUN8IL,W,G. 

COUNSIIW-Q. 

COUNSIL.W-G. 

COUNSIL.W.Q. 

counsilw.g 

counsilw*Q. 

COUNSILW.G. 

COUNSILWQ. 

COUNSIL.W.Q. 

COUNSILW.G 

COUNSIL.WG. 

COUNQILW.Q. 


8810170440 

8010100376 

B810160307 

8810210097 

8810210558 

8010240236 
8810170080 
8010170261 
0010100369 • 
6810260206* 

0010179179 
6010170436* 
6610160410* 
8010180426* 
66 101 004 39* 

8010110288 

0009200290 
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6610070097* 
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8800290046 
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0810060077 
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601012035/ 
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6610170067 


50*335 
59250 
&0-250 
50*260 
50 250 


O 

R 

0 

F 

R 


50250 R 

60333 R 

50 461 8 

68-320 T 

50 329 Q 

TOPREP 
REVIEW m P 
REVIEW on P 
REVIEW QR P 
REVIEW GRP 


NUREQ 

60-317 

40-341 

40-341 

60*293 

60*322 
69*335 
60361 
60 445 
60*445 

60 445 
50*445 
50445 
50*445 
60 445 

50-446 

60-445 

60-445 

60-445 

50-445 


Q 

Q 

Q 

A 

S 

a 

s 

s 

Q 

S 

s 

s 

Q 

s 

s 


60-445 8 

60-446 A 

60-445 A 


CRUrCHFIELD,D. 
CRUTCHFIELD.D. 
CnUTCHFIEiaC 
CUFFiRO. 
CULBERSON, D.Q. 

CULLEN, J.F. 
CULLEN, J.F. 
CUMMINGS, G E. 
CUMMINGS, Q.E, 
CUMMINS, J.E 

CUWMINS.J.E. 
CUNNINQHAM,OE. 
CURRAN.D. 
cunnAN.D. 
CURRAN, D 

CURRAN.D. 

CURRAN,D 

CURRAN.D. 

CUR RAN, a 
CUflRAN,D. 

CURRAN.D 
CURRAN, D. 
CURRAN.D. 
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DANCE, H.C. 
DANC6.H.a 
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DANIELSON.TS. 

DANTONWR. 
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6910050058 

6810170292 

8810030317 
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50*3 
50 601 
40-2061 
70*304 


8800280217 40-8911 

8610160216 40-9911 

0009280254 WASTE RES 
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8810030277* 69-260 O 
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0810210513 PR 
0610030035 69 443 
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8819130304 
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Q 

G 

G 
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G 

G 

G 

G 

Q 
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PR 
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ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

DAVEDSOM.BS 

0610040403* 

SO 244 

Q 

DIEDERICH.G J 

6610190254 

50-373 

R 

OROMERICK.AW 

0610130276 

50-219 

P 

[>AV[DSON,B,S 

0610170352* 

SO 277 

0 

OIETZ.C R 

6610130017 

50-261 

P 

DROMERICK.AW 

8810130355 

50-219 

J 

OAVES, A B 

060920031 1 

50 155 

0 

□lETZ.G R 

0603070053* 

FOIA 


DROMERICK.A W 

6810170ie& 

50-219 

P 

0 AVI'S, A B 

8009260316* 

50 15S 

0 

DIETZ.G R 

0603160344* 

FOIA 


DROMEfllCK.A W 

8810170300 

50-219 

P 

OAVES, A 0 

8610040254 

REVIEW 6R 

P 

OIETZ.G R 

8003160350* 

FOIA 


DROMEHlCK,A W 

8810170450 

50 219 

P 

DAVIS, A 0 

8810070224 

50 346 

Q 

DIETZ.G n 

0003170198* 

FOIA 


DROMERICK.A W 

8810180066 

50 216 

P 

DAVES,A 0 

8010110139 

50^341 

Q 

DIFFERENT, P.M 

8610170250 

50 416 

S 

DROMERICK,A W 

8810200292 

50 210 

P 

DAVIS, A 0 

68101 10148 

50^263 

P 

DIGGS, R M 

861 0040424 

50-219 

P 

DROMERlCK,A W 

8810200290* 

50 219 

P 

DAVIS, A 0 

8010110337 

50 454 

P 

DIGGS, R M 

0010040435 

50 261 

P 

DROMERICK.A W. 

8810200298 

50 219 

P 

DAVES,A 0 

B0101 70064* 

50 374 

P 

DIQQS.RM 

8810110116 

50 250 

P 

DROMERICK.AW 

8810240180 

50 219 

Q 

DAVIS, A 0 

8810190189 

50 316 

P 

DIGGS,R,M. 

8610110121 

60 416 

P 

DROMERICK.A W 

8810240220 

50 219 

Q 

DAVIS, A 0 

8810260408* 

so 454 

Q 

DtGGS.R M 

6610200256 

50-457 

P 

DRUGA.R.J 

8810070140 

50 334 

R 

DAVES,B 

8810050133 

50 440 

Q 

DIGGS, R M 

6610200321 

50 259 

P 

DRYSOALE.P. 

8810040089* 

60 353 

Q 

DAVES, E 

8810180504* 

REVIEW GR P 

DIGGS, R M 

8610310199 

PR 


DUANE, DW 

8810030195 

50-277 

Q 

DAVES,E 

8810240532* 

REVIEW GR P 

DIQNAN.TG 

8810050104 

50 443 

G 

DUCATMAN.A 

8611040183* 

FOIA 


DAVES,J 

0803070057* 

FOIA 


OIGNAN.T G. 

8810060104 

50 443 

G 

DUEl.L,J N 

8810210146* 

50-220 

R 

DAVES,M 

8810050208 

SO-526 

J 

DIGNANpT.G 

6610050172 

50 443 

G 

DUELL.J N 

8810210154* 

50 220 

R 
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0610060085 

50 530 

P 

DIQNANJ G 

6610050172 

50-443 

G 

OUGSTAD.D 

8610210579 
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R 

DAVIS, P 

0810040407 
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DIGNAN.TG 
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50-443 

G 

DUNKLEBERGER.J 

8610060322 
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0610040408* 
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DIGNAN.T G. 
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50 443 

G 

DUNN.G A 
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50 440 

S 
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REVIEW GR P 

DIGNAN.T G. 

0610160177 

50 443 

G 

DUNN.G A 

6609290206* 

50 440 

s 

DAVISON ,WS 
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60-397 

S 

DIGNAN.TG 

6610200050 

50 443 

G 

DUNN.G A 

8609290208* 

50 440 

s 
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s 
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G 

DUNN.G A 
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s 
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F 
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F 
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F 
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G 
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Q 
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s 
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P 
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P 

DURR.J P. 
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Q 
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P 
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50-282 

P 
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Q 
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P 
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P 
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Q 
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50-346 

P 

DIIANNI.DC 
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50 282 

P 
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8810040063 
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Q 

OE AQAZIO.AW 
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50-346 

P 

DIIANNI.DC 

8809280186 

50 155 

P 

DURR.J P 

8810060011* 

50 289 

Q 

DE AGAZIO.AW 

0810190375 

50-340 

P 

DIIANNl.D C 
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50 155 

P 

DURR.J P 

8810060042 

60 277 

Q 

DE M A ISON, BP, 

8810170154 

50-346 

F 

DIIANNI.DC 

6809290093* 

50 315 

J 

DURR.J P, 

8810130182 

50 289 

Q 

DEAGA2IO.AW 

8809260239 

50-346 

P 

DIIANNI.DC 

8809290241* 

60 341 

J 

DURR.J P 

8810170035 

50-353 

0 

DEAGAZIO.AW 

8810100163 

SO 346 

J 

DIIANNI.DC. 

0609290329 

50 263 

J 

DURR.J.P 

8010170044 

50-271 

Q 

DEAGAZIO.AW 

8810130285 

50 346 

P 

DIIANNI.0 C 

0809290337* 

50-263 

J 

DURR.J P 

8810170287* 

60-277 

Q 

DEAGA2IO,A W 

8810130287* 

50-346 

P 

DIIANNI.DC 

8809300008* 

50-263 

J 

DURR.J P 

8810180123 

SO 210 

O 

DEAQAZIO.A W 

8810140024 

50 346 

J 

DIIANNI.DC 

8810040376* 

50-263 

P 

DURaJ P. 

BQ1D190035 

SO 216 

o 

DEAGAZIO.A W 

8810170019 

so 346 

P 

DILLON.D. 

8310070036 

40 8027 


DURR,J P, 

0810190449 

so 210 

o 

DEAQAZIO.A W 

8010200049 

60-346 

P 

DILWORTH,S.a 

8810120078 

50-424 

R 

DURR.J P 

B810210190 

50 203 

Q 

DEAM.RS 

8810030117 

NUREG 


DIUWORTH.S C. 

8810190012 

60 424 

R 

DURR,J P 

081 021 027 Q 

50 443 

Q 

DEAN.R S 

88100S0250 

NUREG 


DIONNE, BJ 

6610110230 

50 293 

R 

DURR.J P 

0810210537 

50 353 

Q 

DECKER .TR 

6809300167* 

50-324 

Q 

DIRCKS.WJ 

0810270473* 

FOIA 


EAPEN.P K 

8810040077* 

50 353 

Q 

DECKER J R. 

8809300171* 

50-261 

Q 

DIXON, 0. 

8810100212* 

WASTE MGT 

EAPEN.P.K, 

8810040089* 

50 353 

O 

DECKER .T R 

8810040263* 

50 321 

Q 

DIXON.B 

BB 101 30249 

WASTE MGT 

EAPEN.P K 

8810130183* 

50-299 

Q 

decker.tr 

8810070290* 

50 338 

Q 

DIXON.B 

8010140074 

WASTE MGT 

EAPEN.P K. 

8810130271* 

50 309 

Q 

DECKER, T,R 

8B10140197* 

50-259 

O 

DOCTOR.P.Q. 

8810260153 

NUREG 


EAPEN.P K 

8810170055* 

50 271 

Q 

DECKER, 7 R 

6810240219 

50 269 

Q 

DODA.R 

8810240461 

l&E 


EAPEN.P.K 

8610210292* 

60 443 

Q 

DEDDENS.J C 

8809280266 

50-458 

Q 

DODA.R J 

6809290384 

l&E 


EARNEST, A B 

8809280042* 

50 459 

Q 

DEDDiNS.J.C 

8809290287 

SO 458 

S 

DODA.R J. 

8810040317 

)0E 


EARNEST, A, 8. 

8810050094* 

50-409 

0 

DEELSNYDER.L 

8810180359 

50-254 

R 

DODA,R J 

6610050069 

l&E 


EARNEST.AB 

8010210141* 

50 482 

Q 

□ EELSNYDER.L 

8810180359 

50-254 

R 

DOLECKECK.D 

8809290359 

60 254 

S 

EARNEST.A B 

0810210169* 

50 496 

F 

DEER IN WATER 

8810110076 

PR 


DaNEtAN,K, 

8001290298* 

60 293 

P 

EARNEST,A B. 

881024D123* 

50-313 

Q 

DEFAYETTE.R-W 

8810100044* 

50-346 

Q 

DONNELLY.J 

8810030392 

WASTE MGT 

EASON, L P 

0810050225* 

CONTRACT 

DELEONARDIS.R 

8810130235 

40-8904 


DONNEL1.Y,J 

8810190459* 

WASTE MGT 

EBERT.aD 

6810030016 

50-196 

P 

DELGEORGE.LO 

8810140116 

50-456 

Q 

DONOHEW.J.N 

6810180411 

50-327 

P 

EBNETER.S.D 

8810030286 

70-687 


DEMAISON,BP 

8810180458 

50-346 

F 

OONOHEW.J N 

B810060081 

50 327 

P 

EBNETER.S D 

8810040225 

50-309 

Q 

OEMAISON.B P. 

8610180508 

50-346 

F 

DONOVAN,R.W. 

6B10030156 

NUREG 


E0NETER.S D, 

8010040340 

70-1100 


OEMABCO.D 

8809290083 

CONTRACT 

DORSEY.M 

881 0040402 

CONTRACT 

EBNETEaS.D. 

6810060172 

70-1100 


DEMARCO, D 

8810030404 

CONTRACT 

CXDRSEY,M. 

8810050026 

CONTRACT 

EBNETER.S D 

8010130053 

70-371 


DEMASTRYJ A 

8810270193 

50-335 

Q 

DORSEY.M 

8810050077 

CONTRACT 

E8NETER,S.D. 

0810170193 

60-300 

Q 

DENLJ S. 

6810030344 

50-277 

0 

DORSEY.M, 

8810050105 

CONTRACT 

EBNETER.S D 

8810100097* 

FOIA 


DENTON. H R. 

6506210316* 

FOIA 


DORSEY.M. 

8610050143 

CONTRACT 

ECONOMOS.N 

8810120224* 

50-290 

Q 

DENTON.H R 

8809290077* 

ORG 


DORSEY.M 

8610050312 

CONTRACT 

ECONOMOS.N.E. 

8810040224* 

60-269 

O 

DEROOS.C 

8610170001 

40 8601 


DORSeY.M 

8810050331 

CONTRACT 

EDGE,W E 

8810210424 

50-416 

n 

DEWEASE.JG 

8809290214 

50-382 

P 

DORSEY.M 

8810060046 

CONTRACT 

EDGEWORTH.PJ. 

8809270025* 

50-320 

p 

DEWEASE.J G. 

8610040394 

50-362 

P 

DORSEY.M 

8810060136 

CONTRACT 

EOGEWORTH.PJ. 

8609290195* 

CONTRACT 

DEYOUNG, Q,L 

861 01 90266 

60-237 

P 

DORSEY.M 

6810060268 

CONTRACT 

EDGEWORTH.PJ. 

0809290259* 

CONTRACT 

DICHLER,C R. 

8810180268 

71-9033 


DORSEY.M 

BB101 70046 

CONTRACT 

EDGEWORTH.P J 

8809290306* 

CONTRACT 

DICK.G.F 

8810030230 

50 490 

J 

DORSEY.M 

8610160362 

CONTRACT 

EDGEWORTH.PJ. 

8809300090* 

50-445 

A 

DICK.G F 

8610140021 

50 490 

J 

OORS6Y.M. 

8810210506 

CONTRACT 

EDGEWORTH.P J. 

8810030169* 

CONTRACT 

DICK.G F. 

6610140219' 

' 70-3018 


OOSANJH.SS. 

8310050256 

NUREG 


EDGEWORTH.P J. 

8810030345* 

CONTRACT 

D1CK.G F 

6810170087 

50 498 

P 

DOUQHER.J D 

8810110036* 

50 219 

P 

EDGEWORTH, PJ. 

8810030357* 

CONTRACT 

DICK,G F. 

6810170131 

50 498 

Q 

DOUGHTY.J. 

6810280139 

50-443 

G 

EDQEWORTH.P.J. 

0010040132* 

CONTRACT 

DICK.G F. 

8610160280 

50 499 

A 

DOUGHTY.J 

8810310468 

PR 


EDGEWORTH.PJ 

0010040168* 

CONTRACT 

DIEDERICH.G J 

8609290365 

60-373 

S 

DOUGLASS,W.W. 

6610110262 

50-331 

S 

EDGEWORTH.PJ. 

0810040194* 

CONTRACT 

DIEDERICH.G J. 

8809290377 

50 373 

S 

DOVE,R>C 

8810050192 

NUREG 


EDGEWORTH.PJ. 

8810040213* 

CONTRACT 

DIEOERICH.GJ 

8310030411 

50 373 

s 

DOWNS.R A 

8810260049* 

60-443 

H 

EDGEWORTH.P J 

8810040243* 

CONTRACT 

DIEDERICH.G J 

8310040091 

50 374 

s 

DOXSEY,J.R. 

6809290012 

60-387 

P 

EDGEWORTH, PJ 

8810040253* 

CONTRACT 

DIEDERICH.G J 

3610040099 

* 50-374 

s 

DOYLE.J D 

8610200079* 

60-354 

P 

EDGEWORTH.PJ 

8810040296* 

CONTRACT 

DIEDERICHGJ. 

3610050120 

50-374 

s 

DRAWBHIDGE.BL 

0609200263* 

50-29 

Q 

EDGEWORTH.PJ 

0010040323* 

CONTRACT 

DIEDERICH.G J 

0610070106 

50-374 

s 

orawbriogeal 

6809300031 

60-29 

Q 

EDGEWORTH.PJ 

8810040324* 

CONTRACT 

DIEDERICH.G J. 

8310180014 

50-374 

s 

DROMER1CK.A 

8810060160 

60-219 

J 

EDGEWORTH.PJ. 

8810040331 * 

CONTRACT 

DIEDERICH.GJ. 

8310180211 

50-374 

s 

DROMER1CK.A.W. 

8809290111 

60-219 

P 

EDGEWORTH.PJ, 

8810040357* 

CONTRACT 
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88 10100018 
6810100048 
8810110064 
8810110110 

6810120213 
881 01 20215* 
6810120283 
8810120291 
8810120374 

8B1O12038D 
8810120409 
BB1 01 30007 
8810130030 
8810130051 

8610130143 

8610130148* 

881O130261 

8609290041 

8609280144 

8810040168* 
8810060234 
681 0060267 
6810060305 
8B1O1O0015 

8010100146 
8810120161* 
8810130038* 
8810130116 
B81 0100132 

881O03013D 

6810030130 

8610040404 

6809200063 

8010120244 


50 498 

P 

SO 498 

Q 

60 49B 

Q 

60 346 
NUREQ 

M 

50 271 

Q 

50 275 

Q 

50 321 

PH 

70 1151 

Q 

50 255 

R 

50 346 

S 

REVIEW GR P 

50 336 

P 

50 413 

Q 

50 413 

Q 

50 400 

Q 

50 321 

70 27 

Q 

50 260 

Q 

50 424 

P 

50 340 

Q 

60 324 

Q 

50 280 

O 

50 425 

Q 

50 269 

Q 

50 209 

Q 

50 302 

Q 

50 269 

70 27 

Q 

50-369 

70-27 

Q 

60-324 

0 

50-280 

Q 

60-260 

R 

60-250 

Q 

50-250 

Q 

50-250 

40-0084 

40-8904 

40-8904 

40-8904 

40-0760 

P 

WASTE MGT 
40-6029 

40-8768 

40-0904 

40-8905 

40-0904 

4O-B820 

50-443 

G 

60-443 

Q 

50-468 

F 

50-267 

S 

50-271 

s 


8810050285 NUREQ 

6810050067* 60*466 O 

8810110264 NUREQ 

8810130082* 60 277 U 

8809290232 50 315 Q 


8809260244 

8810040329 

8810030428* 

8810210123 

8810070230* 

8B09290217 

8610100040 

8810170220 

8810170270 

8810170337 

8810180179 

6810180191 

8610160434 

8810030321* 

8810050087* 

8810050114* 
8810030436 
8810170180 
0010 130271* 
8010170148 


50 237 

PR 

CONTRACT 

Q 

50-220 

S 

50 424 

F 

50-346 

Q 

50-346 

Q 

50-464 

Q 

50 331 

Q 

50 346 

Q 

50 341 

Q 

50-254 

Q 

50-454 

Q 

50-205 

O 

60 456 

0 

50 373 

Q 

50 219 

S 

50-219 

S 

50 309 

0 

WASTE MGT 


6810170152 

8810180410* 

8810100426* 

6810160439* 

681004Q409 


WASTE MGT 

review QR P 
review GR P 
REVIEW QR P 
50 277 Q 


8808290141 50 259 P 
0800200218 60 259 P 
8800290112 S0'390 O 


AUTHOR 


GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 


GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R. 

GRIDLEY.R. 

GRIDLEY.R 

GRIDLEY.R. 

GRIDLEY.R 

GRIDLEY.R, 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R. 

GRIDLEY.R. 

GRIDLEY.R. 

GRIDLEY.R 

GRIDLEY.R. 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 

GRIDUEY,R, 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R, 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R. 

GRIDLEY.R, 

GfllDLEY.R 

GRIDLEY.R, 

GRIDLEY.R 

GRIDLEY.R. 

GRIDLEY.R. 

GRIDLEY.R 

QRIOLEY.R, 

GRIDLEY.R. 

GRIDLEY.R 

GRIDLEy,n 

GRIDLEY.R 

GRIDLEY.R 

GRIDLEY.R.L. 

GRIDLEY.RL 

GRIFFITH.P 
QRIFFITH.P. 
GRIFFITH, SC 
GRIMES, G I 
GRIMES, C.l 

GRIMES.C.I. 

GRIMSLEY.O 

GRIMSLEY.O 

GRIMSLEY.DH 

QRIMSLEY.D.H. 

GRIMSUEY.D.H. 

GRIMSLEY.DH 

GRIMSLEY.D.H 

GRIMSLEY.O.H 

GRIMSLEY.DH. 

QRIMSLEY.D H 
GRIMSLEY.D.H 
QRIMSLEY.D H 
GRIMSLEY.D.H 
GRIMSLEY.O H 

QRIMSLEY.D H. 
GRIMSUEY.aH 
GRIMSLEY.D.H, 
GRIMSLEY.DH. 
GRIMSLEY.D.H, 

GRIMSLEY,D.H 
QRIMSLEY.D H 
GRIMSLEY.D.H 
GRIMSLEY.O H. 
GRIMSLEY,D.H, 

GRIMSLEY.DH 
GRIMSLEY.O H. 
GRIMSLEY.aH 
GRIMSLEY.D.H. 
GRIMSLEY.DH. 

QRIMSLEY.D H 
GRIMSLEY.D.H 
GRIMSLEY.D.H, 


ACCESSION 

NUMBER 


0809290165 

6009260168 

S809290285 

B8D9290336 

0810030440 

6610040061 

8810040202 

8810040273 

8810040397 

8810040429 

8810040436 

8810060057 

8610050066 

8810050071 

8810050072 

8610050217 
8010060020 
8610060033 
001 0060250 
0010060280 

8610060281 

0010060344 

8810060372 

6810070002 

0010110256 

0810120022 

6810120113 

8810120162 

8810120404 

8810120406 

8010140105 

6610180472 

6810190026 

0810160108 

6810160242 

8810190250 

8810190423 

8810190427 

8810190436 

8810190400 

8810200017 

6010210109 

6010210160 

8010210191 

0010240047 

8810240324 

6810240326 

6810240373 

8809290002 

8810140145 

8703020098* 
8703020098* 
8010070183 
8810170434 
B31 0200002 

8810200003* 

8809080234 

8610180242 

6010060202 

0010060388 

8810080390 

8610060393 

8810110389 

8810120002 

8010130372 

8810130383 

8810190390 

8810130369 

8610130406 

8810130417 

8810170112 

0010170293 

6010180068 

0010180192 

6610180260 

8810180271 
8610180276 
0810180326 
0010180372 
881 01 00395 

8810100528 

8810190001 

8610190314 

8610250114 

8610260212 

8810260512 

6810260013 

6810260202 


subject 

CATEGORY 


50 390 

S 

50 390 

$ 

60 259 

P 

60-259 

F 

60-327 

P 

50-259 

P 

50-327 

0 

50-259 

F 

50-327 

0 

50-259 

O 

50-259 

Q 

50-327 

P 

50-259 

P 

60-327 

F 

50-327 

P 

50-327 

Q 

60-259 

P 

60-327 

P 

50-327 

0 

50-259 

Q 

60-327 

F 

50-259 

P 

50-259 

P 

50-260 

P 

50-259 

Q 

50-259 

P 

60-250 

F 

50-327 

P 

50-260 

P 

50-259 

Q 

50-327 

Q 

50-327 

P 

60-327 

Q 

50-259 

F 

60-259 

P 

50-300 

A 

50-390 

A 

60-259 

P 

60-327 

P 

70-2010 

50-300 

A 

60 2 60 

P 

50 259 

P 

50327 

P 

70-2010 

50-260 

P 

60-327 

P 

50-259 

0 

60 259 

Q 

60 -390 

O 

60-293 

P 

60 293 

P 

50-269 

J 

50-445 

A 

60 446 

A 

60 446 

A 

60-331 

0 

«< < 
oop p 

60 454 

E 

FOIA 

FOIA 

FOIA 

FOIA 

60-280 

F 

60-293 

F 

60-276 

F 

FOIA 

FOIA 

50-20 

C 

70-1710 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

60-397 1 

FOIA 

50*322 

FOIA 

50-203 

FOIA 

FOIA 

50-443 1 

FOIA 
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J^UTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

GRIMSLEY.O H 
grimsiey,ph 
GRIMSLEY.D H 
GRiMSLEV.D H 
GftWSLEY.DH 

eS1 0260240 
ae 10260287 

OB 10260294 
0010260326 
0810260333 

FOrA 

FOIA 

FOIA 

FOIA 

FOIA 

HAIRSTON. W G 
HAIRSTON.W-.G 
HAIRSTON .W G 
HAIRSTON .W G 
HAIRSTON .W G 

6809288270 

0809290113 

8809290142 

8809200253 

8809200375 

50 424 

50 321 

50 321 

50 424 

50 340 

Q 

F 

S 

0 

P 

HART,R D 

HARTp D 

HART,R D 

HARTLEYp S 
HARTLEYS S 

03101 10167 
0810240426 
8810240431’ 
8808120363’ 
8808120363’ 

WASTE RES 
WASTE RES 
WASTE RES 

50 454 P 

50 454 P 

GftjWSLtY.DH 

GR.lWtSLEY.OH 

Gft!lltSL£Y.OH 

GRilUt3L£Y.0H, 

GRll^SL£Y.OH 

0010260339 

QB102G0345 

0610260401 

0010260453 

6610260468 

FOIA 

FOIA 

50 454 Q 

FOIA 

50 247 P 

HAIRSTON .W G 
HAIRSTON ,W G 
HAIRSTON ,W G, 
HAIRSTON .W G 
HAIRSTON .W.G 

8810050263 

86100600U 

8610060336 

8610070020 

061012007B 

50 321 

50 321 

50 338 

50 424 

SO 424 

P 

P 

s 

Q 

R 

HATCH.P.W 

HAUGK.F 

HAUGHEY,M F. 
HAUGHEY.M F. 
HAUGHEY,M F. 

8810030190 

8810170204 

8809290122 

BB09290221 

8009300046 

NUREG 

50 312 

50 410 

50 410 

50 220 

F 

P 

P 

J 

GfilMSL£Y.OH 
<yyMSLEY.OH 
GRiMSLEY.OH 
GRiMSLEY.DH 
GFtiMSlEY.D H 

8010260400 

8810260512 

6010260534 

8810260542 

8610270019 

FOIA 

70 143 

FOIA 

FOIA 

50 293 P 

HAIRSTON ,W*G 
HAIRSTON, W,G. 
HAIRSTON.WG 
HAIRSTON.WG 
HAIRSTON.WG 

8810120170 

8010120277 

8 BIO 130057 
6B1O14O120 
8B1O14O130 

50 424 

50 424 

60 424 
50*340 
50*346 

S 

S 

P 

Q 

P 

HAUGMEY.M F. 
HAUGHEY.M F 
HAUGHEY.M F. 
HAUGHNEY.CJ 
HAUGHNEY.CJ 

0010050010 

0010110338 

0010120174 

0010030277’ 

0010070093’ 

50 220 

50 220 
50410 

50 260 

50 353 

P 

J 

J 

Q 

Q 

GRIWSLEY.OH, 
GfilWSLEY.O H 
GflJMSLEY.OH 
GmMSLEY,OH. 
GRWSLEYOH. 

8610270457 

8010270467 

0610270480 

8010270512 

8610270626 

FOIA 

FOIA 

FOIA 

50 445 A 

FOIA 

HAIRSTON.W Q 
HAIRSTON.WG 
HAIRSTON, W G 
HAIRSTON.W.G 
HAIRSTON.W.G 

8810U0205 

8810170074 

8810170294 

8810170371 

8 BIO 170422 

50*424 

50*321 

50*321 

50*321 

50*424 

P 

R 

F 

F 

P 

HAUGHNEY,GJ 
HAUTH,J 
HAVERKAMP.O 
HAVERKAMP.OR 
HAVERKAMP.O R 

0010110002* 

0010050265 

0010120244 

0010040019* 

0010120349* 

50-245 

NUREG 

50 271 

50 271 

60 443 

0 

S 

Q 

Q 

GftlMSLEY.DH 

GROSS, XW. 
GRUBBC^DO 
GFlONSEICH,fl,W 

gruhse WR w 

8610310563 

0609290361 

8010070037* 

8810050297 

6810140053 

40 341 

50 250 S 

50 362 Q 

50 322 S 

50 322 S 

HAIRSTON.WG. 
HAIRSTON.WG 
HAIRSTON.W Q 
HAIRSTON.W Q 
HALE.CJ. 

8310180272 

8310100012 

3310100260 

3010210506 

0010050317* 

50-424 

50*424 

60-340 

50*321 

50*445 

F 

R 

R 

Q 

Q 

HAVERKAMP.DR 

HAWKINS.EF 

HAWK INS, E F. 
HAWKINS.E F 
HAWKINS, E F. 

0010120361’ 

0009280057 

0009280085 

0609280134 

0009260235 

50 443 

40 1162 

40 299 

40 8904 

40 8902 

Q 

GUaLIElMOP. 
GUUDeWONO.W G 
GUfnflUM.B 
0llW7flUW,BC 
GUS7>fERR0,J, 

6610210516* 
0609290047* 
00 10200039 
0610200036 
6610210520 

CONTRACT 

50 445 A 

50 400 S 

PT21 

60 443 H 

HALE.CJ. 

HAUe.CJ, 

HALE.M W 

HALL, OP. 

HALL, DP, 

801 020007 r 
0010200117* 
0010100047 
0010040166 
0810050274 

60-443 

50-443 

60-400 

60 461 

60 461 

P 

P 

R 

O 

P 

HAWKINS.E F. 
HAWKINS.E F 
HAWKINS.E F. 
HAWKINS.E F 
HAWKINS.E F 

0009260297 

6009290041 

8009290087 

3009290110 

8809290123 

40 8502 

40-8084 

WASTE MQT 

40 8084 

40 0452 

GOnERREZ^J H 

GUTIERREZ^hIM. 

60nERFE2,JM 

GunEflREZ.MR> 

>WS$.WP. 

8610120361* 
8810120354 * 
6810200262* 
6810030190 
6810070123* 

50 443 Q 

60 443 Q 

50 322 Q 

NUREG 

QA999 

HALL.J.M. 

HALL,J.n, 

HALL,J R 

HALL.J.R 

HALL.JR 

0010170437* 

8010110180 

0010110382 

0010120150* 

0010170006 

60*360 Q 

60*331 P 

60 331 J 

REVIEW GRP 

50 331 J 

HAWKINS.E F 
HAWKINS.E F 
HAWKINS, E.F. 
HAWKIN&.E F 
HAWKINS, e,F. 

8809200150 

8809290219 

8809290220 

0809200237 

0809200246’ 

40 8905 

40 8004 

40 8003 
40*8905 

40 8771 


HABER, OR 

HABER, 0 a 

HAQAHJ 

HAOjWjJ 

KWAMJJ 

6010160401* 

6010100418* 

6010040164 

8010190176 

8009300060 

FOIA 

FOIA 

50 354 R 

60*364 R 

50*364 S 

HALL.J.R 

HALL,J n. 
MALLER*WA 
HALTIWANQER.J 
HAMAL.W 

6810170399 

68 10170446 
8600300184 
8010160302 
8610110111* 

59*331 P 

50331 P 

59 369 P 

50 395 n 

CONTRACT 

HAWKINS.E,F. 
HAWKINS.E F. 
HAWKINS.E F 
HAWKINS.E F. 
HAWKINS.E F 

0009290252* 

8610040229 

0810040321* 

8810060148 

8610060234 

40 BQ57 

40 4492 

40 0659 
40*8926 

40 8604 


HAGAN.TF. 

HA3AN.TF 

KWAMja 

KM1W,T.F. 

8810140168 

8809270004* 

0809270102* 

0009290104* 

0BO929O157* 

60*354 S 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

HAMILTON.P. 
HAMMER.M F 
HAMMtCK.E,M. 
HAMRICK.J.S. 
HAMRICK.JS 

0010100440 

0010210221 

0810050193 

0810130294 

0610180231 

50 293 
60*263 
NUREG 

40 0331 
49*3331 

R 

S 

HAWK1NS.E F. 

HAW KINS, E F. 
HAWKINS.E F 
HAWKINS, E.F 
HAWKINS.E F 

8810060237 

6810060257 

8610060271 

6610060265 

0010060305 

WASTE MQT 

40 0768 

40 8857 

40 6626 

WASTE MGT 

HAGANJF. 

HAGANJF 

FAGANXF. 

HiWI.Ta 

8010030176* 

8010030334* 

8010040048* 

8010040190* 

8310040231* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

HANNEN.R.L 
HANNON, J,N 
HANNON.J.N 
HANNON, J.N, 
HANNON, J N. 

6610110349 

6610050039 

6010110193* 

6010180031* 

6010180032* 

60 331 
NUREG 

50 331 
60-340 
60*403 

8 

P 

P 

P 

HAWKINS. E,F. 
HAWKINS, E F, 
HAWKINS. EF. 
HAWKINS.E F 
HAWKINS.E F. 

0010100003 

8010100016 

0810100060 

6810100146 

8810100160 

40 0057 

40 0029 

40 8502 

40 8766 

40 8907 


HACANJF. 

HAOANJF 

hWUNJF. 

tiWJW.T,F. 

HAGAN JF. 

0810040366* 

0010040406* 

8010050040’ 

8010050064* 

0010050066* 

CONTRACT 
CONTRACT 
60*267 P 

CONTRACT 
CONTRACT 

HANNON, J N. 

HANS.l F. 

HARBOUR, J, 
HARBOUR, J. 
HARBOUR, J 

8010190377* 

0010030007* 

0810050024 

0810200024 

0010770264 

60*349 

40*0946 

60*443 

60*443 

50*443 

P 

Q 

Q 

G 

HAWKINS, E F. 
HAWKtN8.E,F. 
HAWKINS. EF 
HAWKINS.E F. 
HAWKINS,EF. 

0610100164 

8610100166 

8610100210 

6810100215 

6610100232 

40 0650 

40*8102 

WASTE MGT 
408903 

40 6502 

haqanxf, 

HAtyiN.TF 

HAGAHXF. 

HAGAN JF, 

HABANT F, 

0010050003* 
8610050111* 
OBI 0050 130* 
8010050160* 
0010050176* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

HAROUCK.C.C. 
HARBUCK.CC. 
HARDUCK,C.C 
HARBUCK.C C 
HARDQnovej.w. 

0009280249 

0009300110 

0810130218 

6810170100 

8809200102 

60-313 

60-313 

60-313 

50*313 

40*2250 

P 

J 

J 

Q 

HAWKINS.e,F. 
HAWK1NS.E,r. 
HAWKINS, E.F. 
HAWKINS.E.F, 
HAWKINS, E F 

6610100200' 
B6 10 100302 
6610100303’ 
8610120161* 
6510130030* 

40 6657 

40 8657 

40 8857 

40 6604 

40 6905 


KAQAH.IF 

hWAW.TF 

HAGAN.TF. 

WU1AN.TJ" 

HWaWAIF, 

0010050313* 
0010050337* 
8010060020* 
BB1 0000030* 
0010060060* 

CONTRACT 

CONTRACT 

CONTRACr 

CONTRACT 

CONTRACT 

HARISTON,W Q. 
HARMON.P.E. 
HARMON.P.E. 
HARNERiKL 
HARNESS, J,L 

8310070264 

3009200327* 

6810040276* 

0010100291* 

831007026B 

60*340 

60*327 

60-327 

5D-320 

50-324 

Q 

Q 

Q 

T 

R 

HAWKINS, e,F, 
HAWK1NS.E,F, 
HAWKINS.E,r. 
HAWKINS,E,F. 
HAWKINS,E F. 

BB10130085 

6810130132 

5810-130191 

6810140146 

5810140163* 

40 8004 

40 6620 

40 8452 

40 6452 

40 0057 


HAGAN.TF. 

MOAW,TF 

HAOAH.TF. 

WGANJ.F 

FAGAHXF. 

8O100BO00B* 

0810060141* 

6810060230* 

0610060290* 

0610170052* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

HARNESS, J.L. 
HARNESS.J L, 
HARNeS3.J.L 
HARNESS, J.L. 
HARNESS,J.L 

3310120140 

3010170202 

3010180391 

8010100011 

0010100016 

50 324 
60*924 
60*326 

60 324 
60*324 

R 

& 

S 

0 

Q 

HAYES. D.W, 
HAYES.JJ. 

HAYESJJ. 

HAYES, JJ, 

HAYES, J J. 

881 0280431’ 
5609280101 
6500280202 
0010030030 
001.0030200 

50 454 

60 395 

60 395 
50*395 
50-395 

Q 

P 

F 

P 

P 

HAQANJF 

rtWmTF 

WWAH,TF. 

WWSAH.TF- 

hagak.tf 

8810190241* 

0810190336* 

6810190349* 

0610190370* 

8610210402* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

HARRELLP.H. 
HARRINQTONJJ. 
HARRIS, J R. 
HARmS.K.N 
HARRISpT. 

001 0060101* 
0010140017* 
8310130076* 
0000200020 
8010160301 

60*206 

40 8904 

60 426 

59 335 
60*326 

Q 

Q 

F 

S 

HAYE8,J,J. 

HAYES, JJ. 
HAyE8.J.J, 

HAYES, JJ 

HAYES. JJ, 

8810030341 

0810040023 

0010050029 

8010050120 

8B10130136 

50*395 

60-395 

50*395 

50-395 

50*305 

P 

Q 

P 

J 

P 

HJWANJf, 

™W.TF, 

HAGERJ, 

HAjBEYAi. 

HAWEE 

6810210516* 

6810210539* 

6810140059 

6010110234 

8610030226 

CONTRACT 

CONTRACT 

60 256 F 

CONTRACT 
60*322 Q 

HARRISON.D. 

HARRISON.F. 

HARRISON.F. 

HARRISON.F, 

HARRISON.J.J. 

0610170473 

0000100364* 

6610070278* 

6610120140 

6610030060 

PR 

60*324 

69 324 
60*324 
60*440 

R 

R 

n 

Q 

HAYESJJ, 

HAYNES.JG. 

HAYNES.J.G, 

HAYNES,J.a 

HAYNES.J.Q. 

6610200200 

0009200099 

8609290171 

8800260174 

6609290347 

50*395 

50-528 

50-520 

60 630 

50 620 
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mSQNJR, 

8010170216 

8010240465 

8009300010 

8010070350 

8010140234 

60-206 

60 286 
60-220 
60-400 
60-206 

jCmSONJP 

lOWSOKJFL 

JC»*S0Nja 

J0HWS0M.PH 

JOWSONpH 

8610170238 

8010210327 

8010210347 

8010030232' 

8010170124' 

60 400 
60-220 
50-220 
' 60-206 
' 60-397 

, miSONPH 
j jCmsONPH 
? J3KKS3N.S 

8010240029' 

8810240203' 

8810210490 

' 60-397 

‘ 60 307 

GO-277 


P 

S 

Q 

8 

P 

a 

Q 

Q 

Q 

Q 

0 


AUTHOR 


JOHNSON.W J. 
JOHNSON.WJ. 
JOHNSON, W-J 
JOHNSON, WJ 
JOHNSrON.J n 

JOHNSTON, « 
JOHNSTON, K.e 
JOHNSTOHW.V 
JOHNSTON,W V. 
JOHNSTON.W V 

JOHNSTON.W.V 
JONAS, S.A 
JONAS.S,A 
JONAS,S A, 
JONAS.S A, 

JONAS, S, A. 
JONES, J.A 
JONES, S B 
JONES, S B 
JONES,T M 

JONES, WB 
JORDAN, E.t. 
JORDAN,E.L 
JORDAN, E L 
JORDAN,E.L 

JORDAN.e L. 
JORDAN, E L 
JORDAN, E.L 
JORDAN, E L, 
JORDAN, M J. 

JOSEPH.V n 
JOSIQER^WA 
JOSIQER,W.A. 
JOYNER,J 
JOYNER, J. 

JOYNER J.H 
JULIAN, A,C. 
JULIAN, C A, 
JULIAN, C.A 
JUUAN,C A. 

JUUAN,CA, 

JURY.K. 

JUSINO.A 

KAHLE,J.D, 

KAHLE.J.B. 

KAHLE,J,D. 

KAHUej,B. 

KAHLE,J.B 

KAHLEvJ-O- 

KAIIIE,J.B, 

KALMAN, G. 
KALMAN, Q 
KALMAN, G 
KALMAN, G. 
KALSLM S 

KAMEN,8. 
KAMEN,3. 
KAMMERER,C. 
KAMMEnEn,C. 
KAMMEnER,C 

KAMMEnEn,0. 
KANE.J.D, 
KANE.J a 
KANE,Se 
KANE,T.U. 

KANE.W.F 
kane,w,f. 
KANe,W.F, 
KAPLAN, A 
KAPLAN,A 

KAPLAN,A. 
KAPLAN,A. 
KAPLAN, A 
KAPIAN,A 
KAPUN,A 

KAPUN.A. 
KAPLAN, A 
KAPUN.A. 
KAPUNJ^ J 
KARAM,n.A 

KARNER.D.B. 
KARNER,DD. 
KARNER,D,B. 
KARNER,DB. 
KARNER,QB 

KARNER.DB. 
KARNER.DG. 
KATO.W Y. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

6000260104 

60 601 

K 

KATZ.K.L, 

8810170467 

PR 


B81 0050219 

NUREG 


KATZ,M 

60041 30320* 

REVIEW GRP 

6010110095 

NUREG 


KAVANAUGH.M W. 

0910190445 

50-416 

F 

0010210469 

TOPREP 


KAYLEJ D 

eaioo^oaas* 

50-338 

0 

8010110309 

60-165 

R 

KAZUKYNAS.T B 

6610030407 

60-213 

s 

0010030219* 

60-275 

0 

KEARNEY.J J 

0010310347 

PR 


8010170232* 

60-275 

Q 

KEARNEYJJ 

8810310347 

PR 


021(0100260* 

60-464 

E 

KEARNEYMS 

8810100530' 

FOIA 


0410310614* 

60-454 

F 

KEATINQJ 

8610270482 

FOIA 


8411080509* 

60-454 

F 

KEENAN.J.S 

8010110362 

50-423 

s 

8010130031* 

60-247 

P 

KEENAN.J S 

BQIOI 10302 

59-423 

s 

8810200156 

60-443 

Q 

KEIMIQ,R 

6810140114 

50-134 

s 

8310200162* 

60-443 

G 

KEISER,H W. 

0BO928OO87 

60 337 

0 

8810200171* 

60-443 

G 

KEISERHW. 

8809260274 

59 387 

p 

8810270220 

60-443 

G 

KEISER,KW 

8809290012 

SO 307 

p 

8010270243 

60-443 

G 

KEISER,H.W. 

8809290030 

59 306 

0 

0010010097* 

40-0831 


KEISER.H.W 

8810030332 

50 387 

0 

0010170040 

60-269 

S 

KEISER.H.W. 

8810060054 

80-307 

p 

0810100320 

60-269 

S 

KCISER.H.W, 

8810100310 

60 307 

p 

8810170282 

60-324 

s 

KEISER.H.W. 

8810190329* 

60 387 

p 

0810120200* 

60 469 

Q 

KELLY, G,M 

8810210398* 

50-244 

0 

0008210307* 

FOIA 


KELLY, J A 

8809280042* 

50-458 

0 

8000160104 

REVIEW QR P 

KELLY.J.A 

8809280050* 

SO-205 

Q 

0009300173 

REVIEW QR P 

KELLY J A 

0810210141* 

60 4B2 

0 

0010030270 

REVIEW QR P 

KELtY,JAF 

8810210323* 

50-313 

0 

8010040002 

ORQ 


KELIY,L 

8810210514 

50-286 

R 

0010100161 

REVIEW GR P 

KENMAN,J.S, 

8810110385 

60-423 

S 

0010190422 

REVIEW OR P 

KENNEDY.E E. 

8010130320 

40-8993 


0010260406 

REVIEW GR P 

KENNEDY.e M, 

8801070444* 

50-293 

P 

8010100100* 

60-166 

V 

KENNEDY,E M. 

80101 80204* 

50-293 

u 

0010110362 

60-423 

s 

KENNEDY, E M 

8S102S0002' 

60-293 

u 

0010170270 

60-280 

Q 

KENNEDY, J. 

8010190469* 

WASTE MQT 

0010210514 

60-286 

n 

KENNEDYJg. 

8010170361* 

WASTE MQT 

0010060073 

I8E 


KENT, A P, 

8010190181 

50 408 

R 

0010170314 

laE 


KERR,W. 

88D922D083 

ACRS 


0010100101* 

70-1718 


KeRfl.W. 

6809220114 

Acns 


0010130201 

60-324 

Q 

KERR,W. 

6009220142 

ACRS 


0010040207 

60-302 

Q 

KeflR.W, 

6009220189 

ACRS 


8010000009 

60-426 

Q 

KCRR.W. 

0009220212 

50 293 

0 

8010130050* 

60-280 

Q 

KEnaw. 

6010200470* 

ACRS 


8010310346 

60*280 

P 

KERR.W. 

6010200483* 

ACRS 


8010040206* 

60-302 

Q 

KEUTER,DR 

0610060302 

50 312 

p 

8000200357* 

60-454 

Q 

KEUTER.Dn. 

0010070008 

60 312 

p 

8010040106* 

60-327 

Q 

KEUTEaDR 

0610130041) 

50 312 

R 

0010040244' 

' 60-400 

Q 

KEUTEn.OR. 

0010140133 

50 312 

P 

0010040266' 

60-289 

Q 

KEUTEfl,D.n 

0810140177 

59 312 

S 

0010100116' 

70-1161 


KEUTER.0R. 

0610100121 

59.312 

s 

0010130006' 

60*324 

Q 

KEUTER.aR 

0010190260 

59-312 

s 

0010130007' 

60-261 

Q 

KHATTAkM.S. 

0010040078 

NUREG 


0010240221 

60-280 

Q 

KHATTAK,MS. 

6010040110 

NUREG 


0010000137 

60-312 

Q 

KILGORE, B E 

0009200073 

50 320 

s 

0010000165 

60-312 

J 

KILGOUaRJ 

6010110199' 

REVIEW GR P 

8010110212 

60-312 

P 

KILGOUR,RJ 

0010110220' 

REVIEW GR P 

0010110301 

60-312 

J 

KINQ,LP. 

001DO5O242' 

50 336 

Q 

0010120223 

* CX>NTfiACT 

KINQSIEY.OD 

001DO5O146 

50 416 

0 


0910070306 

0610110363 

0000200277 

0000300140 

0010100202 

0010140044 

8010070247 

0010160532* 

001017021? 

0010040337 


m 

m 

STATE PROG 
STATE PROQ 
STATE PROQ 

WASTE MOT 

PROJ 

F01A 

60-246 S 
PR 


0010060035 60-277 
0010070336 50-307 
001021 0307 60-244 
0000270041 60-440 
0000200203 50-440 

0000200330 50-440 
0010030027 50-440 
0010030417 50*440 
0010100120 50-440 
0010140006 50-440 


0010170176 

0010160400 

0010200065 

0010000040* 

0010120151 

0000270030 

0010040306 

0010000201 

0010120182 

0010120230 

0010140102 

0010170010 

0010210016* 


50-440 

50-440 

50-440 

50-277 

60-100 

50-520 

50-620 

50-620 

50-620 

60-530 


Q 

Q 

Q 

S 

S 

S 

Q 

P 

F 

S 

V 

s 

n 

Q 

p 

F 

F 

P 

Q 

P 


50-620 Q 

50 620 P 

REVIEW GRP 


KINQ8tEY,OD 

KINGSLEY.OD 

KINNEMANJ. 

KINNEMAN.J. 

KINNEMAN.JD 

KINNEMANJ a 
KINNEMANJ D 
KINNEMANJD 
KINTNen,E E 
KINTNER,!.! 

KINTNER.IL 
KINTN£R.L,L 
KINrNER,L L 
KINTNEH.l. L 
KINTNER,!.!. 

KlMTNER,i.L 
KINTNER,L,L 
KINTNERpLL 
KmTNER.Ll 
KINTNER.L L. 

KINTNER.l L 
KIMTNER.LL 
KINTNER.l L 
KmXHER.lL 
KINTNER.l L 

KIR0Y.F 

KIRKG. 

WRKGA, 

KiRKhOFF.R.W 

KlflKWOOD.A 

KIRKWOOD, A, 
KIR8CH.DF. 
KIRSCliD F. 


6010070009 
6B1 0240230 
6100170056' 
6010310570' 
6600040101' 


50 416 P 

50 416 S 

FOIA 
40 341 
FO)A 


6611040176' FOIA 
6806220052' FOJA 
6610060004 40 8040 

6610140076 60 320 

6010160462 50 416 


H 

P 


6609260303' 50-416 P 
6609200167' 50 395 P 
6609200009' 50-261 J 
6809290069 50 324 J 
6609290072' 50 324 J 

6609290106 50 416 P 
6609290133 50 416 P 
6609290193' 50 400 J 
6600290196 50-416 P 
6609290213' 60 34B J 


6610030032* 

6610040279 

6610110317 

6610160490* 

6810210632 

6610110107' 

6610110169' 

6610110179' 

6610030331 

6610100006' 

6810110056' 

6609300926 

6610030124 


60-395 P 

60416 J 

60416 P 

60416 P 

50 416 P 

CONTRACT 
review GRP 
REVIEW GRP 
50 277 0 

60*271 Q 

50 213 O 
50-344 Q 
50 344 0 



292 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

KIRSCH.D F 

8010030123* 

50-344 

Q 

KRIMM,RW, 

6010190405 

80-443 

F 

UTZ,J E. 

BB10040343 

WASTE MQT 

KfRSCH,D<F. 

6810140046 

60 27 

V 

KRJSEB.H W 

6010190105 

60-367 

R 

latz.j e. 

8810240172 

WASTE MQT 

kirschId F 

8810140092 

50-243 

V 

KROESCHE.J.a 

6010270169 

60-224 

G 

LAWSON.L T. 

8010130286 

60 269 

J 

kIrscb D F. 

8810170110 

60-397 

Q 

KnOESCHE,J B 

0310270169 

50-224 

Q 

LAZARUS, W. 

0B1 005004 6* 

80-54 

0 

kirschIdf 

8810 1701 17* 

60 397 

Q 

KRUGER.R. 

0610140104 

60-315 

F 

LAZARUS, W J 

8810030121* 

50-244 

Q 

KIRSCH.OF 

6810180210 

50 275 

Q 

KRUPKA,K M 

0010180017 

WASTE RES 

UZARUS.W J, 

0010030134* 

50-220 

Q 

KLEINS OR GE,W P. 

881W0327* 

50-395 

O 

KUBJCKJA 

6306040616* 

50 454 

F 

LAZARUS,WJ 

0010040376* 

£0 S7 

Q 

KLINE,Q J 

6810050123* 

50-443 

G 

KU EM IN, XL, 

081004041 1 

50-265 

P 

LAZARUS, W J 

8010040304* 

50-225 

Q 

KLINE J R 

6810030055 

50-322 

Q 

KUEMIN,J L 

0010110224 

60 265 

P 

lazarus.w j 

8010050021* 

50 333 

Q 

r\wii i fc n 

HNAPP^M B. 

6B 101 60534* 

FOIA 


KUEMIN.J L 

0810130068 

50 265 

P 

LAZARUS.W J. 

0010050056* 

50-193 

Q 

KNAPP, M R 

881 0270662* 

FOIA 


KUHN,A 

8810130376 

40 0904 


UZARUS.W J 

8010170069* 

50 271 

Q 

KNICELEY.J 

681 0210474 

50-331 

S 

KUHN.A K 

8010130199 

40 6904 


UZARUS.W J 

0010240495* 

60-277 

Q 

K NIGHT, SP 

8510130233 

40-8027 


KUHN. A K. 

6810140017* 

40 6904 


LAZO.R.M 

B81 020001 2 

60-443 

Q 

KNIGHT ON ,G W 

8B002Q0062 

50-323 

Q 

KULCHAK.R D, 

6810040405 

50-269 

S 

LAZO.R.M. 

8010200010 

60-443 

Q 

KNIGHTON.G.W 

6309280233 

50-626 

P 

KULCHAK,R D. 

8010190168 

60-10 

S 

LEE.D.E 

0009200104* 

CONTRACT 


KNIGHTON ,G W 

3809200035 

50 344 

Q 

KUNCI-.L G, 

6800200268 

60 298 

Q 

LEe,D.W 

8810040076 

NUREG 


KNIGHTON, G.W 

6609290402 

60-312 

P 

KUNCL,L Q 

8810030147 

60-298 

Q 

LEE.D.W 

0010040110 

NUREG 


KNlQKTON,G W 

8810110214* 

50-312 

P 

KUZO,G.B 

8810120269* 

60 62 

Q 

LEE.J.C, 

0009200051 

PR 


KNIGHTON,Q,W. 

6810110312’ 

60-206 

P 

KUZO.GB, 

8810120296* 

70-27 


LEE.M P 

6810120266 

WASTE MQT 

KNODE,R. 

8010130018 

40-6943 


UBAHGE.O.E. 

0610130046 

50-333 

P 

lee.t D. 

8010120410* 

70-27 


kNDP.n 

8810170261 

50-461 

S 

UeRUNA,S 

8610210005 

60-354 

Q 

LEECH.P. 

0600010371* 

60 293 

F 

KNOROVSKY,G A 

8610030100 

NUREG 


lACEY.W.S 

8610110373 

60-334 

F 

LEECH, P 

8810270064* 

50-263 

P 

KNOX.E 

6809290305 

CONTRACT 


LACKER.D.K 

6310050234 

PR 


LEECH.P.H. 

0607000022* 

60-203 

P 

KNOX.H 

8610030163 

CONTRACT 


LAGRONE,aL 

6610040075 

NUREG 


LEECH, P H. 

0600100340* 

50-203 

F 

KNOX.E. 

6010040350 

contract 


UHS.W. 

8610170147 

ORQ 


LEECH.P.H 

8810270004* 

50 203 

8 

KNOX,E. 

6610040427 

CONTRACT 


LA)NA8i,G C, 

8610160191* 

50-293 

P 

LEECH.P.H. 

0010270071* 

60 293 

P 

KNOX.E 

881 0040442 

CONTRACT 


LAINAS.Q.O 

0310290160* 

50-293 

P 

LEECH.P H 

0010270077* 

60-293 

S 

KNOX.E 

6810050041 

CONTRACT 


UMANTIA,LA 

8810050002* 

50-395 

P 

LEECH.P.H. 

8810270083* 

50-293 

P 

KNOXE 

8810050158 

CONTRACT 


UNE^XE. 

6010180513 

60-302 

R 

LEECH.P.H 

0010270120* 

50 293 

P 

KNOX,e. 

0310060058 

CONTRACT 


LANGAN.JA 

0810110385 

60-423 

S 

LEGETTE,F.L. 

6810210302 

50-261 

S 

KNOX,E. 

0510060182 

CONTRACT 


LANGE, C. 

8810060076* 

60-333 

Q 

LEHMAN, L L, 

0010170440 

60-205 

s 

KNOX,e 

8010060229 

CONTRACT 


LANGFORD, 0 

6809290210 

60-247 

J 

LEITCH.G.M, 

0810280216 

60-362 

R 

KNOKE. 

8810170255 

CONTRACT 


UNQFORD.D 

0810030049 

60 247 

P 

LEONARD, J D. 

0809280308 

50-322 

Q 

KNOX,E 

8610240383 

CONTRACT 


UNQPORD,0. 

8610130090 

50-247 

P 

LEONARO,J.O 

0009290406 

60-322 

P 

KNOX,ET 

8810040139 

CONTRACT 


LANGLEY, J.R 

3810170201 

TOPREP 


LEPARD,B,L. 

0810030057* 

60-328 

P 

KNOXJ. 

6010270420* 

50 263 

s 

LANPH6R,LC 

6B10030089 

60-322 

Q 

LEROY, S,E 

0BO929O4OG 

60-369 

$ 

KNUOSON,R. 

6810030200 

NUREG 


lANPHER.LC. 

8610030089 

60 322 

Q 

LEROY, S E. 

0810130105 

BO-360 

S 

KNUTH.D F. 

8610190018 

PR 


LANPHER,LC, 

B810160012 

60-322 

G 

LEROY, S.E 

8010170443 

50-360 

S 

KOEHLER.C E 

8B09300014 

60-277 

Q 

lANPHERXC. 

881 01 00012 

50 322 

G 

LEROY, S E 

0010210251 

60-360 

s 

KOHL.C N 

681 0030058 

50 322 

G 

UNPHER.LC 

8010200080 

60-322 

G 

LEROY, S E, 

B81 021 0470 

60-370 

s 

KOHUT,P 

6809140326* 

TOPREP 


LANPHER,LC 

8610200080 

5Q-3Z2 

G 

LEROY, SE. 

0010210401 

60 369 

& 

KOUTAY.P 

6810170216 

50-263 

S 

LANPHER.LC. 

0610200082 

50-322 

Q 

LEROY, 8 E 

6810210623 

SO-S60 

s 

KOLTAY,P. 

6810240455 

SO 230 

S 

LANPHER.LC. 

8810200082 

60-322 

G 

LESSER, M S. 

8009300162* 

60 413 

Q 

KONKLIN,J,E, 

631 Dll 0062* 

50-245 

Q 

lANPHEBX-C. 

8810200103 

60-322 

G 

LETSCHE.K 

0810030414 

50-322 

Q 

KONO.B 

8010050265 

NUREG 


LANPHER.UC, 

6010200103 

60-322 

Q 

LETSCHE.K. 

8810030414 

60-322 

Q 

KONWINSKI,G.R 

8B082BD297 

40-3502 


LANPHER.LC. 

8010280137 

50 322 

G 

LETSCHE.K J. 

0810030099* 

50-322 

Q 

KONWINSKI.Q R. 

8809290150 

40-8905 


LANPHERXC 

8810280137 

60-322 

Q 

LETSGHE,K.J 

8010030099* 

60-322 

Q 

KONWINSKI.G.R 

8810040229 

40-4492 


LANPHER.LC. 

6810280137 

60-322 

G 

LETSCHE,KJ 

0810030260 

50 322 

G 

K0NW1NSKI,G B. 

8810040321 * 

40-6859 


LARA,J.F 

8810060067* 

50 352 

Q 

LETSCHE.K J. 

8810180195 

50-322 

Q 

KONW INSKI, GR 

0810060285 

40-8920 


LARA,J F. 

0010210204* 

60-293 

Q 

LETSCHE.K J 

8010180105 

60-322 

G 

KONWlNSKI,G,R 

8810100104 

40-8659 


LAROCHE.G. 

0309290310 

40 8724 


LEUQERS,M.J. 

0810200043 

60-322 

Q 

KONWINSKLG R 

8610100183 

40 8102 


LAROCHE, G. 

8809290340 

40 8601 


LEUQERS,M.J, 

8010200043 

60-322 

Q 

KONWiNSKl,G R 

8610100303* 

40-8857 


LAROCHE,G, 

3809290353 

40-0601 


LEUQERS,M.J. 

6610270163 

60*322 

G 

KONWINSKi.G R 

B8101 40163* 

40 6657 


LAROCHE,G 

8810100145 

40 8801 


LEUQERS.MJ 

6810270163 

60.322 

G 

KOONTZ,FA. 

0610030057’ 

60-326 

P 

LAROCHE, G. 

0010100148 

40 8801 


LEVERT.F.E 

0010030374* 

CONTRACT 

KORSTAD,D C 

6609280205 

60-344 

J 

LAHOCHE.Q. 

0610140204 

40 8801 


LEVINE,J.M. 

8609200163 

60-313 

S 

KOSHY.T. 

8B1 0210204* 

50-293 

Q 

LAROCHE, Q 

6810190165 

40 8801 


LEVINE, J M 

0810100011 

60-366 

S 

KOSLOFF.OC 

6609300023* 

50312 

Q 

LAROCHE.G. 

8810190280 

40*8724 


LEVINE.m 

B81 01 30000 

60-310 

8 

KOWALS^SJ, 

8810030403 

50-353 

S 

UROCHE.Q. 

8B10 190260 

40-0001 


LEV1NE.J.M 

0010130262 

60-360 

8 

KOWALSKI, SJ 

8810050341 

50-352 

P 

LAROCHE.G. 

6810200405 

40 BB01 


LEVINE, J M 

0010180010* 

60-313 

Q 

KOZUP.C 

8310140059 

50-255 

F 

LAROCHE, G 

8610200419 

40-0001 


LEVIS.W. 

6010240108* 

60-324 

Q 

K02UP.es 

8309200033 

50-255 

S 

UR50N,C.E. 

6810120265 

60-202 

Q 

LEWIS, M. 

0810070041 

PR 


K02UP.C S 

0310040440 

60-255 

f 

LARSON.C.E, 

8810170420 

50-202 

0 

LEWIS,S H. 

6010240018 

60 320 

G 

KOZUP.C S 

8310070356 

50-265 

S 

LARSON, N.B. 

86101 303B5* 

WASTE MQT 

LEWIS, S.H 

0010240122 

50-320 

G 

K02UP.C S 

3810100013 

50-255 

F 

USH,T.R- 

6800230066* 

FOIA 


LIEBERMAN.J, 

0810120006 

60 277 

Q 

KOZUP,CS. 

8B101 10350 

60-255 

S 

LATHAM.aB. 

6010030099* 

60-322 

G 

LIEBERMAN,J. 

0809290176 

60*277 

O 

KOZUP,C.S 

B810170198 

50-255 

S 

LATHAM.SB. 

681 0030099* 

60-322 

Q 

LIEBERMAN.J. 

8009290161 

60-277 

Q 

KOZUP.C.S. 

8810170212 

60-255 

s 

UTHAM.S B 

8010030109* 

60-322 

G 

UEBERMAN.J 

8009260168 

60-277 

Q 

KRAEGER.B A 

8610060038* 

CONTRACT 


LATHAM, S B. 

8610030109* 

60-322 

Q 

LIEBERMAN,J. 

8809290194 

60-277 

Q 

KflAEMER,R 

0810250431* 

50-213 

p 

LATHAM,S.B 

0810030414 

60-322 

Q 

LIEBERMAN,J. 

8B002B0197 

60-277 

0 

KRAEMER.R 

6610250436* 

60-213 

p 

LATMAM.S.B. 

8810030414 

60-322 

Q 

LIEBERMAN,J. 

8809290202 

60-277 

Q 

KRAEMER,R 

6810250440* 

60-213 

p 

UTHAM.S.B 

8810050044 

60-322 

G 

LIEBERMAN.J. 

0809290360 

60-166 

Q 

KRAEMER,R 

8010250444* 

50-213 

p 

LATHAM, SB. 

0610050044 

60-322 

Q 

LIEBERMAN,J. 

0810040026 

60 277 

0 

KRAEMER.R. 

6610250462* 

60 213 

p 

UTHAM.S.B. 

6010100012 

60-322 

G 

LIEBERMAN,J. 

0010040092 

60*277 

Q 

KRAMARCHUK,L. 

6610210223* 

REVIEW GR P 

UTHAM,S.B. 

3810180012 

60 322 

Q 

UEBERMAN,J 

0810040098 

60-277 

O 

KRASOPOULOS.A. 

6810050067* 

60 35a 

0 

UTHAM,8B, 

8810180037 

60-328 

G 

LIEBERMAN,J. 

0B1 00401 01 

60-277 

Q 

KRAS0P0UL08,A 

6810210309* 

50-289 

Q 

UTHAM,S.B, 

8810180037 

60-322 

Q 

LIE0EnMAN.J. 

8810040105 

60-277 

O 

KRAUSE .0,W 

8010170054 

SO 266 

R 

UTHAM.S.B, 

8010100105 

50-328 

Q 

LIEBERMAN,J. 

6010040145 

50-277 

Q 

KRAUSE.R.W 

8010030098* 

50-290 

S 

UTHAM.S 8, 

8810100195 

60-322 

G 

LIEBERMAN.J, 

0810040155 

60-277 

Q 

KRAUTER.QE. 

8810170361* 

REVIEW GRP 

UTHAM.aB, 

6610200066 

50-322 

G 

LIEBERMAN.J. 

0010040191 

60-277 

Q 

KREH.JX. 

0610140167* 

60-259 

0 

UTHAM.S B. 

6810200066 

60-322 

Q 

LIEBERMAN,J. 

0610040271 

60-277 

O 

KRICH,RM. 

0810030402 

60*352 

s 

LATHAM ,8.B. 

6810200062 

60-322 

G 

UEBERMAN,J. 

0810040277 

50-277 

Q 

KR16GER,K 

8809260029* 

60-247 

R 

UTHAM,SB 

6810200062 

60-322 

G 

LIEBERMAN.J. 

6010050040 

l&E 


KRIEGEfl.K 

0809260032* 

50-247 

B 

UTHAM,aB. 

8010270302 

60-322 

Q 

LIEBERMAN.J 

0810050157 

60-277 

Q 

KRIMM.R.W 

8809140394* 

50-443 

F 

UTHAM.S B, 

6810270302 

60-322 

Q 

LIEBERMAN,J. 

8010050279 

60-277 

O 

KFIIMM.R.W 

6606260119 

50-321 

F 

UTHAM,8,B, 

8010230163 

60-322 

Q 

LIEBERMANJ. 

0810060317 

l&E 


KR1MM,R W 

6809260126 

60-280 

F 

UTHAM,S.B. 

0010260163 

50-322 

G 

LIEBERMAN,J 

8010070007 

60-277 

Q 

KRIMM,RW. 

6809290369 

50-313 

F 

UTZ,J E. 

8309300101 

WASTE MQT 

LIEBERMAN,J, 

0010120026 

50 277 

O 
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ij€&tRMAN,J. 

t£B£FlMAN.J 

yt0ER«AN.J 

SlacflJAW.j 

gEB£flWAjV,J. 

P€8€afc<AN.J 

U68ERMW*.J. 

LEBERMAN,J 
lC&£ftMAW,J 
CC&£ftMAW^ L 
UEB£fiMAM,JW. 
L«flOIH.D R 

LMEHAN-J 

LftCHAN/. 

lfieHAN.J 

UVEKAW.JJ 

L«EH^N/JJ 

LWEHAHJJ 

UNEHAHJJ 

LKEHAN.JJ, 

INEIHAHJJ, 

LMER<^NJJ 

UHMERGER.Q 

tfflENeERGEfl.O. 

LNT^O 

IfftULE^ 

LWlLtejC 

IWlUJEfJG 

L?MLlE-JO 

imtE/lO. 

UftTlE^C 

miEJC. 

iAILlEJC 

LWflLlEJC. 

LWflllE^C. 

lSr^'Svs 

Lm,ws 

WtRMOnE.HH 

LVlflMORRH.H. 

U^tflMORE.H H, 
UVEIflMOREH H. 
lNW0RE>i H. 
LVERWOflE.H H 
lOpH 


LCO$0O4^J4J. 

LCHAlS^ii. 

UyAW,H, 

!J>WlSj»K 

.owj,a 

uOMWA 

umiu 

L^Al^O 


ACCESSION 

subject 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


NUMBER 

CATEQORY 


0810120026 

50 277 

Q 

LUEHMAN.J 

8610240099 

50 466 

Q 

MARSHA LL.W. 

eeici 20020 

50-277 

0 

LUEHMANJ, 

8610240341 

50 324 

Q 

MARSTON.R R 

8810120051 

60-277 

0 

LUKE,R P 

6609280208* 

40 8027 


MARSTON.R R 

8010120053 

60 277 

0 

LUKE.R P. 

6809260232* 

40 8027 


MARTIN J 

0610120055 

60 277 

0 

LUNA.J W 

8810050117 

STATE PROG 

MARTIN^Jfl 

8810120056 

50-277 

0 

LUNSFORD.Q 

6609290264 

50 397 

F 

MARTIN.J B 

6810120061 

50*277 

0 

LYONAM. 

B810180211 

50 374 

s 

MARTINJB 

8010120124 

60-277 

0 

LYONS.E. 

0609260 002 

50-260 

S 

MARTINJ B. 

8010120390 

50-277 

0 

LVONS.E. 

8810060207 

60 260 

8 

MARTIN J B, 

8010120401 

60-277 

Q 

LYONS.E 

6810060227 

50 250 

S 

martin.’r D 

8010120403 

50-277 

0 

LYONS.PJ, 

6809290266 

40 2B9 


MARTIN,R D, 

0B1O12O4O3 

60-277 

0 

LYONS.PJ 

B810060160 

40 209 


MARTINR D 

6810140131 

70-1100 


MABRITO.0 

6809300129 

WASTE MQT 

MARTIfLR D. 

0810170298 

l&E 


mabrito.p. 

6810040351* 

WASTE MQT 

MARTIN R D. 

6810190176 

60-324 

0 

MACDONALO.C E 

D809260197 

71-659 


MARTIN^R D 

6B1C240099 

50-456 

Q 

MACDONALD.C E 

6809260203* 

71-659 


MARTIN, R E. 

6810240341 

50-324 

0 

MACDONALO.C E 

8809290324 

71-503 


MARTIN, R E 

6810120001 

50-261 

0 

MACDONALD.C E 

6809290326 

71-504 


MARTIN, R E 

8610040109 

60-277 

Q 

MACDONALD.C E 

8809290332 

71-9222 


MART(N,R£ 

8809200404 

60-309 

0 

MACDONALO.C E 

8809290343 

71 9029 


MAnTIN,R.E 

0810040165 

waste mgt 

MACDONALD.C E 

6810040040 

71 9108 


MAflTIN,T.T. 

8010040169 

waste mgt 

MACDONALD.C E 

8810040041* 

71-9100 


MARTIN,T T 

86101 1032& 

waste mgt 

MACDONALD.C E 

6810040135 

60-204 

P 

MARTIN,! T. 

S01OO4O176 

waste mgt 

MACDONALD.C E. 

6810060342 

71 501 


MARTIN,! T. 

8010040460 

waste mgt 

MACDONALD.C E. 

6810060343 

71 9222 


MARTIN,! T. 

6610050103 

waste mgt 

MACDONALD.C E 

6810180077 

71 9033 


MARTIN,T.T. 

8010110267 

WASTE MGT 

MACDONALD, C.E. 

6810160086 

71*9033 


MARTIN,! T 

8610130346 

waste mgt 

MACDONALD.C E 

6810180006 

71-5595 


MARTIN.T.T. 

8010130354 

waste mgt 

MACDONALD.C. E. 

6810180106 

71-9051 


MARTIN,! T. 

8010140107 

waste mgt 

MACDONALD.C E 

6810180110 

71-9032 


MARTIN.T.T 

8010170324 

WASTE mgt 

MACDONALD.C.E 

6810200440 

71-0103 


MARTIN, T.T. 

8610106466 

WASTE MQT 

MACDONALD.C E 

8810200450* 

71-9103 


MARTIN.!.!. 

8810060024 

60-443 

G 

MACDONALD.C.E. 

6810200465 

71-8132 


MARTIN,! T. 

8810270264 

60-443 

G 

MACDONALD, C.E 

6810200472* 

71-9132 


MART IN, TT. 

8610080282 

71-9033 


MACDONALD.C E 

6810200490 

71-9174 


MARTINET, 

8810170066* 

60-362 

0 

MACDONALD.C.E. 

0810210110 

71-505 


MARTINJ.T. 

8606360072 

60-352 

P 

MACDONALD.C E 

6810210125* 

71*505 


MARTIN.T.T, 

BQ1 0030 132 

60-277 

P 

MACDONALD.C.E 

68 102101 40 

71-001 


MARTIN.T.T. 

8610030163 

60*277 

0 

MACDONALD.J.A 

6810050110* 

60-443 

G 

MARTIN, T.T. 

8610040340 

60-277 

R 

MACOONALO.J.A 

6810170144 

60 443 

F 

MARTIN.T.T. 

8810050030* 

60 277 

0 

MACDONALD.W G 

6010070147 

ORQ 


martint.t. 

8810070295* 

60 363 

Q 

maceaih 

6810040220 

CONTRACT 

MARTORANA,RJ 

8810130266 

60-277 

R 

MACHIROS.A. 

6810030350 

60*443 

Q 

MASEE,F. 

8010140228 

60-352 

V 

MACHIROS.A 

6010180160 

60-443 

Q 

MASNIK,MT. 

8810210369 

50-352 

P 

MACKINNEY.AL 

0810240413 

71-508 


MASON, N. A 

8810120383* 

60-443 

a 

MAGKlNNEYA,t 

8810240417** 

71-506 


MASSE,R 

8810040366* 

50 269 

Q 

MACMILLAN.S 

6810000060* 

CONTRACT 

MASSE, F.K. 

8810060129* 

60-250 

Q 

MADEDA.T.J. 

8010030155* 

50 305 

Q 

MASSERX. 

BBOB260019* 

BO-445 

Q 

MADSEN.A M. 

0810270164* 

60-322 

Q 

MASSEY, J A, 

0810060317* 

60-446 

Q 

Mahoney, e e. 

8B10200043 

60-219 

S 

MATCHETT.SO 

0810060320* 

60-446 

0 

MALAGUTLD.F. 

0810260101* 

60-293 

H 

MATCHEH^SD. 

0810060367* 

60-446 

Q 

MALLETT.B. 

8B10030282 

60-289 

S 

MATHIS.J,L 

0810070300* 

50-446 

0 

MALLETT.B. 

8010120262* 

REVIEW QR P 

MATTHEWS.OB. 

8810270516* 

60-445 

A 

MAaETT.B S, 

0810030150 

60-305 

Q 

MATTHEWS, 0.0 

8807130047 

60-261 

0 

MALLETT.B S. 

8010030107 

60-340 

F 

MATTHEWS, 0.0. 

8009290034 

60-261 

J 

mallett.b.s. 

0810110050 

40-0031 


MATTHEWS, O.0. 

8609290267 

60-281 

P 

MALLETT.B S. 

8610110071* 

40-0031 


MATTHEWS,Oe. 

8810040163 

50-261 

J 

MALLETT.B.S 

6810120212 

40-8831 


MATTHEWS.PB. 

8010120062 

60 201 

P 

MALLETT.D.S 

8610120360 

70-38 


MATTHEWS, 0,B. 

8610160436 

60 261 

P 

M ALLOY, M. 

8810060214 

60-446 

A 

MATTHEWS.OB. 

8810160464 

60-261 

P 

M ALLOY, M. 

0810100190 

60-445 

A 

MATTHEWS.aB. 

8610030200 

NUREQ 


MALLOY, M. 

6810100199 

60-446 

A 

MATTHEWSkOB. 

6009260211 

60-261 

P 

MALLOY, M. 

8610120309 

60-445 

A 

MATTHEWS.t).B. 

6810060043 

60-400 

P 

M ALLOY, M. 

8610140127 

60-445 

F 

MATrHEW8.DB. 

8010170129 

60 400 

P 

M ALLOY, M. 

8610140209 

60-445 

A 

MATTHEWS, D,B. 

8010100041 

60*261 

P 

MALLOY, M 

8610170334 

60-446 

A 

MATTHEWS, D.B. 

6810200263 

60*324 

F 

MALLOY, M. 

8010200096 

KM46 

A 

MATTSON JTJv 

8810200265 

60-324 

F 

MALLOY.M. 

0010240101 

50-445 

A 

MAUCK,CJ- 

8810200266 

60 324 

F 

MALODY.C.W 

001O11OU2 

PR 


MAUCKC.J 

8810200394 

60 261 

Y 

MALODY.CW. 

0510140016 

71.9217 


MAUCK.CJ. 

6810040324* 

contract 

MALONE, W.Q 

8009270004* 

CONTRACT 

MAUCK,C.J* 

6010110164 

WASTE RES 

MANQAN,C.V 

8810030263 

80-220 

Q 

MAURV.A 

6810240163 

WASTE RES 

MANGANARO,F.F. 

8810170471 

60*219 

0 

MAVROULES.M. 

0810130377* 

FOIA 


MARaAUQH,K.E. 

8810170221 

60.166 

P 

MA>CW£LL.0.6. 

8010210246 

waste MQT 

MARBAUQH.K.E. 

801O1TQ477 

60*165 

S 

MAY8,W M. 

8B10210264 

WASTE MQT 

MARCHETTI.S. 

6810070251* 

PROJ 


MAZZAFERRO.PA. 

8610110332 

70-143 


MARGUUE9,M.8. 

6810200050 

60-003 

Q 

MA2ZAFEHR0,PA. 

6810210246 

70-143 


MARKLEY.M. 

8610170360* 

60-20 

0 

MCALPINE.EJ. 

8010060316* 

60-327 

S 

MARKS.B.k 

0810000281 

60-327 

P 

MCALPINE.EJ, 

8010030106 

PROJ 


MARSH, LB. 

0810100110 

ORQ 


MCALPINE.EJ. 

8810030088* 

60-443 

G 

MARSHALL^F.M. 

8010190304 

60-423 

S 

MCALPINRRJ. 

8810060173 

60-443 

G 

MARSHALL.JB. 

8010120304* 

' REVIEW QRP 

MCALPiNE,E.J, 

8010260129 

60-443 

Q 

MARSHALL. J.S. 

8010120260 

60*446 

s 

MCALPINRE.J. 

0810030302* 

60-302 

P 

MARSH ALL, J.S. 

0010170470 

60.446 

0 

MCALPm££,J. 

0810100042 

70-27 


MARSHALL, W, 

8010040410 

50.302 

F 

MC0REARTY.R.A. 

0810210006* 

70-964 


MARSHALUW. 

6010060070 

50-302 

F 

mcburnett.ma 

0610210610 

27-48 


MARSHALL, W. 

0810070124 

00-302 

F 

MCBURNETT.MA. 

6009290360 

60-166 

Q 

MARSHALU.W. 

0810130361 

00-302 

F 

MCBURNET7.M.A 


ACCESSIOM 

NUMBER 

8810130365 
0610040195* 
0B1O1OO116* 
aai 0040084 • 
8809300021 

6310040063 

0310170242 

0310240025 

0310240139 

8811040147* 

0611040154^ 
0310170493 
03 10 170435 • 
6310130020 
0810130024* 

66092-90345 

6610030261 

6610030302 

6610110263 

6810130281 

8709230009* 

8709280236' 

6600260103 

6610030107 

6610050063 

6610050263 

8610050287 

6B10060069 

8810070167 

6610110343' 

68 IQ 130026 
6810130031* 
881Q13015D 
8810130190 
8810130211 

8810130269 
8BIO140139 
8010170026 
8B1 0170276 
8B 10210303 

8810210331 

801OI3O3BQ 

0006270107* 

0010130346 

8010200100* 

8006220053* 

8006270121* 

8006270138* 

8010070275 

8810200073 

68IC200073 

6810210466* 

6606100434* 

6706100143* 

6610030265* 

8810050306* 

6810100094* 

6010110136 

6010110141* 

6010110144* 

6610120086' 

8610170045* 

8610160403* 

8610160520* 

6610100366 

6810250090 

620Q2003<I2* 

6609300078 

6610040412 

6010130236 

6610180304* 

8610050132* 

8610030046* 

8610130304 

8610130344 

MIOt 10276 

8310190378 

8310040309' 

0010040342* 

8010040366* 

8010070130* 

6010110219* 

8010120410* 

8010130107* 

0010130210* 

6009290206 

0009290200 

0009300010 


SUBJECT 

CATEGORY 

SO 302 F 

60 327 Q 

70 1151 
50 259 P 

50 312 Q 

5O‘520 Q 

50-275 0 

50-397 O 

60-397 O 

FOIA 

FOIA 

60-205 Q 

50-235 Q 

50-285 Q 

50 285 Q 

50 277 P 

50 277 Q 

50 277 J 

50 277 J 

SO 277 P 

FOIA 

FOIA 

50 219 Q 

50-446 Q 

50 352 Q 

60 247 Q 

SO-220 Q 

50 289 Q 

50-333 O 

REVIEW GR P 

fiO 247 P 

60 247 P 

60 245 Q 

60-334 0 

60-213 O 

60-309 O 

60-309 O 

60-220 Q 

60-277 Q 

50-209 0 

60-245 Q 

60-280 P 

FOIA 

60-320 V 

60 443 G 

FOIA 

FOIA 

FOIA 

Pft 

60-322 G 

60-322 G 

60-416 Q 

60-203 P 

60*322 F 

60-413 P 

60-321 P 

60 413 P 

60-321 J 

60-321 J 

60-321 J 

60-424 P 

60-413 P 

60-200 P 

60-413 P 

60-321 J 

60-289 J 

FOIA 

71-9851 

71-5595 

71-6670 

71-6639 
60 203 Q 

60 443 U 

60-237 R 

40 8857 

60-410 S 

60-220 S 

70-1151 
70 824 
70-1201 

70 1110 
70 1161 
70-27 
70 1201 
60-213 Q 

50*498 P 

50-490 F 

60-490 P 
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AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

MCBURNETT,M A 

8910050166 

50 458 

P 

MCKAY.E 

8610130091* 

REVIEW GR P 

MERRELUA 

8809300068 

50-354 

S 

MCBURNETT.M A 

QB10120058 

50 490 

P 

MCKERNON.TO, 

0010040434* 

50 313 Q 

MERRELL.A 

8B101401QB 

50-354 

S 

MCflURNETT.WA 

8810120127 

50 498 

F 

MCLAUGHLIN.AJ 

8010070 10Q 

50-374 S 

MESTER.M 0 

0810130368 

FOIA 


WCBURNETT.MA 

0810170472 

50 453 

V 

MCLAUGHLIN, A J 

8810180014 

60 374 S 

MEYER, R.E 

8B1O170326 

WASTE RES 

MCBURNETT.M A 

0010190181 

50 493 

R 

MCUUGHUN.D 

0810050190 

NUREG 

MEYER.T A 

BB09300063* 

50 250 

P 

MC BURNETT, M A 

0B1O19045B 

50 493 

F 

MCLAUGHLIN, J E 

8609290105 

50-142 P 

MEYERS,8,L 

8810060326* 

CONTRACT 


MCCABE^DE 

8010110299 

NUREG 


MCLAUGHUN.J E 

6809290128 

SO 4B3 K 

MICHAELS,! S 

8610060044 

50 150 

P 

MCCABE,E 

BB 101 20240 

SO 423 

S 

MCLEAN.W J. 

8010110243 

NUREG 

MICHAELS,! S 

0010180218 

50 116 

P 

MCCASE.EC 

8610030006^ 

50 336 

Q 

MCLEAREN.T 

8810050007 

CONTRACT 

MICHAUD.PW 

6810170066* 

50 267 

Q 

MCCABE.E C 

BB1 01 40206 

50*213 

Q 

MCLEAREN.T 

8810110104 

CONTRACT 

MIDDLETON, L L 

8810190260 

50 277 

R 

MCCABE, EC 

6810210394 

50*245 

P 

MCLEAREN.T 

8010120208 

CONTRACT 

MIHALC1K,J A 

QB10240146 

50317 

P 

MCCABE, E C 

0610210556* 

50-213 

0 

MCMURRAY,C M, 

8010180037 

50 322 G 

MIKHAIL, S 2 

8810100133 

MISC 


MCCALLUM.E J 

8609140326 

71-6639 


MCMURRAY.C M 

8810180037 

50 322 G 

MILANO, P D 

8809300123 

50 285 

J 

mcx:ance.w T 

6809280034 

50-213 

F 

MCMURRAY.C M 

8 B1 0200066 

50-322 G 

MILANO.P 0 

0010070179 

so 265 

P 

MCCANCE.WT 

861.0060329 

50-213 

F 

MCMURRAY.C M 

8810200066 

50 322 G 

MILANO.P D 

0810130350 

SO-205 

J 

MCCANN.R J 

3610160^29 

50-483 

R 

MCMURRAY.C M 

BB10260163 

50 322 G 

MIUNO.PD 

8810200053 

50 205 

P 

MCCARTINJ 

8010180533* 

FOIA 


MCMURRAY.C M 

8010260163 

50-322 Q 

MIUNO.PD 

0610200406 

50-285 

J 

MCCAUGHEY.D A 

QB10110340 

70-1100 


MCNAMARA, A E 

0810210405 

60 244 R 

MILBRADT.M D 

8809200056 

50-317 

S 

MCCAUGHEY.DA 

8010140216* 

70 3018 


MCNAMARA, N 

8B10050165 

NUREG 

MILLER, CL 

8809280212 

OHG 


MCCAUQHEY,OA 

8810210013* 

70 36 


MCNEIL.SA 

0609280229 

50-317 P 

MILLER.C L 

6810200349 

50-109 

P 

MCCAUQHEY.DA. 

8810240377* 

70 1060 


MCNEIUSA 

0009200346 

50 317 J 

MILLER, DB 

8810030407 

60-213 

s 

MCX^LINTOCK.R 0. 

8810310568* 

40 341 


MCNEIL, S A 

8810050255 

50-317 P 

MILLER.D 0 

6810120337 

50-213 

s 

MCCLINTOCKR 0 

BB10310569* 

40-341 


MCNBL.S A 

8010050321 

50-317 Q 

MILLER.D B 

0810170469 

50-213 

8 

MCCLINTOCK.R 0. 

0810310570' 

40 341 


MCNEIUS A 

8810120015 

50 317 J 

MILLER.D 0. 

8810190261 

50-213 

R 

MCCOLL.H t 

0610110384* 

70-143 


MCNEILL.CA 

8810120242 

50 277 P 

MILLER, FL 

8810030069 

40-74S5 


MCCOLLOM.W R 

8610250456* 

50-213 

P 

MCNEILL, C A 

6810140124 

60-277 P 

MILLER.H.J 

6809270047 

50 346 

V 

MCCOLLUM, W R 

6810250425* 

50-213 

P 

MCNEILL.C A 

8810140221 

50 277 R 

MILLER, HJ 

8809290191 

50 346 

P 

MCCOLLUM,W R. 

8810250449* 

60-213 

P 

MCNEILL, WM. 

8810040027* 

60 482 Q 

MILLER.HJ. 

6610170208 

60-254 

Q 

MCCOLLUM, W R 

6810250464* 

50-213 

P 

MCNULTY, FX 

0810180165 

FOIA 

MILLER.HJ 

0610170209 

50 440 

S 

MCCONAQHY,W J 

8809300074 

PROJ 


MCVAY.CW. 

08 10070251* 

PROJ 

MILLER.J 

8810170314 

f&E 


MCCONAGHY,W J 

8810170461 

PROJ 


MEACHAMJ. 

8810120279 

50 298 F 

MILLER.L 

0010100202* 

CONTRACT 


MCCOV,F R 

8009290011 

60-327 

Q 

MEARSE.S D 

0609260023 

CONTRACT 

MILLER, L 

0810240019 

60 312 

S 

MCCOY.F R 

&B0629Q325 

50 327 

Q 

MEAflSE,S D 

8809280077 

CONTRACT 

MIILER,LF 

8809300023* 

50 312 

Q 

MCCOY ,F R 

8809290326* 

50 327 

0 

MEARSE.S-D 

6010030263 

CONTRACT 

MILLER.L F 

8010170224* 

50 312 

0 

MCCOY,FR 

0BO93OQ14B 

60-327 

Q 

MEARSE.S 0. 

8610030337 

CONTRACT 

MILLER.L K 

8609200052 

50 311 

s 

MCCOY, F R 

BB09300174 

50 327 

Q 

MEARSE.S D 

8010030361 

CONTRACT 

MILLER.L K. 

8B1 0040008 

60-272 

S 

MCCOY, F.R, 

8B10030104 

50-390 

Q 

MECREOY.R C 

6010120042 

50 244 S 

MILLER.L K 

0810040011 

50-272 

s 

MCCOY ,F R 

B810040173 

50 327 

Q 

MECREDY,R C 

8810140198 

50-244 P 

MILLER.L K. 

B810040148 

BO-272 

R 

WCCOY,F R. 

8810040182 

50 327 

Q 

MECREDY.R-C, 

0810210405 

60 244 R 

MILLER, LK 

6B10040168 

50-311 

R 

MCCOY, F R 

8810040197 

50 430 

O 

MECREDY.R C 

8310240049 

50 244 F 

MILLER.L K 

8010040312 

50-311 

S 

MCCOY.FR 

8810040267 

50-390 

Q 

MEDFORD, MO 

SSI 0100092 

60 208 F 

MILLER.L K 

0010120307 

50-272 

5 

MCCOY,F R 

6810040272 

60*327 

Q 

MEDFORD.M.O 

8601240363 

60 361 P 

MILLER.L K 

8810120315 

60-272 

8 

MCCOY, FR 

8810040274* 

50 327 

O 

MEDFORD, M O. 

8609270024 

60-362 P 

MILLER.L K 

8610120387 

60-272 

S 

MCCOY.F R 

6810040356 

50 259 

Q 

MEOFORD.M.O 

8009300039 

50 206 P 

MILLER.L K 

8B101 40200 

50 272 

S 

MCCOY.F,R 

8810040362* 

50-259 

Q 

MEDFORD, MO 

6B10030328 

60 206 P 

MILLER.L K 

8810170501 

50 311 

s 

MCCOY, F R 

8810050302 

50-327 

Q 

MEDFORD, M 0 

8810030395 

60-206 P 

MILLER.L K 

8610170502 

60 311 

s 

MCOOY,F fl. 

8810060122 

50 269 

Q 

MEDFORO.M O. 

0810040143 

50 361 P 

MILLER.L K 

0810190003 

50 311 

s 

MCCOY,F R 

8810060124* 

50-259 

Q 

MEDFORD.M 0 

8810040227 

50 361 Q 

MILLER.L K 

86101Q0009 

50-272 

s 

MCCOY, F a 

0810060247 

50-327 

Q 

MEDFORD, M 0. 

8810060131 

50-206 P 

MILLER.LK 

8010190140 

60 311 

R 

MCCOY, F,R 

8910140185 

50-259 

Q 

MEDFORD.M 0 

6810060139* 

50-206 P 

MILLER.L K 

8810190152 

50-272 

R 

MCCOY.F a 

6810170305 

50-259 

Q 

MEDFORD.M 0, 

8810130321 

50-206 Q 

MILLER, MS 

0810030109* 

60 322 

Q 

MCCRACKEN.C E 

8711030192* 

50-293 

F 

MEDFORD.M 0 

6810170173 

50-208 P 

MILLER, M S. 

B81 0030 109* 

50-322 

Q 

MCCnACKEN,Ce 

0803240359* 

50 293 

F 

MEDFORO.M 0. 

6610190116 

50 206 P 

MILLER.S.E 

8810180410* 

REVIEW GRP 

WCCRACKEN,CE 

8806140107* 

60 203 

F 

MEOFORD.M.O 

8B10210316 

50 361 Q 

MILLER, S,E 

6010100425* 

REVIEW GRP 

MCCRAKEN.C.E 

8B03220337* 

50-293 

F 

MEDFORD.M 0- 

6810240266 

50-206 P 

MILLER.S E. 

0810180439* 

REVIEW GR P 

WCCREA^S 

8610210622 

PR 


MEDFORD.M 0. 

8610240343 

60 206 P 

MILLER.V.L 

8810210140* 

REVIEW GRP 

MCD0NALD,0 

6810130075 

60-293 

F 

MEOFORD.M.O 

8010240357 

60 206 Q 

MILTENBERGER.S. 

0810040437 

50-354 

Q 

MCDONALO,D 

6810130409* 

60 293 

F 

MEDLOCK.R.L 

6610130290 

40-8452 

MILTENBERGER.S 

0810050290 

60-272 

Q 

MCDONALD, DG 

6809290364 

50 293 

P 

MEEHAN.B 

6609270080 

CONTRACT 

MILTENBERGER.S 

8B10070074 

50-354 

P 

MCDONALD, DQ 

B81 0040030 

50-293 

F 

MEEHAN.B 

8610030336 

CONTRACT 

MILTENBERQER.S. 

0010100072 

50-272 

P 

MCDONALD,0 6 

6610060284 

50-293 

P 

MEEHAN.B. 

8610030353 

CONTRACT 

MILTENBERGER.S. 

8810120267 

60-364 

P 

MCDONALO,D.G 

6810100208 

50-293 

J 

MEEHAN, B 

8B1 0040076 

CONTRACT 

MILTENBERQER.S 

8010120200 

50-272 

P 

MCDONALD.D.Q 

6810160036 

50-293 

P 

MEEHAN.B. 

8810040116 

CONTRACT 

MILTENBERGER.S. 

081013D305 

60 272 

P 

MCDONALD.D J. 

6810210168* 

REVIEW GR P 

MEEHAN.B 

0610040166 

CONTRACT 

MILTENBERGER.S 

0810170166 

60 311 

P 

MCDONALD,M L 

8810060132 

60-322 

G 

MEEHAN.B, 

0610040209 

CONTRACT 

MILTENBERQER.S 

8810180273 

50-272 

a 

MCDONALD.R P 

0309290308 

50-424 

O 

MEEHAN.B- 

8610040222 

CONTRACT 

MILTENBERQER.S, 

8610160369 

60-311 

p 

MCOONALD.FP 

8010060331 

60-321 

S 

MEEHAN.B 

8610040239 

CONTRACT 

MILTENBERQER.S, 

8810200072 

60 354 

p 

MCDOMALD,WG 

0810100091 

ORQ 


MEEHAN.B 

8610040292 

CONTRACT 

MILTENBERGER.S, 

6610210500 

60 272 

V 

MCDUFFIE, M A 

6810040177 

50-261 

Q 

MEEHAN.B. 

8610040322 

CONTRACT 

MINNICK.TJ 

0810170349* 

REVIEW GR P 

MCDUFRE,MA 

8810040105 

50-324 

Q 

MEEHAN.B 

6810040377 

CONTRACT 

MINOQUE.R.B. 

0500010066* 

FOIA 


MCDUFFIE.MA 

6810040192 

50 400 

0 

MEEHAN, B, 

8610050089 

CONTRACT 

MIRAGLIA.FJ. 

8806170150 

50-3 

V 

MCDUFFIE,MA 

8810050060 

60-324 

Q 

MEEHAN.B 

6610050186 

CONTRACT 

MIRAGLIA.F J 

8610270497* 

FOIA 


MCDUFFIE.MA 

B81O05O163 

50 400 

Q 

MEEHAN.B 

6810060204* 

CONTRACT 

MITCHELL.P R, 

8810210413 

PR 


MCDUFFIE, M. A 

0810060210 

60-324 

P 

MEEHAN,B. 

6610050267 

CONTRACT 

MITCHELL.R.C 

8810110059 

NUREG 


MCDUFFIE, M A 

8810100226 

50-261 

P 

MEEHAN.B, 

8610060260 

CONTRACT 

MITZELFELT.a 

6810130283 

40-0907 


MCDUFFIE, M A, 

8810120313 

50 4(H) 

P 

MEEHAN, B. 

8610060314 

CONTRACT 

M1ZNER,J,H 

8610160219 

60-443 

Q 

MCDUFFIE.M A 

8810140106 

SO-281 

P 

MEEHAN.B 

8810070303 

CONTRACT 

MOBLEY, MH. 

8810160086 

50-603 

A 

MCDUFFIE,M A 

B81 01 90053 

50 201 

Q 

MEEHAN.B. 

B610100157 

CONTRACT 

MOFFATT.L.W 

8810170226 

60 302 

S 

MCGOVERN, JJ. 

8010030290* 

70 607 


MEEHAN.B 

8810190252 

CONTRACT 

MOFFATT.LW 

8610160473 

50-302 

S 

MCQOVERN.J J, 

6810070353 

PR 


MEHAFFEY.RF. 

8010050205 

50 265 S 

MOFFATT.LW 

6810180484 

60 302 

5 

MCGRATH.J R 

8010210160* 

REVIEW GR P 

MELR.J F 

8810030130* 

50-344 Q 

MOFFATT.LW, 

8810190005 

60-302 

$ 

MCGUIRE ,0.R. 

0010060246* 

60-327 

0 

MELFI,J F. 

8810170213* 

50 312 0 

MOFFATT.L.W 

0810240474 

50 302 

s 

MCGUIRE.D R. 

8310000261* 

60-424 

Q 

MELONaCA 

6810060266 

60 457 S 

MOKRZYCKLM 

6810260006 

SO-443 

P 

MCGUlRE.Ofl 

8010070162* 

60-321 

Q 

MENDONCA.M 

8810120219 

60-344 S 

MOKRZYCKI.M 

8010260009* 

50 443 

P 

MCGUIRE.D a 

0610170310* 

50-259 

Q 

MENDONCA.M M 

6810170232* 

50-275 Q 

MOLZER.aS 

0810050213 

60-205 

s 

MCGUNN.JC 

8310070309* 

CONTRACT 

MENGE.aC 

8809290340 

SO 315 S 

MOON.D. 

6810050265 

NUREG 


MCINTVRE.T J. 

8010260124* 

50-443 

H 

MENN1NG,J,E 

6810050246* 

60-321 Q 

MOONAN.W S 

8600300090* 

50-445 

A 

MCKAY, E 

8610130073’ 

REVIEW GR P 

MERQES.PJ, 

6610310385 

PR 

MOONEY, D 

6810260066* 

60-213 

P 



PERSONAL AUTHOR INDEX 29S 


author 


iKOflE^C 

KWRE^DB 

voo^Eje 

UlOORE.LP 

MORAWOM. 

MC5REV.DO, 
1K>REY,0N 
WOREY,ON 
ISORQSAN.^ A 
VORG^>^ E, 

VORGAN,HE. 

E, 

WORCiAN.HE 
MOBOW;,HE 
|*OR(JAN.H E 

MORCIAN.HE 
|liOPH5AN.HE. 
W0R0>AN.H E. 
yOR(JAN.HE 
W0ROAN.HE 

WOROAN.HE 

U0FIGWN.H|. 

yOROAW.R E. 
t#0FI<SAN.R E. 

yOftCWN^E 

U0fl$AN.RE 

UOf|<SAN.B E. 
|IOfiaAN.RE^ 
llOfiaAN,W E 

1^0FK]iAN,WE 

WOfiCiAN.W.|. 

yOftOAN.V(.E 

yOftOAN.WE. 

^JOftSIZ.S 

tfORftlS.K4 

UORmS.KJ. 

IPOflHkS.KJ. 

UDBmS.K^ 

UCHWiSK-J 

yORfUS.KJ. 

LI0RfU3.KJ 

WCRftiS.KJ 

lCRftlSjK.J. 

•WDftRlS.KJ. 

UDfVUS.KJ. 

W5flfilS.K:J. 

UOfifllSP^A. 

wcms,p^ 

voms.9X 

ICftZENTI.SP. 

«0fiZEmi,5P. 

WWERV.L. 

\OVl^M 

WXEYA^ 

110^,01. 

WKC2KA 

WOCZKA.EJ. 

WOCZKA.eJ 

WOCflCA,EJ. 

wccacA,ej 

lfiCCZKA,EJ 

II5«CZKA.EJ. 

WOCZKA.EJ 

WVXIZKA^EJ. 

IlFlOCZKA^EJ. 

IROCZKA^vi 

V5!ccm*ej 

WOCZKA,EJ 

WCCZ^EJ. 

yFiCC2KA.EJ 

IfWWEJ 

HWCZKA,EJ. 

kfiCC2KA,EJ, 

bFOCZtU^EJ 

W0C2KAEJ. 

TO2KA,EJ. 

W0C2KAEJ 

j tfiyCZKAtJ, 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8810050265 ^ 

0310260127* 5 

8010060000 fi 
8010060092* 5 

8010030372 S 

0810190410 S 
8809260006 £ 

8810190256 £ 

8810160423* f 
6800200247 £ 

8800290304 
8810030026 
8610070020 
8810100182 i 
6010140056 I 

6610160016 I 
8810180156 i 
8810100491 i 
8810200400 i 
6610210074 I 

8810210482 J 

6810210507 

8810240436 

8810070110 

8810070343 

8810120334 

8810180413 

6610210302 

8810210406 

6800260074 

8809290363 
8809300029 
8810040223 
08 10070207 
6810040066* 

8809200302 

8609260141 

0800200310 

8009290334 

8800300146 

0010090004 

0010040285 

0010050205 

0810050213 

0810000147 

0810070044 

0810070301 

0810100070 

0010120254 

8610120310 

0Q1O1 70341 
0010170440 
0010170447 
0010170456 
0310260040* 

0810260003* 

0010260134* 

0010200560 

0809260179 

6010120104 

6810100294* 

6010130081 

6010130230 

6810210202* 

6310260073* 

6309260050 

6309200050 

6309290160 

6300200339 

6309290330 

0800290388 

0809200363 

0009300164 

0309300164 

0010030360 

0010030360 

0310040114 

0010040134 

0010040134 

0310050203 


50-348 F 

50-348 S 

60-340 R 

FOIA 

60 361 S 

50-381 S 

50-362 Q 

50-361 S 

60-206 fl 

60-206 S 

60-361 S 

50-362 S 

50 361 S 

60 206 F 

60 361 S 

60-361 R 

50-206 R 

50 362 S 

50 201 F 

50 261 S 

50-261 S 

50-261 F 

60-261 S 

60 261 R 

60 237 V 

60-454 0 

60-205 Q 

60-295 O 

60-237 O 

CONTRACT 

ORG 

60 285 0 

60-235 S 

50-285 S 

60-285 O 

50 205 P 

60 285 F 

60-285 S 

60 286 S 

60 236 O 

50-205 P 

60-285 S 

50-205 Q 

60 206 Q 

50 205 P 

50 205 a 

50-205 S 

50-205 S 

bO-205 F 

• 60 443 P 


CONTRACT 
40 4402 
40 4492 
50 443 Q 
60-213 P 

60 423 Q 

60 423 Q 

60 246 F 

60-336 P 

60-336 P 

60 338 P 

50-396 P 

50-213 Q 

50-213 Q 

60-213 S 

60-213 S 

50-245 F 

60-246 F 

60 245 F 

60 423 Q 


0010060203 60 420 Q 

0310060297 60-213 P 

0610060297 60-213 P 

0010060304 60-213 f 

8010060304 60-213 F 

0010060304 60-213 F 

0010060332 60-213 R 

6310060332 60-213 R 


MROCZKA.EJ 

mroczka,ej« 

MROCZKA.EJ 

MROCZKA.EJ 

MR0CZKA.EJ< 

MROCZKA.EJ 

MROCZKA.EJ 

MROCZKA.EJ. 

MROCZKA.EJ. 

MROCZKA.EJ 

MROCZKA.EJ. 

MROCZKA.EJ 

MROCZKA,EJ. 

MROCZKA.EJ. 

MROCZKA.EJ. 

MROCZKA.EJ 

MROCZKA.EJ 

MROCZKA.EJ 

MROCZKA.EJ. 

MROCZKA.EJ 

MROCZKA.EJ. 

MROCZKA.EJ 

MROCZKA.EJ, 

MROCZKA.EJ. 

MROCZKA,E,J 

mroczka#j 

MUDLIN J 0. 
MUDLINJ.O 
MUELLER.M 

muirhead.d m, 

MULDER, n U, 
MULDER, R.U 
MULDER, R.L). 
MULLEN.MF 
MULLER.D.R. 

MULLER, D.R 
MULLER.D.R. 
MULLER, D R 
MULLER.D.R 
MULLER, D R. 

MULLER.D.R 
MULLER.D.R. 
MULLER.D R 
MULLER.D.R. 
MULLER.D.R. 

MULLER, D.n 
MULLER.D n. 
MULLER, D R 
MULLER.D.R. 
MULLER.D R. 

MULLER.D.R. 
MUUeR.O R. 
MULLIKIN.R P. 
MULHNIX.W. 
MULLINIX.W. 

MUNRO.J J. 

MUNSHI.S, 

MUNSON.S.C. 

MUN2INQ.L.W. 

MURDCXJK.DA 

MURLEY.T. 

MURLEY.T.E. 

MURLEYXE. 

MURLEY.T.E 

MURLEY.T.E 

MURLEY.T.E. 
MURLEY.T.E. 
MURLEY.T.E. 
MURLEY.T B 
MURLEY.T e 

MURLEY.T.E. 
MURLEY.T E 
MURLEY.T.E. 
MURLEY.T.E. 
MURLEYXE. 

MURLEYXE. 
MURPHY ,A 
MURPUY.E. 
MURPHY .G L 
MURPHY, J.J. 

MURPHY.M 
MURPHY,M. 
MURPHY.M.E 
MURPHY, M E, 
MURPHY.M.E 

MURPHY, W.P 
MURPHY.WP 
MURPHY, WP. 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

8810070366 

50-213 

Q 

MURPHY.W P. 

8010130004 

50-271 

R 

8810070308 

60-213 

Q 

MURPHY.W.P 

6610190212 

60-271 

0 

8910110240 

50-423 

P 

MURRAY, B 

B810040426* 

50-313 

0 

8610110240 

60-423 

P 

MUSOLF.D 

8606310179* 

FOIA 


8810110366 

60-213 

P 

MUSOLF,D 

8610040093 

50 282 

P 

B81O11O306 

50-213 

P 

WUSOLF,D 

6610060315 

50 263 

P 

8810120317 

60-336 

P 

MUSOLF.D 

8810060338 

SO 262 

s 

8810120317 

60-336 

P 

MUSOLF,a 

8810110223 

50 263 

p 

8810120383 

60-213 

P 

MUSOLF,D, 

8810130080 

50-262 

p 

8810120363 

60-213 

P 

MUSOlF.a 

6610130367* 

FOIA 


8810130071 

50-213 

P 

WUSOLF,D. 

8810140207 

50 263 

p 

8810130071 

60-213 

P 

MUSOLF.D. 

6810210221 

SO 263 

s 

8810130176 

60-483 

P 

MUSOLF.D. 

8810210377 

60-202 

s 

8810130176 

60-423 

P 

MUSOLF,0 

8810210579 

50-202 

ft 

6810170226 

60-336 

P 

MUSOLF,D M 

8810130391* 

FOIA 


0810170225 

50-336 

P 

MUSSER.R A. 

881005024B* 

60-321 

o 

0810170417 

50-336 

Q 

MYERS,C. 

0809290403* 

SO-461 

p 

0810170417 

60-336 

Q 

MYERS.CJ. 

0810170224* 

60-312 

Q 

0810100096 

50-336 

Q 

NACH.LD. 

0809290047* 

60-445 

A 

0810100096 

60-336 

Q 

NALEPKA.OS. 

0810960363 

60-305 

s 

0810100166 

60-245 

P 

NALEPKA,DS. 

8810110231 

50-305 

s 

6810190166 

50-245 

P 

NALEZNYjCL. 

0B1OO4O112* 

50 29 

p 

0810240412 

50-213 

P 

NAPUDA,G 

0B1 0240522* 

SO 209 

Q 

8810240412 

50-21ia 

P 

NARBUT.PP 

0610170232* 

60 275 

Q 

8810260426* 

50-213 

P 

NARDLAJ. 

0810210270 

70-1151 


8810250440* 

60-213 

P 

NARDUJ 

8810240173 

70 1 181 


8810030149* 

50-293 

Q 

NARDONE.O 

8610120342 

50 443 

R 

0810170435* 

50-400 

Q 

NARGI.R D 

0610050008* 

CONTRACT 


0810210446 

60-312 

R 

NASH.DA 

0010030039 

50-460 

1 

0700250558* 

60-293 

H 

NASKD A. 

0810100038 

50 2S9 

J 

0810120166 

50-82 

P 

NAVE.EO, 

0810040070 

50 260 

S 

0810120104* 

50 62 

P 

NAVE, ED. 

8B101 10260 

50 260 

s 

0810240350 

60 62 

Q 

NAVE,E D 

B81014004Z 

50 260 

s 

081QOSO291 

NUREO 


NAVE.EC 

8610140100 

60 260 

s 

6810100083* 

60-461 

P 

NEALE, J.B. 

0610040259* 

60-275 

F 

6010100087* 

60-461 

P 

NEIGHBORS JO 

6803010300* 

FOIA 


6010100089* 

60-481 

P 

NEIGHBORS JD 

&S1 0040440 

50 286 

J 

6810110083* 

60-461 

J 

NEIQHBORS.JD 

8010120074 

50 206 

J 

6610110359 

50-295 

P 

NEILS, QH, 

0010250136* 

60 293 

P 

0610100284* 

60-454 

P 

NEILS.aH 

0810260136* 

60-293 

P 

0010130267* 

50-454 

P 

NEISLERja 

0010000216* 

50-341 

o 

0610170123* 

60-295 

P 

NELSON, Q.W 

6610210523 

60-113 

p 

0610180424 

60-295 

P 

NELSON JO. 

6810040075 

NUREQ 


6010200008 

60-237 

J 

NELSONJD 

6810040110 

NUREG 


0610200009' 

60-237 

J 

NELSON.W. 

6810120392* 

50-369 

Q 

6810200010' 

60-237 

J 

NELSON.W.Q. 

6810210550 

50-119 

P 

0610200014' 

60 237 

J 

NeMERQUT.J. 

B0 10030200 

NUREG 


8810200016* 

60-237 

J 

NEMETHY.E. 

6610120308 

PR 


6610200016* 

' 60 237 

J 

NEMETHY.E 

0010170360 

PR 


6610200034* 

' 60-237 

J 

NEMETHY,E. 

0010260094 

50-353 

H 

6610200402 

60-237 

J 

NERON.G. 

60 101 40 157 

50-338 

R 

6610200114^ 

* 60 443 

P 

NERSES.V, 

0609200111 

60 443 

F 

6610040420 

• 60-285 

Q 

NERSES, V 

6609200342 

50-449 

P 

6610270030' 

' 60 293 

P 

NERSES.V, 

0010030091 

60-449 

P 

6010270208 

♦ 60-293 

P 

NERSES.V 

6810030239 

60-449 

J 


D8 10200230 71 842 NERSES, V. 

8610170274* 60-302 R NERSES, V, 

6810140031 40-8027 NERSES, V, 

6609300002 60-219 S NERSES, V 

6610140111* 60-499 Q NERSES, V. 


8810040054 50-443 P 
8010100162 60-443 J 
8810130406* 60-293 F 
8810130407^ 60*293 F 
8810170340 50-443 F 



P 

R 

P 

P 

G 

G 


Q 

S 

Q 


S 

S 


S 

S 

F 

S 

P 

P 

P 

F 

0 

V 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 


NUMBER 

CATEGORY 


NORRIS, 6 S 

8810030431* 

50-309 

V 

PAGE.M 

NORRISJA 

8810170118 

50-295 

P 

PAGE.M 

NORTH, H 

8810030113* 

50-133 

Q 

PAGE.M 

NORTH.H S 

8810040285* 

50-275 

0 

PALMER.R J 

NORTHH S 

8810180420* 

STATE PRO G 

PALMER.R J 

NORTH, HS 

8810210612* 

50 397 

O 

PALMER.R J 

NORTKPJ 

8810060283 

50-270 

8 

PALMER.R J, 

NORTH.PJ 

8B1O1S0321 

50 287 

S 

PALMER.R J 

NORTON, C L 

88102701 BO 

50322 

G 

PALMEft.RJ 

N ORTON .C L 

8810270180 

50 322 

G 

PALMER.R J 

MOTLEY, D P 

87070 8027?* 

50 293 

F 

PALMER.R J 

NOVAK.T M 

8810100007 

ORG 


PALMER.R J 

NOVAK,T M 

881020013? 

ORG 


PALMER.R J 

NOVENDSTERN.E 

8810110106* 

50 333 

P 

PAUOMINO.F Q 

NUSSBAUMER.D A 

8810180536* 

FOIA 


PANOEY.S 

NUSSBAUMER.D A 

88101 BQ539* 

FOIA 


PANDEY.S 

NYKIRL,AW 

8810070375 

50-295 

F 

PAOLINO.RJ 

O'BRIEN, JH 

8610180378 

PR 


PAPANIC.G 

O'CONNOH.P.W 

B80 0300065 

50-298 

J 

PAPANIC.G 

O'CONNOR ,P W 

881 0030223 

S0-4B2 

J 

PAPANIC.G 

O'CONNOR, PW 

B8 101 40070 

50-296 

J 

PAPANIC.G 

O'CONNOR, P W. 

861 0140075 

50-482 

J 

PAOUIN,? L 

O’CONNOR.PW 

8810170110 

50-482 

P 

PAREY.W E 

0'DELL.L D 

8809200341* 

50-336 

P 

PARKHILL.R W. 

0‘REILLY.J P 

8810310664* 

40 341 


PARLER.WC 

O'REILLY. J P 

8310310565^ 

40-341 


PARTLOW.J G 

OBERG.CJ 

8810110277* 

REVIEW GR P 

PARTLOW.J G 

OSERG.C J 

8810120029* 

REVIEW GR P 

PARTLOW.J G 

OBERG.C J 

6810130041* 

REVIEW GR P 

PARTLOWJ G 

OBERG.CJ 

8810130099* 

REVIEW GR P 

PARTLOWJ G 

OBERG.C J 

8810130252* 

REVIEW GRP 

PARTLOW,J G 

OBERG.C J 

8810 130310* 

REVIEW GR P 

PASOAK.WJ. 

OBERG.C J 

8810140119* 

REVIEW GR P 

PASCIAK.WJ. 

OBERG.C T 

8804130323* 

REVIEW GR P 

PASCIAK,WJ 

OBERG.C T 

8B101 10378* 

REVIEW GR P 

PASCIAK.WJ 

OBERG.C T 

8810120034* 

REVIEW GR P 

PASCIAK.WJ 

OBERG.C T 

8B1 01 20062* 

REVIEW GR P 

PASCIAK.W J 

OBERG.C T, 

6610120141* 

REVIEW GR P 

PASCIAK.WJ 

OBRIEN.H G 

6810050046 

S0-3Z0 

H 

PASTiS.N N 

OCONNEL.P 

8810060086* 

50-286 

Q 

PATE.R J 

ODELL, W A 

6810040404 

50-458 

F 

PATE.R J 

QKASHITA.H 

8810200180 

XPORTLIC 


PATE,RJ 

OLIVER.J.F 

8810180457* 

REVIEW GRP 

PATE,R J 

OLWSTEAD.CA 

8309260257 

50-344 

S 

PATE.R J 

QLMSTEAO.CA 

8810030040 

50-344 

S 

PATE.R J 

OLWSTEAD.CA 

8810130056 

50 344 

F 

PATE.R J 

OLMSTEAD.CA 

3810170057 

50 344 

F 

PATEL, CP 

OLWSTEAD,GA 

0010180465 

50-344 

S 

PAT6L.CP. 

OLMSTEAD.CA 

6610160060 

50-344 

R 

PATEI.CP 

OLMSTEAD.WJ 

8810060104* 

60 322 

G 

PATRICK, W C 

OLSEN.TT. 

8809280235 

40 8902 


PATRICK, WC 

OLSEN.TT. 

8B09 290246* 

40 8771 


PATRICK.W S 

OLSEN.TT 

6B0 9290252* 

40 6357 


PATTER SON, C 

OLSEN.TT 

8810 100003 

40 6357 


PATTERSON.CA 

OLSEN JT 

8810100303* 

40 8857 


PATTERSON.J P 

OLSHAN.L 

6312070100* 

50 454 

F 

PATTISON.R S 

OLSHAN.L. 

8B0927Q0D9 

50-454 

P 

PAUL.R A 

OLSHAN.L N 

6610130263 

50-454 

P 

PAULK,G L 

OLSON,J 

6810050265 

NUREG 


PAULSON .W A 

ONOfK.H 

8610110232 

NUREG 


PAULSON.WA 

ORDERS, W 

8310120392* 

50-369 

Q 

PAULSON. W A 

ORSER.W S 

3809290371 

50-341 

S 

PAULSON .W A 

ORSER,W,S 

8310050161 

60-341 

S 

PAULSON.W A 

ORSER.W S 

8310280042 

50-341 

R 

PAULSON.W A 

OS80RN.T G 

3010130341 

40-0904 


PAY.O 

OSBORNJ.G 

8810140014 

40 8804 


PEEBLES,! A 

OS0ORN.T G 

8810160230 

40 8804 


PEEBLES.T A 

OSCRE.LJ 

8810140239* 

REVIEW GR P 

P6EBLESJ,A 

OSUCK.H 

8310260077* 

60 443 

P 

PELCHAT 

OSTBR.J 

8810120257 

50-373 

J 

PELCHAT.J 

OTT.MC 

0706250556* 

50 293 

H 

PELCHAT.J 

OWEN.R 

8806270124 

PR 


PELCHAT.J 

PAClL(O.JO 

8609290051 

50 285 

S 

PELCHAT, J 

PACILlO,J,D 

6809290397 

50 285 

S 

PELCHAT.J 

PACKARD.GO 

8610140064 

50 255 

R 

PELCHAT.J 

PADLECKAS.A 

6609270116 

50 295 

S 

PELCHAT, J 

PADLECKAS.A M 

8810210163 

50 304 

S 

PELCHAT.J M 

PADOYAN.L M. 

6810200150* 

ORG 


PELCHAT.J M 

PAGE.M 

6809270023 

50-320 

P 

PELCHAT.J M 

PAGE.M 

8809290192 

CONTRACT 


PELCHAT.J M, 

PAGE.M 

8809290256 

CONTRACT 


PELCHAT.JM 

PAGE.M 

6309300087 

50-446 

A 

PELCHAT.J M, 

PAGE.M 

8810040167 

CONTRACT 


PELIZZA.M S. 

PAGE.M 

8810040356 

CONTRACT 


P£LIZ2A,M S 

PAGE,M 

0810050047 

60-267 

P 

PELLETIER.J P 

PAGe.M 

3810050080 

CONTRACT 


PENNINGTON, W S 

PAGE,M 

3810050269 

CONTRACT 


PENNINGTON, W S 

PAGE.M 

3810060032 

CONTRACT 


PENNINGTON.W S 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

0810080113 

CONTRACT 

PERKINS.K E 

8QQ9280240* 

50-346 

P 

8810170290 

CONTRACT 

PERKINS, K E 

0009280256* 

50-305 

P 

GB10190315 

CONTRACT 

PERKINS.K E 

0809300017* 

50-346 

P 

8810250425* 

50 213 

P 

PERKINS.K E 

8809300057* 

50-346 

P 

8810250427* 

50 213 

P 

PERKINS.K E 

0010100105* 

50-340 

J 

BB1<^250430* 

50 213 

P 

PERKINS.K E 

0810100216* 

50 463 

J 

8810250431* 

50 213 

P 

PERKINS.K E 

8810110284* 

SO 305 

J 

8810250436* 

50 213 

P 

PERKINS.KE 

8010110310* 

60-331 

J 

8810260440* 

50 213 

P 

PERKINS.K E 

0810110331* 

60 440 

J 

8810250444* 

5Q 213 

P 

PERKINS.K E 

8810120063* 

50 346 

P 

86 102504 54* 

50-213 

P 

PERKINS.K E 

8010120195* 

50 286 

J 

8810250456* 

50 213 

P 

PERKINS.K E 

0010130302 

50219 

V 

8810250482* 

50 213 

P 

PERKINS.K E 

B810170025 

ORG 


881 0050044 

50 322 

G 

PERKINS.K E 

8810170169 

ORQ 


8609030266* 

50-293 

F 

PERKINS.T J, 

8010210119 

50 220 

R 

B6O0O3O271* 

50 293 

F 

PERROTT.E S 

0810040311* 

60 526 

F 

8Q10210542* 

50 353 

Q 

PERROTTI.DJ 

8810240303* 

50 443 

G 

8009270094 

50 29 

Q 

PERRY.J S 

0010200218 

50 461 

K 

6010060123 

50-29 

P 

PETERS.M R 

0010130297* 

REVIEW QR P 

8010060335 

50-29 

Q 

PETERSON, C H 

0010130130 

WASTE RES 

8810170244 

50 29 

P 

PETERSON.M R 

8809280005 

XPORTLIC 


0309290391 

71-9111 


PETERSON.M R, 

000928DOOB 

XPORTLIC 


0010040333* 

CONTRACT 

PETERSON.M R 

0009200012 

XPORTLIC 


8810070093* 

50 353 

Q 

PETERSON.M R 

8809280014 

XPORTLIC 


3809220254* 

WASTE MGT 

PETERSON.M R 

8010050195 

XPORTLIC 


8809290207 

50-327 

P 

PETERSON.M R 

081 0060009 

XPORTLIC 


0809290200* 

50-327 

P 

PETERSON.M R 

88100601 ID 

XPORTLIC 


8010030274 

50-260 

Q 

PETERSON.M R 

8010060154 

XPORTLIC 


8010050247* 

60-259 

J 

PETERSON.M R 

001006020B 

XPORTLIC 


8010050291 * 

50-259 

J 

PETERSON.M R 

0810060351 

XPORTLIC 


8010070271 

60-259 

H 

PETERSON.M R 

0810060384 

XPORTLIC 


8810030127* 

50-220 

Q 

PETERSON>M R 

08101 10001 

XPORTLIC 


8810040403* 

50-244 

Q 

PETERSON.M R 

8810110009 

XPORTLIC 


8610100005* 

50-271 

Q 

PETERSON.M R 

0010110092* 

XPORTLIC 


BB10130101* 

60-29 

Q 

PETERSON.M R 

0010120200 

XPORTLIC 


8810170085* 

50-213 

Q 

PETERSON.M R 

8010120386 

XPORTLIC 


0810170332* 

SO 300 

Q 

PETERSON.M R 

0010130065 

XPORTLIC 


8810170352* 

50 277 

Q 

PETERSON.M R 

0010140233 

XPORTLIC 


8810180402 

50-269 

P 

PETERSON, M.R 

8810180103 

XPORTLIC 


6809300050 

60 361 

Q 

PE1ERSON.MR 

0010180113 

XPORTLIC 


8809300054 

50-362 

Q 

PETERSON.M R 

0810180147 

XPORTLIC 


BQ093000S6* 

SO 362 

Q 

PETERSON.M W 

8610190033 

50-456 

R 

0810030421 

$8-528 

Q 

PETROSINO,J 

0B10060116* 

60-302 

0 

8810040136 

$0-520 

Q 

PETTENQILL.HJ 

OB09270132 

40-3453 


8010120214 

$0 520 

V 

PETTENG1LL.H J 

8800270135 

40-0706 


8010170210 

$0 312 

0 

PETTENQILL.HJ 

0809280053 

40-44D2 


0309290088 

50-260 

J 

PETTENQILL.HJ 

8809200054 

40-0001 


8810100125 

50-200 

J 

PETTENQILUH J 

6009200070 

40 8064 


8010200297 

50-280 

P 

PETTENQILL.HJ 

0009280090 

40 1162 


0010040351* 

WASTE MGT 

PEneNQiLL.HJ 

8809280153 

40 6007 


6610130380 

WASTE MGT 

PETTENQILL.HJ 

6609280260 

40 3453 


8810140193 

WASTE MGT 

PETTENQILL.HJ 

8Q09200D08 

40-4402 


8809290302 

50-424 

S 

PETTENQILUH J 

8809200126* 

40 2259 


8610040214* 

60-424 

Q 

PETTENGILL.HJ 

6009200139* 

40 8452 


8010050099* 

50-331 

Q 

PETTENQILL.HJ 

0809290165 

WASTE MGT 

6B10160227 

40 8064 


PETTENQILL.HJ 

0810040174 

WASTE MGT 

8010050114* 

50 373 

0 

PETTENQILL.HJ. 

6810040438 

40 0907 


8810130150* 

50-335 

Q 

PETTENQILUH J 

8010060024 

WASTE MGT 

8010030213 

50 450 

J 

PETTENQILUH J 

0010060120 

40 0907 


8609200049 

SO 458 

P 

PETTENGILL.HJ 

6810060179 

WASTE MGT 

8809290052* 

50 450 

P 

PETTENGILL,H,J 

0010060261 

40-B903 


0810140034 

50 458 

J 

PETTENGILL.HJ 

0810060276 

40-B6D6 


0810170107 

50 450 

P 

PETTENQILUH J 

8610060365 

WASTE MGT 

8010200038 

60 450 

P 

PenENGILL.HJ 

6010100219 

40-B027 


8810130379 

FOIA 


PETTENGILL.HJ. 

0810100220* 

40 8027 


0009300162* 

50 413 

Q 

PETTENGILL.HJ 

6010100222* 

40-6027 


8010120216* 

50 260 

Q 

PETTENGILL.HJ. 

0810100223* 

40 8027 


8010120392* 

50 369 

Q 

PETTENGILL.H J 

8010100256* 

40 0659 


0810110274 

l&E 


PETTENGILL.H J 

0010120142* 

40 0102 


0810110372* 

REVIEW GR P 

PETTENQILL.HJ 

8810130209 

40 3453 


6010120039* 

REVIEW GR P 

PETTENGILL.H. J. 

6810130236 

40 0907 


0B1O1 20047* 

REVIEW GR P 

PETTINGILL.HJ 

8810170223* 

40 8907 


8810120072* 

REVIEW GR P 

PFAFF.SJ 

8B101 80302 

40 6650 


B8101 40102* 

REVIEW GR P 

PHIFERJK 

0010030101 

60-326 

s 

8810140238* 

REVIEW GR P 

PHIFER.T K 

8610210412 

60 327 

s 

8810140241* 

REVIEW GR P 

PHILLIPS.HS 

0810050320* 

60-446 

Q 

8610130126* 

REVIEW GR P 

PHILLIPS, M P 

0610050 132* 

50-263 

0 

8810130256* 

REVIEW GR P 

PICCIONI.R 

0010200232* 

60-320 

G 

6010130316* 

REVIEW QR P 

PICCIONI.R 

8810200232* 

60-320 

O 

6810130357* 

REVIEW GR P 

PICK.G.A 

8010100054* 

60-267 

0 

0010170165* 

REVIEW QR P 

PICKERING.J L 

8810260323 

FOIA 


0010170313* 

REVIEW GR P 

PILCH, M 

6810280000 

NUREG 


8810130012 

40 6968 


PILMER.D.F, 

0809270129 

50 200 

o 

0010130317 

40 8968 


PIRTLE,G L 

8010120373* 

70 30 


8810210206 

50 271 

S 

PITTERLE.TA 

0010040226* 

50-295 

o 

0810050316 

40*3392 


PITTIGLIO.C L 

0010100531* 

FOIA 


081 00 60209 

40 7580 


PLANTE, E 

0010110232 

NUREG 


0BIO14O143 

40 0027 


PLEASANT.E 

B809270DD5 

CONTRACT 
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AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


PLENIEWICZ,R 

8810190236 

50 454 

R 

J 

00092701 1G 

50-295 

S 

fUVLG J 

0B1OO4O347 

50-295 

R 

fUML.G J 

8810140213 

50-295 

R 

PUVL.Q J 

8010210163 

50-304 

S 

PLOSK1.T 

8809280096* 

50-254 

Q 

PlOSKl.T 

8810120350* 

50 454 

Q 

PIOSKIJ 
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Q 

pcmj 
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Q 
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R 
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Q 
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Q 
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R 

SCHMAU.Q D 

6809260266* 

60-267 

F 

SHAIKH.A. 

8810040110 

NUREG 


RUSSELL.WT 

6805030162“ 

REVIEW QR P 

SCHMALZ.S 

8809290019 

71-863 


SHAN0AKY 

0010180176 

50-311 

8 

RUSSEL L,WX 

8609280065 

50-271 

Q 

SCHMERTZ.JC 

6809300063* 

50 250 

P 

SHANBAKY 

8810240445 

50-31 1 

S 

RUSSELL, WT 

6609290173 

50-29 

0 

■ SCHMID, SP 

6810130299 

70-1306 


SHANBAKY.M 

8010040005* 

SO-SSG 

Q 

RUSSELL, W.T, 

8609290254 

70-1100 


SCHMIOTD A. 

6810170061 

60-367 

R 

SHANBAKY, M. 

0810060066* 

50-286 

Q 

flUSSELL.WJ 

6809290276 

60-271 

P 

SCHMIDT, O.A 

6810190102* 

60-387 

R 

SHANBAKY, M. 

8010170359“ 

50-20 

Q 

RUSSELL, W.T 

6810030897 

70-1100 


SCHNEIDER. K N 

8810270549* 

FOIA 


SHANBAKY.M. 

0010210218* 

60-244 

Q 

RUSSELLWT 

6810030415 

60-333 

0 

SCHNELL.DF. 

8809280145 

60-463 

Q 

SHANBAKY.M. 

8010240455 

60 288 

S 

RUSSELL,WX 

6810040044 

50 266 

Q 

SCHNELL,D.F. 

8810070208 

60 483 

Q 

SHANBAKY, M.M 

8010240509* 

50-213 

Q 

RUSSELL, W.T, 

6810040048* 

60-286 

Q 

SCKNELL.DF. 

8810120192 

S0-4B3 

P 

SHAPIRO, L 

0010170479 

PR 


RUSSELLW.T. 

6610050005 

50 220 

Q 

SCHNELL,OF 

8810120196 

50-463 

P 

SHARPE, R L 

8810260150* 

SO 443 

P 

RU8SELL,W.T 

8B10D50006* 

50 220 

O 

SCHROEPfER.LJ. 

8810060017 

60-461 

P 

SHAW.M 

B01O26O1S1* 

50 443 

P 

RUSSELL,W T, 

B810Q 50031 

50317 

Q 

SCHULTZ.DA 

8810040162 

50 382 

S 

SHEAUY.RG. 

8810110205 

PR 


RUSSEll.W.T 

8610050033* 

50-317 

O 

SCHUMACHEaM C. 

8809290388* 

60-483 

Q 

SHEALY.H.Q 

8010270551* 

FOIA 


RUSSELL, WT. 

6810060219 

5Q-387 

Q 

SCHUMACHER, MG 

8810170164* 

50-461 

Q 

SHELLEY.DW. 

8810040259* 

50-275 

F 

RUSSELL.W.T 

8610060222“ 

60 387 

Q 

SCHUMAN.DJ 

8810170404* 

REVIEW QR P 

SHELTON.D.C. 

8810030031 

60-346 

J 

RUSSELLWT 

8B1 0070084 

60-293 

U 

SCHUMAN.OJ 

8810170410* 

REVIEW GR P 

SHELTON.D.C. 

0010060294 

60 346 

Q 

RUSSELL.W.T 

6810120296 

60-213 

0 

SCHUMAN.DJ. 

8810180342* 

REVIEW GR P 

SHELTON, DC 

8810130160 

50 346 

K 

RUSSELL, W.T. 

8810170063 

50-309 

Q 

SCHUMAN.DJ 

8610160360* 

REVIEW GR P 

SHELTON.D.C. 

8810170336 

50*346 

Q 

RUSSELL, WT. 

6810180073* 

FOIA 


SCHWABENBAUER 

8810170161 

50-400 

S 

SHELTON.D.C 

88101 7036B 

50-348 

P 

RUSSELL.W.T. 

8810270461* 

60-293 

P 

SCHWARTZ,!. 

8810030170 

NUREG 


SHELTON.D.C. 

8610170393 

60-346 

P 

RUSSELL,W.T. 

8810270466* 

50 293 

P 

SCHWARTZ, 1. 

8610260077 

NUREG 


SHEMANSKI.P. 

8810100001 

50-237 

P 

RUSSAJ D. 

881 0060236* 

CONTRACT 

SC1ACCA.F 

8810030200 

NUREG 


SHEPARD, 0. 

8010180486* 

60*346 

V 

RUTTER,S.W. 

6810180399 

50-312 

S 

scinto.jp. 

8809280167* 

60-400 

P 

SHEPHERD,T.A 

8010130353 

MISC 


RYDERiTS. 

8309290378 

60 367 

s 

SCINTO,J.F. 

8B1 02401 14 

60-322 

G 

SHEPHERD, T.A. 

8810130369* 

MISC 


RYSKAMP,J. 

6703020096“ 

50-293 

p 

SCX:>TT,J 

8810170150 

50-346 

F 

SHEPHERD.! A. 

8010140001 

MISC 


SAARLL 

6810050265 

NUREG 


SCOTT.M 

8810100226 

60-281 

S 

SHEPHERD, T.A 

0010140022 

MISC 


SALAMON.G, 

8810170011 

60.251 

s 

SCOTT, W 

8810050265 

NUREG 


SHERBINI.S 

0010060080* 

50-286 

0 

SAMPSON,P.S 

8610030411 

60 373 

s 

SCOTT, W.E 

8810100209 

50-155 

P 

SHERBINI.S. 

0810240509* 

SO 213 

Q 

SAMWOflTH,FLB, 

6809290227 

50-397 

p 

SCOV(LL,V R 

8809280054 

40-8661 


SNIFFER, J.D. 

8809280091 

60-276 

S 

SAMWORTH,R.B. 

8610060104 

50-397 

J 

SOOVILL,V.R 

8B0928D250 

40-3453 


SHIFFERJ D. 

0810040170 

so 275 

P 

SAMWORTH,R.B. 

8610110162 

50-397 

J 

SCOV1LL.V.R. 

8609280260* 

40-3453 


SHIFFER,JD. 

0810040256 

50 275 

F 

SANDERS,M E, 

6810030156 

NUREG 


SCOVILI.V.R. 

6810100223* 

40-6027 


SHIFFERJ.D. 

6810040286 

SO-276 

F 

sandling.m 

6810200027 

50-220 

s 

SEARS.C F. 

8610040114 

so 245 

F 

SHIPPER, JD 

8010050127 

60*275 

S 

SANDS,S P, 

8810130170 

50-456 

p 

SEARS.CF. 

6610040114 

60-245 

F 

SHIPPER, J D. 

0810050138 

50-276 

K 

SANDS,S P. 

5310130263 

50-454 

p 

SEARS.C F, 

8610050293 

50-423 

Q 

SHIFFeR,J.D 

8010050191 

60-276 

Q 

SANDS, S P. 

8810240506 

50-454 

p 

SEARS.C.F. 

6610060297 

50-213 

P 

SH1FFER,J.D 

B81 0050201 

50-276 

S 

SANFORD, J 

8810190445 

50-416 

F 

SEARS, CP 

6810060332 

50-213 

R 

8HIFFERAD. 

8010070001 

60-27B 

S 

SARTOR .WM. 

8809300167’ 

' 50-324 

Q 

SEARS.C F. 

8610120317 

50-336 

P 

SHiFFER.J D. 

8810100106 

60-276 

F 

SAVAGE,M.G. 

8810110251* 

• 50-423 

P 

SEARS,CF 

6810190096 

50-336 

Q 

8HIFFER.J D 

8810120095 

50-323 

P 

SAXMAN.B.E 

8810030174 

50-277 

Q 

SEARS,C.J. 

8810070366 

SO 213 

Q 

SHIPPER, J D, 

8810120240 

60-275 

0 

SAXTON, C. 

8610040001 

50-387 

P 

SEAHS,P.M. 

8810030038 

50-309 

J 

SHIFFER.JD. 

8010170028 

60-275 

? 

SAXTON .CH, 

8610170061 

50-387 

R 

SEARS, P M 

8810060306 

50-309 

P 

SHIPPER, J.D. 

0810170090 

BO 275 

0 

SAXTON, C H, 

8810190103 

60-387 

P 

SEARS.P.M. 

8610100120 

50-309 

J 

SHIPPER, j.a 

8010200201 

60-276 

F 

SAXTON, C.H. 

861 1030133 

50-387 

R 

SEARSP M 

8610170355 

50-309 

P 

SHIFFER,J.D. 

8610210310 

60-276 

P 

SAYRE ,D. 

6810120334 

SO 261 

S 

SEDAR.J-H. 

8810190006 

50-219 

R 

SHIPPER, J D. 

6810240475 

PRM 


SOACE,S E. 

6810040127 

* 50-336 

V 

8EGEN,R.D 

8310060279 

QA9d9 


SHINE, R S. 

0810120363* 

50 443 

Q 

SCACE.S.E 

6810040127 

* 50-336 

V 

SeiDLE.W,C. 

B810040420* 

50-285 

Q 

SHOEMAKER, C.J. 

8B1OO3D180 

60-322 

G 

SCACe.SE, 

8610110365 

60-423 

s 

SEIDLE.WC. 

8810040434“ 

60-31S 

0 

SHOEMAKER.CJ 

0010030330 

50-322 

G 
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AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


HUMBER 

CATEGORV 


NUMBER 

CATEGORY 

:MAX£R,CJ 

6Bt0160ie0 

50 322 

G 

SMITH.! W 

8B10200025 

50 443 G 

SMITH.R D 

8810120378 

40-8903 


-MAKER, CJ 

6810ie025d 

50-322 

G 

SMITH, 1 W 

8810200037 

50 443 G 

SMITH.R D 

3010130020 

40-8505 


1MAKER.CJ 

6810200020 

50-322 

G 

SMITH.I W. 

8810200107 

50 443 Q 

SMITH.R D 

0010130034* 

40 6905 


MAKER.CJ 

8810200092 

60-322 

G 

SMITH.I W. 

8810200111 

50 443 G 

SMITHRD. 

8810130142 

40 8907 


MAKER.CJ 

8810270291 

60-322 

G 

SMITH.! W. 

8810270254 

50 443 G 

smith.ro 

8810130247 

40-8763 


iMAKeB.CJ. 

08 10270303 

50 443 

G 

SMITH.I.W. 

8310280105 

50 443 Q 

SMiTH.R,a 

6010130251* 

40 8766 


=MAXGB.CJ 

0B1O26O116 

50 443 

G 

SMITHiJ. 

8810250466* 

50 213 P 

SMITH.R D. 

8610140090 

40-8357 



8810030055 

50-322 

Q 

SMITH.J. 

8810250485* 

50 213 P 

SMITHRD 

8810140107* 

40-8857 


^'£fl.TO 

8609290099 

50-628 

S 

SMITH, J. 

8810250499* 

50-213 P 

SMITH, R D 

8810170215 

40 6937 


VER.TD 

8809290171 

50-520 

S 

SMITH.J. 

6810260502* 

50 213 P 

SMITH.R D 

6010170218* 

40 8937 


VER.TO 

8809290174 

50-530 

S 

SMITH.J 

8810250504* 

50 213 P 

SMITHfl E. 

6810170230 

50 244 

P 

VERJO 

8810030191 

50-528 

s 

SMITH.J 

8810250506* 

50-213 P 

SMITHR E. 

8810170243* 

60 244 

P 

VER.TD 

8810110377 

60-528 

s 

SMITH.J 

8310250509* 

50 213 P 

SMITH, n G 

80101 00350 

50 410 

s 

VER.TO 

8010100001 

60-530 

s 

SMITH.J. 

8810260048* 

50 213 P 

SMITHS J, 

8009290073 

50 328 

s 

VER.TD 

0810180002 

60 530 

s 

SMITH.J. 

8810260055* 

50 213 P 

SMITHS J 

0010030101 

50 328 

s 

VER.TD 

6810180229 

50 528 

s 

SMITH.J 

8810260061* 

50-213 P 

SMITHS J 

0810060316 

50-327 

s 

ITFAP 

BB10130169* 

REVIEW QR P 

SMITH.J B. 

8810050074 

50 443 Q 

SMITHS J 

8610128347 

50-328 

s 

J.E.Y 

86101 10325* 

70-734 


SMITH.J B. 

8310180256 

50 443 G 

SMITHS J 

0010170330 

50-328 

s 

/UOCK.M 

8810130060* 

60-280 

0 

SMITH.J.B. 

8310160258 

50 443 G 

SMITHS J 

0010210412 

60 327 

s 

Ofl.ER 

8810210482 

50-301 

R 

SMITH.J B 

8310160267* 

50 443 G 

SMITH.W F 

OBI 02! 0590* 

SO 382 

Q 

OR ER 

6810210507 

50-206 

R 

SMITH.J.B 

6310160267* 

60 443 G 

SMITH.WG. 

0010070042 

53-316 

s 

ERJO. 

0809280143 

60-334 

Q 

SMITH, J.B. 

8810270171 

60-443 Q 

SMITHWG 

8Q10130100 

50-315 

s 

ER4D. 

8809280300 

50-334 

Q 

SMITH.J.B 

8810270171 

50 443 G 

SMITH.WG 

8D10I30I10 

56-315 

s 

ER^D 

8810070300 

PRM 


SMITH, J.B. 

6310260160 

60 443 G 

SMITH.WG 

0310130296 

50-316 

R 

ER.JO 

8810120245* 

60-334 

V 

SMITH.J.B, 

6310260160 

60 443 a 

SMITH.WG 

6310130300 

60-315 

R 


8810140099 

60 334 

P 

SMITH, J.C, 

83101802Q6 

40 6622 

SMVTH.CW. 

8310100273 

50-209 

R 

EfleJD 

8810100244 

60 334 

Q 

SMITH.J 0. 

6800270121 

60-327 S 

SNEIDER.CA 

8310030168 

50-443 

G 

erIjd 

8010190269 

60 334 

R 

SMITH, J.D. 

8810070101* 

50 207 Q 

SNEIDER.GS 

8810230175 

60-443 

G 

fEUB. 

8609290023 

60 237 

P 

SMITH.J J. 

8810130397* 

FOIA 

SNELL, S. 

6810230127 

69-320 

G 

WA 

8810120407 

60-237 

P 

SMITH.J.S 

8310250477* 

50-213 P 

SNELL.W. 

6808280006* 

60-254 

Q 

DVJA 

0810170097 

60-237 

Q 

SMITH.J S, 

8810260401* 

50-213 P 

SNELL.W. 

6810050009* 

50 331 

Q 

OYJA 

0010170168 

60-237 

Q 

SMITH, M 

0809260096* 

50 254 Q 

SNELL, W 

Q8101203SO* 

50-454 

Q 

DVJA 

0B1O24O346 

60-237 

P 

SMITH.M, 

881 01 20350* 

50 464 Q 

SNELLjW. 

0810170177* 

50-266 

Q 

ERH. 

6809290163 

60-302 

J 

SMITH, MJ. 

8809200286* 

REVIEW GR P 

SOONQ.S 

0810210100* 

70-27 


mi 

0809290266 

50-302 

P 

SMITH, P, 

8310040052 

CONTRACT 

SORENSEHGG 

08O92GO2GO 

60-460 

S 

RAt 

6610060019 

60-302 

J 

SMITH, P. 

8810040056* 

CONTRACT 

SORENSEHQC 

0880200114 

50-397 

0 


B810030200 

NUREQ 


SMITH, P. 

8910040102 

CONTRACT 

SORENSEN, GO 

0810050164 

50-397 

F 

»SON.E€ 

8610170201 

50-302 

P 

SMITH.P. 

0910040103* 

CONTRACT 

SORENSEN.GO 

B510050167* 

60-397 

F 


6610040325 

WASTE RES 

SMITH, P. 

8810050016 

CONTRACT 

SORENSEHGC 

0810000352 

60-397 

o 

HMM 

6810180137 

WASTE RES 

SMITH.P. 

0810050023* 

CONTRACT 

SOHENSEHGC 

88101301 2S 

50 397 

H 

HM^KK 

6810050160* 

CONTRACT 

SMITH, P A 

8808290064* 

CONTRACT 

SORENSEHQ.C 

8810148163 

50-397 

0 

OAEXV. 

8810040214* 

50-424 

Q 

SMITH.P A 

8810030205* 

CONTRACT 

SORENSEN.GO 

8810170374 

60-400 

S 

CLflE.MLV. 

8810050246* 

60-321 

Q 

SMITH.P A. 

8810030342* 

CONTRACT 

SORENSEHGC 

8310108240 

50-397 

0 

0.0 

8810060070* 

50-333 

Q 

SMITH.P A 

8810030374* 

CONTRACT 

SORENSEN.GC. 

8310248178 

60-397 

Q 

C,C>P 

8810050127 

50-276 

S 

SMITH.P.A. 

0810030426* 

CONTRACT 

SORENSEHRC 

8310170124* 

50*397 

Q 

;0P 

681 0070001 

60-276 

S 

SMITH.P A 

0810040059* 

CONTRACT 

SOZZI.aL 

8310270110* 

60-293 

P 

CM>,Q 

8810030359 

WASTE RES 

SMITH.P.A 

8810050226* 

CONTRACT 

SPAETH, M. 

8310048320 

WASTE MGT 


8810030401 

WASTE RES 

SMITH.P.A. 

8810060347* 

CONTRACT 

SPAETH, M E 

8310120175 

WASTE MQT 

eiow.Q 

B810120173* 

REVIEW QR P 

SMITH.P A. 

8810100313 

CONTRACT 

6PEGTOR,SM, 

8300300041 

50-244 

S 

eiOM.GL 

6806220046* 

FOIA 


SMITH.P A 

8810100314* 

CONTRACT 

SPENCER.a 

8000208365 

50-373 

S 

BLOW.OL 

6810100080* 

FOtA 


SMITH.P A. 

6810130165 

CONTRACT 

SPESSARD.L 

8310230411* 

50-454 

0 

«U)M.QL 

8810100083* 

FOIA 


SMITH.P M 

8810040365* 

CONTRACT 

SPESSARD.R 1 

8310200424* 

50-454 

0 

4L01AOL 

6810100092* 

FOIA 


SMITH.R.D 

8809260120 

WASTE MOT 

SPITZER.OJ. 

0310100233 

50-454 

R 


6810110100* 

60 336 

p 

smith.ro. 

8809200270 

40-3453 

SRAUTER.JC. 

8310240420 

40-2061 


WTKA.J 

6810210472* 

TOPREP 


SMITH, RD. 

6800200262* 

403463 

SRENIAWSKI,OJ 

0310110071* 

40-6631 


W*EaPH 

6810120210* 

50-269 

Q 

SMITll.R D. 

8809280305 

406698 

STABLEIN.K 

6310040359 

WASTE MGT 

)UMCK.F, 

6B101B0202 

60-320 

G 

SMITH.R a 

8800280306* 

406698 

STAQLEIHK, 

0310040453 

WASTE MGT 

imcF, 

0810100202 

50 320 

G 

SMITH, R D 

8309290015 

406084 

STABLEIHK, 

0310110201 

WASTE MGT 

tWCKj:. 

8810100205* 

50-320 

Q 

SMITH.R O 

6300200016' 

40 8084 

STABLE, C 

0300200119 

50-244 

P 

IXHKXF 

0610100205* 

60 320 

Q 

SMITH.R D. 

8800200031 

40 8502 

STAHLE.a 

6310030000 

60-244 

J 

UOCKP. 

0810100207 

50-320 

G 

SMITH, R.D 

8809200035* 

40 8502 

STAHLE.C 

6010100163 

50-244 

P 

ajflcxp 

8810100207 

60 320 

Q 

SMITH.R.O, 

8800200117 

40-2260 

STAHLE.C 

6310210305 

50 244 

P 

aLHJCK.P 

0010200173 

60-320 

Q 

SMITH.R 0. 

8809200120* 

40 2250 

STAHLE.CR. 

6310100101 

50 244 

J 

OU«X.f, 

0610200173 

60-320 

Q 

SMITH, R.D 

8800200132 

408452 

STAKER.TR 

03 1021 0590* 

60 362 

Q 

auecK.F 

8810270170 

60 320 

G 

SMITH, R D 

8809200137* 

408452 

STANC2AK,P 

6310060268 

60 458 

S 

01WCIC.F 

8810270170 

60-320 

G 

SMITH, R D. 

8809200143 

408905 

STANCZAK.P, 

8910120087 

50 456 

S 

OW.WE. 

8010040027* 

50 482 

Q 

SMITH, R D 

8809200144* 

408905 

STANDERFER.F R, 

6809260033 

60-320 

P 

KSCIE.EL 

8211190001* 

50-293 

Q 

SMITH, R.D. 

8800290150 

40 9907 

stanoerfer.fr 

0609300000 

50-320 

H 

lA^rSKI.WJ. 

8810030321* 

60 295 

Q 

SMITH.R D. 

8900200167 

WASTE MGT 

STANOERFER.F.R 

8610000104 

50-320 

P 


8810120138 

WASTE MGT 

SMITH, R D 

8909290246 

408771 

STANOERFER.FR 

0010000277 

50*320 

P 

OBOCIEH.M J 

8810310566* 

40 341 


SMITH, R.D. 

8809290240 

40-6857 

STANOERFER.FR 

0D1OOOO27B 

60-320 

P 

OeOOlEK.M J 

8810310687* 

40-341 


SMITH,R D. 

8609290260* 

40-8657 

STANOERFER.FR 

0010170402 

60*320 

P 

ttULP 

6810180289 

FOIA 


SMITH, R D 

8809290308 

WASTE MGT 

STANOERFER.F.R 

OB10160107 

60-320 

P 

aLEYJLW 

8810030276 

60 256 

P 

SMITH, R.D. 

8810040170 

406904 

STANG.J 

OB0Q2OOO36 

60 315 

J 

L^RJH 

8810240196 

60 604 

F 

SMITH,R,D. 

881 00401 B4* 

40 6904 

STANG.J F 

0010050100 

50-315 

J 

SEA^H 

6810240240 

50 603 

F 

SMITH, R.D 

8810040310 

406659 

STANG.J,F, 

30101001DS 

50-316 

P 

D, 

6810170041 

60-277 

S 

SMITH, R.D 
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TUCKER.H B 

6000260405 

50-309 

s 

VARGA.SA 

8810040200’ 

50 >416 

J 

nc^MV PG 

8610100235 

60*260 

J 

TUCKER.H.B. 

6009 300084 

50 267 

p 

VARGAS. A 

0610040269* 

SO-348 

J 

TOJWNfJEQ. 

8810140057 

60 336 

P 

TUCKER.H 0 

68093 00094 

50*309 

Q 

VARGAS A 

0610050134* 

60 395 

J 

•nt^FV D R 

6810070377 

PR 


TUCKER.H.B. 

8609300100 

60-268 

Q 

VARGAS A, 

8610060016* 

60-400 

J 

nn 

6810070377 

PR 


TUCKER, H.B. 

8610030103 

60-269 

Y 

VARGAS A. 

6810060021* 

60 302 

J 

1 1 . V n 
HJSIPYDR 

6810120061 

PR 


TUCKER.H.B. 

6610030370 

60-413 

P 

VARGAS A. 

8810070090 

60 353 

0 

irui^sroj 

6610100165* 

60-276 

F 

TUCKER.H.B. 

6610040247 

60-369 

P 

VARGAS A 

0610100061* 

50 209 

J 


6B 10040058 

60*276 

R 

TUCKER.H B 

B8 10040251 

60-369 

Q 

VARGAS A 

0610100110* 

50-309 

J 


6610030068 

50 443 

Q 

TUCKER.KB, 

8610040260 

60-287 

S 

VARQA,SA 

6010100123* 

50 309 

J 

•Tilfiiyv/TEJ 

6610030133 

60 443 

Q 

TUCKER.H B 

8B1 0040455 

60-413 

F 

VARGAS A 

8610100129* 

60 280 

J 

^jLWMwrFj 

681-0030250 

60*443 

Q 

TUCKER.H B 

6010050070 

NUREG 


VARGAS A 

8010100130* 

60-280 

J 

^JlfyOMTE J 

B0 10050032* 

60*443 

Q 

TUCKER.H.B. 

6010050333 

60*269 

F 

VARGAS A. 

6610100166* 

60 443 

J 

:?>fOOMTEJ 

8610850140 

60*443 

Q 

TUCKER.H B 

6610050336 

60 369 

F 

VARGAS A, 

6810100196’ 

60 244 

J 

TairMVJiJTFJ 

8810160060 

50 443 

Q 

TUCKER.H.B, 

0610050338 

50*269 

F 

VARGA.SA. 

6810100211* 

50-293 

J 


8610160060 

50 443 

Q 

TUCKER^HD 

6610050330 

50*269 

F 

VARGAS A. 

6010100242' 

60 271 

J 

k”Ar i Cgv-» 

TsjLcrjft^pj 

6810160060 

60*443 

G 

TUCKER.H B. 

6610060134 

60*260 

F 

VARGAS A 

8010100260* 

50-260 

J 

1 W|V» 

TyUFlQD^GJ 

6610160090 

60*443 

Q 

TUCKER.H.B. 

6810060263 

60 270 

a 

VARGAS A 

6610100264* 

50 260 

J 

iTnr 1 

1WI00NT6J. 

6810180100* 

60*443 

G 

TUCKER.H B 

6810070051 

60*369 

s 

VARGAS A 

6810110230* 

50-246 

J 

?Jin30HTEJ 

8610180100* 

60 443 

Q 

TUCKER.H.B. 

8810070060 

60360 

s 

VARQA,S.A 

6610110266* 

60 277 

J 

*^pMviIC|V 

TSJiPCOWTFJ- 

8610180100* 

60 443 

G 

TUCKEn.H.B 

6810100034 

60G60 

p 

VARGA.SA 

6010110270' 

60-277 

J 

TMTCOMTEJ 

8B10180177 

60*443 

G 

TUCKER.H B 

6810110050 

NUREG 


VARGA.S A. 

6610110209* 

50*387 

J 

*?JJlOONTEJ 

68101Q0169 

60*443 

G 

TUCKER.H.B. 

6810110244 

60*269 

F 

VARGA.SA 

6610110300* 

50 272 

J 

T5AnCONTE^. 

8810200005 

50*443 

G 

TUCKER.H.B. 

8310120004 

60360 

S 

VARGA.S A. 

8610110311* 

60 272 

J 

TUn^&HTEJ 

8610270212* 

60 443 

Q 

TUCKER,H.B. 

8010120310 

60413 

0 

VARGAS A 

8010110346' 

so 220 

J 

^UflQOMTE J 

6810270218 

60 443 

Q 

TUCKER.H.B 

8010120321 

60 267 

8 

VARGA, 8 A. 

8010110360' 

50-333 

J 

•UpicONTEJ 

6810260167 

60-443 

G 

TUCKER.H B 

0810120332 

60*370 

Q 

VAHGA.SA. 

8810120016* 

50317 

J 

7?AROOWT6J 

6810280173* 

60*443 

Q 

TUCKER.H.B. 

8810120361 

S0414 

S 

VARGAS A, 

0010120076* 

60-206 

J 

5IAFOCWTE.J. 

8810280178* 

60*443 

Q 

TUCKER.H, B. 

8610130021 

50*414 

s 

VARGA, S A. 

0810120177* 

50 410 

J 


6610030171 

60*200 

J 

TUCKER.H B. 

8B10130033 

60 413 

p 

VARGAS A. 

8010130004' 

60-322 

J 

grVW 

■RWMEIUC M. 

6609270033 

60*200 

P 

TUCKER.H.B. 

0810130122 

60 413 

Q 

VARGAS A. 

0310130222 

50-322 

P 

^uuELLC M 

6810110246 

50*206 

P 

TUCKER.H.B 

0610130172 

50*368 

F 

VARGAS A. 

0610130349* 

50 320 

V 

1UMUELLC M. 

8310110306 

60*206 

P 

TUCKER.H.B 

6810130165 

60*368 

8 

VARQA.S A. 

8010130361* 

60 210 

J 

?;iAiiaL,CM. 

8610110316* 

60*206 

P 

TUCKER.H B. 

8B10130205 

60*368 

P 

VARGAS A. 

8010130370* 

60-334 

J 


6610200326 

60*200 

Q 

TUCKER, H.B, 

B01O13O221 

50*369 

S 

VARGA, a A 

0810140079* 

50-213 

J 


6606300161 

60*206 

P 

TUCKER.H.B 

6610140160 

60-269 

Q 

VARGAS A 

0810170163 

50-293 

p 


B81013012S 

ORQ 


TUCKER,H.B. 

8810178050 

60-378 

0 

VARGAS A 

8610160045* 

50.293 

p 

iW 

T^AN^ 

6610260530 

FOIA 


TUCKER.H.B. 

B6101 70220 

50*370 

P 

VARQA.S.A. 

8010100441* 

60-321 

J 

KJOJL 

6610050108 

60-272 

R 

TUCKER.H D. 

6610170262 

60-260 

P 

VARGA, a.A 

8010100442* 

50-321 

J 

j 1>£A)J 

6810050166* 

60-272 

R 

TUCKER.H.B. 

0810170204 

60*413 

P 

VARGAS A. 

6010240537 

60-220 

p 

ISEVORSlGA 

8006270136 

60*268 

F 

TUCKER.H, B 

0610170419 

50-369 

R 

VARGA3.A. 

6010270209* 

50-293 

F 

'5€\<5flSLGA 

8010040360 

60-268 

J 

TUCKER.H B. 

8610170426 

60-360 

Q 

VARGA^SA. 

8810270301* 

60*293 

F 

TSVCflSGA 

8610120272 

60 298 

J 

TUCKER, H B. 

6B1 8170431 

60 413 

P 

VARLEY.RA 

061 00301 1B 

60-293 

F 

J Pe««S,GA 

6610120270 

60*268 

F 

TUCKER.H.B. 

B610170443 

60-369 

S 

VAUGHN, Q E* 

6810060076 

60-496 

S 


rf€«flS,0A. 

?«VCflS,0E 

tippjll 

17SPPJLE. 

8610190018 

6610120399 

6610030104* 

6610040399* 

6810060059* 

60-290 

60 290 
60-334 
60-317 
60-300 

F 

P 

Q 

Q 

0 

TUCKER.H B. 
TUCKER.H.B. 
TUCKER.H.B. 
TUCKER.H.B. 
TUCKER.H B, 

6010100022 

6810100201 

6810100404 

6010100079 

6810190092 

60-369 

BO 207 

60 414 

60 413 
50-369 

P 

8 

a 

R 

R 

VAUGHN.Q E 
VAUQHN.Q E. 
VAUGHN.Q.E. 
VAUGHN, Q.E, 
VAUGHN, O.E. 

5010050151 

0510070003 

8610070053 

8610100092 

0810130318 

60 498 

50 490 
56-490 

50 408 

60 490 

a 

Q 

p 

8 

a 

WJLE 

WjLE 

WPJX 

wxt 

VOJ?AL 

6010210352 

6810210371 

6810210376 

6010210303 

6810040309* 

60 300 
60-334 
60-309 
60-334 
70-1161 

P 

V 

P 

P 

TUCKEn.H.B. 
TUCKER.H.B, 
TUCKER.H B. 
TUCKER.H.B- 
TUCKER.H.D. 

6010190446 

8810210251 

8010210470 

8010210461 

0810210623 

50-260 

50-060 

50 370 
60-309 
50-369 

Y 

S 

8 

S 

8 

VeUSQUEZ.JR. 
VELASQUEZ.J.a 
V6LASQUEZ.J,R, 
VELASQUEZ^) R. 
VELASQUEZ.m 

8809200174 

8010130068 

0810130101 

0010130210 

8810170325 

40 6007 

40 6907 
40-0907 
40-8907 
40-6007 


W.QL 

TWkGL 

■ ’WTJP. 

6810040342* 

801OO4O356* 

0010030041 

0810030041 

0010030164 

70-824 

70-1201 

60 443 

60 443 

60 443 

G 

Q 

G 

TUCKER.H.B. 
TUCKER, H.O. 
TUCKER.J E. 
TURCOTTE,R.L 
TURK.8.E. 

0010260496 

0010040230 

0010170074 

6610060383 

6010030380 

50-269 

50-369 

60-321 

60*131 

60 443 

R 

P 

R 

F 

G 

VELASQUEZJ.R. 

VERNETSON.W.Q. 

VERRELUaM. 

VEHR6LLID.M, 

VERRELLI.D.M 

0810200059 

8009300112 

6810060097 

6810060101* 

6010210463 

40-8907 

70-1068 

50-395 

50-395 

60*416 

Q 

Q 

Q 

. XWTJP. 

8010030164 

0610030264 

0610030264 

60-443 

60 443 
60-443 

G 

Q 

Q 

TURK,S.e. 

TURK.S.E. 

TURK.S.E, 

0610030400' 

0610240014 

8610240102 

60-443 

60-443 

60-440 

Q 

G 

Q 

VERReai.D.M. 
VERRELU.D.M, 
VERnELU.O M. 

8810210404* 

6810240103 

8010240208 

60*410 

60-324 

60 400 

Q 

0 

0 
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AUTHOR 
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AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

subject 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

VERRELLLDM 

6810240214 

50>238 

Q 

WEIMER,D H 

8810170192* 

50-320 

P 

WHITE, L 

8810030102 

50 277 

Q 

VERRELLI.D M 

6810240477 

50*324 

Q 

WEISS, A J 

6810040125 

NUREG 


WHITE, P 

8810040148 

50-272 

R 

VICKREY,R 0 

8809290396* 

50*498 

Q 

WEISS.AJ 

B6102601S6 

NUREG 


WHITE,? 

6810040158 

60 311 

R 

VIETCN.M J 

8609300038 

50-213 

J 

WELLS. A H 

8609140482 

PROJ 


WHITE,?. 

8810190140 

50-311 

R 

ViNCl.D W 

8609290239 

50-382 

S 

WELLS.AH 

8809290178 

PROJ 


WHITE,? 

8810190152 

50-272 

R 

VlRQIUa.MJ 

6310060031 

50-282 

P 

WELLS.A H 

8610060216 

71*9103 


WHITE.SA 

8809260081 

50-260 

P 

ViRQILIO.MJ 

8610170066 

50-282 

P 

WELLS.A H 

8810170378 

71-9183 


WHITING. A R 

8810040351* 

WASTE MGT 

VIRGILIO^MJ 

6810170072 

50-237 

P 

WELLS.A H 

8610170409 

71-9183 


WHITING.A R 

0810120260* 

WASTE MGT 

VISSINQ.G S. 

6310140063 

PROJ 


WCLLS.A H 

6810190201 

71-9183 


WHITTEN, J E 

0810130303* 

FOIA 


V01.P0NIJV* 

3010110243 

NUREG 


WENZIN6ER,E 

8810040353 

60 277 

P 

WHITTIER.G D 

8810140208 

60-309 

F 

VOMVORIS.E G 

3010050193 

NUREG 


WENZINGER.EC 

8B06270145 

50-364 

Q 

WHITTIER, G.D 

8810180300 

60-309 

S 

VOM LOEWE.H 

0810170136* 

FOIA 


WENZINGER.E C 

8810070293 

50 353 

Q 

WHITTIER, G.D. 

8810160022 

50-309 

R 

WAGNER,? a 

8806290396* 

60 496 

Q 

WEN ZING ER.E C 

6810170040 

50-220 

P 

WHITTIER.G D 

8010240050 

60-309 

R 

WAGNER.WJ 

8809300036* 

50*344 

Q 

WEN ZING En.E.C 

0B1 01 70061 

60-352 

Q 

WHITWORTH, F 

0010190190* 

CONTRACT 


WAHI.KK 

0610040408* 

WASTE RES 

WENZINQEB.E C. 

8810210298 

50 272 

Q 

WICHERS.D.L 

0810130127 

40-0502 


WAHTXO 

8610130050 

50 344 

F 

WENZINQER,E C. 

8810240248 

50*272 

P 

WICHERS.D L 

8010130314 

40 0502 


WALKER, H 

6810060126* 

50-443 

Q 

WERNER, R P 

8810030360 

50 213 

S 

WICHERS.DL 

8810180250 

40 8502 


WALKER.R D 

8B1 0040147 

50-445 

S 

WERNER.R P. 

6810040134 

50 245 

F 

WIDELLR C 

8809270019 

50-302 

Q 

WALKER.R D 

6810040157 

50-445 

S 

WERT.LD 

6B10120216* 

50-269 

0 

WIDELLR C 

8810030082 

50-302 

F 

WAIKER.R D 

8610180243 

60-445 

S 

WESSMAN.R, 

88102S0168* 

SO 293 

P 

WIDELL.RC 

8810060103 

50-302 

P 

WALKER. R D 

8310180247 

50-445 

S 

WESSMAN.R 

8810130404* 

50-203 

P 

WIDELL.R C. 

8010060114 

60-302 

P 

WAIKER.R D. 

3310180313 

50-445 

A 

WESSMAN.R 

8810250152* 

50-293 

F 

WIDELL.R C. 

8010170226 

60-302 

S 

WALL.K C 

0310190261 

50-213 

R 

WESSMAN.R, 

B810270231 * 

50 293 

F 

WIDELL,R.C 

0810170302 

50 302 

P 

WALLACE ,D 

3010060103* 

60 170 

V 

WESSMAN.R 

8810270238* 

50-293 

F 

WIDELL.R C 

8010180473 

60 302 

S 

WALLACE ,D 

0810170207* 

50-223 

V 

WESSMAN.R H 

8810030444* 

50-29 

J 

WIDELL.R.C. 

8010100484 

60 302 

s 

WALLACE, D 

8010170323* 

50 5 

V 

WESSMAN.R H 

8802160312* 

60-293 

P 

WIDELL.R C. 

8810180516 

60 302 

R 

WALLACE, W J 

0810140012* 

REVIEW GR F 

WESSMAN,R.H 

8609290129* 

60 244 

P 

WIDELL.aC 

6810100005 

60-302 

S 

WALLACE.W L 

8810110261* 

REVIEW QR P 

WESSMAN.R H 

8809290374* 

50 244 

J 

WIDELLR C, 

8010240474 

60 302 

S 

WALLACE,W.L. 

8810 120007* 

REVIEW GB P 

WESSMAN.R.H 

B81 0030042* 

60-309 

J 

WIDENER.W.B. 

8010040037 

60-277 

Q 

WALLACE, W.L 

8810120024* 

REVIEW GR P 

WESSMAN.R H. 

6810030136 

50-293 

Q 

WIEBE,J S, 

BB10040128* 

60-445 

0 

WALLACE.W.L 

8810140015* 

REVIEW Gfl P 

WESSMAN.R H 

8810030241* 

50-443 

J 

WIEDEMAN.D. 

8810120166* 

REVIEW GRP 

WALLACE.W.L 

6810140244* 

REVIEW GB P 

WESSMAN.R H. 

6810030399* 

50 271 

J 

WIERINGA.D 

8810050265 

NUREG 


WALLIN, G A 

B8 101 30004 

SO 271 

R 

WeSSMAN,RH. 

8810040094* 

50 443 

P 

WIESEMANN,R A 

8BO920O189* 

60-601 

K 

WALSH, P S 

8610110036* 

50 219 

P 

WESSMAN.R H 

8810060286* 

50-293 

P 

WIESEMANN.R.A. 

8010030441* 

50-327 

P 

WALTJ D 

66 10060382 

60-344 

F 

WESSMAN.R H 

8610060308* 

60-309 

P 

WIESEMANN.RA 

8810050170* 

60-498 

P 

WALT.TD 

8610170105 

50-344 

F 

WeSSMAN,R.H 

6810100166* 

50 244 

P 

WIESEMANN.R.A. 

8010110103* 

50-338 

P 

WALTHeRS.C 

8610170299 

50-20 

Q 

WESSMAN.R H 

8810110065* 

50 203 

F 

WIESEMANN.RA 

8810110242* 

60-423 

P 

WAMBACH.T.V. 

6810050052 

50-255 

P 

WESSMAN.R H 

8810110070* 

50-293 

G 

WIESEMANN,R.A. 

0810170432* 

50-360 

Q 

WAM0ACHJV 

6310050055* 

50-265 

P 

WESSMAN.R H 

8810120046* 

60-293 

G 

WIESEMANN,R.A 

8810180025* 

50-369 

P 

WAMBACH.T.V 

8S101300S9 

50-255 

P 

WESSMAN,R K. 

8810130408* 

60 293 

P 

WIESEMANN.R A. 

8810160340* 

60-445 

A 

WAMBAGHJ.V. 

8310130061* 

50-255 

P 

WESSMAN.R H. 

8B10170403* 

50-29 

P 

WIGGINS, E. 

88 100 50008* 

CONTRACT 


WAMBACH.TV 

3310130070 

50-255 

P 

WESSMAN.R H 

8810180038* 

50-293 

P 

WIGGINS, E. 

8010110241* 

CONTRACT 


WAMBACH.T.V 

3810130072* 

50-255 

P 

WESSMAN.R H 

8810240129* 

60 29 

P 

WIQQINS.E. 

8010120223* 

CONTRACT 


WAMBACHJV 

3810130134 

50-255 

P 

WESSMAN,R H 

6810250127* 

60 293 

P 

WIGGINS, EJ 

8609290164* 

CONTRACT 


WAMBAGHJ.V 

3810130144* 

50-255 

P 

WESSMAN.R H 

8819260186* 

60-293 

P 

WIQQINS.E.J 

8810100270* 

CONTRACT 


WAMBACH.TV 

0610160233 

SO 265 

P 

WESSMAN.R H 

8810270252* 

50 293 

F 

WtQQINS.J.T. 

8810030186 

60-334 

Q 

WANQ.A,B. 

8810030079 

BO-213 

J 

WESSMAN.R H 

8810270915* 

60 293 

P 

WIQQINS,J.T. 

8010040016 

50 271 

Q 

WANQ.A 0. 

8810140073 

60-213 

J 

WESSMAN.R H 

0810270324* 

50-293 

P 

WIGGINS, J T 

8810040300 

60-317 

Q 

WANG, AS. 

8B10140173 

50 213 

P 

. WESSMAN.R H 

8010270342* 

50-293 

F 

WIGGINS, J.T. 

8810050233 

50-293 

F 

WANG, A B 

0810170091 

50213 

F 

WESSMAN.R H 

8810270351* 

60-293 

F 

WIGGINS, JT, 

8810060053 

60-309 

Q 

WANG, A B. 

8B101 70247 

50 213 

P 

WESSMAN.R H 

8610270435* 

60 293 

F 

WIQQINS,J.T. 

8810120352 

50 443 

0 

WANG. A B. 

8610240243 

50213 

P 

WEST8Er6.R a. 

8010030063* 

50-440 

Q 

WIGGINS, J.T. 

B810210315 

50-307 

Q 

WANGLER.M E, 

8810200223 

71 9034 


WESTERMAN.T F. 

8810050101* 

60-285 

Q 

WIQQINS.P.J. 

8810060166* 

CONTRACT 


WARD.D C, 

8810120414* 

50 424 

0 

WESTERMAN.T.F* 

8810050107 

50 265 

S 

WIGQINTON,DL 

8809200381 

BO 382 

P 

WARD.K. 

6610110290 

50 410 

s 

WESTERMANJF 

8810060299 

60-267 

Q 

WIQQINTON.D.L 

8809300062* 

60-267 

J 

WARD,K. 

6610190364 

50-410 

s 

WESTERMAN.T F 

8810170060* 

60 267 

Q 

WIGGINTON,D.L 

8809300067* 

50-208 

J 

WARD.K 

86101Q0462 

50-410 

s 

WHEADON.WC. 

8810110005 

71 9001 


WIGGINTON.D.L 

8809300120* 

60-313 

J 

WAREMBOURG.D.W 

6610040129 

50-267 

p 

WHEATLEY.C.J 

8610030122 

NUREG 


WIGGlNTON,O.L. 

8B0930Q127* 

50-265 

J 

WAREMBOURG,D.W 

6810050211 

50-267 

P 

WH1TACRE.C 

8810040132* 

CONTRACT 


WIGGINTON.D.L. 

8810030161 

50-382 

J 

WARNiCK.fl 

8610040124* 

50-445 

Q 

WHITE 

8810170315 

l&E 


WiGQlNTON,D.L 

8810030164* 

60-382 

J 

WARN1CK,R F. 

66092800 IS 

50-445 

Q 

WHITE, CW. 

8810120356* 

50-443 

Q 

WIQQINTON.D.L 

8810030167 

60-382 

P 

WARNICK.R F 

6809280017* 

50-445 

Q 

WHITE, H.D 

8810110241* 

CONTRACT 


WIGQINTON.D L 

6810030202* 

60-382 

P 

WARNICK.R F. 

3809280137 

50-445 

Q 

WHITE.J 

B810050073 

1&E 


WIQQINTON.D L 

8810030217* 

60-458 

J 

WARNICK,R F 

8610040122 

60*445 

Q 

WHITE.J, 

8010170314 

l&E 


WJGGINTON.D L 

881 0030227* 

50-462 

J 

WARN1CK.R F. 

0310050315 

60-445 

Q 

WHITE, J R. 

8704290317* 

FOIA 


WIQQINTON.D.L. 

8810030233* 

60 498 

J 

WARNICK.R.F 

3310050318 

60 445 

Q 

WHITE, J.R 

8604060307* 

REVIEW GR P 

WIQQINTON,DX. 

881 0040338 

50-362 

P 

WARNlCK,R F 

8810060337 

50 445 

Q 

WHITe.J R, 

8804070021* 

REVIEW QR P 

WIQQINTON.D.L 

8810130146 

50-382 

J 

WARNICK,R.F, 

0810060354* 

50-445 

0 

WHITE.J*R. 

8804070333* 

REVIEW GR P 

WIQQINTON.D.L 

6610180138 

60 382 

P 

WARNiCK.fl F 

6810060362 

50*445 

Q 

WHITE.J.a 

8604080206* 

REVIEW GRP 

WILDE, S M. 

8810040259* 

60-276 

F 

WARREN, LA. 

8810210454 

60 280 

R 

WHITE, J R 

8804120100* 

REVIEW GR P 

WILQUS.W.S. 

8810030378 

60-302 

P 

WASHINGTON.SL 

8810040074 

50-397 

S 

WHITE.J R 

8804120221* 

REVIEW GR P 

WILLARO,S.C. 

860926024B 

60 259 

s 

WASHINGTON,® L. 

8810110371 

50-397 

s 

WHITE.J B. 

8005090227* 

REVIEW QR P 

WILUARD.S C 

8810180451 

50-260 

s 

WASHINGTON.® L. 

8810120110 

50 397 

s 

WHITE.JR 

8805230294* 

REVIEW GRP 

WILLIAM, W.O. 

8810100244 

60-334 

Q 

WASHINGTON, S.L 

6810140184 

50*307 

s 

WHITE.J, B. 

B80S240094* 

REVIEW QR P 

WILLIAMS,J.H. 

8810050038* 

60-277 

Q 

WATSON, R A. 

6809300132 

60-400 

s 

WHITE.J R 

0805240182* 

REVIEW QR P 

WILLIAMS.J.H. 

8810070296* 

60-363 

Q 

WATSON.R A 

8610070072 

50 400 

F 

WHITE.Ja 

8806180186* 

REVIEW GRP 

WiLUAMS,J.H. 

8810170085* 


n 

WATSON.R A 

6810120264 

60 400 

s 

WHITEJ.R 

8806220224* 

REVIEW QR P 

WILLIAMS, L, 

8610130091* 


WATSON,R A 

6810140049 

50^ 00 

Q 

WHITE.J R 

8006280353* 

REVIEW GR P 

WILUAMS,M 

0B1 01 90435 

60-482 

R 

WATSON.R A. 

8610170161 

50-400 

S 

WHITE.J R. 

8007070230* 

REVIEW GRP 

WiLUAMS,M.Q 

B81Q050112 

60-482 

s 

WATSON.R A 

8610170236 

50 400 

S 

WHITE,J fl 

8808010385* 

REVIEW GR P 

WILLIAMS.M Q. 

8810060216 

60-482 

s 

WATSON,R A. 

6610190047 

50-400 

R 

WHITE.J R 

8810110145* 

REVIEW QRP 

WILLIAMS, M.Q 

0B1OP6O225 

50-482 

s 

WATSON.R A. 

8610240225 

50-400 

S 

WHITE, J, a 

8810120369* 

REVIEW GRP 

WILLIAMS.M.Q. 

88 10240467 

60-482 

s 

WEADOCK,A. 

6810210218* 

60-244 

0 

WHITE.J R 

0010130192* 

REVIEW QR P 

WILLIAMS, O.Q. 

8610130418 

FOIA 


WEADOCK,A. 

6310240509* 

50-213 

Q 

WHITER R. 

8810130220* 

REVIEW GR P 

WILLIAMS, O.Q. 

8810260330 

FOIA 


WEAVERJ P. 

8310240057 

50-305 

S 

WHITE.J,R 

8810140011* 

REVIEW QR P 

WILLIAMS,O.Q 

6610260336 

FOIA 


WEAVER .WW. 

6810180279* 

60-320 

T 

WHITER R 

8810170312 

l&E 


WILLIAMS, R.O 

8 BOO 280284 

50 267 

p 

WEBBER.K. 

6310100017 

40-8971 


WHITE, J R. 

8810170379* 

REVIEW GR P 

WILLIAMS.R.O 

8600290170 

60 207 

V 

WEHRY.R R. 

8310060217 

60-387 

S 

WH1TE.J.R 

0810210211* 

REVIEW QR P 

WILLIAMS.R.O, 

8809300037 

60-267 

F 



PERSONAL AUTHOR INDEX 303 


AUTHOR 


, iuMS.no 

►35SSis.n.o 

^IL 

StsJL 

lUiSJL 

SSJoN-Jtt 

S^BA 

jSoksA 

«^Kba 

KShsa 

SOH0A 

ftSONJBA 

ItSOMAR^ 

HWNAft 

KsSn^f. 

nsWtF. 

I^SOfMlF. 

aSOfiflA 

vimsD 

ftmWL 

IN&eflMA 

iNGCflT.VL 

I»aLlR.CJ. 
iWCOn.FE 
waowjp. 
-mow, TP 
WiSKWXP 


WEftSJIW. 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

6809300003 

50-267 

Q 

WINTERS, R*W 

6810189141* 

60-219 

Q 

Y BARRON DO.LJ 

6610140113 

60-267 

P 

WISEMAN.Q.R. 

8810249396* 

60-261 

Q 

Y BARRON DO, LJ 

6610140117* 

60-267 

P 

WITHERS,B.D. 

88 100591 12 

60 482 

S 

YEH.TC 

6610170228 

60-267 

Q 

WITHERS,B.D. 

88 1000921 5 

60 482 

8 

YORK,D W 

YORK,0 W. 

e61O10O?23 

60-267 

P 

WITHERS^B.D. 

8810000226 

60-482 

S 

6610160235 

60-267 

P 

WlTHERS3.a 

8610070223 

50-482 

Q 

YORKJ. 

YOST.P 

8810190374 

60-267 

H 

WITHERS, B,D. 

8810070242 

60-482 

Q 

YOUr^G.C 

8810210451 

50-267 

P 

WITHERS, B.D. 

8810070274 

60 4B2 

P 

YOUMGC, 

8810210452* 

50 267 

P 

WITHERS, B.O. 

6810210503 

PB 


youmg!f. 

6810110276 

50 410 

S 

WITHERS, B D 

8810240407 

50-402 

S 

YOUNG.G 

6810110290 

60 410 

S 

WITTLER,R J. 

8810040075 

NUREQ 


YOUNG.JC 

YOUNG.MA 

YOUNG,MA 

YOl)Ne.MA. 

6810100350 

50-410 

s 

WITTIER, R J 

8610040110 

NUREQ 


6810180364 

60-410 

s 

WOJCIK.J.T 

8610070042 

60 316 

S 

8810180378 

60-220 

s 

WOLFE, SJ. 

0610030162 

SO 443 

G 

6810190444 

60-410 

R 

WOLFE, S.J. 

6610200024 

60 443 

Q 

YOUNG.MA 

8810100462 

60-410 

s 

WOLFE.SJ, 

8610270354 

60 443 

a 

YU,C 

YUhAS.G P. 

8810210123 

50 220 

s 

WOMELOORF,DJ. 

8 81 0260377 

PR 


YUHAS,G P. 
YUHAS.QP 

8810240180 

WASTE MGT 

WOOD.R. 

8810130208 

40 8684 


6810060240 

60 330 

Q 

WOODHEAD.C P. 

8810240122 

GO 320 

Q 

YUHA8,Q,P. 
YUHAS,G.P 
YUHAS.Q P 
YUHAS,G P 

8810050241* 

60-338 

Q 

WOODLAN.D R 

8810060077 

60 446 

0 

8810050299 

60-260 

Q 

WOODLAN,D R 

8810060088 

50445 

S 

8810070181* 

60-260 

Q 

WOODLAN.D R. 

8810060102 

60 445 

S 

YUHAS.Q P 

8610120297 

60-302 

Q 

WOODLAN.D n 

0810060117 

60 445 

S 

ZAHNLEUTER.HJ 

8610130155 

60-335 

Q 

WOODLAN.D R. 

8810080163 

60-445 

Q 

8810130166* 

60-335 

Q 

WORRALL,B.L 

8810260172* 

69 293 

H 

ZAKNLEUTER.R J 
ZAHNLEUTER.RJ 

8810240403 

50-280 

Q 

WORRALL.WH. 

8310260178* 

60 293 

H 

ZAHNLEUTER.RJ. 

ZAHNLEUTER.RJ, 

8B100S0176* 

CONTRACT 


WRIGHT, QC. 

8809290226 

60-305 

P 

8800290400 

50-302 

Q 

WRIGHT, G,C. 

8810030410 

50 266 

V 

ZAHNLEUTER.RJ 

8610120380 

50-302 

0 

WRIGHT, G.C 

0810060128 

50 263 

Q 

ZAHNLEUTER.RJ 

8810120384 

60-302 

P 

WRIQHT,QC. 

8010060013 

$0 305 

V 

ZAHNLEUTER,fl J 
ZAHNLEUrER,RJ. 

6810140169 

60 302 

P 

WRIGHT, QC 

8010100097 

59 166 

V 

2AHNLEUTER,RJ, 

8809290236 

60-210 

Q 

WRIGHT.Q.C. 

8B10140182 

50 490 

Q 

ZeCH,L.W. 

ZECHL.W 

8809290323 

60-210 

Q 

WRIGHT.QC. 

8010170347 

60-10 

P 

8810110009 

60-210 

P 

WRIGHT, G,C. 

6010170396 

60315 

P 

zEcaiw 

2ECH,LW 

2ELLNER.RJ, 

6010110011* 

60-219 

P 

WRIGHT.QC. 

0010180407 

60 346 

V 

6810100463 

60 210 

Q 

WR1QHT,Q.F. 

8810060166* 

CONTRACT 

ZIMMER MAN .R 
ZIMMERMAN, R 
ZIMMERMAN, R.P. 
ZIMMERMAN.RP 
ZIMMER MAN.RP 

8810050201 

60-276 

S 

WRIGHT, K 

8810040311* 

60-520 

F 

8B09 160292* 

60-321 

Q 

WRIQHT.L D. 

8810130171 

0610060002* 

0810190024* 

40 5097 


8610190269 

8810030166 

50-334 

NUREQ 

R 

WRIGHT, R.W 
WUROAFT.LD. 

50 425 

PR 

Q 

8810070254* 

PROJ 


WYRICK.T.R. 

6810039261 

60-397 

S 

ZiMMER.MAN.R.P 

8610140169* 

REVIEW QR P 

YACHIMIAK,E 

6810180284* 

50-317 

Q 

ZINCK,8,D. 

ZINKEi/ICHF.N. 

ZWOLINSKI.JA 

ZWOUNSKI.JA 

8610210276 

70-1113 


YBARRANDO.LJ 

0809260026* 

CONTRACT 

8610210490 

70-1113 


YBARRONCX>,LJ. 

6010040046* 

CONTRACT 

6810240177 

70-1113 


YDARRONDO,LJ. 

6810050004* 

CONTRACT 

8B1 0170039* 

60 353 

Q 

YBARRONDO.LJ, 

8010000020* 

CONTRACT 



ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8810170297* 

CONTRACT 

8810100438* 

CONTRACT 

8810110187* 

WASTE RES 

881 00 50 150* 

50-317 

Q 

8810050153* 

50-317 

Q 

0810040200* 

50 43B 

Q 

0010050265 

NUREQ 


0810060035 

50-10 

H 

0010060057* 

50-10 

H 

0010040345 

PR 


0610060002 

50 354 

Q 

0010060394* 

FOIA 


0610030427 

50 322 

Q 

8010240091 

59 322 

Q 

8010240107 

50 322 

G 

8810240132 

60 322 

G 

8810100276* 

FOIA 


8609200209 

50312 

Q 

8009300147* 

so 620 

0 

8010030011 

50-529 

0 

6810030111 

50-133 

Q 

6810030209 

50 276 

Q 

6810040263 

60 275 

Q 

0810210603 

60 397 

Q 

0810210606* 

60 397 

Q 

0810030099* 

60-322 

G 

0810030109* 

60 322 

G 

BB10030414 

60 322 

G 

8910160012 

50-322 

G 

8910160037 

60322 

G 

0910100195 

SO 322 

G 

0810200066 

60-322 

G 

0910200062 

60 322 

G 

6910270302 

60-322 

G 

6910280163 

60-322 

G 

0810130079 

60 277 

U 

8910189107 

50 293 

U 

8910260459* 

FOIA 


6910269519* 

70143 


6810109079 

40 B724 


9819170219 

60 312 

Q 

0819170222* 

60 312 

Q 

9619939224 

60 206 

Q 

8810939229* 

60 206 

Q 

8010149172 

50 361 

Q 

8819179230 

50 275 

Q 

9899290055 

PR 


8810090239 

50-293 

S 

0893170322* 

60-293 

P 

8910130401* 

60-293 

P 




CORPORATE SOURCE INDEX 


fre subject category column in this index gives the 
docket number and the symbol for the category of 
rformafion within that docket; for example, 50-232 P. 
The docket subject categories are defined in Appen- 
dix A, 

Subject categories for nondocketed items are also 
entered in tnis column by symbol; for example, 
ACftS. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure Is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents." 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


WP.lnc 

8009290403* 

60 461 

P 

8010000017 

60 461 

P 

I'iT Commuoicalions 
to,*AeaEh€f, Inc 

8B1Q040406* 
881 0060326* 

CONTRACT 

CONTRACT 


8810170267* 

REVIEW QR 

P 

NucPoar Fuels Corp (lormerly 

0809200341 * 

60-336 

P 

Eoan K'jdear Co , Inc ) 

0810110112 

PR^ 



0810140016 

71*9217 



0810140019» 

71-0217 



6810170227* 

60 336 

P 

Dopi ol, Qiaduale School, 

8810050034* 

CONTRACT 


DC 

8810050037* 

CONTRACT 



8610000141* 

CONTRACT 


Corp 

8810110169* 

REVIEW GR 

P 

0610110170* 

REVIEW QR 

P 

trxn FaiWfwrft, Inc 

0810270447 

FOIA 


Hauer & Fold 

Wuft, Cunp. Hauof & Feld) 

0810060307 

FOIA 



8010060389 

FOIA 


1 PLa£4-j Power Co 

j 

8009200006 

60*348 

S 

0809290376 

50*340 

P 


0810040203 

60 340 

P 


0810040203 

60 348 

F 


6810040205* 

60 348 

F 


6810040296* 

60 348 

F 


8010060295 

60*348 

F 


8810060296* 

60*348 

F 


8010060300* 

50 348 

F 


0810070264 

50*348 

O 


0810140126 

60*348 

Q 


6010140130 

60*348 

P 


0010100268 

60*348 

R 

’ 

8010190410 

60*340 

F 

JU:3w>cal Isolope Enrich mont, Inc 

0010240190 

0610240240 

60 604 

60 603 

F 

F 

RMKJnal Oncology Center, Now 

PA 

Ifovmg & StofBge, Inc 

0010060007* 

40 0940 


0010110107* 

CONTRACT 


trsian AMOClation lor Slruclural 
ifecfiVKS m Reactor Technology 

Irvspection Co , Inc 

801021 06D0* 

0610060264 

CONTRACT 

71 6717 


Nr^ntin WuMg Congress 

0810060239 

PR 


Nucloa/ Corp 

0009260156 

40 44C2 



8810130001 

40*4402 



6010130196 

40 4462 



0810130203 

40 4402 


J 

0810160016 

40 4402 



B01 01 80026 

40*4402 



8010100023 

40 4402 


' irtfiTsham Corp 

8809200146 

QAOOO 


0800290307 

71*9163 



6810080100 

71*9180 



8010210030 

71*0006 


ti'iSlhry.MA 

8010030077 

50 443 

Q 

8610030077 

60 443 

G 


0810030006* 

60*443 

G 

, 

8810030006* 

60 443 

G 

. 

801 0050026 

60*443 

Q 


0810050026 

50*443 

O 


0810050173 

60 443 

Q 


8810050173 

60*443 

G 


0010180206 

50*443 

0 


8010100200 

60 443 

Q 


0610100214 

60 443 

G 


0810160214 

60 443 

Q 


8810180222 

50 443 

G 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



&B1018D222 

60 443 

Q 


8Bl0280t12 

60443 

Q 


8Bl028Dt12 

50 443 

Q 


8610280129 

50443 

G 


8610280129 

50 443 

G 


8610280146 

50443 

Q 

Anaconda Co {div. of Allandc Richfield 

Co) 

Anne Arundel County, MD 

S610280146 

50 443 

G 

6609290293 

40 8902 


6610310562 

40 341 


Appling County. QA 

0610190121* 

CONTRACT 


Ardonno National Lebcralory 

Arwona Nuclear Power Project (lormerly 
Arizona Public Service Co) 

6010100276* 

FOIA 


6600270039 

50*523 

F 

0BO929OO99 

50*528 

S 


8609290171 

50 520 

S 


8609290174 

50 530 

S 


6809290347 

50*523 

R 


6806200350* 

50 523 

R 


68092903 54* 

50 523 

R 


3509290355* 

60 523 

R 


3610030191 

60 523 

S 


3610040306 

50 523 

F 


3610040306 

SO 523 

F 


6610040303 

SO 523 

F 


6310040311* 

50 526 

F 


3310040311* 

50 526 

F 


8310040311* 

50 523 

F 


3310060201 

60 523 

P 


6610110269 

60*523 

K 


3810110269 

50 523 

K 


0310110260 

60*523 

K 


0610110377 

50 523 

S 


0610120162 

50 523 

Q 


6010120239 

50*530 

P 


6810120264* 

00*530 

P 


6610140102 

60-528 

Q 


8610140192 

50*526 

Q 


8610140102 

60*528 

0 


8610170010 

60*520 

P 


8810170010 

60*520 

P 


8810170010 

50*528 

P 


8810160001 

60 530 

s 


8610160002 

50 530 

s 


8810180005 

50*520 

s 


6610160229 

60*523 

s 


0810210403 

60*523 

R 


8610210403 

60 523 

R 


8610210403 

50 526 

R 


8610240424 

60 5SB 

K 

Arizona, State of 

8809200210* 

REVIEW QR 

P 

Arizona. Univ. of, Tucson, AZ 

0810210523 

60*113 

P 

6810210558 

50*113 

P 


8010210564* 

50*113 

P 


8610210589* 

60*113 

P 


031 0210572' 

60 113 

P 


0310210577' 

50113 

P 


6310-210595* 

50*113 

P 

Arkanaas Power A Ughl Co. 

3309280271 

50 368 

F 

3309290017 

60*313 

F 


6390290133 

60*313 

S 


3390300141 

60*313 

P 


8610070336 

60*313 

F 


6310160011 

50*300 

8 


3310130006 

50*313 

S 


3610130262 

60*366 

s 


8010170234 

60*313 

J 


8010130010* 

50*313 

Q 


305 



306 CORPORATE SOURCE INDEX 


AUTHOR AmUATION 


Armsuong World lr>duaiifl^8 
Army, Oopl, of 


Ashfand Chemical Co 


Ashland Oil, I no 
Associated Press 
Allas Corp, 


Auburn, NE 
Automatic Switch Co 
B&W Fuel Co. 


BASF Corp 
BP America. Inc, 

BWR Owners Group 
Saboock & Wilcox Co. 


Backus, Meyer & Solomon 

Bailey Controls Co (subs or Babcock & 
WfIcoxCoJ 

Baltimore Qas & Electrlo Co, 


Barnett Induatrial X-Ray 

Batlelle Human Affairs Research Centers 

Battel le Memorial Institute. Columbus 
laboratories 

Battalia Memorial InsUtute, Pacilio 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8010190021 

50-313 

Q 

8010210455 

50-313 

P 

0B1O210476 

50 366 

n 

681021054B 

60-313 

R 

0810260212 

50-313 

K 

0810260221 

50*368 

K 

0810110199* 

REVIEW QR 

P 

0810110220* 

REVIEW QR 

P 

8010110114* 

40 8631 


0010170136* 

FOIA 


0010120274* 

REVIEW GR 

P 

8810120370* 

REVIEW QR 

P 

0810120368* 

REVIEW QR 

P 

0810120397* 

REVIEW QR 

P 

0810120169* 

REVIEW QR 

P 

8810260006 

60 443 

P 

8810260009* 

60 443 

P 

8809280224 

40-3453 


0609260234 

40-3453 


0BO9260241 

40-3453 


8810130217 

40-3453 


8810160264 

40-3463 


6810160294* 

CONTRACT 


8810240067 

50-305 

S 

0610100474 

71-9230 


8610200109 

71-9230 


6810110303* 

REVIEW QR 

P 

6610130235 

40-6904 


8810260136* 

50-293 

P 

8809300131 

70 27 


6810060220 

70-364 


8810070359 

60*260 

s 

8610140121 

TOPREP 


9810170385 

WASTE MQT 


0010210207 

70-27 


8010210645 

70 27 


8810240234 

70-27 


0010240413 

71-606 


0810240417* 

71-506 


8010240422* 

71-500 


8010180177 

50 443 

Q 

0010200087 

60-443 

G 

00 10260043 

60 219 

S 

8809270063 

60*317 

F 

6609260050 

60-317 

S 

8009280190* 

60-317 

R 

8809260280 

60-317 

F 

6609280260 

60*317 

F 

0610040038 

60-317 

Q 

8810040039 

60 317 

Q 

0810040057 

60-317 

P 

6810040084 

60-317 

F 

8010040389 

60-317 

R 

8610040392* 

50 317 

R 

8010050135 

NUREG 


6010050142 

60-317 

Q 

8810050144* 

60-317 

Q 

8610060003 

60 317 

F 

0810060006 

50 317 

F 

8010060006 

60-317 

F 

8810100014 

60-317 

S 

6810100X314 

60-317 

S 

0010100074 

60*317 

P 

0010100074 

60-317 

P 

8810110304 

60-317 

P 

0010110304 

60-317 

P 

0010110305* 

60*317 

P 

8010110306* 

50-317 

P 

0810140166 

50*317 

P 

0610140156 

60-317 

P 

80 101 70020 

60-317 

s 

8010170020 

50-317 

s 

0010170022 

60*317 

F 

0010160126 

60*317 

P 

0810190210 

50*317 

R 

0810190210 

50*317 

R 

0610210437 

60-317 

P 

0810210463 

60*318 

P 

0810210460* 

60-318 

P 

8810240146 

50-317 

P 

6010240156 

60-317 

P 

8810240167* 

60*317 

P 

0810130189 

71*662 

0010060265 

NUREQ 


6010050179 

CONTRACT 


0810050272* 

CONTRACT 


8609300135 

WASTE RES 



AUTHOR AFFILIATION 


Norlhwesl Laboratory 


Bear Creek Uranium Co. 

Bechtel Group. Inc 
Bechtel Power Corp. 

Beecham Laboratories 

Bellman. H.8 
Bemis Co,. Inc. 

Berkeley, CA 
Berlex LaboralorieSi Inc. 

Blocraft Laboratories, I no. 

Bishop, Cook, Purcell & Reynolds 
Black Prince 
Block Drug Co., Inc. 


Boston Edison Co. 


Brookhaven National Laboratory 


Business Communications Contractors, |no 
G&P Telephone Co. of Maryland 

CFD Research Corp. 

CIBA-QEIGY Corp. 

COQEMA. Ino, 

CPC International Inc. 

Cabot Corp. 


California, State of 
California, Univ. of, Berkeiw. CA 
California, UnIv. of, Irvine, oA 
California, Univ. of, Los Angeles, CA 
California, Univ. of, Santa Barbara, CA 


Calspan Corp, (subs. Arvin lndustr|es/Fr 
ankim Research Center) 


Cafvert County, MD 
Canonle, Ino, 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


6810050261 

6810050265 

8810180017 

8610260153 

8610040034 

8810040140* 

8810180277* 

6810060012 

6610110370* 

8610100270* 

8610110376* 

0810270189 

6610110372* 

6610120047* 

8610060064 

8610120039* 

8810170400* 

6610170404* 

6610170410* 

0010170436* 

8810180342* 

6610180360* 

6610180410* 

8810180425* 

8610180439* 

6707130402* 

6600280176 

6809280304 

8800290027 

6800200053 
68 100301 18 
8810040439 
8610070166 
8810070170* 

8810070209* 

8610110230 

8610120093 

8810120105 

8610120255 

8810130413* 

8610130414* 

6610130416* 

8010130416* 

8810140055 

6810140061* 

8810140063* 

8810140007 

8610170190 

6610170335 

8810190440 
6810260121* 
60 102701 10* 
6810270167* 
8609140326* 

6810030359 

6810030401 

0810040125 

8610210016* 

6610210026* 

0810210037* 

8810210046* 

6810210052* 

6610210080* 

8810240481 

6810040190* 

6810110111* 

8810100370* 

8810050156* 

6810120024* 

8810100119 

6810100194 

8810120062* 

8610170363 

8810180047 

6810200377 

0610270169 

8810100075* 

8800200106 

8610040132* 

B810060068* 

6810210402* 

8009030266* 


NUREG 
NUREG 
WASTE RES 
NUREQ 

40-8452 
40-0452 
50-320 
OAOOO 
REVIEW QR 

CONTRACT 
REVIEW QR 
50-224 
REVIEW QR 
REVIEW GR 

50-460 
REVIEW QR 
REVIEW QR 
REVIEW QR 
REVIEW QR 

REVIEW OR 
REVIEW QR 
REVIEW QR 
REVIEW QR 
REVIEW GR 

REVIEW QR 
50 293 
50-293 
50-293 
50-293 

50-293 

60-293 

50-293 

60-293 

60-293 

S0-2B3 

60-293 

50-293 

50-293 

60-203 

50-293 

50-203 

60-203 

60-263 

60-203 

50-203 

60-203 

60-203 

50^93 

60-203 

50*293 
60*203 
50 293 
60*293 
TOPREP 

WASTE RES 
WASTE RES 
NUREG 
REVIEW OR 
REVIEW OR 

REVIEW OR 
REVIEW QR 
REVIEW OR 
REVIEW GR 
WASTE RES 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
REVIEW QR 

40-2259 
40*6822 
REVIEW GR 
40*6940 
40-0940 

PR 

60-224 

CONTRACT 

60*142 

CX>NTRACT 

CONTRACT 

CONTRACT 

80-293 


6809030271* 60-203 


8810180165 

0810060023* 

8610130107* 

8810200064* 


FOIA 

CONTRACT 

40*8907 

40-6907 


7 

P 


P 

Q 

P 

P 

Q 

P 

P 

P 

P 

P 

P 

P 

P 

P 


P 

P 

P 

P 

P 

P 


P 

P 

0 

P 

IF 

F 





CORPORATE SOURCE INDEX 307 


AUTIlOn Al riMATION 




AKii04^taii« Inn 

C«nMK icH \ AW In ilin PiM 

C«niA^ Jof WA»le Mi^otHfllory 

AnAVWft 


CNtilos at ilio Hiu OrcKip, Ino 
NiK;t««r BytlAms, Inc 

OwJCAl iJnnk 


CiftiKAcm. ffkj (sgijg of Mcd(’Pfiy«tc*i 

VKJ,) 

Ci^K€\§ Urging flcftooniiiOlo G'nofQy 
dovAtji/xi ISl&oific UtominaDrHi Co. 


accebsion 

NUMDEn 

BftBOJttOv'JC't* 
imoogao^i \ 
oimoufl02\o» 

#WOO:(OOI32 

B«I00-1Q17^ 

ntnofliioioz 

nn 10050043 

BOIO05OOGO 
nOlOO 50163 

flo 10000210 
0010000210 
0010000210* 
««f00f30?t0* 
0010070072 

ftfl 100701 10 
0(110070200 
«fl1007Q270' 
0010070343 
00100/0350 

(1010100150 
0010100220 
0010100227 
00(0100220* 
0010)20 MO 

0O1O12O2O4 

00101203)3 

0010120334 

0010120400 

0010)300)7 

0010130203 

0010)40045 

0010140045 

0010140040 

0010)40100 

0010140100 

0010170120 

0010170101 

0010170230 

0010170202 

0010100301 

0010100413 

00)0)000)) 

0010100011 

0010100010 

0010100010 

0010100041 

00)0101)044* 

0Q1O1OOO47 

0010100053 

0010200203 

0010200203 

00)0200205 

0010200205 

0010200200 

0010200200 

0010200304 

00)O2OO3(H 

0010210302 

0010210400 

0010240225 

0010120034* 

0010200100* 

0010100227* 

0010130403 


OtiflJeCT 

category 


50 326 & 

60 201 F 

50024 0 

60‘324 Q 

60 324 Q 


50 400 
REVIEW GR 
60-443 
CONTRACT 
60-276 


0000300101 WASTE MQT 


0000300(04* 

0000300120 

0010040343 

0010040351* 

0010120260* 

0810130340* 

0010)30300 

0010140103 

0010240172 
OO101 20020* 
0000200164* 
000020030) 
0O1OOOQ1O1 

00)0070363 

0010170406 

6010170446. 

00)0030200* 


0700200066* 

0600270041 

0600200203. 

0000200200 * 


WASTE MOT 
WASTE MGT 
WASTE MQT 

WASTE MQT 
WASTE MQT 
WASTE MQT 
WASTE MQT 
WASTE MQT 

WASTE MQT 
REVIEW 95 
CONTRACT 
71-9111 
POIA 


AUTHOft AFFlUATiON 


ClwelanO, OH 
ainton, It 

Colorado Stale Univ , Fort Collins, CO 
Cotorado, Slata of 


Cotoiama laimraftRg A Pnnbng, fnc 
Combustion Enfllneering. irvc 


Comax Corp ^ . 

Comrrionwealtb Edison Co 


accession 

MUM 6 ER 

8809290206’ 

8809290208* 

6803290330 

8810030027 

8810030417 

6810060284* 

8810130120 

6610MOOOS 

8810140009* 

6810170175 

8610160409 

8810190040* 

8810)90042* 

6810190045* 

6810200065 

8009260244 

8610190218* 

6810040110 

6810170052* 

8010110202 

6810130268 

801Ot2OOfr 

6809290014 

8e09290(»0 

d8092«X»6' 

6809290266 

B809290307 

6810050326 

6810050332* 

8010060010 

8810060022* 

60)0060034 

88101)0320 

0010110356* 

8ei0120l0>5 


WAWtCT 

CAttOORY 


50-348 

contract 
Nim£0 
CONTRACT 
WASTE MG T 

state pro 

fleWwGR 

6CMTO 

71-6078 

71 . 0 O 7 S 

714SC78 

5<M70 

XPORTLIC 

XPORTLC 

XPORTIC 

XPORTLC 

PftOJ 

50-470 

StUTO 

70.)1DO 


6610120107 710022 

8810120261* 50-285 

88)0170008 70-36 

06)0170122 aim 
8810170133* OAm 


80101704)8 

8810240)10 

8810030345* 

88092700)5 

8809270118 

6809280068 

B80929CO51 

8609290074 

8809290C74 

8800290074 

8609290074 

8809290074 

e0O92«»74 

8809290074 

6809290148 

8809290223* 

0809290335 

0009290352 

0809290353 

8809290363 

6809290358 

8809290357' 

8000290357* 

8800290357* 

8800290357* 

B809290357* 

0800290350 

8800200365 

6800290377 

6009200307 

8809300011 

e8093CC0)1 

8809300029 

8809300C« 

8810030206 

8810030206 

88)00304)1 

80lOO4Cg)^ 

0010040^ 

8610040223 

6610040223 

68 l 0040 aAT 

6810040347 

8810040054 

S10040400* 

aeicosowo 

esio^zj 

8810960122 


7) 9022 
70-1100 

oonthact 

56^56 

50-295 


assess© OOOO^i 
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AUTHOR AFFILiATrON 


ACCESSION SUBJECT AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEOORY NUMBER CATEGORY 


8610050122 

50-454 

Q 

8810050122 

60 454 

0 

6610050122 

60 454 

Q 

831 0060270 

50 454 

Q 

6310050330 

60 454 

F 

0810060071 

50 237 

P 

0610060076 

60-205 

P 

8010060070 

60 295 

P 

8810060107 

60 237 

S 

8610060256 

60-295 

P 

8010060256 

60-295 

P 

8010060263 

60 456 

8 

8010060256 

60 457 

S 

0010060250 

SO 456 

S 

8010070053 

50 295 

F 

0010070106 

50 374 

S 

0810070112 

50 456 

F 

0810070173 

60 454 

P 

8010070173 

50-454 

P 

0010070219 

50-254 

P 

5810070255 

60-464 

P 

5810070265 

60-464 

P 

5810070255 

60-454 

P 

5610070256 

60-454 

P 

8610070255 

50 454 

P 

8610070261* 

50 454 

P 

8510070281* 

60 454 

P 

8510070261* 

50 454 

P 

8510070261* 

60 454 

P 

6510070261* 

60-454 

P 

8810070267 

60-237 

Q 

6510070267 

60-237 

0 

8810070267 

60-237 

Q 

6810070267 

50*237 

0 

8810070376 

60-295 

F 

8610110064 

50*295 

P 

8610110064 

60*295 

P 

8810110100* 

60*295 

P 

8510110100* 

60*295 

P 

8810110360 

60*10 

F 

6810120003 

60 373 

F 

8510120067 

60-456 

S 

0510120160 

50 254 

P 

0510120202 

50 295 

P 

0810120267 

60 373 

J 

6810120407 

60-237 

P 

6810130020 

60-454 

F 

6810130020 

50 454 

F 

8B10130106 

60-454 

P 

6810130106 

60-454 

P 

6810130106 

60-454 

P 

0610130106 

50-454 

P 

8610130106 

60-454 

P 

0610130106* 

60-454 

P 

0610130108* 

60-454 

P 

8810130108* 

60-454 

P 

8810130108* 

60-454 

P 

6810130106* 

60-454 

P 

6610130304 

60-237 

R 

0810130304 

50-237 

R 

8810140094 

50-10 

F 

8810140094 

50-10 

F 

8810140116 

60-456 

Q 

8610140213 

60-295 

R 

8810140229 

60-456 

F 

80101 70031 

60-264 

R 

8610170097 

60-237 

Q 

8010170097 

60-237 

Q 

8610170114 

60-456 

F 

0010170168 

60-237 

Q 

0610170389 

60-458 

P 

6010180014 

50-374 

S 

8610180211 

60-374 

S 

6610180369 

50-254 

R 

8610180492 

60-457 

S 

0810190033 

60-456 

R 

6610190033 

60-456 

R 

0610190149 

50-456 

R 

6610190211 

60-457 

S 

0610190238 

60-464 

R 

6610190236 

60-454 

R 

6610190254 

50-373 

R 

8610190266 

60-237 

P 

8010100266 

60-237 

P 

8810190266 

60 237 

P 

8010190266 

50-237 

P 

8610190266 

60-237 

P 

6610190260 

60*237 

P 

6510190266 

60-237 

P 


Computer Products, Inc. 

Concord Baveraga Co. 

Congoleum Corp 

Connecticut Yankee Atomic Power Co, 


8010190274* 50^237 P 
8810190274* 50-237 P 
8810190274* 60 237 P 
B81 01 90274* 60 237 P 
8810190274* 60 237 P 


0810190274* 50-237 

8010100274* 50-237 

8010190421 50-456 

8010190428 60-456 

8810190439 50-373 

8810200008 60 456 

6810210163 50-304 

8810210515 60 454 

0810240345 50 237 

0810100623* 60-317 

6010120007* REVIEW QR 

6010110386* REVIEW GR 

8810110387* REVIEW GR 

8609280034 60-213 

8810030360 60-213 

8810030407 60-213 

8810060297 60 213 

6610060297 60-213 

6810060304 60 213 

0010060309* 60-213 

6610060329 50-213 

0610060332 60-213 

8610070366 60-213 

8010070386 60-213 

8610110366 60-213 

8810120337 60-213 

8810120383 50-213 

6810130071 60-213 

6810170263 60 213 

6810170276* 60-213 

8810170469 60-213 

0010100261 60 213 

6610210466 50-213 

0010240412 50-213 

0810240469* 60-213 

8810240466* 50-213 

0B1 0240405* 50*213 

8010240465* 60-213 

8010240465* 60-213 

8810240465* 50-213 

8810240490* 50-213 

8010240603 * 50-213 

8610240506* 60-213 

8810240621* 60-213 

8810240521* 60*213 

8810240521* 60-213 

8810240521* 50*213 

6810240621* 60*213 

6810240526* 60*213 

6810240536* 50-213 

6810240535* 50-213 

6810240635* 60-213 

681 0240536* 60-213 

6810240536* 60-213 

8810240540* 60-213 

8810240640* 60*213 

6810240540* 60-213 

8610240540* 60*213 

8810240640* 60-213 

8810240542* 50*213 

8810240544* 60*213 

5610240544* 60*213 

6810240544* 50*213 

6810240544* 60-213 

6610240544* 50*213 

8810240545* 60*213 

6810240546* 60*213 

6610240S45* 60*213 

8810240545* 50*213 

8810240546* 60-213 

8810240546* 60-213 

8810240546* 60-213 

8810240640* 50*213 

8810240646* 60-213 

8010240646* 60-213 

8810240548* 50*213 

00,10240660* 50-213 

B 0560‘ , 60-213 

0550* 60-213 

8010240560* 60 213 


8810240560* 60*213 P 
68,10260164* 60-213 P 
6810260164* 60*213 P 
0010260164* 60-213 P 


■OTJ'P'O'P ■q’P'gTJTJ TJ-DlOUtJ TJ'D'DTJ'D ■DTnjTJTJ ■O-O-OU-O -OTJ-nStO -O-n-OTJCft "00033^1 -n-mJ-DW tOUTJ-O-D ■O-DTJOiTJ OOOtJ-O 
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AUTHOR AFFILIATION 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


0010250173* 

60-213 

P 

OQ10250173* 

60-213 

P 

0810250173* 

60 213 

P 

0810250179* 

60 213 

P 

0810260170* 

60-213 

P 

8B10250179* 

60-213 

P 

QO1O25O170* 

50 213 

P 

0010250170* 

50-213 

P 

001025010S* 

50-213 

P 

0010260195* 

50-213 

P 

8010250105* 

60213 

P 

8010250195* 

50 213 

P 

8010250105* 

50-213 

P 

8010250108* 

60-213 

P 

8010250100* 

50-213 

P 

6810260198* 

50 213 

P 

6810260198* 

60 213 

P 

8810250198* 

50-213 

P 

8610250202* 

50 213 

P 

8810260202* 

50-213 

P 

0010250202* 

50-213 

P 

8810260202* 

50 213 

P 

88 10260202* 

50-213 

P 

8810250206* 

50-213 

P 

8810260205* 

60-213 

P 

8610260206* 

60-213 

P 

0610260205* 

60-213 

P 

8810260205* 

50-213 

P 

8810260200* 

60-213 

P 

8610260200* 

60-213 

P 

0Q1026020B* 

50-213 

P 

8610260208* 

60-213 

P 

8610250200* 

60-213 

P 

8610260211* 

60-213 

P 

8610260211* 

60-213 

P 

0010260211* 

60-213 

P 

0010250211* 

50-213 

P 

6610260211* 

60-213 

P 

6010250216* 

60-213 

P 

6010260216* 

60-213 

P 

0010250216* 

60-213 

P 

0810250216* 

60-213 

P 

8010250216* 

60 213 

P 

0010260223* 

60-213 

P 

0010250223* 

60-213 

P 

0010260223* 

60-213 

P 

0810260223* 

60-213 

P 

0010250223* 

60-213 

P 

OBI 0250229* 

60-213 

P 

0010250229* 

50 213 

P 

8010260229* 

60-2 IQ 

P 

0010260220* 

60-213 

P 

0010250220* 

50 213 

P 

0810250239* 

60 213 

P 

8810260239* 

50-213 

P 

0010260239* 

60-213 

P 

0810260239* 

60-213 

P 

88 10260230* 

60-213 

P 

8810260241* 

60-213 

P 

8810260241* 

60-213 

P 

8010250241* 

50-213 

P 

8810250241* 

60-213 

P 

8810260241* 

60-213 

P 

fl910?60247* 

60-213 

P 

0010260247* 

60-213 

P 

8010260247* 

60-213 

P 

8910250247* 

60-213 

P 

0010250247* 

60-213 

P 

6010250260* 

60-213 

P 

0010250260* 

60-213 

P 

0010260260* 

60-213 

P 

0810250260* 

60-213 

P 

8810250260* 

60-210 

P 

0010250262* 

60-213 

P 

8010250252* 

60-210 

P 

6610260262* 

60-213 

P 

0810260262* 

60-213 

P 

0010260262* 

50-213 

P 

0810260260* 

50-213 

P 

6810250260* 

60-213 

P 


8610260268* 60*213 P 
&&1026026a* 60*213 P 
8610250260* 60*213 P 
8010260260* 50*213 P 
8010260260* 60*213 P 

8610260260* 60*213 P 
8610260260* 60-213 P 
6610260260* 60*213 P 
6810260266* 60*213 P 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8310260265* 

8B10250265* 

8810260265* 

881025D265* 

8810250266* 

8810250266* 

8810250266* 

8810260266* 

8810250266* 

8810250271* 

8810250271* 

8810250271* 

8610250271* 

8810250271* 

881025027*4* 

8B10250274* 

BB10250274* 

8810250274* 

861025027*4* 

8610250279* 

8810250273* 

8810250273* 

8810250279* 

8810260279* 

8810250281* 

8810250281* 

8810250281* 

6810260261* 

B810260261* 

6810250283* 

8810250283* 

8610250283* 

6810250283* 

8810250283* 

BB102S0294* 

8810250294* 

8810250294* 

8810250294* 

8810250294* 

8810260297* 

8810250297* 

8810250297* 

8810250297* 

8810250297* 

8810250300* 

8610250300* 

8810250300* 

8310250300* 

8810250300* 

8810260302* 

8810250302* 

8310250302* 

8810250302* 

8610250302* 

8810260303* 

8810250303* 

8010260303* 

8810250303* 

8810250303* 

8810250308* 

8810250308* 

6810250308* 

8810250308* 

8810250308* 

6810260310' 

8810260310* 

6810250310* 

6610250310' 

8510250319* 

6810260318* 

8810250318' 
80 1026031 6* 
8810250316* 
8810250316* 
0810250310* 

8610250318* 

6010250316* 

6610250318* 

0810250316* 

6010250321* 

8010250321* 

8810260321* 

0010250321* 

6810260321* 

S01O2BO328* 

6010250328* 

0810250328* 

0610260328* 

0010260328* 


50-213 

60-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

50-213 

60-213 

60-213 

50-213 

50-213 

50-213 

60-213 

50-213 

50-213 

60-213 

60-213 

60-213 

60-213 

50-213 

50-213 

50-213 

50-213 

60-213 

50-213 

50-213 


50-213 

50-213 

50-213 

50-213 

50-213 

60-213 

50-213 

50-213 

60-213 

50-213 

60-213 
50-213 
50-213 
50-213 
50 213 

50 213 
50 213 
50-213 
60-213 
50-213 

50-213 
50 213 
60 213 
50 213 
50-213 

50-213 
50 213 
50-213 
50 213 
50 213 

50 213 
50-213 
50 213 
50 213 
60-213 

50-213 

50-213 

50-213 

60-213 

60-213 

50-213 

60-213 

50-213 

50-213 

50-213 

50-213 
50 213 
50 213 
60-213 
60-213 

50 213 
60 213 
50 213 
50 213 
50-213 

50-213 
50 213 
60 213 
50213 
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310 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8810250331* 50 213 P 

8810260331* 50 213 P 

6810250331* 50-213 P 

8810250331* 50 213 P 

8810250331* 60 213 P 

8810250334* 50-213 P 

8010250334 * 50 213 p 

8810250334 * 50-213 P 

8810250334* 50 213 P 

8810250334 * 50-213 P 

6810250338* 50 213 P 

8810260336 * 50-213 p 

8810250338* 50 213 P 

6810250340* 60 213 p 

8810250340 * 50 213 P 

8810250340 * 60 213 P 

6810250340* 50 213 p 

8810250340 * 50-213 P 

8610250423 * 50-213 p 

8810250423 * 50 213 P 

8810250423* 50-213 P 

8810250423* 50-213 p 

8810260423 * 50 213 p 

8810250425* 50-213 P 

8810250425* 60-213 P 

8810250425* 60 213 P 

8810260425* 50-213 P 

8810250425* 60-213 P 

8810260427* 50-213 P 

8810250427* 60 213 P 

8810260427* 50-213 P 

8810260427* 60-213 p 

8810250427 * 50 213 P 

8610260430* 50 213 P 

6610250430* 50-213 P 

8810250430* 60 213 P 

8810250430* 60-213 P 

8810250430* 60-213 P 

8810250431* 60-213 p 

8810250436* 60 213 P 

8810260436* 60-213 P 

8810250438* 60 213 P 

8010250436* 60 213 P 

8810260436* 50-213 p 

6810250440* 50-213 P 

8B10260440* 50-213 P 

8810260440* 60-213 p 

6810260440* 60-213 P 

8810250440* 60-213 P 

8810260444* 60-213 P 

8810260444* 50-213 P 

8810250444* 50-213 P 

8810260444* 60-213 P 

0810260444* 50-213 P 

8810260446* 50-213 P 

8610250446* 60 213 P 

6810260446* 50 213 p 

8610260446* 50-213 P 

8610250446* 60-213 p 

8810250449* 60 213 P 

8810260449* 60-213 P 

8810250449* 60-213 p 

8810250449* 60 213 P 

8610250449* 60 213 p 

0810260464* 50-213 p 

8810250464* 60-213 p 

8810250454* 60-213 P 

0810260454* 60-213 p 

8810260454 * 60-213 p 

8810250458* 60-213 p 

8810260456* 50-213 p 

8810250456* 60-213 P 

8810260456* 50-213 p 

8810260468* 50-213 P 

8610250462* 60-213 p 

8810250462* 60-213 P 

8810260462* 50-213 P 

8010260462* 50-213 p 

88102504 62* 50-213 P 

8810260466* 60-213 P 

8810250466* 50-213 P 

8810260465* 60-213 P 

0810260466* 50-213 P 

8810250466* 50 213 p 

8810250477* 50-213 p 

8810250477* 60-213 p 

8810260477* 50-213 p 

8810250477* 60-213 p 

8810250477* 50-213 p 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8810260481* 60 213 

0810250481* 50-213 

0610250481* 60-213 

8810250481* 60 213 

6810260481* 50-213 

8810250485* 60 213 

8810250485* 50-213 

8610260405* 60-213 

8010250485* 50-213 

8810250486* 60 213 

8010250499* 60-213 

8810250499* 60 213 

0810260499* 60-213 

8010250499* 60-213 

8810250499* 60-213 

0010260502* 50-213 

8810250502* 60-213 

6810260502* 50-213 

8810250502* 50-213 

0010250502* 50-213 

8810260504* 50 213 

8810260504* 60-213 

8810250504* 60-213 

8810260504* 60 213 
8810250504* 50 213 

8810250506* 60-213 

0810260500* 60 213 

0010260509* 50-213 

8810250509* 50-213 

8610260609* 60-213 

0810260509* 60-213 

8010260040* 60-213 

8810260048* 60-213 

8810260046* 50-213 

8810260048* 60-213 

8810260048* 60-213 

8B1 0260055* 60-213 
0010260065* 60-213 

8810260055* 60-213 

0810260055* 60-213 

8810260055* 50-213 

8810260061* 60-213 

0810260061* 60 213 
8810280061* 60-213 
8010260061* 50-213 

B61 0260061* 50-213 

8610260066* 60-213 
8810260073* 60-213 

8810260090* 60-213 

B81 0260098* 60-213 

8810260100* 60-213 
8810260108* 60-213 
881 02601 26* 60-213 

0010260127* 60-213 

0610260130* 60-213 


8810260164* 50-213 
8810260164* 50 213 
8610260164* 60-213 
8010260164* 50*213 
BB1 02601 64* 60-213 

8010280170* 50-213 
0010260170* 60-213 
8010260170* 60-213 
0810260170* 60-213 
0810260170* 60-213 

8810260175* 50-213 
8810260176* 60-213 
8810260176* 50-213 
8010260176* 60-213 
8610260175* 50-213 

8810260182* 60-213 
8810260182* 60-213 
8810260182* 50-213 
8610260162* 60-213 
8010260162* 50-213 

8810260189* 60*213 
0010260189* 60-213 
0010260169* 60-213 
8010260189* 60-213 
6810260189* 60-213 


0810280194* 60-213 
0610260104* 60-213 
8810260194* 60-213 
8010260194* 60*213 
8810260184* 60-213 


8810260199* 

8610260199* 

8810260199* 

8810260199* 


60-213 

60-213 

60-213 

60-213 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 



CORPORATE SOURCE INDEX 311 


AUTHOR AFFIL^ATION 


ACCIE9810H 


NUMBER 

CATE 

8010260199* 

60*213 

8810260204* 

60*213 

8810260204* 

60*213 

8810260204* 

60*213 

6810260204* 

60*213 

8810260204* 

60-213 

8810260219* 

60*213 

881 026021 9* 

60-213 

6610260219* 

60-213 

8810260219* 

60-213 

6610260219* 

60 213 

6810260229* 

60-213 

0010260229* 

60 213 

8610260229* 

BO-213 

8810260220* 

50*213 

8810260220* 

50*213 

8810260233* 

50 213 

8810260233* 

60-213 

6810260233* 

60 213 

8810260233* 

60213 

0810260233* 

60213 

8810260238* 

60-213 

6610260238* 

60-213 

8810260230* 

60*213 

6610260238* 

60-213 

6010260238* 

60-213 

8010260244* 

60-213 

8810280244* 

80-213 

8810200244* 

80-213 

8010260244* 

60-213 

6810260244* 

60 213 

8810280282* 

60-213 

6610260262* 

60-213 

8610260252* 

60-213 

8810260262* 

60-213 




d6102&0262* 

8610260267‘ 

6810260267* 

6810260257* 

8810260287* 

0810260267* 

6810260272* 

6610260272* 

6810260272* 

8810260272* 

8810260272* 

0610260286* 

8610260268 * 

6610260266* 

6810260266* 

6610260286 * 

8610260316* 

8610260316* 

6810260316* 

6010260316* 

8810260315* 

8610260322* 

6610260322* 

8610260322* 

6810260322* 

8810260322* 

0810280410* 

0810260410* 

8610260410* 

8010260410* 

0610260410* 

6610260417* 

6010260417* 

8810280417* 

8810260417* 

8610260417* 

6610260426* 

8810260426* 

8610260425* 

8610260426* 

8810260426* 

8810260436* 

8810260436* 

6610260436* 

6010260436* 

8810260436* 

8610260464* 

0610260464* 

6810260464* 

6810260454* 

8010260464* 

6810280473* 

8810260473* 

8810260473* 


60 213 
60>213 
60*213 
&Q'213 
60.213 

60.213 

60*213 

60.213 

60.213 

50*213 

60*213 

60*213 

60*213 

60*213 

60*213 

60*213 

60*213 

60*213 

50*213 

60*213 

60-213 

60-213 

60-213 

60-213 

50-213 

60-213 

60*213 

60*213 

60*213 

60-213 

60-213 

60-213 

60-213 

60-213 

60-213 

60-213 
60*213 
60*213 
50-213 
60 213 

60*213 

60*213 

60*213 

60*213 

60*213 

60*213 

60*213 

60*213 

60*213 

60*213 


60-213 

60-213 

60*213 

50*213 



AUTHOR AFFILIATION 


ACCESSION 


SUBJECT 


NUMBER 

CATC 

8810260473* 

60-213 

0010260473* 

50*213 

0Q1O26D4C5* 

50*213 

0B1O26D485* 

50-213 

8310260465* 

50-213 

8810260485* 

50-213 

8810260485* 

60-213 

0810260407* 

50-213 

8810260497* 

60-213 

0810260497* 

60-213 

0810260497* 

60-213 

0310260467* 

60-213 

S91026DS06* 

60-213 

0810260506* 

50-213 

8810260506* 

60-213 

8310260506* 

50*213 

8810260506* 

50*213 

3810260513* 

60*213 

8810260513* 

50*213 

8810260513* 

50-213 

3810260513* 

50-213 

8810260613* 

50-213 

8810260520* 

50*213 

8810260520* 

50-213 

8810260520* 

50-213 

8810260520* 

50-213 

8810260520* 

60-213 

8810260524* 

60-213 

0810260524* 

60-213 

8010260524* 

50-213 

6010260524* 

50*213 

8010260524* 

50-213 

0B1O26O528* 

60-213 

0010260528* 

60*213 

6810260520* 

60-213 

8810260528* 

50-213 

8810260528* 

50-213 

8010260539* 

60-213 

8810260545* 

60*213 

6010260545* 

60*213 

6010260545* 

60*213 

6610260545* 

50*213 

681026054S* 

60*213 

8810260551* 

60*213 

8810260551* 

60*213 

6010260551* 

60*213 

8810260551* 

50*213 

0810200551* 

50*213 

881D260S62* 

50-213 

8810260502* 

50-213 


8810260562* 

6610260562* 

8810260562* 

6610280566* 

6610260566* 

8810260&66* 

6610260568* 

8610260566* 

6610260571* 

6810260571* 

8B10260571* 

6610260571* 

8610260574* 

6610260574* 

6610280574* 

6810260574* 

8810260674* 

8810260676* 

8810260576* 

8810260576* 

8810260576* 

8910260576* 

8810260577* 

0B1O26O577* 

8810260577* 

8010260577* 

B810260577* 

8810260576* 

8810260578* 

BB10260578* 

8810260576* 

8610260578 

8610260579* 

8810260570* 

8810260573* 

6610260573* 

8010260573* 

8010200580* 

8810280580* 


60*213 

50*213 

60*213 

60*213 

50*213 

60*213 

60-213 

60*213 

60*213 

50*213 

60*213 
50 213 
60 213 
60 213 
60*213 

50 213 
50 213 
50 213 
50 213 
50*213 

60 213 
50.213 
50*213 
50*213 
50*213 

60 213 
60 213 
60*213 
60*213 
60 213 

BD-213 

60*213 

60*213 

60-213 

60*213 

60*213 

60*213 

60*213 

60*213 


P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 



312 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Cortnecllcul^ Stale ol 
Conner & Wetterhahn 

Coj^seco^ Inc. 

Consafvation Council of North Carolina 
Consolidated Edison Co of New York, Inc 


Consumers Power Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEQORY 


5810260560* 

50 213 

P 

8810260580* 

60*213 

P 

8810260560* 

50213 

P 

881 026058 r 

60213 

P 

6810260581* 

50-213 

P 

8810260581* 

60*213 

P 

6810260581* 

60-213 

P 

8810260501* 

50-213 

P 

8810310208 

pa 


6810280343 

FOJA 


8810120004* 

REVIEW GR 

P 

6810310412 

PR 


6809290024 

60-247 

R 

8B0B280028* 

50-247 

R 

8809280032* 

60 247 

R 

88Q9290067 

60-247 

Q 

8609280185 

50 247 

Q 

8809280292 

60 247 

S 

0809300020 

50-247 

P 

881 0030075 

50-247 

P 

0810030080* 

60-247 

P 

0810030063* 

50-247 

P 

6810030179 

60247 

P 

8810030184* 

80-247 

P 

8610030165* 

80-247 

P 

6810030303 

60 247 

P 

8610030304* 

50*247 

P 

8610030306* 

60-247 

P 

6810070026 

60-247 

P 

8810070030* 

60-247 

P 

8810070031* 

60-247 

P 

6810070035* 

60-247 

P 

8610120393 

60-247 

Q 

8610130241 

60-247 

P 

8810170265 

50-247 

S 

6610170308 

60-247 

s 

8810170475 

50-3 

F 

8810170475 

60-3 

F 

8810170480* 

60-3 

F 

8610190313* 

50-247 

Q 

6810210081 

so 247 

P 

8809280013 

60 255 

Q 

8809260033 

50 265 

S 

8009300161 

50-255 

P 

6009300182* 

50-255 

P 

8809300166 

80-155 

P 

6809300188* 

50-165 

P 

6610030146 

60256 

P 

8810030148* 

50 255 

P 

8610030161* 

50 255 

P 

8810030276 

60-255 

P 

6610030360 

60-168 

Q 

8610030367 

60-168 

Q 

6610030396* 

50-155 

Q 

6610040003 

60-255 

F 

8610040006 

50-165 

F 

6810040128 

50-165 

F 

6610040126 

50-155 

F 

8610040133 

60-155 

F 

6610040133 

50-155 

F 

8810040133 

50-165 

F 

8810040410 

50-255 

F 

8810040411 

60-255 

P 

8810040433 

50-265 

F 

8810040440 

50-265 

F 

8810040444 

60-265 

F 

8810040445 

50-266 

F 

8810050082 

60-265 

F 

8810050118 

60-155 

P 

8810050118* 

60-155 

P 

6810050168 

50-155 

F 

8810050166 

60-165 

F 

8610050168 

60-155 

F 

6810060156 

80-155 

Q 

8810060166 

80-155 

R 

6810060241 

60-155 

J 

8810060269 

60-155 

P 

6810070018 

60-265 

F 

6810070065* 

60-265 

P 

8610070175 

50-255 

P 

6610070107* 

SO 255 

P 

0610070341* 

60-265 

P 

6610070346* 

50-255 

P 

8010070366 

60-255 

S 

8610100013 

60-265 

F 

0010100063 

50-265 

K 

8010100077* 

50-255 

K 

8010100261 

60-165 

P 

8010110003 

60-265 

P 


AUTHOR AFFILIATION 


Continontal Baking Co. 
Cooper Bessemer Corp, 
Craare, Inc. 

CrjtiKon« IrH}. 

DAS Testing, Ino, 

Dalryiand Power Cooperalive 


Daniel B. Stephens A A&aoclatas. (nc. 
Data ays Co 

Davl9« Meadows, Owena, Collier A Zachry 
Davlyn Industries, Ino, 

Detroit Edison Co. 


DoC'Search Associates 
Oolhan, AL 

Duke Power Co. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


0810110091 

50-265 

F 

8B101 10097 

60 255 

F 

88101 1O09B 

50-255 

F 

0810110224 

60-255 

P 

0010110309 

60 165 

R 

8810110350 

60-255 

S 

6B1013006B 

60 265 

P 

B810130113 

60-255 

P 

0810130114* 

60-265 

P 

8B10130123 

50-265 

P 

8810130124* 

60-255 

P 

8810140059 

5D-2B5 

F 

8610140064 

50-26$ 

R 

8810140087 

60-256 

F 

8010140100 

60-255 

F 

8810170198 

60-256 

5 

6810170212 

$0-265 

S 

8810170221 

60-165 

P 

8810170477 

$0-156 

s 

8810210051* 

60-155 

p 

8810120-072* 

REVIEW GR 

P 

0310200004 

60-295 

s 

0810040331* 

CONTRACT 


8810110368* 

REVIEW GR 

p 

6810160266 

71-9033 


8610050276 

60-409 

p 

8810060249 

60-409 

F 

0610240259 

60-409 

P 

6810240336* 

60 409 

P 

8810110167* 

WASTE RES 


6610270402 

FOIA 


8810270447 

FOIA 


0810130041* 

REVIEW GR 

P 

8809200069 

60-341 

Q 

8609280261 

50-341 

P 

8609200266* 

60-341 

P 

6609290371 

60-341 

S 

8810030051 

60-341 

Q 

8810050161 

60-341 

S 

8810070050 

60-341 

P 

8810070060* 

50-341 

P 

6810070199 

60-341 

F 

0010100173 

60-341 

P 

6810110148 

60 341 

Q 

8810110211 

60*341 

V 

0810110333 

60-341 

s 

6610130338 

60*341 

F 

8810140087 

60 341 

P 

0010140069* 

60-341 

P 

0810210203 

60-341 

F 

0610210463* 

60*341 

R 

0010280042 

60-341 

R 

8810280046* 

60*341 

R 

6810180390 

60*307 

P 

8810100527* 

CONTRACT 


8609260046 

60-269 

P 

6809280046 

50 269 

P 

8809280046 

60*260 

P 

860928006D 

60*413 

K 

6609260140 

60-260 

P 

8809280148 

50 269 

P 

8809260148 

50-269 

P 

6809260140* 

60-260 

P 

86092801.49* 

50*269 

P 

8809280149* 

50 269 

P 

8809260173 

60-413 

P 

8609290013 

60*413 

S 

6809290025 

60*207 

s 

88092901 72 

60*413 

p 

8809290172 

50*413 

p 

6809290331 

60*414 

s 

88092903 3S 

60 414 

s 

8809290344 

60*414 

s 

8809290363 

60-413 

P 

8809290363 

60*413 

p 

88092903 73* 

50 413 

p 

08092903 73* 

60-413 

p 

8009290405 

60-369 

s 

8009300004 

60-2B7 

p 

8809300094 

50-369 

Q 

8009300100 

60-269 

Q 

8009300100 

60-269 

0 

8009300164 

60-369 

P 

8010030103 

50*269 

y 

0010030103 

60269 

Y 

6910030103 

50*269 

y 

8010030370 

60-413 

p 

8010030370 

60-413 

p 

8810030385* 

60-413 

p 



AUTHOR AFFILIATION 
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ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 

NUMBER! 

CATEQORY 



NUMBER 

CATEQORY 

a810030305‘ 

50'413 

P 


6610180201 

50-287 

0810040230 

60-369 

P 


6810180404 

50-414 

6810040230 

50-369 

P 


6610100070 

50-413 

8810040247 

60-369 

P 


6610190079 

60 413 

8810040247 

BO-369 



6610100092 

60-359 

0010040261 

50-360 

O 


8810190092 

60 359 

8810040289 

50-207 

S 


0810190166* 

60-259 

0810040304* 

50-266 

P 


8810190186* 

50-259 

8810040304* 

60 <266 

P 


0810190186* 

60 259 

8810040304* 

50 266 

P 


6610190448 

60-259 

0010040465 

50 413 

F 


6010190448 

50-259 

8010040455 

50 413 

F 


6010210251 

60 359 

8010040450* 

50-413 

F 


6010210470 

SO-370 

081004 045D* 

50-413 

F 


0510210481 

60 359 

8810050070 

NUREQ 



6510210623 

60-359 

8810050333 

50 269 

F 


B 51 0250406 

SO 209 

8010050333 

60 269 

F 


8510250501* 

60 209 

8810050333 

60<2e9 

F 

Duquesne Light Co. 

6509280141 

60 412 

0010050336 

6O-360< 

F 

5509260143 

60.334 

8810050336 

50-269 

F 


B509280170 

60 412 

B81005033B 

60-209 

F 


8509260300 

50.334 

8810050336 

50 269 

F 


8810070140 

50 334 

8810050336 

50 269 

F 


6810070300 

PRM 

8010050339 

60 269 

F 


6810110373 

60-334 

8810050339 

60<269 

F 


8810120245* 

60-334 

0810060134 

60-269 

F 


B 01 01 40000 

60 334 

8810060145* 

50-259 

F 


B 01 01 00244 

60 334 

8810060283 

50 270 

S 


5010100380 

60 334 

8810070051 

6O<a09 

s 


5B1 0190269 

60.334 

8010070060 

60-309 

s 

E 1, du Pont da Namoura & Co., Ino. 

5010120001* 

REVIEW QR 

0810070163 

60-269 

J 


8810120085* 

REYiEW GR 

0810070163 

50 289 

J 


8810120099* 

REVIEW GR 

8810070163 

50 290 

J 


8810120116* 

REVIEW GR 

8810070163 

60.299 

J 


BB1012017B* 

REVIEW GR 

8010070163 

60 299 

J 


0010160291* 

60-320 

8810070103 

60-290 

J 

E R SquItsO & Sons, Incjaubs. o1 Squibb 

8810120141* 

REVIEW GR 

0810070183 

6810100034 

50-260 

50-360 

J 

p 

Eofii Itfaho, Ino. <8ub8. of HQ&Q, Ino.) 

8703020085* 

60-293 

8810100034 

60-380 

p 

0703020006* 

60-293 

8010100037* 

60-369 

p 


8000120363* 

60-464 

8010100037* 

60-369 

p 


0010030149* 

50-293 

0810110060 

NUnEQ 



0810040112* 

50-29 

8610110244 

60-260 

F 


6810050266 

NUREG 

8010110244 

60-260 

F 


0810170394 

WASTE MGT 

0810110244 

60-269 

F 


0010170435* 

60-400 

6810120094 

60-369 

S 

ERC International, Inc 

8610110204 

NUREG 

8810120319 

60-413 

0 

Eaalman Kodak Co. 

88100SO00B* 

CONTRACT 

6810120321 

60-287 

s 

EbaacoSeivIcefl, Ino. (auba of Enaerch 

0810040194* 

CONTRACT 

8810120332 

BO-370 

Q 

Corp.) 

BB1010C169* 

CONTRACT 

0010120301 

60-414 

S 

8810130021 

60 <414 

s 


8810250977* 

50-443 

6610130033 

60 410 

p 

Ecology/Alert 

8810129395 

PR 

8810130033 

60<413 

p 

8810170359 

PR 

0810130035* 

60-413 

p 


8810260094 

60-353 

0810130036* 

50 413 

p 

Edison Etecirlo Instil ule 

8610310347 

PR 

8010130122 

6010130122 

60413 

60413 

0 

0 

Ediow Intsrnalional Co. 

8610170493* 

8510170498 

XPORTLIC 

XPORTIIC 

8B10I30172 

60 369 

F 


8510180185* 

XPORTLIC 

8810130172 

8010130166 

60-360 

50-369 

F 

S 

Elgon Enoineeiing, Inc. 

Enecolecn, Inc, 

8810200979* 

8810180238’ 

60-364 

40 0681 

6810130205 

5O<309 

P 

Enercon Sorvlcoa 

5510170206* 

TOPREP 

0810130221 

8810130269 

8810130269 

0810140100 

50-369 

50-269 

60-269 

60.209 

s 

J 

J 

Q 

Energy, Dept, of 

5509140328 

8809200266 

8009280265* 

BBO93OOO70 

7 1 -6639 

WASTE MGT 
WASTE MGT 
71-9851 

8810170050 

8810170059* 

8010170229 

0010170252 

8810170294 

60-370 

60-370 

60-370 

60-269 

60-413 

Q 

Q 

P 

P 

P 


8810030212 

8810030346 

B01OO4O32O 

8B10040367 

8810040379 

ORG 

WASTE MOT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

8810170264 

0010170266* 

8810170296* 

8810170419 

8010170419 

60-413 

60-413 

60-413 

60-369 

50-360 

P 

P 

P 

R 

n 


6810040412 

8610040423 

0010040428* 

B01OO6O33O 

B810060386 

71 0595 

WASTE MQT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

8810170426 

8810170426 

6610170426 

8010170426 

8810170426 

60-360 

60-389 

60-369 

60.369 

60 369 

Q 

0 

0 

0 

o 


8810100212* 
8810120190 
8810130035 
8810130180 
BB 101 30194 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

8010170431 

0010170431 

60-413 

60 413 

p 

p 


6010130224 

5010130239 

5510130249 

WASTE MGT 
71-6070 
WASTE MQT 

0810170436* 

8810170436* 

8810170443 

60413 

60 413 

60369 

p 

p 

3 


6810130236 

6010130352* 

WASTE MGT 
WASTE MQT 

6810160022 

60.309 

P 


5010130304 

5810130305* 

WASTE MQT 
WASTE MGT 

8810160022 

60.369 

P 


8810140074 

WASTE MQT 

8010160022 

6810160022 

60-359 

60.369 

P 

P 


0810140203 

WASTE MQT 
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CORPORATE SOURCE fNDEX 


AUTHOR AFFILIATION 


Engineeffi Inlemationaf, Inc. 


Environmentfl! Planning Lobby 
Environmental Protection Agency 


Epidemiology Resources Inc (ERj) 
Ethic on, I no. 

European immunities, Commission of 
Everest Minerals Corp. 


Evergreen International Airlines 
Exeter, NH 

Exxon Corp. 

FMC Corp. 

FOI Services 

Facilities Management 

Federal Emergency Management Agency 


Ferret Exploration Company of Nebraska, 
Inc. 


First Interstate Bank of Callfornfa 
fisher Controls Inlernational (subs of 
Monsanto Co.) 

Fisher Sctenllrlo Co. 

Florida International Univ., Miami, FL 
Florida Power & Light Co. 


ACCESSION 

NUMBER 


SUBJECT 

CATEQOHY 


8B10T701B& 

e81O170<t0B 

661016030^* 

8810180323* 

8610190240 

8610190246 

8810190259 

8810190291 

6810100299 

8810190305 

8810190309 
8B1 02004 10 
8810200442* 
8810200463* 
8810200454* 

8810200460* 

8810200462* 

6810200463* 

8810240361 

8810040325 

8810180137 

8810180148 

0810170479 

8810130171 

8810130198 

8810140004 

8301200293* 

6810140240* 


WASTE MGT 
WASTE MGT 
71-6639 
71-6639 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 

WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE MGT 
WASTE RES 

WASTE RES 
WASTE RES 
PR 

40 6907 
40 8907 

40 6622 
50-293 
REVIEW GR 


8810180171 

XPORTLIC 

8809260179 

40-8057 

8810120104 

40-8057 

6810140013 

40-0857 

6810180135 

40 8857 

8810130344 

40 8857 

6610190136* 

CONTRACT 

8810180213 

40-8102 

8810180217* 

40-8102 

6809290019 

71-663 

6809290022* 

71863 

6810180269 

FOIA 

8810040357* 

CONTRACT 

6610060065* 

CONTRACT 

8809140394* 

60-443 

8809200114* 

50-443 

8600200119 

50-321 

8809280122* 

60 321 

8809280126 

60-280 

B600280131* 

60 280 

6809290399 

60-313 

6809290399 

60-313 

8609290401* 

50-313 

8610030166 

NUREG 

6610190405 

60443 

061 01 90405 

60 443 

6810190408* 

60-443 

6610200143 

SO-443 

0010200143 

60-443 

8810130018 

40-B943 

0810130024 

40 6943 

6810140005 

40 6943 

86101D0294 

40 6659 

8610210686 

QA99g 

0010140109* 

REVIEW GR 

0310100202* 

CONTRACT 

8809270043 

50-336 

6609260002 

50-260 

8809280025 

60-335 

8809260025 

60-336 

8809280083 

60 335 

6809260063 

60 336 

6009280066 

50-261 

6809260076 

60-335 

8809280076 

60-336 

8009260146 

60-260 

8009280293 

60-260 

8009290322 

60-335 

8609290322 

50 335 

6809290361 

60-260 

6809300060 

60*260 

6809300060 

60-260 

8609300063* 

60*250 

8609300056* 

60-260 

8609300086* 

60-250 

6610030436 

60-335 

6610030436 

60-33$ 

6810040107 

60-335 

8610050019 

60-335 


F 

S 

F 

F 

Q 

Q 

Q 

Q 

Q 

Q 

R 

F 

F 


P 

P 

P 

P 

P 

Q 

Q 

P 

S 


AUTHOR AFFILIATION 


Florida Power Corp. (subs of Florida 
Progress Corp.) 


Florida, Unhr. of, Gainesville, FL 
Food & Drug Admlnlatration 


Future Resources Associates, Inc 
QAF Chemicals Corp. 

Galileo Electro-Optics Corp. 

Garde, B.p. 

General Atomics (formerly GA Technologie 
9, inc./General Atomic Co,) 


General Electric Co. 


General Nuclear Systems, Inc, 

General Public Ullittles Corp. - GPU 
Service Corp. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


BB1 0060 163 

50-250 

8810060207 

50-250 

8810060227 

50 260 

B8 1007001 2 

50-260 

0810070066 

60-260 

8810070068 

50-260 

8810070067* 

50 250 

88 10070067* 

50-260 

8810070190 

TOPREP 

6810110023 

50-250 

8610120216 

50-250 

6810120218 

50 250 

0810130201 

50-260 

881 01 30201 

50-250 

8810170011 

50-251 

8810170034 

60 250 

8810170034 

50-260 

0810170103 

50-336 

8010170449 

60-335 

8810180376 

60-250 

0810180375 

50 260 

00101 B03B7 

50-260 

6810160387 

60-260 

8810210097 

60-250 

8810210102* 

60-260 

8610210559 

50-260 

8B1 0240236 

60-260 

8010270193 

60-335 

8809270019 

60-302 

6809290400 

50 302 

6810030062 

60-302 

8810030378 

60-302 

8810030382* 

60-302 

8810030426 

60-302 

8810040419 

50 302 

0010060076 

60 302 

8810060103 

60-302 

8610060114 

50-302 

8810070124 

60-302 

8810120380 

50-302 

6810120384 

60 302 

0010130347 

50-302 

8B10130361 

60-302 

8810130365 

60-302 

8810140169 

50-302 

8810170226 

50-302 

0810170281 

50-302 

0010170283* 

50 302 

0B1O1 70302 

60 302 

6810180473 

60-302 

86101804S4 

60-302 

8810180516 

60-302 

8810190005 

60*302 

8810240474 

60-302 

0009300112 

70 1068 


6B092903D6* 

8810040446* 

8810130169* 

6810180467* 

8809290004* 

0810140239* 

6810140238* 

6810260610 

6B09090250 


CONTRACT 
CONTRACT 
REVIEW OR 
REVIEW QR 

CONTRACT 
REVIEW GR 
REVIEW QR 
FOIA 
70*734 


R 

S 

S 

P 

P 

P 

P 

P 

Q 

Q 

Q 

R 

R 

S 

F 

F 

P 

Q 

R 

R 

Q 

Q 

F 

F 

R 

R 

Q 

0 


o 

F 

P 

P 

F 

F 

f 

P 

P 

F 

Q 

P 

F 

F 

F 

P 

S 

P 

P 

P 

S 

s 

R 

S 

s 


P 

p 


p 

p 


8810050049* 60-267 P 

8810240411* 70-734 

8809280004 XPORTLIC 

8810060040 XPORTLIC 

8810110059 NUREG 

8010110090* XPORTLIC 

8810130299 70-1308 

0810180381* REVIEW QR P 

8810200326 XPORTLIC 

8810200408 XPORTLIC 

8810210276 70*1113 

8810210490 70-1113 

8810210513 PR 

8810240177 70-1113 


8809130261 PROJ 

0810070240 PROJ 

8809280039 60-320 P 

8809290054 60-269 F 

8B09290Q58 50-289 V 

6609290236 60-219 Q 

8609290323 60-219 Q 

8809300002 60-219 S 



author affiljat/on 


t3^fal SciflnMc Corp 
TechnoJoQy, Jnc. 

Georgia fnstftuto of Technofo^, Atlanta 
GA 

G<»0(gia Power Ce. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


0609300008 

60-320 

H 

0609300157 

50-280 

P 

0610030284 

50*210 

0 

6810030438 

50-219 

S 

8610050020 

NUREG 


6010060194 

60-320 

P 

001 OO 6 O 24 Q 

60*210 

P 

0010060245 * 

50-210 

P 

001 OO 6 O 24 B* 

50 - 2 J 9 

P 

0010060277 

50-320 

P 

8010060270 

50-320 

P 

8010070160 

60*219 

P 

801.0110009 

60-219 

P 

6010110011 * 

50-210 

P 

0010110012 * 

50-210 

P 

8010110036 * 

68*210 

P 

8810120114 

60*219 

R 

aaioizoii?* 

60-219 

R 

6010120312 

60-289 

Q 

6810120362 

50-209 

F 

6810130207 

60 219 

R 

6010140076 

50*329 

H 

8810140164 

60 219 

S 

8810140201 

60 269 

P 

8810170037 

60*219 

S 

8810170100 

60-219 

s 

0810170101 

60*320 

p 

0610170102 * 

60 020 

p 

a 01 O 17 Q 23 G 

60*269 

F 

0010170469 

60 269 

R 

0010170471 

60 219 

Q 

8610170462 

50 320 

P 

0810180167 

60*320 

P 

0610100240 

50*320 

H 

8810100270 

00*320 

T 

8810180278 * 

60-320 

T 

8610180277 * 

50 320 

T 

8810 ) 80270 * 

50*320 

T 

8810100291 * 

50 320 

T 

8010100300 * 

60-320 

T 

8610100351 * 

50-320 

T 

8810190000 

60-219 

R 

8810190270 

50-280 

R 

80 101 904 &0 

60-280 

P 

8610190483 

60-219 

Q 

8810190407 

60-210 

P 

0010190490 * 

60-210 

P 

881 0190600 * 

50-210 

P 

8610200046 

60-320 

R 

8&10210628 

60*210 

P 

0810270221 

60*320 

G 

6810270390 

50-320 

0 

0010270400 * 

60-320 

Q 

6010280204 

60-320 

G 

0010280200 * 

60-320 

0 

6810060230 * 

CONTRACT 


0010000347 * 

CONTRACT 


0810130166 

CONTRACT 


0609300145 

60*160 

P 

8010100002 

60*180 

Q 

8010120161 

60-160 

P 

0810 ) 20167 * 

60*160 

P 

6009160289 

60*321 

0 

0600100202 * 

60321 

0 

0609280032 

60*321 

p 

8600260060 

60 321 

Q 

6800280069 

60*321 

Q 

0009200070 

60 * 32 ) 

0 

3009260078 

60321 

Q 

8809280002 

60*321 

P 

6609260002 

50*321 

P 

6609260097 

50*426 

S 

6800260113 

80 428 

P 

0009200139 

80*424 

P 

0809200142 

60-424 

P 

B 809280246 

60-426 

A 

8800260270 

60-424 

0 

6809200110 

BO -321 

F 

6809200113 

60-321 

F 

88092001 27 

60-426 

P 

8609200142 

60*321 

8 

0809290263 

60*424 

0 

6809290306 

60*424 

0 

6810030366 

60-426 

A 

8610050263 

60 - 32 ) 

P 

8810080014 

60-321 

P 

8810060331 

60*321 

$ 

0810060330 

60*366 

$ 


CORPORATE SOURCE INDEX 315 


AUTHOR AfffUATlON 


Oloa ROfto.TX 

Glot>e Mnnufac^uring. Ino 
QotU berg. Ploldman & Lotham, P C 
GovofROjenl AccounloWJJiy P/oJeci 
QovornmoPk PrtnUng OJTice 
Qtm, (no 

Green* H&nafnna & Hemv 
Gulf Slates Utillllos Oo. 


H <Sl O iRSpoeffan Co„ fac. 


Hampton* HH 


Hermon S Wolaa 


Hernron, Cunan A Tousfey 


Harrisburg. pA 

HeaJlh A Human Senflcea, 
Public Health ^rvlce 
Health PfivsIceSoctotK 
Heublelr^ 


AC CESS 10 Nl 
NUMBER 

eetoozoozB 
6610070207 
661007021 B* 
86100T0220* 
8610070220* 

8610070227* 
8610070227* 
8610070230* 
8610070231 
8 B 10070232* 

8B 10070235* 
6610070344* 
0610110228 
6610110327 
0810120070 

6610120176 
8610120277 
0610130057 
0610130178 
0&1 01 40205 

6610170074 

6610170161 

6610170204 

6810170294 

661017037! 

6610170371 

6610170371 

6610170371 

B610170422 

6810100272 

6610160012 

6010100404 

6610160476 

6610210566 

0610190190* 

0810110352 * 
8800280244 
8010270510 
6640040243 • 
8810040408* 

8810040326 

8009280268 

8609260287 

6610030023 

8010030375 

8010030370 

6810030363 

6010040404 

6610100117 

8610100205 

6010100213 

8010110355 

8610114)357* 

6610140009 

6610170271 

B01 01 70402 
6010100318 
$810190470 
8712280014* 
BB 10190392* 

8610190398* 

0610260254' 

0010100090 

0610100090 

8310180100* 

8810180100* 

6640270211 

0810270211 

6aiQ2?02e3 

8810270263 

8810270282* 

8810270202* 

8610030035 

8810030176 

8810070377 

6810160019 

8810280209* 

0010180177 

6610270203 

8818270283 

6610270282* 

0610270282* 

6010270299 

6810270309 

6310210168* 


SUBJECT 
CATEGORY 

60-424 
60-424 
60 424 
60 424 
50 424 

50 424 
50-424 
50-424 
50 425 
50 424 

5(M24 
50 321 

50424 
50 425 
50 424 

50 424 
50-424 
50 424 

50425 
50-424 

50*321 

50-425 

50-321 

50-321 

50*321 

50 321 
50 321 
50 321 
50 424 
50 424 

50 424 
50424 
50 425 
50-321 

contract 

REVIEWER 
50-346 
80 445 
CONTRACT 
WASTC REB 

PR 

50-458 

60-450 

50*450 

60-450 

60-450 

60*458 

50*450 

60*458 

60-450 

60-458 

60-450 

60*458 

60*450 

50*458 

60-458 

60-45B 

60-450 

FOIA 

FOIA 

FOIA 
FOIA 
60 443 
50-443 
50 443 

50443 
50-443 
60 443 
50 443 
50 443 

50 443 
60 443 
60 443 
50-143 
PR 

60443 

FOIA 

50443 

60-449 

50443 

60-443 
50-443 
50-271 
50-271 ^ 

review GR 


0010050111* CONTRACT 


8009290070* 

0810110294* 


iocfr 
review GR 
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316 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Hill Telecom Co. 

Ho^chsi Roussel Pharmaceuticals Jnc 

Kofrman La Roche, Inc (subs ol F. 
Hoffman La Roche & Co , Ltd ) 


Momeslake Mining Co 
House of Rep 


HoUfilon Lighting & Power Co 


Hunion & Williams 


Hydro ResourceSr fno. 

Hydrogen Control Owners Group 
Hydrogeologlc, Iric. 

Hygela Sciences (lormerly BTC Diagnosllc 
Uniited Partnership] 

ICF, Inc. 

ICI Americas, Ino. 


I MO Delaval. Ino. 


INRAD, Inc. 

INTERA Technologies, Inc 


ITASCA Consulting Group. Ino. 


in Corn. 

Idaho National Engineering Laboratory 


ACCESSION SUBJECT 
NUMBER CATEGORY 


8810050162* 

CONTRACT 


6810110277* 

REVIEW GR 

P 

6810110266* 

REVIEW QH 

P 

8810110261* 

REVIEW GR 

P 

8810110265* 

REVIEW GR 

P 

8810130320 

40-8903 


8706260550* 

50-293 

H 

8600280177* 

60 498 

K 

8810030048* 

50 443 

U 

8810130002* 

50-277 

U 

8610260247* 

FOIA 


8809280206 

50 493 

P 

8809280206 

60 498 

P 

8809260200 

60 m 

F 

8609290200 

50-498 

F 

8809300018 

50-498 

P 

8810040062 

60 499 

Q 

8810060076 

50 498 

S 

8810060151 

50-490 

s 

8810050164 

50 498 

Q 

8810050166 

50 498 

P 

8810070003 

50 490 

Q 

8810070053 

60-498 

P 

88 10070053 

60-498 

P 

8810100230 

50-498 

P 

8810100230 

50-498 

P 

8610120058 

50 496 

P 

8610120058 

60 498 

P 

8810120127 

50-408 

F 

8810120127 

60-498 

F 

8810130005 

60 496 

Q 

6810130092 

60 496 

S 

8810130316 

50-498 

s 

8010140109 

60-499 

Q 

8810140111* 

60 499 

Q 

6810170209 

60 493 

Q 

0810170472 

60-498 

V 

8810170472 

50-490 

V 

8810190181 

50 498 

R 

8810160456 

50-493 

F 

8610190468 

50-400 

F 

8010030123 

50-322 

Q 

8810050017 

60 322 

G 

6810050062 

60-322 

G 

8810180009 

50-322 

G 

6810100060 

50-322 

Q 

8810180058 

60 322 

Q 

6810160064* 

60 322 

Q 

8810160074 

50-322 

Q 

6810180274 

50 322 

G 

6610200026 

50 322 

Q 

6810200032 

50322 

Q 

8810200043 

50-322 

G 

8010200073 

50-322 

G 

8810200078* 

60 322 

Q 

8810200105 

60 322 

G 

8810270165 

60-322 

G 

8810270163 

60-322 

G 

8810270172 

60-322 

Q 

8010270250 

60-322 

Q 

0810270295 

60-322 

Q 

0810130012 

40-6988 


8810130317 

40-6968 


8810170201 

TOPREP 


0610040059* 

CONTRACT 


8810130040* 

REVIEW 6R 

P 

8010060236* 

CONTRACT 


8010130073* 

REVIEW OR 

P 

8810130073* 

REVIEW OR 

P 

8810130091* 

REVIEW GR 

P 

8810130091* 

REVIEV/ GR 

P 

8810200036 

PT21 


8810200039 

60-400 

S 

6810110008* 

XPORTLIC 


8810130341 

40-8904 


0810130376 

40-8904 


6810140014 

40-8904 


6010140017* 

40-8904 


8810100230 

40-8904 


8810100234* 

40 6904 


0810180237* 

40-6604 


0810110107 

WASTE RES 


6810240428 

waste res 


8610240431* 

waste res 


8610170361* 

REVIEW OR 

P 

0703020006* 

60-293 

P 

8808120363* 

60-464 

P 


AUTHOR AFFILIATION 


Illinois Power Co. 


Illinois. State of 

Imaging & Sensltng Technology Corp 
Impell Ccrp. 

In-SItu, Ino 

Indiana Michigan Power Co. (formeriy 
Indiana & MIcnIgan Electric Co.) 


tndiana, Slate of 
rngersDil Rand Co. 

Inside N R C. (McGraw-Hill Publication) 
Institute of Nuclear Power Operations 
Intercontinental Energy Corp. 


Interior. Dept, of. Geological Survey 


International Brotherhood of Electrical 
Workers 

lnlerr>atlonal Technology Corp, 


ACCESSION SUBJECT 
NUMBER CATEGORY 

8810030149* 50-293 

8810040112* 50-29 

8810170394 WASTE MQT 

8810170436* 50-400 

8809280007 50-461 

8810040166 60-461 

8810040332 60-461 

8810040368 60-461 

8810060274 60 461 

8810050280* 60-461 

8810110183 60-461 

0810170461 60 461 

6810190261 50-461 

8810190496 60-461 

8810200218 60-461 

8810200219* 60-461 

8810200221* 50 461 

BB1 0200273* 60 461 

8810200276* 60-461 

8810200276* 60-461 

8810200341* 60 461 

8810200366* 60 461 

6B1 0200359* 60-461 

8810200360* 60 461 

881 0200363* 60 46t 

6810200364* 50-401 

8810200372* 60 461 

6810200374* 60 461 

8810200378* 60 461 

8810200376* 60-461 

8810200381* 60 461 

8810200382* 50 461 

8810200389* 50 461 

8810200390* 60-461 

6810200393* 60 461 

8810200423* 50 461 

8810200426* 50-461 

8810200428* 60-461 

8810200429* 60 481 

8810200431* 60 461 

8010200433* 60-461 

8808230086* FOIA 

0810170139 PT21 

8810180029* 60 280 

8810050307* CONTRACT 

8809280289 71-9222 

6806290056 50 315 

8809290340 60 315 

8010070042 50-316 

8010070047 50 315 

8810070329 60-316 

6810070329 50-315 

8010100028 60-316 

0810100028 60-316 

8810110222 60-315 

8810110334 50-316 

8610110334 50-315 

8810120364 60-316 

6810120364 60-316 

8810130100 60-316 

6610130119 50-315 

8810130179 60-316 

8810130298 50-316 

8610130300 50-315 

6810140104 60 315 

6810140104 50-315 

8810170285 60-315 

881 01 70343 50-316 

8810190296 60-316 

8810190306* 50-316 

8810190403 50-315 

8810190407* 60-315 

8810200176 60-316 

8610110123 PR 

8810060002 60-354 O 

8810260513 FOIA 

8009290167* CONTRACT 
8810060221* XPORTLIC 
6810060226* XPORTL8C 

8010120137 WASTE MQT 

8810240188 WASTE MQT 

8810240346* WASTE MQT 

8010240348* WASTE MQT 

8010240362* WASTE MQT 

8010240365* WASTE MQT 

0010260496 PR 


8810180381* 60-320 


T 
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CORPORATE SOURCE INDEX 317 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFIUATIOH 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


Iowa eiaclric Light & Power Co 


Iowa, Slate gt ^ , 

Icwa Illinois Gas & Eleclric 
living Burton Associates, Inc 
IsomaJw, Inc (subs, of Masefield 

Enterprises, Inc ) 


JRA Asaocfales 

Jacobs Eneineering Group, Inc 
James P. Walsh & Associates, Inc. 

Japan Atomic Energy Rosearch Institute 
John A, Blurne & Associates, Engineers 
f$ubs of UPS Corp.) 

Johnson ^ Higgins Insurance 
Johnson & Jonoson Dental Care Co 

Juslice, Dept, of 

KEMP Corf 
KID Associates, Inc. 

KMC, Inc, 

Kalsl Engineering, Inc. 

Kimrob I Associates, (nc. 

KwT'WcGee Corp. 


Kerr 'McGee Nuclear Corp. 
Kimberly Clark Corp. 
Kirkpatrick A Lockhart 


Kulm. A K, 

LN TeehnoJogles Corp. (formorly London 
Noclear Svcs, Inc ) 

Ubd, Dept, of 

Laboratory Diagnostics Co , Inc 


Latham & Watkins 

Lawrence Livermore National Laboratory 


Lloilloique Corp. 

linsley, Kraegor A Associates, Ud 
Litton Panelvrsfon 

Lons Star Green 
Lor»g Island Lighting Co. 


QS09280262 
6610030144 
8810040196 
8610060346 
081 0060356 » 

8810060360* 

8810060374 

8610110262 

6810110346 

6810120226 

6810140202 

8810280297 

8810180356 

8810030166* 

8803070053* 


50*331 

PR 

60^254 

CONTRACT 

FOIA 


8803160344* 

8803160356* 

8803170198* 

8B100B0394* 

6810130416 

8810260330 

8B10260336 

8809270128 

8810130292* 

8810200160 

B810260160* 

8809280206 

8810130066* 

8810120363* 

8810210516* 

8810030374* 

8810140082* 

8810190016 

8810120223* 

8810190263* 

8809260208* 

6609260232* 

8809260260 

8810190367 

8810210260 

8810210260* 

8810240505* 

8610240426 

8810130126* 

8810130140* 

8010030089 

8010030099* 

6810030109* 

8610030280 

88100304U 

8810050044 

0610180012 

8810100037 

8010180195 

6810200082 

8010200060 

8810200080 

8810200062 

8810200103 

6810270160 

6810270302 

8810280163 

8810130199 

8810200083 

8810200084* 

6810140010 

6804130320* 

i 

88041 30dfe3* 
8810130366 
8809280236 
8809280264 
B6101 70071 

8810170441 

8810170463* 

8810060276 

$810060038* 

$610130210* 

8810070366 

8809260308 

8800290406 

$810030123 

$610060017 

8810060062 

8810060297 

6810140063 

8810180006 


XPORTUC 
60 443 p 

60 S44 J 

REVIEW QR P 

60 443 O 

CONTRACT 
CONTRACT 
60*263 F 

PR 

CONTRACT 
CONTRACT 
40 8027 
40*8027 
40 8664 


REVIEW GR 
REVIEW QR 
50*322 
50*322 
60*322 


71'9073 
40'8622 
REVIEW OR 

REVIEW QR 
FOIA 

WASTE RES 
WASTE RES 
WASTE RES 

WASTE RES 
WASTE RES 
QA009 
CONTRACT 
REVIEW GR 


Loa Alamos National Laboratory 
Louisiana Power & light Co. 


MK'Farguson Co. 


MPR Associates, Inc. 

Maine Yankee Alomic Power Co. 


Malapai Resources Co. 


Marsh & McLennan, I no. 


Maryland Sound Industries, Ino 
Maryland. Unlv, of, College Park, MD 
Masaachusetta Inslitule of Technology. 
Cambridge, MA 


Massachuaelts. Commonweal I h of 


83101 80050 

50-322 

8810180058 

50-322 

5810180064* 

50-322 

8810180074 

60-322 

6810100274 

50*322 

$810200026 

50-322 

$810200032 

60-322 

6810200043 

50-322 

6810200073 

60-322 

$810200078* 

50-322 

8810200105 

50-322 

8010270156 

50-322 

8010270163 

50-322 

6010270164* 

60-322 

6810270172 

60-322 

681027O2S0 

50*322 

6810270295 

50 322 

6810050192 

NUREQ 

6809200116 

50 382 

$509290214 

50 382 

$609290216* 

50-362 

$609290239 

50-3 $2 

$$09300136 

50 3S2 

$$10030300 

60 382 

$510040138 

60 382 

$$10040144 

50 382 

$$10040162 

60 382 

$$10040166 

50 382 

$$10040394 

50 382 

$$10040396* 

50 382 

$$10050003 

50-382 

$$10050004* 

50*362 

B$1 0070037* 

50 362 

$$10100058 

50-362 

6810110227 

50 362 

eaioi 20135* 

50*362 

6610140000 

50*362 

6810170051 

50*382 

6810170265 

50*362 

6510170274* 

50*362 

65101 90138 

50 362 

$510190159 

50 362 

8810190163 

50*362 

8810190394 

50 362 

$509280261* 

WASTE MGT 

8010060333* 

WASTE MGT 

$010140003 

WASTE MGT 

8809270025* 

50 320 

6010160486* 

50 219 

$809290033 

50 309 

5810040033* 

50*309 

5810070113 

50-309 

8810140206 

50-309 

8310170167 

50 309 

8810180300 

50*309 

0010190022 

50*309 

0010240050 

50 309 

0010240052* 

50 309 

8010240056* 

SO 306 

0010130127 

40 8602 

8810130314 

40 6502 

0010160250 

40*6502 

6600260036 

50 250 

0609300038 

50*213 

8610130243 

50 289 

6610040333* 

CONTRACT 

8810030016 

60*16$ 

8611040183* 

FOIA 

0606220053* 

FOIA 


8806270107* 

8806270121* 

8006270138* 

8810050168 

661003006$ 

881003006$ 

661003007B 

8810030076 

8810030133 

6810030133 

88100301 55 
8B100301$8 
8610030250 
6810050032* 
$B1(KII50032* 

$$10050148 
$810070087* 
8610100028 
$6 lot $0090 
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318 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 



8810150090 

50-443 

Q 


0010180^77 

50-443 

G 


0810180177 

50-443 

G 


0810180189 

50-443 

G 


6810160189 

50-443 

G 


8810200005 

50-443 

G 


8010200005 

50-443 

G 


8B10200007* 

50-443 

G 


0810200007* 

50-443 

G 


8810200031 

50-443 

G 


8010200031 

60-443 

G 


8010200121* 

50-443 

G 


0810200121* 

50-443 

G 


8810200156 

50-443 

G 


8810200150 

60 443 

Q 


8310200152' 

50 443 

G 


8010200162' 

50 443 

G 


8810200171* 

50 443 

G 


0010200171* 

50 443 

G 


8810200156* 

50-443 

G 


5810200188* 

60 443 

G 


5010200105* 

50 443 

G 


8010200105* 

50 443 

Q 


5810210507 

50-293 

F 


8810270184 

60-443 

G 


6510270184 

50 443 

G 


8810270204* 

50 443 

G 


8810270204* 

50 443 

G 


8810270212* 

60-443 

Q 


8810270212* 

60-443 

G 


6810270218 

60-443 

G 


8810270218 

60-443 

0 


8810270229 

60-443 

Q 


0810270220 

60 443 

G 


8810270243 

60 443 

G 


8610270243 

60-443 

G 


8810270277 

50-443 

Q 


8810270277 

60-443 

G 


0810270372 

60-443 

0 


8810270372 

60-443 

Q 


8810270522 

60-293 

IP 


8810280166 

50-443 

G 


8810200166 

60-443 

Q 


8810280167 

60-443 

Q 


8010260167 

60-443 

G 


8810280173* 

50-443 

Q 


0810280173“ 

60-443 

G 


6810280175 

60-443 

G 


6810260175 

60-443 

G 


8810260170* 

60-443 

G 

Malerfals Engln-eerfng Assocfales, Inc. 

8010280178* 

60-443 

G 

8010030428* 
8610110239 
8310110250 
86101 15299 

CONTRACT 

NUREQ 

NUREQ 

NUREQ 


Ma^hlech, Inc 

8810040430* 

CONTRACT 


McGaan-Rohco, Inc. (formerly McGaan 
Chemical Co , Inc ] 

8810150079 

40-8724 


Memphis State Univ., Memphis, TN 

8610050130* 

CONTRACT 


Merck & Co Jnc. 

8810130262* 

REVIEW QR 

P 

Mercury Co, of Norwood, Inc, 

8810060238 

60-203 

S 

Merrlmac, MA 

0810030110 

60-443 

G 

Michigan, Unlv of, Ann Arbor, Ml 

0810030175* 

8810070038* 

CONTRACT 

CONTRACT 


Mid Atlantic Cannera Association 

8310130258* 

REVIEW QR 

P 

Minerals Exploration Co, (subs, of Union 

Oif Co. of California) 

8809260163 

8009260169* 

6810160257 

40-0584 

40-0584 

40-0584 


Minneapolis, MN 

6S10100169' 

CONTRACT 


MInnesola, Mining & Manofactunng Co , 3 

Co 

6810120158* 

REVIEW QR 

P 

8010120304* 

REVIEW GR 

P 

Minnesota. Unlv. of, Minneapolis, MN 

8010130297* 

REVIEW QR 

P 

8010100314* 

CONTRACT 


Mississippi, State of 

Missouri, Slate of 

6809200265* 

REVIEW GR 

P 

8510170001 

40-8001 


Missouri, Unlv of, Columbia, MO 

681016005S 

71-6942 


Mobil Coal Producing, Inc. 

6509280217 

6810160216 

40-0911 

40-6911 


Mobile Nuclear Services Corp. 

8610110072 

XPORTLIC 


Modeling & Computer Services 

8010050225* 

CONTRACT 


Morrison •Knucfsen Oo„ Inc, 

8B 10030352* 

WASTE MQT 



6610040405 

60-269 

S 


6610190168 

60-10 

S 

Morrison Knudsen Engineers, Inc, 

6810130242 

8010240367* 

8010240371* 

0810240375* 

WASTE MQT 
WASTE MQT 
WASTE MQT 
WASTE MQT 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8810240379* 

WASTE MQT 


8810280360* 

WASTE MGT 


0810200362* 

WASTE MGT 


6810260368* 

WASTE MGT 


8010280372* 

WASTE MGT 

Mulll-Amp Services Go 

8810180220 

FOIA 

Murphy & Graham 

NUSCorp 

88 10030 139 

50 443 

8810040302* 

CONTRACT 

NUTECH Engineers, Inc 

8B10170481 

PROJ 

National Academy of Sciences 

8010040365* 

CONTRACT 

National Bank of Oetroil, Detroit, Ml 

8810200067 

40 8690 

National Institute of Standards & 

Technology (formerly National Bureau of 

88 10070309* 

CONTRACT 


8810110232 

NUREQ 


8010130042 

WASTE RES 

National Patent Development Corp 

8810200387 

WASTE RES 

8810130310* 

REVIEW QR 

National Research Council 

8809200079* 

ORG 

National Starch & Chemical Corp, 

8010130313* 

REVIEW GR 

Native Americans for a Clean Environment 

8010110070 

PR 

Navy, Dept of 

8810100133 

MISC 

Nebraska Public Power District 

B609270136 

60-298 


8800260268 

50-290 


8810030000 

60-290 


0B1OO3OO9B* 

50 290 


8810030101* 

50 298 


8810030147 

60-298 


B81O0403B0 

50-298 


0810120272 

60-298 


8810120279 

60-298 


8810120390 

50 298 


8810140168 

50 298 

Nebraska, State of 

8610190018 

50-208 

8810060166* 

CONTRACT 

Nevada, State of 

B8OO20OO51 

PR 

Nevada, Univ. of, Reno, NV 

8809280055 

PR 

New England Coalition on Nuclear 

Pollution 

8B1 0030035 

50 443 


8010030176 

60 443 


86 101 8001 9 

50-443 


8810180000 

60-443 


8810100100* 

60-443 


8010270211 

50-443 


0010270211 

50 443 


8810270263 

50 443 


8810270263 

50-443 


8810270282* 

60-443 


8810270202* 

60-443 


8810270299 

60-271 


8810270309 

50*271 

New Jersey, State of 

0810050190* 

50-272 

New MeKlco, State of 

New York Power Authority (formerly Power 
Authority of the State of New York) 

6010130283 

6009200108 

40 8907 

50-333 

8810030102 

60-286 


0810030420* 

60-333 


6810050329 

60-285 


6610060060 

50-333 


681 0060204 

50-333 


6010120021 

60-285 


8810120416 ' 

50-333 


8810140166 

50-333 


8810170086 

60-333 


8810170279 

60-266 


6810210322 

60-333 

New York, State of 

0810210514 

0810030099* 

60-286 

50-322 


0810030109* 

60-322 


0010030414 

50-322 


6610050044 

60-322 

K 

6010060322 

WASTE MGT 

$ 

8010060326* 

WASTE MQT 

8010180012 

50-322 


8810180037 

60-322 


8810180195 

60-322 


8810200066 

60-322 


8610200082 

60-322 


881 0270302 

60-322 


8810280137 

60*322 


8810280163 

60-322 

Newbury, MA 

8810310385 

PR 

8810030366 

60-443 


8810160166 

60-443 


6810160168 

50-443 


6810180219 

60-443 


8010160219 

60-443 


0010100226* 

50 443 

Newman & Hott2fnger 

8810100225* 

6010030339 

50-443 

60-445 
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AUTHOR AFFILIATION 


Niagara Motiawk Power Corp, 


NoftJen Systems^ Ino. (subs o1 United 

CoTp.) 

l 4 orth American Rubber Thread Co., Inc. 


Northeafil Nuclear Energy Co (subs, of 
Ncriljaaal UIDiUea) 


Northeast Ullfitlea 


ACCESSION SUBJECT 

NUMBER CATEGORT 


6809260263 

50 220 

P 

8810030263 

so 220 

Q 

8810040417 

50 410 

Q 

8810060011 

SO 220 

P 

8810060013* 

50 220 

P 

0010060013* 

60-220 

P 

6810060095 

50-220 

0 

0010060281 

60-220 

H 

8610050263 

6D-220 

P 

8810050270* 

50-220 

P 

8610050262 

50-410 

P 

8810050260* 

60 410 

P 

8810060288* 

50 410 

P 

6810060030* 

50-220 

P 

8810000201 

$0 220 

Q 

0810060337 

60 410 

Q 

6810070263 

50410 

Q 

6610100924 

50 220 

Q 

80)0100049 

50 4)0 

P 

8810110270 

50 410 

S 

8810110290 

50-410 

S 

6610120112 

60-220 

P 

8810120112 

50 220 

F 

8810120280 

60-220 

F 

88)0)20250 

50-220 

P 

88101 70339 

60-410 

P 

6810100380 

50-410 

a 

681 01 00364 

50 410 

a 

08)0)00370 

50-220 

s 

6810100444 

60-410 

n 

8610100462 

60410 

a 

6810210119 

60-220 

R 

6810210123 

60 220 

a 

8810210131* 

60-220 

H 

88)02)0140* 

50-220 

R 

0010210164* 

60-220 

R 

661021Q435 

60 220 

P 

0010130316* 

REVIEW QR 

P 

8810130340* 

REVIEW QR 

P 

6810100460* 

REVIEW QR 

P 

8809200069 

60 423 

Q 

8809200339 

60 336 

P 

8809200308 

60-336 

P 

8809200372* 

60 336 

P 

8609300164 

60-213 

Q 

66Q93Q0164 

60 210 

Q 

8810040)14 

60 245 

F 

8810040114 

60-246 

P 

8810040127* 

60-336 

V 

8610040134 

60 24S 

F 

80)0050203 

50 420 

0 

8810060207 

60-213 

P 

88)0000304 

60-2)3 

P 

8810070366 

60-213 

Q 

6810070366 

60-213 

Q 

8610110240 

60 423 

P 

88)01 10362 

80-423 

a 

6810110365 

60 423 

a 

8810120317 

60-230 

p 

8810120322* 

60 230 

p 

3810100175 

50423 

p 

6810130176* 

60-423 

p 

80)0)40)87 

60 230 

R 

8810140181 

60 423 

R 

66)0)40104 

60-423 

a 

8810170217 

60-245 

a 

881017022S 

60-230 

p 

8610170417 

60-330 

Q 

0810100000 

60-336 

Q 

8810100180 

60-245 

R 

60)0)00)86 

50-245 

P 

8010100102* 

60-246 

P 

0010100304 

60-423 

a 

8010240412 

60-213 

p 

B&102AD412 

50-2)3 

P 

880926O0&9 

50*423 

Q 

6009200)88 

60-245 

P 

6809200186 

50-245 

F 

6609200186 

50-246 

F 

6609200339 

50-330 

P 

6809200388 

60-230 

P 

6609300184 

50-213 

0 

8009300184 

60-213 

Q 

8610000360 

50^^13 

a 

88)0040)14 

50^245 

p 

0810040114 

50-245 

p 

eei0Q401&7*’ 

60 336 

V 


CORPORATE SOURCE INDEX 31S 


AUTHOR AFFILIATION 


WorlfTerrt Sfa(<?a Power Co. 


Northrop Corp. 

Northwest Enviionfiionlal Advocates 
Nuclear Assurance Corp. 


Ndcloar Fuel Services, Irtc. <8ufw. of 
OetiyOilCo) 


Nuclear Information A Resource Service 
NiicJear Lteorralftg Reports 

Nuclear Management Resources Council 
(NUMARC) |f<wn)er)y Nuclear IhttiV Mana 


Nuclear Wasto Conaullariti, Ino. 


Nuteo^ Ina 

O'Uonoahue A O'Donoghue 
Oak RMsc Aesoctofad UnNA 


OaK Ridge National laboratory 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


sat(Wjai34 

68100^0293 

06100^0304 

6810060332 

6810070386 

881 00703 &S 
6810110240 
0610110362 
8810110366 
6810110379* 

88101203 t? 
8610120363 
8610130071 
6810130175 
8810140157 

0810140161 

66(0140164 

8010170217 

8610170225 

8310170417 

ddioimsa 

8810190160 

6610190160 

8810190304 

8000310179* 

8810030201 

6610030367* 

6310040093 

3310040097* 

8810040097* 

6010060315 

8610060336 

881007005? 

8810110223 

8810120285 

8810120265 

3610100060 

8610130367* 

8810130366* 

6610130391* 

6610140207 

6610170167 

8810170104* 

6610170194* 

8610170420 

6610210221 

6610210377 

6610210579 

8810250136* 

6610130357* 

6610210616 

6609140462 

8803290170 

8610060216 

8810170378 

8810170409 

8610190201 

8610240257* 

0810110332 


50 24S 
50-423 
50 213 
50 2)3 
60 213 

60-213 

60-423 

60-423 

50-213 

60-213 

60-336 

50-213 

60-213 

50-423 

50-336 

60-423 

50-423 

60-245 

50-330 

60-336 

Sa336 
so 245 
50 245 
50 423 
FOIA 

SO 263 
50283 
50 282 
50 282 
50-282 

50-283 
50 262 
50263 
50 263 
50 262 


50-262 

50-262 

FOtA 

FOfA 

FOIA 

59263 
59 263 
50262 
59 262 
50 262 

50 263 
50^62 
50 282 
50-293 
REVIEW OR 

FH 

PRO! 

FflOO 

71-9103 

71-9163 

71 9183 
7)‘91B3 
71-9183 
70-143 


8810110392 

8810110364* 

89)0)40230 

8810210248 

8810210479 

8810170106 

881O10DO4B 

6810180254 

8810260472 

8809290095 


70-143 

70-143 

70-143 

70-U3 

TOPREP 

FOIA 

FOIA 

FOIA 

FOIA 

REVIEW OR 


8809290097* 

88)0)30323 

8810130325* 

6810130375* 

8810130376* 

8810140054* 

0810110164 

06)0110195 

8810240163 

6809300074 

8810130366 

8810110330* 

8810210014 

6810210020* 

8809230066 

6800280091* 

B810040076 

88100401)0 


REVIEW GR 
REVIEW GR 
REVIEW GR 
REVIEW GR 

REVIEW GR 
REVIEW GR 
WASTE RES 
WASTE RES 
WASTE RES 

PROJ 
80260 
70 734 
40-6724 
408724 

40-8027 

40-6927 

NUREG 

NUREQ 


F 

O 

F 

R 

Q 

Q 

P 

S 

P 

P 

P 

P 

P 

P 

n 

R 

s 

s 

p 

0 

o 

R 

P 

S 


P 

P 

P 

P 

f 

P 

s 

F 

P 

Q 

Q 

P 


P 

F 

P 

P 

Q 

S 

S 

R 

P 

P 


P 


P 

P 

P 

P 

P 

P 


P 



320 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Oconeo County. SC 

Ohio Citizens for Responsibla Ene/gy 


Oklalioma, Slate of 
Omaha Public Power district 


On-Line Computer Systems, Inc 
Oregon Slate Unlv , Corvallis, OR 
Ornck, Herrington & Sutcliffe 
Owens<)firnols, Inc 


PacIfTo Gas & Electric Co 


Pacific Nuclear Systems. Inc 
Paiton -John son Associates, Inc. 


Parameter, Inc. 


Parsons Brinckerhoff Construction 
Services, UiC. 

Paterson, NJ 
Pathfinder Mines Corp 


Paul Munroe ENERTECH 

Peach Bottom Alliance 

Penn Inspection Co 
Penn Traftio Co 

Pennsylvania Power & Light Co, 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8310110283 

NUREG 


8310140006 

TOPREP 


3310170326 

WASTE RES 


3810190100' 

CONTRACT 


8810170464 

PR 


8310170402 

PR 


8310070038 

40 6027 


8809290141 

50 285 

Q 

860929Q310 

50 265 

S 

8609290334 

50 265 

S 

6809300146 

50^285 

Q 

6810030064 

50*285 

P 

8810040265 

50*285 

F 

6810050205 

60-285 

S 

8610050213 

60-265 

S 

8810060147 

50*285 

Q 

8810070044 

50-285 

P 

8810070331 

60*285 

S 

8810100070 

60-285 

Q 

8810120254 

60-285 

Q 

6610120318 

50-285 

P 

8810170341 

50-285 

Q 

8810170440 

50-285 

S 

8810170447 

60-285 

s 

8B101 70455 

50-285 

F 

0809270034* 

CONTRACT 


8810240055 

50-243 

R 

6810270169 

60-224 

G 

8810140040* 

REVIEW GR 

P 

e8IO140O85* 

REVIEW GR 

P 

8809230091 

50-275 

S 

8810040058 

50-276 

R 

8010040178 

50 275 

P 

8810040178 

50-275 

P 

8810040256 

50 275 

F 

8810040256 

50-275 

F 

8810040259* 

50-275 

F 

8610040236 

50-275 

F 

0010040236 

50-275 

F 

8810040238* 

60-275 

F 

6810040288* 

50-276 

F 

3810050127 

50 276 

S 

3810050133 

50 27$ 

K 

3810050133 

50 27$ 

K 

8810050191 

60-275 

Q 

0810060191 

60-275 

Q 

6810050201 

50-2 7 S 

S 

6810070001 

50 27$ 

S 

3810100166 

50 27$ 

F 

3810100195* 

50-27$ 

F 

6810120005 

60-323 

P 

8 81 01 20243 

60-27$ 

Q 

8310120248 

60-27$ 

Q 

6310170023 

60-27$ 

P 

6310170090 

50-275 

Q 

3810170095* 

50 275 

O 

3810200291 

50-27 S 

F 

8810200291 

50 27$ 

F 

8610200295* 

50-27$ 

F 

83 10200296* 

5C 27$ 

F 

6810210310 

60-27$ 

P 

6810240475 

PRM 


6810110005 

71-9001 


6810170376 

PR 


8810050337* 

contract 


8610060290* 

CONTRACT 


8610030117 

NUREG 


8610030357* 

CONTRACT 


8B 10040324* 

contract 


8610050093* 

CX3NTRACT 


6610050190* 

contract 


881O05O2BO 

NUREG 


6810060320* 

contract 


6810050176* 

CONTRACT 


8010210223* 

REVIEW QR 

P 

8809200182 

40*2269 


8010 100296 

40-6622 


6010190030 

40-6622 


6606020019 

60-496 

P 

B01OO4O319 

60-277 

H 

6810210636 

PR 


6810180215 

71-503 


8810130112* 

REVIEW QR 

P 

8809200087 

60-387 

Q 

6809200274 

60-387 

P 

6809200274 

60-387 

P 

8809290012 

50*337 

P 

8809290030 

50*338 

Q 


Pennsylvania Stale Urtlv*. University 
Park, PA 

Pepperldge Farm, Inc 
Perry, OH 

Petfolomics Co. (lormerlv Getty/Petrotom 
lea Co) 


Pfizer, Inc 

Philadelphia Electric Co 


i 


8809290036' 

50-388 

6809290162 

60-387 

8809290376 

50-387 

6610030332 

50 387 

6610030391 

50 387 

8810040001 

50-387 

6810060124 

60-387 

B810050124 

60-307 

8610060054 

50 307 

6010060054 

50 387 

8810060217 

50-387 

8810170081 

50-387 

8810170081 

60-387 

8810170203 

60-387 

8810190102* 

60 367 

8810190102* 

50-387 

B810190103 

50-387 

881 01 90 105 

60-387 

B810190105 

50-387 

8310190319 

50-387 

8010190319 

60-387 

8810190329* 

50-387 

8810190329* 

50-387 

8810190333* 

60-387 

0810190333* 

60-387 

6B11030133 

50 307 

8810060068* 

CONTRACT 

8810140012* 

REVIEW GR 

8810040103* 

CONTRACT 

B81 01 80302 

40 6659 

8810100311* 

40 6659 

8810180315* 

40 6659 

0010140016* 

REVIEW GR 

86092G0313 

60-277 

8809290313 

60-277 

8009300014 

60-277 

B809300014 

60-277 

8809300014 

50 277 

8009300107 

60-278 

8809300108 

60 270 

6610030072 

60-277 

8810030072 

60 277 

8810030085 

50-277 

6810030174 

60-277 

8810030174 

60-277 

8810030174 

60-277 

BB10030192 

60-277 

6610030192 

60 277 

6810030192 

60 277 

0010030270 

50-277 

8810030270 

60-277 

8810030270 

50-277 

8810030200 

50-277 

8810030280 

60-277 

8810030280 

50-277 

8810030331 

60-277 

8B1 0030331 

50-277 

8810030335 

50-277 

6810030335 

60-277 

8810030336 

60-277 

8810030344 

50-277 

8810030344 

60-277 

6810030344 

50-277 

8810030351 

50-277 

8610030351 

50-277 

8810030351 

50*277 

8810030402 

50-352 

8810030403 

60-353 

B81 00304 12 

60-278 

8810040037 

60-277 

8810040037 

60-277 

881 00402 10 

60 277 

8810040409 

50 277 

8810040409 

60-277 

6810040409 

50 277 

8810050341 

60-352 

681 00601 89 

50 278 

0810060373 

60-277 

0010060373 

60-277 

0810070166 

60-277 

0B1PO7O166 

60-277 

8810070216 

60*277 

0010070216 

60-277 

0810110084 

60*277 

0810120242 

50*277 

8610120242 

50-277 

0010130043 

50-277 


oc-wotr Q.tLti_a.o. (orreu-tE rro-crrEQ- cLO-aoLQ. ir c- Q. o-Q-qjQQ cocoOOm OOOOO OCIQOO OOOOO OOOOO 000®“ otOO“- 0 o-ooti-u^ o>o-C-C- 



CORPORATE SOURCE INDEX 321 


AUTHOR AFFILIATION 


Intornallonal 
Ptioei^iK, AZ 
PSymoulti, MA 

fVilardd Corp 

Portland General Electric Co 


Pcrwell A^soclaloa, Inc 

Powe^ l.i3|>ecUon, Inc 
p< 3 wcr Saioly Intwnational 

Rre&idervl of U S & Executivo Offices 
Pnvale Label Cosmo tics 

PjO Core 

Production House, Inc 
Public Service Co of Colorado 


Public Service Co. of New Hampshire 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8810130043 

8810130045 

6810130093 

0810130093 

0810130337 

60-277 

50-277 

50-352 

60-352 

50-277 

P 

H 

F 

F 

P 


6610030154 

8810030154 

6810030254 

8810030408 

6010030408 

60-443 

60-443 

50-443 

60-443 

50-443 

0810130337 

8810140124 

8010140151 

8010140221 

8810170041 

60-277 

60-277 

50-352 

50-277 

50-277 

P 

P 

P 

R 

S 


801.0050030 

0010050030 

8310050061 

8310050061 

6810050074 

50-443 
60-443 
50-443 
50-443 
50 443 

8810170288 

8810170304 

8810160268 

8810100268 

8810200272 

50-277 

60-277 

60-277 

60-277 

50 352 

P 

P 

R 

R 

F 


0010050074 

081OOSO1O4 

0010050104 

8810050119* 

8810050119* 

so 443 
50 443 
50 443 
50 443 
60 443 

8810200272 

0810200274* 

0010200274“ 

60 352 

60 352 

60-352 

F 

F 

F 


0810050123* 

0010050123* 

0810050125* 

50 443 
50-443 
50 443 

0510210432“ 

50 352 

R 


0810050125* 

50 443 

0010210498 

50-277 

Q 


0010050172 

50 443 

8010210498 

50 277 

Q 


0810050172 

50 443 

80102802 IS 

50 352 

R 


0810060075 

50 443 

8010060095“ 

CONTRACT 



8810060075 

50 443 

8010040086“ 

CONTRACT 

H 


8810060363 

50 443 

8810250101“ 

50 293 


881 00701 92 

50 433 

0010140023“ 

REVIEW GR 

P 


8010120342 

50 443 

8010140027“ 

REVIEW GR 

P 


0010170047 

60 443 

8800270057 

50-344 

F 


0010170047 

60 443 

8809200202 

50 344 

F 


0010170144 

60 443 

8800200267 

50-344 

S 


0010180143 

60 443 

8810030037 

50-344 

P 


0010180143 

60 443 

8010030040 

50-344 

S 


B01O18O258 

50 443 

8810030116 

50-344 

P 


8010180258 

50 443 

8810040318 

60-344 

F 


5010180267* 

50 443 

8810060362 

50 344 

F 


0910180267* 

BO 443 

6810070318 

50-344 

P 


0810190115 

60 443 

0810110017 

50-344 

F 


8810190115 

50 443 

0810110221 

50 344 

P 


8810190120 

50 443 

0810110268 

50 344 

Q 


8810190120* 

50 443 

0010110344 

60 344 

P 


8010200050 

60 443 

8810120368 

60-344 

F 


8010200155 

60>443 

8810130056 

50-344 

F 


8010210518 

50-443 

0810130306 

50-344 

Q 


8010210527 

60-443 

0810170057 

60 344 

F 


8810240011 

50-443 

0810170105 

50-344 

F 


8010240011 

60-443 

0810170100 

60-344 

F 


8910240335 

60-443 

0010170162 

50-344 

P 


B9 10240336 

60-443 

8810170246 

60-344 

Q 


0910250413* 

60-443 

0810170433' 

50 344 

P 


0910250413* 

50-443 

0810100465 

60-344 

S 


0010200024* 

60-443 

6810100060 

50 344 

R 


0910260030* 

50-443 

8810100215 

50-344 

Q 


0910270171 

50-443 

8810100225 

60-344 

P 


0010270171 

50-443 

8810100507 

60-344 

Q 


0010270107 

50-443 

6810100024' 

PR 



0010270107 

50-443 

8810060262 

71-9033 



0810270241 

60-443 

8000200104' 

8010100349' 

CONTRACT 



0010270241 

60-443 

CONTRACT 



8810270240 

60*443 

8800280102 

PR 



8810270362 

60-443 

8810140102' 

REVIEW GR 

P 


8010280161 

50-443 

8810170349' 

REVIEW GR 

P 


8810280100 

60-443 

8000270102“ 

CONTRACT 



0610200100 

60-443 

6406010244 

50-267 

F 

Public Service EfocirIc & Gas Co of Now 

8609260052 

60-311 

8009280264 

50 287 

F 

Jersey 



6800260296“ 

60-267 

F 

0800300060 

60-354 

6809290063 

50-287 

8 


0809300172 

50-272 

8009290170 

60-287 

V 


0010030012 

60-354 

8B093D0037 

60 287 

F 


0010040008 

60-272 

6609300063 

50 287 

Q 


8010040011 

60-272 

8810030008 

60-287 

S 


8010040148 

60 272 

0610040124 

60-267 

P 


0810040150 

so 311 

8810050211 

60 287 

P 


8810040164 

50 354 

0810140113 

60*267 

P 


0810040312 

60 311 

8810140117* 

60 287 

P 


0010040437 

60 354 

6810170228 

50 207 

Q 


0810050188 

60 272 

8810180223 

50-267 

P 


8910050290 

60 272 

8810180235 

60-207 

P 


0810070074 

60-354 

8610100122 

50-267 

R 


8810070070* 

60-354 

6010190374 

50-237 

H 


0810100072 

50 272 

8010210451 

60-267 

P 


BBIO 120267 

50 354 

0010210452“ 

50-287 

P 


8610120266 

60 272 

8B10210456* 

50-267 

P 


0810120266 

50 272 

8809290030 

50-444 

A 


6810120287* 

60 272 

0809300097 

50-443 

8 


8810120267* 

60 272 

88 100300 10 

50-443 

P 


6810120307 

60 272 

6810030041 

8810030041 

8810030145 

6810030145 

50-443 

60-443 

50-443 

50-443 

G 

G 

G 

G 


8B10120315 

0010120315 

0810120307 

0810130305 

60-272 
50-272 
50 272 
60 272 
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322 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR affiliation 

ACCESSION 

SUBJECT 

NUMBER 

CATEOORY 



NUMBER 

CATEGORY 


8610130305 

50*272 

R 


B810270197 

50-443 


8610130319* 

50-272 

P 


0010270197 

50 443 


8810130319* 

60*272 

P 


6010270210 

50-271 


88101^0188 

60-354 

S 


8810270241 

50 443 


8810140200 

60*272 

s 


8810270241 

60 443 


8610170168 

60311 

p 


0810270362 

50 443 


8610170171* 

50 311 

p 


0B1D26O161 

50-443 


8810170397 

50*272 

F 


8810280180 

50-443 


8810170423 

50-364 

F 


6010280180 

50 443 


8810170501 

50-311 

S 

Rosenman, Colin (formerly Rosenman, 

8010260196 

FOIA 


8810170602 

50 311 

s 

Colin, Freund, Lewis & Cohen) 




8810160273 

50 272 

Q 

Roy F. Weslon, Inc 

8809290195* 

CONTRACT 


8810190003 

50*311 

S 

SC0A, Inc 

0810030200 

NUREQ 


8810190009 

50 272 

s 

SITA Corp. 

SRB Technologies, Inc. 

6810260530 

FOIA 


6810190140 

50*311 

R 

8810060048 

XPORTLIC 


8810190162 

60-272 

R 


8010060127* 

XPORTLIC 


8810100178 

50-384 

R 


8810170442* 

XPORTLIC 


8810190369 

60*311 

P 


8810100007 

XPORTLIC 


8810200072 

60354 

P 

SSR Technology 

8810030265* 

CONTRACT 


8810210095 

60 354 

Q 

Sacramento Municipal Utility District 

6810060028 

50-312 


6810210500 

60-272 

V 


6810060302 

50-312 


6810210500 

60-272 

V 


0010060310* 

50-312 

Quivira Mining Co. 

6609280150 

40 6905 



8B1007008B 

50-312 

8610130186 

40-0905 



8010070102* 

60-312 

RAO SarvICBs. Inc, 

8610180358* 

FOIA 



8810070285 

50-312 


8810180401* 

FOIA 



B610120411 

60 312 


6810180416^ 

FOIA 



B810130040 

50-312 


6610180423* 

FOIA 



881014012B 

60-312 

RMC Efivlfonmanlal Seivfces 

8810170466* 

60-269 

R 


8810140129 

50-312 

RMS Associates 

8610120320* 

50-400 

P 


6810140133 

50-312 

RTS Technology, Inc 

6610200239 

71-642 



8010140134* 

60-312 

8610250207 

FOIA 



8010140177 

50 312 

Radiation Service Organization 

8810140047* 

REVIEW QR 

P 


8810170186 

60 312 

6810140066* 

REVIEW QR 

P 


B8101 70204 

60-312 

Resource Technical Services, Inc 

0810190241* 

CONTRACT 



B81O10O115 

50 312 

Rev3on Research Center 

6810140116* 

REVIEW QR 

P 


8810180121 

50-312 

Rich, C. 

6810030260 

60-335 

G 


8810180132 

60-312 

0010030269* 

60-335 

Q 


8810180399 

50-312 


8810030272* 

50-335 

Q 


0810190260 

50-312 


0810030273* 

60-335 

G 


8010210448 

60-312 


0810050079 

60-335 

Q 

Salem, NJ 

8610190210* 

CONTRACT 

Rio Afgom Mining Corp, 

6810100227 

40-0084 


Salisbury. MA 

8610030139 

60 443 

Risk Management Associates 

Robert L. Cloud Associates, Inc. 

8010030342* 

CONTRACT 


Sandia National LalK>ratorle8 

8810030122 

NUREQ 

8111300110* 

60-276 

P 


8810030190 

NUREG 

Rochester Qas & Electric Corp 

8009300041 

50-244 

S 


8810040407 

WASTE RES 


8610120042 

50-244 

S 


8810040408* 

WASTE RES 


8610140196 

60-244 

P 


8810050256 

NUREG 


8810170238 

60-244 

P 


8810110243 

NUREG 


0810170243* 

50-244 

P 


0810110264 

NUREQ 


8810170249* 

60-244 

P 


8810140231 

WASTE RES 


6610210405 

60-244 

R 


8B10100226 

WASTE RES 

Ropes & Gray 

0010240049 

60-244 

F 


8810200310 

WASTE RES 

3010030041 

50-443 

Q 


8810240194 

WASTE RES 

8010030041 

50-443 

Q 


8810240340 

WASTE RES 


8010030100 

50-271 

Q 


8810280090 

NUREG 


8810030146 

50-443 

Q 

Sargent 0 Lundy, Inc. 

8610050183 

TOPREP 


0610030146 

50-443 

Q 

8810070222* 

50 254 


0810030164 

50-443 

Q 


6810070225* 

60-264 


8310030164 

50-443 

G 


8810110067 

NUREQ 


0810030264 

50-443 

G 

Scherfng Corp, 

8810170273* 

REVIEW QR 


0010030408 

60-443 

Q 


8810170286* 

REVIEW QR 


0010030400 

50-443 

Q 


8810170291* 

REVIEW GR 


8010060030 

50-443 

Q 

Science & Engineering Associates. Inc. 

8810030200 

NUREQ 


8810060030 

60-443 

G 

8810050208* 

CONTRACT 


8010050050 

50-271 

G 


8810060246 

CONTRACT 


8010050081 

50-443 

G 


8810060029* 

CONTRACT 


0010050081 

50-443 

Q 

Science A^lloatlons Inkernallonal Corp, 
(locmerly SclenK^e Applications, Inc,} 

8002010146* 

60-276 


8010050074 

50-443 

G 


0810050074 

60-443 

Q 

8009130245* 

60-247 


0810050104 

60-443 

Q 


0010040168* 

CONTRACT 


8810050104 

60-443 

G 

g 

6810040296* 

CONTRACT 


0010050172 

60-443 

G 


8810120175 

WASTE MQT 


6010060075 

60-443 

G 


8810120316* 

50-400 


0010060075 

60-443 

Q 


0810170383 

WASTE MQT 


8010160143 

60-443 

G 


8810270047* 

50-293 


8010160143 

60-443 

G 

Sctentech, Inc. 

8809280026* 

CONTRACT 


8010100177 

60-443 

Q 


8809300106 

ORG 


0010160260 

60-443 

Q 


8010040046* 

CONTRACT 


8010160260 

50-443 

G 


8810050004* 

CONTRACT 


8810160267* 

60-443 

Q 


8810170297* 

CONTRACT 


8810160267* 

50-443 

G 


8810190438* 

CONTRACT 


8010160201 

50-271 

Q 

Seacoast Anil Pollution League 

8810180090 

60 443 


8810160285 

60-271 

G 

88101 80090 

60 443 


8810200050 

50-443 

G 


0810100100* 

50 443 


8010200165 

5(M43 

G 


0010200087 

60 443 


8010240011 

50-443 

Q 


8810280136 

50-443 


8810240011 

50-443 

Q 


0610310466 

PR 


8010270171 

50-443 

Q 

Senate 

8801070444* 

50-293 


8010270171 

50-443 

Q 


8809290131* 

60-251 
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CORPORATE SOURCE INDEX 323 


author affiliation 

|l 5 !loyah^F^i 0 lTcorp^^ of Kcrf^McGo 
WtcreaF Corp ) 


Shatnes & McEachorn 


Shaw, Pittnnan, Polls & Trowbridgo 

Shofobam, NY 

Shuiton,lnc (subs of Amofican Cyanamid 
Co) 

Small Business Admirtig I ration 


SmihKIino Beckman Corp. 
Solution Mining Corp. 

Sonafysls, Inc 

South Carolina Electric & Gas Go 


South Carolina, Slate of 
South Dakota. State of 

Southampton, NY 


Southern California Edison Co, 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


0010100204* 

50 203 

U 

0810250082* 

50 203 

U 

0810260124* 

50 443 

H 

8810110241* 

CONTRACT 


0809220200 

40 6027 


0009280194* 

40 8027 


0809200220* 

40 8027 


0009300113 

40 8027 


0009300115* 

40 0027 


0010110347 

40 8027 


0010130233 

40 8027 


0010140002 

40 8664 


OB1O14Q031 

40 8027 


6010100065 

40 8027 


0010210262 

40 8027 


0010030077 

50 443 

Q 

QQ10050025 

50.443 

0 

Q0101B0177 

60 443 

Q 

QB10180177 

SO 443 

G 

QB 101 80200 

50 443 

Q 

88 101 8020 B 

50 443 

Q 

8810180214 

60 443 

a 

8810180214 

60.443 

Q 

8810180222 

69 443 

Q 

8810160222 

69443 

Q 

8010270211 

60 443 

Q 

8010200112 

60.443 

Q 

001026D112 

69 443 

Q 

8010200148 

50 443 

Q 

0010200148 

50 443 

Q 

0010040268* 

REVIEW GR 

P 

0810100270 

60 320 

T 

0B1O27O221 

60.320 

Q 

0010270308 

60 320 

Q 

QB1 028020 4 

50.320 

Q 

0610160160* 

CONTRACT 


0810170313* 

REVIEW QR 

P 

8009200020^ 

CONTRACT 


0010030189* 

CONTRACT 


0010040045* 

CONTRACT 


6010050064* 

CONTRACT 


8010050084* 

CONTRACT 


0010050337* 

CONTRACT 


0010060029* 

CONTRACT 


8810000290* 

CONTRACT 


8810170280* 

CONTRACT 


0810170297* 

CONTRACT 


0010190263* 

CONTRACT 


8010170317* 

REVIEW Qfl 

P 

0010130047 

400073 


0010130177 

40.0073 


0009290269* 

CONTRACT 


0010050001 

60.305 

P 

OB 10060242 

60-305 

Q 

8810060320 

50-395 

P 

8810070203 

60-395 

P 

8010110173 

60-395 


6810120299 

60-395 

S 

0010130322* 

60-395 

0 

0010170331 

60-395 

F 

0010170426 

60-396 

P 

8810180362 

50-395 

R 

8810180363 

60-396 

Q 

0810190014 

60-395 

P 

0010110206 

PR 


801O27OB51* 

FOIA 


0010130306* 

FOIA 


0010130397* 

FOIA 


8810030099* 

50-322 

Q 

8010030109* 

50-322 

Q 

8810030414 

60-322 

G 

8010050044 

50-322 

a 

0B1O1 00012 

60-322 

a 

0810180037 

50-322 

Q 

8810180196 

60-322 

Q 

8810200066 

60-322 

G 

8810200062 

60.322 

G 

8810270302 

50.322 

Q 

0010200137 

60 322 

G 

6010200163 

60-322 

G 

0510100092 

60-200 

F 

0601240363 

60 361 

P 

8809270024 

60.362 

P 

8806270129 

60 206 

Q 

0609290247 

60-361 

S 

6009290304 

60-361 

S 

6809300039 

60-206 

P 


AUTHOR AFFILIATION 


ScHiihernComparty Services, Ino. 
Southwest Research Inahtute 


SI Louis Univ.j St Louis, MO 

State, Dept of. Bureau of Oceans A Inti 
Environ. & Scleniiflo Aflalrs 


Slatlgtica, Ino. 

Stevensofi & Aesociates 

Stone & Webster Engineering Corp. 

Suffolk County, NY 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8810030020 

60.362 

Q 

8810080328 

50 206 

P 

8810030395 

60 206 

P 

0810040143 

60-361 

P 

8810040227 

60.361 

0 

8810040241* 

50 361 

0 

8810000131 

50 206 

P 

8810060131 

50 206 

P 

8810060131 

50 206 

P 

881 0060130* 

50 206 

P 

8810000130* 

50 206 

P 

8810000139* 

50 206 

P 

8810070020 

50 361 

s 

8810100182 

50.206 

R 

8810120247 

50 206 

P 

8810120247 

50 206 

P 

8810120247 

50 206 

P 

8810130321 

60206 

Q 

8810140058 

60 206 

S 

8810140222 

60 361 

P 

0810140222 

60 361 

P 

0010140224* 

50 361 

P 

0010140224* 

60.361 

P 

8810140220* 

60 361 

P 

8810140226* 

60 361 

P 

8810170020 

SO 361 

P 

8810170029 

60 361 

P 

0810170033* 

60 361 

P 

0010170033* 

60 361 

P 

0010170036* 

60 361 

P 

8810170036* 

60 361 

P 

88101700B0 

50 361 

P 

8810170060 

50 361 

P 

8810170004* 

50 301 

P 

0010170004* 

60.361 

P 

001O17OO8B' 

50361 

P 

B01O17OO8B* 

60 361 

P 

BB10170093 

50.361 

P 

8810170093 

50 361 

P 

8010170098* 

50 361 

P 

0aiO17OO9B‘ 

0010170100' 

50 301 

P 

50.301 

P 

0010170100* 

50 351 

P 

8010170116 

60 352 

Q 

8810170173 

50 200 

P 

0810170173 

50.208 

P 

0010170173 

BB101701B&' 

50.206 

P 

50-206 

P 

8810170189* 

50-208 

P 

8810170189* 

60-206 

P 

0810160018 

50-361 

S 

8810180099 

50-302 

Q 

8810180156 

50-362 

S 

8810180401 

60-381 

S 

8810190110 

60.206 

P 

DB102004SO 

60-206 

F 

BB102 10074 

50-361 

S 

B6102 10310 

50-361 

Q 

8810210402 

50-361 

R 

0610210507 

60-200 

R 

0010240286 

60-206 

P 

0810240343 

60-206 

P 

8010240357 

60-206 

Q 

8010240436 

60-362 

S 

0010030366 

50-425 

A 

8800280301 

71-606 


8810040231* 

CONTRACT 


0810050150* 

50-317 

Q 

0010050163* 

50-317 

Q 

0810210090* 

50 247 

P 

8010050313* 

CONTRACT 


B01OO5O326* 

CONTRACT 


6609260009 

XPORTLIC 


8010170450 

XPORTLIC 


8810050064* 

CONTRACT 


8010110001 

NUREQ 


8810120034* 

50-280 

P 

8810030009 

60-322 

Q 

881003 M99* 

60-322 

Q 

8810030109' 

50-322 

Q 

0810030414 

60-322 

G 

0010050044 

60-322 

G 

8610100012 

60-322 

Q 

8810100037 

60-322 

Q 

0010180195 

60-322 

G 

0010200062 

50 322 

G 

8810200066 

60-322 

Q 

0010200000 

50322 

G 



324 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Susqu^hsnoa Valle/ Albanca, Lancaster. 

System Automalion Corp 
System Energy Resources, Inc 


TU Electnc (formerly Texas Utilities 
Generating 


ACCESSION 

SUBJECT 


AUTHOR AFFILI/ 

NUMBER 

CATEGORY 



se 10200062 

50-322 

G 

Technassoclates, Inc 

6610200103 

50-322 

G 

Technical Information Project 

8810270180 

50 322 

Q 

Teledyne Engineering Services 

8610270302 

50-322 

6 

Teledyne Isotopes 

8810260137 

50-322 

G 

Temple Univ , Philadelphia, PA 

8010260163 

50-322 

G 

Tennessee Valley Authority 

8810160202 

50-320 

Q 


8810180205* 

50-320 

Q 


8810180207 

50-320 

G 


6810200173 

60-320 

G 


8010200228* 

50 320 

G 


0010200232* 

50-320 

G 


8810270178 

50-320 

Q 


8810030334* 

CONTRACT 



8810190336* 

CONTRACT 



6810050145 

50-416 

Q 


6810070009 

50 416 

P 


8010070019* 

50 416 

P 


6610110229 

50-416 

H 


8010120030 

60-416 

S 


8610170231 

50-416 

P 


6810170233* 

60-416 

P 


0610170258 

50-416 

8 


8810160479 

50-410 

S 


8810190303 

50-416 

F 


6610190420 

60-313 

P 


6010190445 

60-416 

F 


6610190457 

60 417 

A 


6610210424 

50-416 

R 


6810240230 

60-416 

S 


6609290046 

60-445 

A 


8009290047* 

50-446 

A 


6609290363 

60-445 

S 


8610030208 

50 445 

S 


8610030206 

60-445 

S 


8810030229 

50-446 

s 


6810030229 

50-445 

8 


6810030237 

60-445 

S 


6610030237 

50-445 

s 


8610030240 

50-445 

s 


6610030240 

60-445 

s 


8610030243 

60-445 

s 


8610030243 

60-445 

s 


6810030246 

60-445 

s 


8610030246 

60-445 

s 


6610030247 

60 445 

s 


8810030247 

60-445 

s 


6810030252 

60-445 

s 


8010030252 

60-445 

s 


8610030260 

60 445 

Q 


8810030339 

50-445 

Q 


6610030339 

60-445 

G 


6810040147 

60-446 

S 


8610040147 

60 445 

S 


8610040157 

50-445 

8 


6810040157 

50-445 

8 


8810060077 

50-445 

Q 


8810060088 

60-445 

S 


8610060086 

60-445 

S 


6810060102 

60-445 

8 


6610060102 

50-445 

S 


6810060117 

50-445 

S 


8610060117 

60-446 

S 


0810060153 

50-445 

Q 


6010060153 

50-445 

Q 


6810110292 

60-446 

S 


8810120260 

60-445 

s 


8810120357 

60-446 

s 


8810130060 

60-445 

A 


6610130060 

60-445 

A 


6810130064* 

50-445 

A 


8610130064* 

50-445 

A 


6810170067 

50-445 

A 


6810170067 

60-445 

A 


0810170070* 

50 445 

A 


8810170070* 

60446 

A 


8810170181 

50-445 

S 


8810170181 

S0-44S 

8 


8810170478 

60-445 

S 


6010180243 

60-445 

S 


8610160243 

50 445 

8 


0810180247 

60-445 

S 


8810160247 

50-445 

S 


6810180313 

50-445 

A 


8610180313 

50-445 

A 


0610240365 

60-446 

K 


6610240365 

60-445 

K 



ACCESSION SUBJECT 
NUMBER CATEGORY 


8810170260* 

CONTRACT 

6810130379 

FOIA 

8809300090* 

60 445 

8810180326 

FOIA 

8810100133 

MISC 

8608200141 

60-269 

8800270121 

60-327 

6809260061 

60-260 

8609260071 

60 327 

8000280073* 

60 327 

8809280216 

60-269 

8809280216 

60 269 

8809260216 

60 269 

6809290002 

60-269 

6809290002 

50-269 

8809290002 

60-260 

0809290073 

60-320 

8609290112 

60-300 

8609290112 

60-390 

8809200130 

60-327 

6609290130 

60-327 

6609290165 

60 300 

8609290166 

60-390 

6809200168 

60-390 

8809290248 

60-259 

8809290285 

60-260 

6809290286 

50-269 

6809290266 

60-260 

6609200336 

60-259 

8809200336 

60-260 

6B09290336 

60-269 

6609200380 

60-260 

6810030036 

50-328 

8810030043* 

60-328 

6810030067* 

60-326 

6010030181 

60-320 

8610030440 

60-327 

6810030440 

60-327 

6810030440 

60-327 

8610040001 

60-260 

8610040061 

60-259 

8810040081 

50-269 

8810040066* 

60*269 

6810040069 

60-296 

8010040076 

60-260 

8810040078* 

60-269 

B81 0040064* 

50-269 

6010040202 

50-327 

6610040202 

60-327 

8810040266 

60*269 

0610040266 

50-259 

6610040266 

60 260 

8810040269* 

60 260 

8610040269* 

60-259 

8610040269* 

60-269 

0610040273 

50-250 

8010040273 

60-269 

0610040273 

60 259 

8810040397 

60-327 

8810040429 

50-269 

8610040429 

50-259 

8610040429 

60-260 

8610040436 

50-269 

8610040436 

50-259 

8610040436 

60-269 

6810060007 

50-327 

6610060067 

60-327 

6610060066 

60-259 

0610060071 

60-327 

6610050072 

60-327 

6810050072 

60-327 

6810060217 

60-327 

6010050217 

60-327 

6610060020 

60-269 

6610060033 

60-327 

6610060033 

60-327 

6610060064 

60-327 

6810060260 

6610060260 

60-327 

60-327 

6610060262* 

CONTRACT 

6810060260 

60-269 

6610060261 
681O060316 . 

60-327 

■60-327 

6610^3^4 

60-269 

60-259 

8B1 0060344 

.60-269 

6610m350 

60-259 

eeipooopg 

60-259 

081OO6P372 

60-269 
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CORPORATE SOURCE INDEX 325 


AUTHOR AFFILIATION 


Tflnna 9 s«e, Stato ol 
T Slate of 

Tern, Univ. of. San Anionlo, TX 

TJw Tab Newapapera, Newtor>, MA 
Three Mile Island Alert 


Toledo Edison Co. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8810060372 

50*259 

P 

8810060375* 

50 259 

P 

8810060378* 

50 259 

P 

8810070002 

50 260 

P 

8810070005* 

50*260 

P 

8810070008 

50 259 

P 

8810070008 

50 259 

P 

8810070008 

50-259 

P 

8810070013* 

50 259 

P 

0010070013* 

50 259 

P 

0010070013* 

50 259 

P 

0810070342 

50 259 

P 

0810070342 

50 259 

P 

8810070342 

50 259 

P 

0810110260 

50 259 

Q 

0810110200 

50 259 

S 

0810120022 

50*259 

P 

0810120022 

50*259 

P 

Q01O1 20022 

50 259 

P 

0010120113 

50 259 

F 

8810120113 

50 269 

F 

6810120113 

50 259 

F 

0810120152 

50 327 

P 

0010120347 

50 320 

S 

0010120404 

50 260 

P 

0010120400 

50*269 

Q 

0010120400 

50 259 

0 

8810120400 

50 259 

Q 

0810140042 

60 200 

S 

0810140105 

50 327 

Q 

8810140106 

50 327 

Q 

8810140145 

50*390 

Q 

6810140190 

60 280 

S 

8810170048 

50 259 

S 

8810170056 

50*290 

s 

8810170082 

50*200 

s 

8810170330 

$0*328 

s 

8310160320 

50*259 

s 

8810160451 

60*200 

8 

8810180472 

50*327 

P 

8810180472 

60*327 

P 

8810100020 

50*327 

Q 

6610100020 

60*327 

Q 

6610100108 

50*250 

F 

6610190108 

50 269 

F 

6610100100 

50*259 

F 

6810100242 

60*259 

P 

6610190242 

60 259 

P 

6610100242 

50 259 

P 

6610100240* 

60*259 

P 

0810100248* 

60*259 

P 

0810190248* 

60 259 

P 

6810100250 

50*390 

A 

8810100423 

50*390 

A 

8810100423 

50*390 

A 

881010D427 

60*269 

P 

8810190438 

60*327 

P 

8810100438 

50*327 

P 

6610190400 

70*2910 


8810200017 

50*390 

A 

8810200017 

50-390 

A 

6010210100 

60*260 

P 

0610210180 

50*259 

P 

6010210180 

60*269 

P 

0010210101 

60-327 

P 

6010210412 

60*327 

S 

8810240047 

70-2910 


8610240324 

60*260 

P 

8810240326 

60-327 

P 

8810240373 

60*259 

0 

6610240373 

60-269 

Q 

6610060117 

STATE PRO 

Q 

6610180086 

50-603 

A 

6610050234 

PR 


6610040213' 

CONTRACT 


0610170209 

50*20 

0 

8810180202 

80-320 

G 

6810160205' 

60*320 

Q 

8610100207 

60*320 

Q 

8810200173 

60*320 

Q 

0810200220* 

60-320 

Q 

0010200232* 

60-320 

Q 

0010270176 

60-320 

Q 

6810030031 

60-346 


8810030201 

60*346 

S 

8810080204 

60-346 

P 

8810120065* 

60*346 

P 

8810130160 

60-346 

K 

8610140223 

60-346 

F 


AUTHOR AFFILIATION 


Trans-co. Inc. 
Transnucloar, Inc. 


Transportation, Dej>t of 
Twomay, Latham 4 Shea 


US. Ecology, Inc. (formerly Nuclear 
Engineering, Inc.) 


U.S Energy Corp 

UMETCO Minerals Corp. (subs of Union 
Carbide Corp.) 


Union Electric Co. 


Union Pacific Rasourcas (formerly Rocky 
Mountain Energy) 

Union ol Concerned Scientists 


United Engir^eers & Cor^structors, Inc. 
(subs of Raytheon Co ) 

United Kingdom, Govt ol 
United Nu^ear (^rp (subs, ol UNC 

Resourcee, tnc) 


Utah, State of 

Utility Nuclear Waste Managemenl Group 
Vermont Yankee Nuclear Power Corp, 


Vermont, State of 


Veterans Admtn Medical Center, Omaha. N 
Veterans AdmK Medical Center, Portland 
OR 

Veterans Admin. Medical Center, 
Sepulveda, CA 


^Inla Power (Virginia 


Electric & Powe 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8810170160 

50-340 

0810170154 

60-346 

6810170336 

50*346 

0810170368 

50*346 

8810170393 

50-346 

6B101B0456 

50-343 

0810180506 

50-340 

6810190265 

60-343 

6809280001 

XPORTLIC 

8810130237 

XPORTLIC 

8810170496 

71-9015 

8810200223 

71-9034 

8810030009" 

50*322 

8810030109" 

50-322 

8810030414 

60-322 

8810050044 

50-322 

8810180012 

50*322 

8810100037 

50-322 

8810180195 

60*322 

8810200066 

50-322 

8810200062 

50-322 

8810270302 

50*322 

8310260163 

50*322 

8810120103 

27-48 

6610120196 

27-48 

8610100017 

40 8971 

6600290266 

40-299 

6610060169 

40-299 

6B1013D294 

40-8881 

66101 BD231 

40 8681 

0B1O1BO232* 

40*8881 

8809260146 

50*483 

8809290126 

50*483 

5809290265 

60*483 

6610060324 

60-483 

0010070208 

00-483 

6810120192 

60*483 

6610120198 

50-483 

6610190429 

50*483 

B81D130290 

40-6452 

8610070377 

PR 

8610120091 

PR 

8610200001 " 

BO-247 

6610280015' 

60-443 

8609280053" 

CONTRACT 

0809261)174 

40-6007 

8610130008 

40 B907 

6610130161 

40 8907 

6610130219 

40 8907 

6610170325 

40 8907 

6810200059 

40 8907 

8810130164 

40 6661 

0810310347 

PR 

6509270026 

BO 271 

65 10031)074 

59-271 

8810030100 

60 271 

8810040171 

50 271 

5510050050 

60 271 

5510060161 

60-271 

8510070177 

50 271 

8810100249 

$0 20 

0810130004 

60 271 

6810160261 

50 271 

8810160265 

50 271 

8810190212 

60 271 

8810210206 

60-271 

8610240037 

50 271 

8810270210 

60-271 

8610000083 

60 271 

6610180152 

50*271 

8610060363 

50-131 

8810170142* 

FOIA 

6810170120* 

FOfA 

6610030118 

50-280 

6610030350 

00-336 

6610030373 

50-200 

6619030373 

60-260 

6510040021 

00 338 

5510040111 

60 280 

5810040372 

50*938 

5810040373* 

60336 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


Virginia, Univ. of, Charfotlesyilla, VA 

W.F Young Co 
Grace & Co. 

Washinglon Public Power Supply System 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8810050009 

50-280 

P 

0810050009 

50-280 

P 

8810070127 

60-280 

P 

8610070^27 

60-280 

P 

0810070131* 

50-280 

P 

8810070133* 

50*280 

P 

8B10070I85 

50-280 

0 

8810070165 

50-280 

0 

6810070236 

50-338 

p 

6810070236 

50-338 

p 

8610070233* 

60 338 

p 

881007023a* 

50*338 

p 

8810070273 

50-338 

p 

3610070276 

50-336 

p 

381 0070270* 

50 338 

p 

8810070279* 

50-338 

p 

8810070325 

50 280 

o 

8810100043 

50 231 

s 

6810100053 

50 280 

s 

8310110101 

50 338 

p 

83101 10132 

50 336 

p 

6810110132 

50 338 

p 

8810110136' 

50 338 

p 

8810110136* 

60-336 

p 

8610120054 

50-339 

p 

8810120082 

50 280 

p 

8810120132* 

60-336 

K 

8610120132* 

60-338 

K 

8810130088 

50-280 

Q 

6810130088 

50-2B0 

Q 

8810130103 

50-280 

P 

8810130103 

60-200 

P 

8810130103 

60-280 

P 

8810130103 

50-260 

P 

8810130103 

50-280 

P 

8810130392* 

60-280 

P 

6810140132 

60-280 

Q 

8810140132 

50-260 

Q 

8610140136 

60-280 

P 

3810140135 

50-280 

P 

8810140135 

50-280 

P 

8310140135 

50-260 

P 

8810140142 

50-330 

P 

3810140142 

50-338 

P 

3310140149 

50*336 

P 

8310140149 

50 338 

P 

8610170167 

60-261 

S 

6810170202 

50*260 

Q 

6810170205* 

50*260 

O 

8610170289 

50*261 

S 

8810170272 

50*261 

S 

8810170460 

60-280 

S 

6810170468 

50*260 

s 

8610130006 

60*280 

p 

8610180006 

50 260 

p 

0810180011* 

50-260 

p 

8810180011* 

50-280 

p 

6810130241 

50-280 

s 

8610100270 

50-338 

Q 

8810190461 

50-338 

R 

6810190461 

50-338 

R 

8810200481 

60-338 

K 

8810200481 

60-338 

K 

8010210172 

50-280 

P 

0810210172 

50-200 

P 

6610210454 

60*260 

R 

8810210464 

60-280 

R 

8010240159 

60-280 

F 

8810240159 

50-280 

F 

86102401 59 

60-280 

F 

8810240159 

50-280 

F 

8810240159 

60-260 

F 

8610120158 

60-62 

P 

3810120184* 

60-62 

P 

8810240350 

50-62 

Q 

8810140241* 

REVIEW GR 

P 

8810170195* 

REVIEW QR 

P 

0810170235* 

REVIEW GR 

P 

880B280260 

60-460 

S 

8809290114 

50 397 

Q 

8309290264 

60-397 

F 

6809290333 

50-397 

F 

6810030281 

50-397 

8 

6810040071 

60-397 

S 

6810040074 

50-397 

S 

8610050164 

50-397 

F 

6810050167* 

50*397 

F 

6810050171* 

60-397 

F 

8810060064 

60*460 

G 


AUTHOR AFFILIATION 


Washing ton. Slate of \ 
\\ 


Washinglon. Univ. of, SoaMIe, WA 
Water, Waste ^ tend, Inc 


Waters Manufaclunng Co 
Wawa Dairy 

Waslay R Van Pelt Associates. Inc 


West Vallay Nuclear Services Co , Inc 


Westeo Services, Inc 
Western Alias International, Inc. 
(formerly Dresser Allas Export Sales) 
Western Nuclear, Inc. (subs, of Phelps 

Dodge Corp.) 


Westinghouse Eleciric Corp 


Wesifnghouse Hitteian Nuclear^ Inc 

Westinghouse Operating Plants Owners 
Group 

Whittakei Corp 

Willlanns & Associates 

Wjnthrop, SUmson, Putnam & Roberts 

Wisconsin Electric Power Co 


Wisconsin Power & Light Co, 
Wisconsin Public Service Corp. 


ACCESSION 


SUBJECT 


NUMBER 

CATEQOF 

0810060352 

50 397 

0010110371 

50 397 

B01O12O11O 

50-397 

8810130125 

50-397 

6810140163 

50 397 

881014Q1B4 

50-397 

8810140190 

50 397 

0810170374 

50 460 

8610190243 

50-397 

8810190452 

60-397 

0810240175 

50 397 

8010170146 

WASTE MQT 

8810170148 

WASTE MGT 

6810170152 

WASTE MGT 

6810170155 

WASTE MGT 

8810260444 

PR 

8810130137 

60-139 

8810130139* 

50 139 

8610130353 

MISC 

8810130359* 

MISC 

0810140001 

MISC 

8810140022 

MISC 

8010170185* 

REVIEW QR 

8810140244* 

REVIEW QR 

0810120067* 

REVIEW GR 

8010120088* 

REVIEW GR 

6010070251* 

PROJ 

8810070252* 

PROJ 

0810070264* 

PROJ 

8S10210239 

PROJ 

0810210263 

PROJ 

8810050003* 

CONTRACT 

0810120311 

XPORTLIC 

8009290349 

40-1162 

8009290369* 

40-1162 

881Q180161 

40-1162 

8009280164 

SO 601 

0609260109* 

50 601 

8809280192* 

60 601 

8009300063* 

50-250 

8810030314* 

60-247 

0810030441* 

60 327 

0810040226* 

60 295 

8010050002* 

50-396 

8010050016 

CONTRACT 

8010050170* 

SO 490 

0810060174* 

50 490 

8810050219 

NUREG 

8810060253 

70-1151 

8810060268 

70-1161 

6610110095 

NUREG 

8810110103* 

50-338 

8810110106* 

60 338 

8810110242* 

50-423 

8810110251* 

60-423 

8810120343 

XPORTLIC 

0810170432* 

60 369 

8810170437* 

50 369 

80101 B0025* 

50-369 

8010180030* 

60-369 

8810180030* 

60-360 

8810180340* 

60 446 

0810180343* 

60 445 

0010190409* 

50-315 

0810210278 

70-1151 

8810210469 

TOPREP 

8810210472* 

TOPREP 

0810240173 

70-1161 

0800290037 

71-9151 

0809290050* 

71-9151 

0B1O1OO1O6 

TOPREP 

8010030069 

40-7455 

8810040323* 

CONTRACT 

8809280188 

40 8027 

8B09280220 

40 0027 

801 0030384 

60-266 

8010040422 

60-268 

8810040432* 

60-268 

8010100207 

60-301 

8810140095 

50-266 

8010170054 

50-266 

0810170054 

50-266 

8810170456 

60-266 

0010050314 

PR 

8810060386 

50-305 

8610070250 

60-305 
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CORPORATE SOURCE INDEX 327 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



8810100200 

50 305 

Q 


8810100310 

60 305 

Q 


8010110231 

50 305 

S 


8810110259 

60 305 

J 


8810130163 

60 306 

P 


88101/10020 

50*305 

R 


8810170307 

50*305 

R 


8010170444 

60*305 

F 


8010100080 

60-305 

P 

Wolf Cfesk Nticlaar Operating Corp 

8810050112 

60-482 

S 


8810080216 

60-482 

8 


8810060225 

60-402 

S 


0010070198 

60-482 

Q 


8810070223 

60-402 

0 


8810070242 

60-462 

Q 


8810070274 

50-462 

P 


8810120300 

60-482 

F 


8810190435 

50-482 

R 


8810210503 

PR 



8810240467 

50-482 

8 

Wylo Labor at anas 

081 00402 S3* 

CONTRACT 



AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8810180200* 

FOIA 


8810180245* 

FOIA 


8810180249* 

FOIA 


8010180253* 

FOIA 


8810180256* 

FOIA 

Wyoming, Stale ol 

8810180281* 

FOIA 

6810130039 

40 8452 


6610130208 

40 '8664 

Xomox Corp. (subs, of Emerson Elecl/ic 

6810180230 

40-4492 

8610200027 

50-220 

Co.) 

Yankee Alomlo ElecUic Co. 

8800270094 

50-20 


880S2e0283‘ 

50-20 


6809300031 

50-29 


8610060123 

60-29 


6810060335 

60-29 


6610170244 

50-29 


8610170261' 

50-20 


8810180060 

71-6070 


8810200141 

60-29 

Zonar Corp. 

8610050059' 

CONTRACT 


OOOQ. 0*1.0. 




REPORT NUMBER INDEX 


The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-233 P. 
The docket subject categories are defined in Appen- 
dix A. 

Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. 


These categories are defined in Appendix B and 
listed in the Contenis. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


report number 

ACCESSION 

1 SUB- 


OTHER REPORT 


NUMBER 

JECT 


NUMBER 



CATE- 





GORY 



0000 MPS.6SR-058 R01 

QQ10120261* 

60 205 

Q 


00G-01-T3 OR FT 

6810240431* 

WASTE RES 


NRC-02.85 002 

03*1 260*1 143 R01 

8810180029* 

60*280 

P 


11011004 RA 

B000200403* 

50-461 

P 


113*001 

8810120320* 

60-400 

P 


80*01 

8810200442* 

WASTE MGT 



88 03 

0810200462* 

WASTE MGT 



88 04 

8810200463* 

WASTE MGT 



88 06 

8810200453* 

WASTE MGT 



88 07 

8810100459* 

WASTE MQT 



AEOD/Ea02 

8810100008* 

ORG 



ANF*a7-161 

8800280341* 

60 336 

P 


ANF'00-120 

8810170227* 

50*330 

P 


CENPO 210 fl05 

8810170133* 

OA999 



ED 00268 88463 ROO 

8810040065* 

60*259 

P 


£[>•00281 *881 39 ROO 

8810040070* 

60*269 

P 


Et>*Q226a.07322 R01 

8810060375* 

60*259 

P 


ED O2208‘87324 R01 

8810060378* 

50*269 

P 


EQQ-MS 8042 

8810030149* 

60*293 

O 


EGQ MS 6000 

0810170435* 

50*400 

0 


EGQ*NTA^7400 

6703020006* 

50*293 

P 

TAG 60272 

egg NTA-B0S6 

8010040112* 

60 29 

P 


E6Q.NTA-B051 

8808120363* 

60 454 

P 


Efl-ME*1OR00 

8809290047* 

60 446 

A 


MAR 84*0e 07-01 

8810030382* 

50*302 

P 


MDg^750686 DRFT 

8810270110* 

50*293 

P 

AOO 02423 

MPR*08d R01 

8810190480* 

60*219 

Q 


MT-SME*424(a6) R02 

8810190313* 

60*247 

Q 

IE8*88*OOa 

MT<&ME*427{aB) R01 

8B092903S7* 

60*464 

Q 

IEB-&a 008 

MT78MART/1 16(66) 

8809300063* 

60*260 

P 


NUMARC 87*00 ERR 

8810130378* 

REVIEW QR 

P 


NUREQ.0020 V12 N08 

B810030170 

NUREG 



NUREG0020 V12 NOO 

8810280077 

NUREQ 



NUREQ 0540 VI 0 NOO 

8810280164 

NUREG 



NUREQ 0586 

8810260144 

NUREQ 



NUREG 0664 SOI R01 

8810030166 

NUREQ 


FEMA*REP*1 

NUREQ 0760 V27 102 

8810260096 

NUREQ 



NU REG 0760 V28 N01 

8810050202 

NUREG 



NUREG 0837 V08 N02 

8610060185 

NUREQ 



NUREG 0844 

8810280082 

NUREG 



HUREG-1057 S05 

8706120070 

60*412 

E 

TAG 63634 

NUREG* 1222 

8B 10050262 

NUREG 



NUREG* 1283 

0810110307 

NUREG 



NUREG-1332 

8B101 10235 

NUREQ 



N^REO/cp.ooae 

8810280150 

NUREG 



NUflEQ/CR-2331 V7N2-3 

8810040126 

NUREQ 


BNL-NUREQ-51464 

NUREQyCR*4219 VOS N1 

8010110288 

NUREG 


ORNL/TM*9593 


REPORT NUMBER 

ACCESSION 

SUB- 

OTHER REPORT 


NUMBER 

JECT 

CATE- 

GORY 

NUMBER 

NUREQ/CR 4555 ROl 

8810030200 

NUREQ 

SEA 87-288-04A1 

NUREG/CR 4630 V02 

8810050266 

NUREG 

EGG*245a 

NUftEG/CR*4651 ERR 

8810040110 

NUREQ 

ORNL/TM-10100 

NUREG/CR 4651 V02 

8810040075 

NUREQ 

ORNL/TM-10100 

NUREQ/CR*4736 V04 

8810110232 

NUREG 


NUREG/CR*4014 

8610280090 

NUREG 

SAN87 9940 

NUREG/CR 4035 

6610050250 

NUREG 

PARAMETER IE170 

NUREQ/CR-5024 

B6101 10239 

NUREG 

MEA.2229 

NUREG/CR 50B6 

0610110243 

NUREG 

SAND&B-8201 

NUREQ/CR.5004 

B61 00501 96 

NUREG 


NUREO/CR*50g6 

8610110264 

NUREG 

SAND8a*7016 

NUREQ/CR 6099 

8610030190 

NUREG 

SAND88-0052 

NUREG/CR-St09 

6010050256 

NUREG 

SAND88-0535 

NUREG/CR.5136 

B610U0250- 

NUREG 

MEA 2289 

NUREG/CR-6162 

0010030122 

NUREG 

SAND8a'a745 

NUREG/CR 6182 

8010050192 

NUREQ 

LA-11377 MS 

NUREQ/CR.6ie5 

0010280153 

NUREG 

PNL 6399 

NUREQ/CR 51B0 

8610030117 

NUREG 

PARAMETER IE171 

NUREQ/CR 5207 

0010110299 

NUREG 

MEA*22d5 

NUREQ/CR 6218 

60 10050281 

NUREG 

PNL-6832 

NUREg)cr*5227 

6010050285 

NUREG 

0HARC7OO/C8/O18 

ORAU88/I 08 

6010210020* 

40 8724 


ORNL/RSIC 40 

6010140008 

TOPREP 


SAIC.85/1624*t4 

6010270047* 

60 293 

P QL-a3*28 

SWC-86/5151 

8010120318* 

60 400 

P 

SAIC 87/3100 

6002010140* 

60 275 

P TAG 66117 

SAIC-6B/1614 

6009130245* 

60 247 

P TAG 67041 

6Ge-l*A 

0010170109* 

60 206 

P 

SCIE*01*d3 

6009300106 

ORG 


SECY-B2 444 

6211190001* 

60-293 

Q 

SECY-BB 084 

6003240209* 

FOIA 


seGY-aa.t66 

6006230332* 

FOIA 


SECY-08 228 

6009290068 

SECY 


SQNAPS2-110R01 

6010030057* 

60 320 

P 

6TD-R02 001 

60O929OOSO* 

71-0161 


TER 3232010 ROO 

0010170102* 

6609030271* 

60-320 

P 

TER-C5506 830 

60 203 

F 

WCAP 11936 

6010170437* 

60-369 

Q 

WCAP* 10069 ADD 02 

6010180030* 

60 300 

P 

WCAP- 11726 

6010050002* 

60 305 

P 

WCAP 11002 

8010190409* 

60 316 

P 

WCAP- 11030 

6010110106* 

60-338 

P 

WCAP-1ie49 

6010040226* 

60*295 

Q 

WCAP-1 1951 

6010110251* 

60 423 

P 

WCAP-11084 

6010050174* 

68 496 

P 

WCAM1072 

6010030314* 

60 247 

P 

WCAP-1 1988 

6010180343* 

69 445 

A 

WCAP-B183 R16 

6010210472* 

TOPREP 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Item listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accesslorr number 
of the principal document under which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued, and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEQORV 

a0 100 10097 

6310110056 

88/09/23 

40 8631 


3*03120362 

6609080234 

88/08/10 

80-331 

Q 

3109110004 

6609080234 

88/08/10 

FOIA 


3*09170049 

6610120002 

80/09/07 

FOIA 


3109170052 

8610120002 

88/09/07 

FOIA 


3*09170056 

8810120002 

68/09/07 

FOIA 


8*11040631 

8810120002 

00/09/07 

FOIA 


3*11040633 

6810120002 

88/09/07 

FOIA 


6*11300107 

8810260468 

B0/O9/23 

60^276 

P 

3*11300110 

8810260408 

68/09/23 

60.276 

P 

3202180263 

6810260468 

88/09/23 

60.276 

P 

6206110397 

6610260466 

88/09/23 

50 276 

P 

3206 110399 

8610260466 

88/09/23 

60.276 

P 

6206140249 

8010260466 

88/09/23 

60.276 

P 

6206280021 

8610260466 

88/09/23 

50.275 

P 

6209200302 

6810260468 

68/09/23 

FOIA 


6210180280 

6810060393 

08/09/01 

50 464 

E 

621 1040053 

6810260468 

88/09/23 

50 275 

P 

6211090537 

6610260468 

00/09/23 

50 275 

P 

6211190001 

8610130399 

80/09/07 

50203 

Q 

6303160760 

8610260466 

88/09/23 

50 275 

P 

6304220651 

0B10260466 

88/09/23 

60.247 

P 

63060406*9 

8810060393 

88/09/01 

60454 

F 

6011140348 

6810260466 

88/09/23 

50 275 

P 

6312070100 

6810060393 

88/09/01 

50 454 

F 

6403000111 

8610060393 

88/09/01 

60 454 

F 

6410230677 

8610060393 

00/09/01 

60 454 

F 

6410310614 

8810060393 

00/09/01 

50.454 

F 

6411080509 

8B1 0060393 

80/09/01 

60 454 

F 

6606010068 

8610260333 

80/09/27 

FOIA 


6608210310 

6810260333 

88/09/27 

FOIA 


6509040264 

6810210455 

88/10/17 

50 313 

P 

6807060022 

8610270019 

88/09/26 

50 293 

P 

6607310162 

8610270019 

88/09/26 

50.293 

O 

6608010371 

8010270019 

88/09/26 

50-293 

F 

6608160348 

8810270019 

86/09/26 

60 293 

F 

6608100434 

6810270019 

66/09/26 

60-293 

P 

B609030266 

8810270019 

88/09/26 

50.293 

F 

3609030271 

6610250114 

80/09/14 

60 293 

F 

8600040101 

8610170293 

88/09/27 

FOIA 


3600040106 

6610170293 

88/09/27 

FOIA 


8610150161 

8810270019 

88/09/26 

60^293 

P 

061 02 901 66 

8810270019 

08/09/26 

BO-293 

P 

0011040147 

8010190314 

86/09/08 

FOIA 


0611040164 

8610190314 

06/09/08 

FOIA 


361 1040176 

6610170293 

80/09/27 

FOIA 


061 1040183 

6810170293 

80/09/27 

FOIA 


8703020071 

6810270019 

88/09/26 

60-293 

P 

87030200B5 

8810270019 

66/09/26 

50-293 

P 

8703020096 

8610270019 

86/09/26 

50-293 

P 

8703190017 

8810270019 

88/09/26 

50-293 

Q 

8704290317 

6810060202 

80/09/01 

FOIA 


8705260234 

0810190001 

88/09/16 

60-322 

P 

8706190143 

B81 01 90001 

88/09/16 

60-322 

F 

8706220185 

8010270019 

68/09/26 

60-293 

Q 

6706250560 

6810250114 

08/09/14 

50-293 

H 

6706250566 

0810260114 

88/09/14 

60-293 

H 

B?070e0277 

BBW270019 

68/09/26 

50-293 

F 

6707130371 

6810270019 

88/09/26 

50-293 

F 

6707* 30-402 

8810270019 

68/09/26 

50-293 

F 


Subject categories for nondocketed items are also 
entered in this column by symbol; for example, 
ACRS. These categories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8707230357 

8610270019 

86/09/26 

FOIA 

8707290257 

6610190314 

86/09/06 

FOIA 

8707300461 

6610270019 

86/09/26 

50-293 

8708060010 

681 027001 9 

BB/09/26 

60-293 

8706110257 

6810270019 

66/09/26 

60-293 

0706100186 

8810270019 

88/09/26 

60-203 

8708240132 

6610270019 

86/09/26 

50-293 

8709230009 

6810170293 

66/09/27 

FOIA 

8709230011 

6810170293 

60/09/27 

FOIA 

8709230021 

6610170293 

66/09/27 

FOIA 

8709260206 

6810060390 

66/00/01 

FOIA 

8710010434 

8810270019 

86/00/26 

FOIA 

87)0080338 

8810270019 

80/00/26 

60-293 

8711020006 

8010270019 

a 9/09/ 26 

50-293 

6711030192 

8810270010 

60/09/26 

50.293 

6712160016 

8010270010 

60/09/26 

60 293 

B71 22800 14 

8010190314 

80/09/08 

FOIA 

6801070444 

0810270019 

80/09/26 

60 293 

8801080008 

0010270010 

80/09/26 

60 203 

8801260128 

0010270019 

60/09/26 

50-293 

8801200296 

0010260114 

BB/oa/u 

BO 203 

8602010146 

8010110200 

68/08/19 

60 275 

8602110330 

0010270010 

88/09/25 

60 203 

6602160312 

B01O27OO1O 

88/09/25 

50-203 

6603010300 

8810270019 

80/09/28 

FOIA 

6603070063 

8810060390 

88/09/01 

FOIA 

8803070057 

0010060390 

88/09/01 

FOIA 

8603160344 

6010060390 

aa/09/01 

FOIA 

8803180359 

0010060360 

08/09/01 

FOIA 

8803170198 

0810060390 

88/09/01 

FOIA 

6603170322 

8010250114 

88/00/14 

60-293 

6603220387 

8B10270D18 

68/09/26 

50-293 

6803240209 

6610260460 

86/09/30 

FOIA 

6603240359 

B81 027001 6 

86/00/26 

50-293 

8604060307 

0810110125 

88/00/23 

REVIEW GR 

6604070021 

8B10110125 

8B/09/23 

REVIEW QR 

6604070333 

6010110125 

66/00/23 

REVIEW GR 

6804080206 

6810110125 

88/00/23 

REVIEW GR 

8604120100 

B810110125 

60/09/23 

REVIEW QR 

8804120221 

6810110*25 

BB/09/23 

REVIEW QR 

6804130320 

8610110125 

86/00/23 

REVIEW GR 

6004130323 

6610110126 

60/09/23 

REVIEW GR 

6604260016 

68 1025051 4 

68/09/16 

FOIA 

6805030182 

6810*10125 

68/09/23 

REVIEW GR 

680S09D227 

8610110126 

88/00/23 

REVIEW GR 

6805160055 

6610270019 

06/09/25 

60 203 

6805230294 

6610110125 

00/09/23 

REVIEW GR 

6805240094 

80*0110125 

88/09/23 

REVIEW QR 

6805240182 

8010110125 

88/09/23 

REVIEW QR 

6608140107 

001 0270019 

80/09/25 

60-293 

6806160186 

8810110125 

88/09/23 

REVIEW QR 

8806210367 

6810180068 

68/09/15 

FOIA 

8306220046 

0810170293 

86/09/27 

FOIA 

8006220052 

8810170293 

00/09/27 

FOIA 

8006220053 

8610170293 

08/00/27 

FOIA 

8306220224 

8010110125 

68/09/23 

REVIEW QR 

8006230332 

8610260542 

68/09/30 

FOIA 

8806240114 

B81025D512 

08/00/22 

FOIA 

8006240119 

8610260512 

88/00/22 

FOIA 

0006270107 

6010170293 

66/09/27 

FOIA 
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ACCESSION NUMBEn 




ACCESSION NUMBER 




ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

88062701 2t 

8810170293 

66/09/27 

FOIA 


0009290052 

8809290049 

88/09/22 

50 458 

P 

6808270138 

8810170293 

88/09/27 

FOJA 


6809290059 

0809290316 

86/09/22 

50-327 

P 

8806260353 

6810110125 

66/09/23 

REVIEW GO 

P 

0809290062 

6809200316 

88/09/22 

60 327 

P 

0607070238 

8010110125 

68/09/23 

REVIEW GR 

P 

8809290070 

6809290048 

88/09/16 

10CFR 


8807130251 

6610250514 

88/09/15 

FOIA 


0809290072 

6009290069 

88/09/23 

60-324 

J 

8808010365 

8810110125 

88/09/23 

REVIEW GR 

P 

0009290077 

6809290075 

80/09/12 

ORG 


8806120363 

6809270009 

88/09/15 

50 454 

P 

8009290079 

8809290075 

88/09/12 

ORQ 


8808160376 

8810110257 

80/10/07 

WASTE MGT 


8009290004 

8809290083 

88/09/21 

CONTRACT 


8608160323 

8610170112 

88/09/14 

FOIA 


8809290091 

8809290089 

08/03/11 

40-8027 


6606230086 

8810180276 

80/09/14 

FOJA 


6609290092 

8600290088 

88/09/23 

50-280 

J 

8808310178 

8610130383 

88/09/07 

FOIA 


6009290093 

660^260088 

00/09/23 

60-315 

J 

8609130053 

8709240350 

87/09/16 

TOPREP 


8609290094 

8809290083 

88/09/23 

50-280 

J 

6809130245 

8010030049 

86/09/23 

50-247 

P 

6809290096 

6809290090 

66/09/16 

71-6078 


8809140326 

8610060185 

88/09/22 

TOPREP 


0609290097 

8B0929009S 

80/09/20 

REVIEW GR 

P 

BB09 140394 

6809280111 

88/09/15 

60-443 

F 

8809290100 

8809290098 

68/09/22 

50-389 

P 

8809160292 

8609160289 

88/09/00 

50-321 

0 

8809290102 

8809290098 

88/09/22 

50-389 

P 

6809190384 

8810070266 

86/09/06 

50-324 

R 

8809290104 

6609290103 

88/09/14 

CONTRACT 


6606200265 

8809190139 

88/08/25 

. REVIEW GR 

P 

8809290120 

8609290117 

80/09/07 

40-2259 


8809220254 

8810050300 

88/09/27 

WASTE MGT 


8809200124 

8809290118 

B8/09/22 

50 245 

P 

8609230216 

8810270019 

08/09/26 

50-293 

F 

0809290125 

0009290117 

08/09/07 

40-2259 


8809260203 

6809260197 

08/09/20 

71-669 


8009290129 

0009290119 

08/09/23 

50-244 

P 

6809260303 

8809290133 

06/09/23 

50 416 

P 

6809290131 

8609260116 

08/09/26 

60-251 

H 

8809270020 

8809270016 

80/09/10 

50-327 

P 

8609290134 

8609290020 

88/09/26 

50-333 

J 

8809270025 

8809270023 

80/09/20 

60-320 

P 

6809290135 

6809290119 

88/09/23 

60-244 

P 

8809270030 

6809270029 

68/09/09 

50-202 

P 

8809290137 

8809290132 

08/08/29 

40-8452 


6009270034 

8809270033 

08/09/16 

50-206 

P 

8809290136 

8009290132 

88/00/29 

40-6462 


8809270084 

8809270080 

88/09/20 

CONTRACT 


8809290144 

8809290143 

00/00/11 

40 8905 


8809270102 

8809270095 

88/09/20 

CONTRACT 


86092901 52 

8809290146 

80/09/21 

50-287 

o 

8809270148 

8509270145 

88/09/16 

60-354 

O 

8609290154 

8809290151 

86/09/13 

CONTRACT 


6809270147 

8809270145 

68/00/16 

60-354 

Q 

8B09290157 

8609290163 

88/00/26 

CONTRACT 


8BOS260017 

8809260015 

88/09/21 

50-446 

Q 

6609290156 

0609290146 

88/09/21 

60-267 

Q 

6806280019 

8609280015 

88/09/21 

60-445 

Q 

8B09290184 

B6O929O103 

88/09/23 

50-302 

J 

8806280028 

8809280023 

88/09/08 

CONTRACT 


8809290193 

0809290189 

88/09/23 

60-400 

J 

8606280040 

8809280037 

86/09/16 

50-282 

P 

8009290195 

6609290192 

66/09/26 

CONTRACT 


6800280042 

8609280041 

ee/08/20 

60-468 

Q 

6808260199 

8609290198 

88/09/23 

50-416 

P 

8606280043 

8809280037 

66/09/16 

50-262 

P 

8609290201 

6009290196 

66/09/23 

50-416 

P 

6809260045 

6609280037 

88/00/18 

60-282 

P 

6609290205 

8609290203 

86/09/22 

60-440 

S 

8809280050 

6809280048 

88/09/20 

60-285 

Q 

0609290206 

0809290203 

88/00/22 

50 440 

s 

0809280072 

8809260065 

88/09/13 

60-271 

Q 

8008290208 

8609290203 

68/09/22 

50-440 

s 

6809260073 

8609280071 

80/00/21 

50-327 

P 

8609290206 

8809290207 

88/09/22 

50-327 

p 

8609260063 

8809280077 

88/09/07 

CONTRACT 


8809290210 

6B09190139 

66/08/26 

REVIEW GR 

p 

8809280096 

8609280095 

08/09/22 

50-254 

Q 

8609290213 

860929021 1 

86/09/23 

60-348 

J 

S809280114 

6809280111 

80/09/15 

60 443 

F 

6609200215 

8809260214 

68/09/21 

50-382 

p 

6809260122 

8809260119 

88/09/14 

60-321 

F 

0809290223 

8009290220 

88/09/22 

60-464 

p 

8009280125 

8609280123 

08/09/16 

60-413 

Q 

6808290224 

8809290210 

88/09/28 

60-247 

J 

8809280130 

8809260123 

86/09/16 

50-413 

Q 

6809290240 

0BO629O221 

88/09/26 

50-410 

p 

6609280131 

8609280126 

ea/09/14 

60-260 

F 

8809290241 

8809290235 

88/09/23 

50-341 

J 

6809280149 

8609260146 

88/09/20 

60-269 

P 

6809290246 

8809290245 

88/07/26 

40-8771 


8809260167 

8609260158 

68/09/16 

60-400 

P 

6809290250 

BB06290249 

88/07/26 

40-8667 


8609260169 

6609280163 

80/06/16 

40 6594 


8809290252 

6609290249 

80/07/26 

40-8867 


8009280177 

8609260176 

68/09/26 

60-498 

H 

0809290269 

8609200256 

88/09/26 

CONTRACT 


6809280187 

86092801 81 

08/09/23 

50-395 

P 

6809290260 

8809260173 

68/09/15 

50-29 

Q 

8809260180 

8806280184 

86/09/10 

60 601 

K 

8008290263 

0609290173 

88/09/16 

60-29 

Q 

8609280190 

6810040389 

86/09/16 

60-317 

R 

0809290272 

8009290260 

88/09/26 

60-902 

P 

6809280191 

6609280166 

88/09/23 

60-165 

P 

8009290270 

0BO929O268 

86/09/26 

60-302 

P 

BB09260192 

6609280184 

88/09/10 

60-601 

K 

8809290300 

8609290305 

68/09/23 

CONTRACT 


8009280194 

6809280166 

68/09/16 

40-8027 


8009290316 

0800290311 

68/09/22 

60-155 

Q 

6609260206 

6809260166 

88/09/16 

40-8027 


8609290318 

BB06200055 

86/09/22 

50-327 

P 

6809260213 

6809260211 

08/00/16 

60-261 

F 

0809290321 

6806290055 

86/09/22 

60-327 

P 

8609280226 

6609280220 

08/09/16 

40-8027 


8609290326 

8009290325 

68/09/16 

60*327 

Q 

6609260232 

8609260220 

86/09/16 

40 8027 


0809200327 

0609290325 

88/00/16 

60-327 

Q 

8609260240 

8609280239 

66/09/19 

50-346 

P 

0809290337 

6809290329 

88/09/23 

80-263 

J 

8609280242 

B809260230 

68/09/19 

60-348 

P 

8609290341 

6609290339 

88/09/19 

50-330 

p 

6809260265 

6609260247 

80/09/20 

60-305 

P 

0808290350 

0809290347 

88/09/19 

50-626 

R 

8009260269 

8809280247 

B8/09/20 

60-305 

P 

0809290361 

0600290346 

ee/09/26 

50-317 

J 

6800280281 

8609260258 

80/07/26 

WASTE MGT 


0609290354 

0009290347 

88/09/19 

60-528 

R 

8809260265 

8809280256 

88/07/25 

WASTE MGT 


08O929O3SS 

0809290347 

88/09/19 

60-520 

R 

0609280267 

8010030171 

88/09/26 

60-209 

J 

0809200357 

0BO929Q353 

88/09/20 

60-484 

Q 

8809260279 

8610030203 

88/09/26 

60-344 

J 

0609290367 

0809290366 

88/09/21 

60-327 

P 

8609260282 

8809260276 

99/09/07 

40-3453 


6606290369 

8809290346 

ee/09/01 

40-1162 


6809280286 

6609280281 

88/09/21 

60-341 

P 

6809290370 

6009290366 

68/09/21 

80-327 

p 

8809280290 

8809280276 

60/09/07 

40-3463 


8809290372 

8609290368 

88/09/20 

50-336 

p 

8609280296 

8609260284 

69/09/20 

60-267 

F 

8009290373 

8809290363 

88/00/20 

50-413 

p 

8609260299 

8609280297 

69/06/23 

40-8502 


0809290374 

6610030096 

88/09/27 

60-244 

J 

8609280306 

6809280305 

88/08/25 

40-8898 


6808290382 

8009280361 

68/09/22 

50-382 

P 

8809290016 

6609290015 

09/09/02 

40-0064 


8609290366 

8B092903B6 

88/09/16 

60-483 

Q 

6609290022 

86092^19 

88/09/23 

71^663 


6809290389 

8609290365 

88/09/23 

60-412 

P 

8809200029 

86092^24 

88/09/16 

50-247 

R 

0809290393 

8009290385 

88/09/23 

80-412 

p 

8609290032 

6809290024 

08/09/16 

50-247 

R 

8609290396 

8609290394 

88/09/21 

60-498 

Q 

8809290035 

8809290031 

08/08/29 

40-8502 


8609260401 

0609290399 

88/09/14 

50-313 

F 

6609290036 

8809290030 

08/09/29 

50-368 

Q 

6806290403 

6810060017 

88/09/20 

50-461 

P 

8609290039 

6609290034 

08/09/23 

60-261 

J 

8809300000 

8809290329 

88/09/23 

60-263 

J 

6809290042 

8809290040 

08/09/23 

60-260 

J 

6809300017 

8609300016 

86/09/22 

60-346 

p 

8809290044 

8809290040 

66/09/23 

60-260 

J 

0009300023 

8809300021 

86/09/12 

60-312 

Q 

6809290046 

8809290043 

00/09/21 

60-327 

P 

0809300033 

8809300025 

88/09/21 

60-498 

Q 

6609290047 

8809290048 

80/00/23 

50-446 

A 

6009300036 

8809300028 

68/09/13 

60-344 

Q 

6809290050 

8809290037 

96/09/09 

71-9161 


00O93OOP47 

8809300046 

88/09/28 

60-220 

J 
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AC&ESSIOII NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

document 

DATE 

ISSUED 

SUBJECT 

CATEDORY 

enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

MO&SOOOSI 

eeo&sooose 

B809300057 

6809300058 

3809300062 

8809300050 

6609300054 

6809300055 

8809300054 

6809300061 

88/09/09 

88/09/09 

06/09/23 

60/09709 

66/09/26 

50 361 

50'362 

50*346 

50*382 

50 267 

Q 

Q 

P 

Q 

J 

8B1 0030293 
8810030295 
8810030288 
8010030298 
8810030304 

6610030201 

6610030204 

6610030294 

8610030296 

8610030303 

68/09/16 

66/09/26 

68/09/26 

66/09/21 

86/09/30 

50-400 

50-413 

50-413 

50-423 

60-247 

8809300063 

8809300066 

8809300067 

8809300000 

8809300104 

8809300060 

8809300060 

8809300065 

6809300087 

8809300101 

68/09/21 

68/09/21 

86/09/26 

88/09/23 

68/09/16 

60 250 

SO 250 

50*293 

50*445 
WASTE MGT 

P 

P 

J 

A 

8810030306 

8010030307 

8810030306 

8010030311 

8010030313 

8010030303 

8810030302 

8010030305 

8010030302 

8810030305 

ae/09/30 

86/00/27 

68/09/23 

B8/09/27 

68/09/23 

60-247 

60*277 

60-263 

60-277 

50*263 

8609300116 

8809300117 

8809300120 

8809300121 

8809300127 

8809300113 

6809300113 

8609300119 

8B10060155 

8609300123 

08/07/10 

06/07/16 

80/09/26 

80/00/26 

88/09/26 

40-0027 

40-8027 

50-313 

50-312 

60-285 

J 

J 

J 

8010030314 

8010030316 

8010030319 

8010030321 

8010030334 

B610030303 

6010030001 

B01OO3O312 

66 10030001 
6B1003D329 

68/09/30 

66/09/27 

60/09/18 

60/09/27 

60/09/23 

50*247 

50*295 

60*012 

60-295 

CONTRACT 

sm^Qous 

8809300147 
0809300162 
8809300 1 63 
0809300162 

8809300137 

6609300137 

8809300151 

8809300156 

6609300160 

88/09/07 

88/09/07 

88/09/21 

08/09/21 

68/09/20 

50-52B 

60-628 

60-265 

60-155 

60-413 

Q 

Q 

P 

P 

Q 

0010030342 

8010030345 

8810030347 

8010030362 

8810030357 

8610030337 

8610030336 

8610030312 

8610030346 

8610030353 

68/09/26 

88/09/23 

88/09/19 

86/09/28 

88/00/23 

contract 

CONTRACT 

50*012 

WASTE MQT 
contract 

8009300167 
80093001 71 
8809300186 
6010030003 
6810030004 

8809300165 

8809300169 

8810030052 

8810030002 

8810030002 

80/09/20 

66/09/20 

86/09/S6 

88/09/26 

88/09/26 

60-324 

50-261 

60-276 

50-423 

60*423 

Q 

O 

J 

P 

P 

8810030367 

8010030374 

8810030382 

8810030385 

8810030396 

8810030231 

8810030361 

8810030378 

8810030370 

8810030367 

88/09/20 

88/09/20 

08/09/20 

08/09/10 

08/09/26 

50-263 

CONTRACT 

50-302 

50*413 

50-165 

88100300Q6 

8810030032 

8610030042 

8810030043 

8810030048 

6810030005 

8810030030 

8810030038 

8810030036 

6810030045 

88/09/29 

68/09/29 

00/09/27 

00/09/21 

00/09/28 

60-400 

60-395 

60-309 

60-328 

60-443 

P 

P 

J 

P 

u 

8810030399 

8810030400 

8810030405 

8810030418 

881<K>30420 

8810030300 

8810030308 

8810030307 

8810030418 

8810030418 

88/09/27 

08/09/28 

08/09/21 

08/09/10 

08/09/16 

60*271 

50-443 

70*1100 

50-333 

60*333 

8810030050 

8810030057 

8810030063 

8810030087 

&81D0300BO 

8810030049 

8810030036 

8810030060 

8610030066 

8810030076 

86/09/23 

88/09/21 

80/09/27 

88/09/27 

80/09/23 

60-247 

50-328 

60-440 

60-322 

60-247 

p 

p 

0 

J 

p 

8810030425 

6610030428 

8810030431 

881003043S 

8810030441 

8810030421 

8810030404 

8810030429 

8810030432 

8810030440 

88/09/18 

08/09/27 

08/09/23 

08/09/27 

00/09/22 

50*528 

CONTRACT 

60*300 

60-246 

60*327 

6810030063 

8610030066 

8810030087 

8610030086 

8310030000 

0810030075 

8810030077 

6810030079 

6810030002 

8810030090 

66/09/23 

60/00/23 

00/00/27 

88/09/27 

68/09/2$ 

50-247 

60-443 

50-213 

BO-330 

60-208 

p 

Q 

J 

Q 

S 

8810030444 

881004CKX)4 

8810040005 

8810040015 

6010040019 

8810030422 

8810040002 

8810040002 

8810040010 

8810040016 

88/09/27 

88/09/01 

88/09/01 

08/09/19 

00/09/16 

60*29 

ORG 

om 

50*336 

60-271 

6310030089 

6310030101 

8310030109 

8810030112 

8610030113 

0B1 0030009 
8010030090 
8810030089 
8810030106 
8810030111 

88/09/27 

88/00/20 

08/00/27 

88/00/27 

88/00/16 

50-322 

60-208 

60-322 

6O-209 

50*133 

0 

s 

Q 

J 

Q 

8810040024 

6810040027 

8810040031 

8810040033 

8810040041 

8810040020 

8810040020 

8810040026 

8810030429 

8810040049 

00/09/26 

00/09/26 

00/09/21 

00/09/23 

00/09/10 

60*402 

60*402 

50-293 

50-300 

71*0100 

6810030114 

8610030110 

6810030121 

6810030127 

d$10C30126 

8610030107 

6810030095 

B81 0030095 
8810030126 
8810030124 

88/00/19 

00/00/27 

69/09/27 

06/00/26 

06/00/16 

60*446 

60-244 

50-244 

50-220 

60-344 

Q 

O 

Q 

O 

Q 

8810040046 

8810040048 

8810040056 

6810040050 

6810040060 

8810040035 

6810040044 

8810040052 

8810040053 

88100400S1 

00/09/00 

80/09/21 

80/09/27 

80/09/26 

80/09/10 

CONTRACT 

50-206 

CONTRACT 

CONTRACT 

50-219 

8BmS012Q 

6010030130 

6010030134 

6610030140 

6910030148 

0810060104 

8810030124 

0810030131 

8810030138 

8810030146 

68/00/26 

68/00/16 

88/00/26 

88/00/26 

68/00/23 

50*397 

50-344 

50*220 

60-293 

50-255 

J 

Q 

Q 

Q 

P 

6810040065 

6610040067 

6810040077 

6610040070 

6810040084 

8610040061 

8810040063 

8610040072 

8810040081 

0810040081 

88/09/21 

68/09/16 

88/09/16 

00/09/21 

60/09/21 

50*250 

50*528 

50-353 

50-250 

50-250 

8910030149 

8910030151 

831 00301 65 
8910030164 
8910030166 

8610030136 

8810030146 

8810030160 

8810030161 

8810030149 

88/00/28 

88/00/23 

88/00/27 

86/09/26 

88/00/20 

60*293 

50-265 

60 305 
50*382 

50 400 

Q 

P 

Q 

J 

P 

6810040085 

6810040089 

6810040094 

6810040097 

681 0040099 

8610040001 

8610040000 

6610040084 

8610040093 

8610040091 

60/09/20 

60/09/20 

60/09/27 

60/09/26 

80/09/21 

60-333 

50-353 

60*443 

50-2B2 

60-374 

6910030176 

6910030177 

6910030164 

0910030105 

0910030137 

8010030172 

8810030179 

8810030179 

8810030179 

8610030179 

88/00/23 

88/00/23 

66/00/23 

88/00/23 

88/00/23 

CONTRACT 

60*334 

50 247 

50 247 

60-334 

P 

P 

P 

P 

6810040103 

8810040112 

6810040116 

6810040121 

6810040123 

6610040102 

6610170356 

6810040100 

6810040117 

B81 0040054 

80/09/27 

60/10/12 

66/09/20 

66/09/29 

66/00/57 

CONTRACT 

60-20 

50-321 

PROJ 

60-443 

9810030109 

9910030193 

9810030194 

8010030202 

9010030216 

8610030169 

8010030166 

8S100301B6 

8610030197 

8810030210 

88/00/23 

66/00/23 

66/09/20 

68/00/26 

88/00/27 

CONTRACT 

50-334 

SO-334 

60-382 

50-341 

Q 

O 

P 

Q 

8810040124 

6810040127 

eolOOAom 

6810040132 

8810040137 

6810040122 

6810040010 

8010040122 

8810040110 

8810040106 

66/09/27 

66/00/19 

80/09/27 

80/06/01 

00/09/20 

60*44 6 

60-330 

60*445 

CONTRACT 

50-528 

8010030217 

8010030218 

9810030219 

6910030227 

8810030228 

8810030213 

8810030210 

6810030209 

8810030223 

8810030224 

86/00/26 

00/00/27 

88/00/14 

88/00/26 

88/00/15 

50-450 

50-341 

50*275 

60*402 

60200 

J 

Q 

Q 

J 

O 

8810040140 

8810040166 

8810040179 

6810040184 

6810040189 

8810040034 

8810040162 

8810040163 

8810040170 

8810040161 

66/00/ 18 
66/09/29 
&d/09/29 
60/06/08 
00/09/30 

40*0452 

CONTRACT 

60-2S1 

40-8904 

60*327 

8610030232 

8610030233 

9810030241 

9610030267 

6910030205 

8810030224 
8610030230 
8010030230 
8810030258 
8810030263 , 

68/00/15 
88/00/26 
ee/co/20 , 

88/00/27 

88/00/20 

50 200 
50-490 
50-443 
50-387 
CONTRACT 

Q 

J 

J 

J 

6010040190 

6810040194 

8810040195 

6010040108 

6010040200 

6810040167 

8810040166 

8610040162 

0810040170 

0810040197 

BB/09/30 

00/09/10 

08/09/16 

06/06/06 

08/09/22 

CONTRACT 

CONTRACT 

60-327 

40*8904 

50-430 

8610030269 

0910030272 

8810030273 

8810030277 

6610030284 

8810030266 , 

8010030208 

8810030^ 

8810030274, 

6010030281 

06/00/23 

88/00/23 

08/00/23 

88/00/20 

88/Q0/27 

50-336 

50-335 

50-336 

50-260 

50-272 

G 

Q 

0 

Q 

J 

6810040208 

6810040213 

6010040214 

8810040224 

8810040226 

0810040207 

8S1CKM0209 

8010040211 

0810040218 

8810040223 

66/09/21 

00/09/29 

86/09/22 

60/09/21 

80/09/26 

50-302 

CONTRACT 

60-424 

50-269 

60-206 

6610030205 

6010030290 

881003P2B1 ,1 
8810030286 i 

08/00/27 r 
88/00/26. 

50-272 

70-687 

J 

6610040231 

8810040236 

0:810040220 

8310040233 

08/00/31 

00/99/29 

CONTRACT 

5(KJ24 


Q 

P 

P 

Q 

P 

P 

J 

P 

J 

P 

P 

Q 

P 

Q 


P 

P 

Q 

J 

Q 

O 

Q 


V 
Q 

Q 

Q 

Q 

V 


P 

Q 

Q 

P 

P 

Q 

Q 

P 

P 

8 


P 

Q 


Q 

V 

Q 


Q 

O 

O 

0 

0 

Q 



334 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

principal 

date 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

BB10040236 

8810040234 

08/09/21 

50-338 

0 

0010050067 

8810050D63 

86/09/20 

50 352 

6810040241 

8810040227 

88/09/27 

60-301 

Q 

0810050068 

001OO5OOS5 

08/09/28 

CONTRACT 

8810040243 

6810040239 

86/09/02 

CONTRACT 


8310050083 

8810050077 

88/09/28 

CONTRACT 

8610040244 

8810040242 

88/09/21 

50-400 

Q 

0010050084 

8810050080 

88/00/13 

CONTRACT 

8810040253 

8010040222 

88/08/31 

CONTRACT 


8810050087 

6610050081 

08/09/23 

60-456 

8810040255 

8010040252 

88/09/20 

60-209 

Q 

0010050091 

6010050008 

08/09/27 

50-285 

861004025B 

0010040254 

86/09/22 

REVIEW GR 

P 

8010050093 

6810050089 

88/09/12 

CONTRACT 

8810040259 

0010040256 

88/09/27 

60 275 

F 

8810050094 

8810050086 

88/09/27 

60 498 

8610040269 

8610040257 

88/09/22 

50-321 

Q 

6B1G0S009D 

0010050007 

08/09/22 

60-331 

8610040284 

6610040205 

80/10/03 

WASTE MQT 


8810050100 

881 0050090 

80/08/11 

40 4492 

8810040269 

8010040266 

68/09/26 

50-269 

P 

8010050101 

6810050090 

08/09/27 

60-205 

8810040274 

6810040272 

80/09/15 

60-327 

O 

8810050111 

8810050105 

88/09/01 

CONTRACT 

e8l004027& 

8810040272 

88/09/15 

60-327 

o 

8810050114 

8810050106 

88/09/23 

60-373 

8810040279 

8610040260 

68/09/26 

60-267 

Q 

8B10050118 

8010050116 

88/09/22 

60-165 

0810040280 

8810040279 

88/09/29 

50-416 

J 

8B1OO5O110 

8810050104 

88/09/28 

60 443 

8810040286 

0610040283 

88/09/14 

50-275 

Q 

0810050123 

8010050104 

80/09/28 

60 443 

6810040260 

6810040266 

88/09/02 

50-276 

F 

6810050125 

8810050104 

B0/O9/28 

50 443 

6810040295 

8810040293 

68/09/16 

60-348 

P 

8010050130 

0810050126 

08/09/27 

CONTRACT 

8610040296 

6610040292 

80/09/ 13 

CONTRACT 


8010050132 

6810060126 

86/09/26 

60-263 

0810040299 

8810040297 

06/09/29 

60 340 

J 

8010050134 

8810050129 

88/09/20 

60-396 

8610040304 

6609260046 

80/09/16 

50-269 

P 

8810060130 

8810050133 

80/09/21 

60-440 

0810040309 

8810040306 

88/09/20 

70-1151 


8810050140 

88100S0137 

88/09/23 

60-237 

6810040311 

8810040308 

83/09/09 

60-528 

F 

6010050144 

8010050142 

88/09/29 

60-317 

0810040314 

8610040313 

80/09/20 

50-261 

Q 

8810050147 

6810060137 

80/09/23 

60-237 

6810040316 

6810040310 

88/08/08 

40 8659 


8010050150 

8810050142 

08/09/20 

60-317 

8610040321 

8610040310 

68/08/06 

40 6659 


8810050163 

8810060142 

80/09/29 

60 317 

8610040323 

6810040139 

68/06/31 

CONTRACT 


8810050156 

8810060143 

08/00/31 

CONTRACT 

8810040324 

6810040322 

68/09/23 

CONTRACT 


8610050162 

6810050158 

88/09/30 

CONTRACT 

8610040331 

0610040079 

88/08/19 

CONTRACT 


8810050167 

8010060164 

80/07/22 

60-397 

8810040333 

6810040330 

68/09/00 

CONTRACT 


8810050170 

8810050166 

08/09/30 

50 498 

8610040339 

6610040335 

88/09/22 

70-824 


8810050171 

8010060164 

80/07/22 

60 397 

6610040341 

6810040336 

86/09/20 

60-382 

P 

8810050174 

8810060166 

08/00/30 

60 498 

8810040342 

8810040335 

88/09/22 

70-824 


8810050175 

881 00501 60 

80/09/30 

60-327 

8610040351 

6610040343 

00/09/29 

WASTE MGT 


8010050176 

6810050160 

80/09/29 

CONTRACT 

8610040354 

8810040347 

06/09/26 

60-295 

R 

8810050181 

88 100501 60 

08/09/30 

50 316 

8010040355 

6610040349 

86/09/22 

70-1201 


8810050190 

0810050186 

80/09/27 

CONTRACT 

8610040357 

6610040350 

00/09/20 

CONTRACT 


B 8100501 96 

6010050180 

08/09/19 

50 272 

8810040362 

8810040358 

88/09/22 

60-259 

Q 

8810050200 

8010050199 

88/09/30 

60-155 

6810040365 

8610040356 

80/06/31 

CONTRACT 


8810050203 

8510050199 

68/09/30 

60-155 

8810040366 

6810040356 

06/09/22 

60-269 

0 

8810050204 

8810050232 

88/09/27 

CONTRACT 

8810040373 

0010040372 

88/09/20 

► 60-338 

P 

8810050208 

8810050232 

80/09/27 

CONTRACT 

8810040375 

6610040370 

06/09/26 

60-57 

Q 

6810050223 

B810050222 

86/09/30 

60-263 

8810040376 

8810040374 

08/09/23 

SO 283 

P 

8810050224 

8810050222 

08/09/30 

50-263 

8810040382 

8010040377 

08/09/12 

CONTRACT 


6610050226 

8810050215 

80/09/27 

CONTRACT 

8610040384 

6610040361 

00/09/28 

60-226 

Q 

6610050226 

8810110208 

88/10/03 

60-276 

6810040392 

6610040389 

88/09/18 

60-317 

R 

8810050231 

8610110260 

60/10/03 

50-206 

8010040393 

6610040390 

08/09/26 

60-317 

Q 

6810050241 

8810050240 

88/09/15 

50-338 

0810040308 

8810040394 

86/09/20 

60-382 

P 

8810050242 

0S1 0050240 

88/09/15 

50-336 

6810040399 

6810040390 

88/09/28 

60 317 

Q 

8010050244 

8010050243 

88/09/22 

50 321 

8610040400 

8810040347 

60/09/28 

50-265 

R 

0810050246 

8810050243 

80/09/22 

50-321 

6810040403 

0010040401 

68/09/27 

60 244 

Q 

8810050247 

0B1 0050245 

88/09/30 

60-269 

8610040406 

8810040402 

88/09/26 

CONTRACT 


8010050250 

8810050265 

88/09/23 

60-317 

8810040406 

6810040407 

06/10/04 

WASTE RES 


0810050260 

8810050255 

88/09/23 

60-317 

6810040416 

8610040415 

88/09/23 

50-265 

0 

6810050254 

0810110182 

88/10/03 

50-397 

8810040420 

8810040416 

88/09/23 

60 285 

0 

8810050270 

8810050262 

68/09/22 

50-220 

8810040421 

8610040416 

8B/09/28 

50-313 

Q 

6810050272 

8810050269 

88/09/27 

CONTRACT 

8810040425 

0810040416 

88/09/20 

60 313 

Q 

8810060277 

8B10050268 

68/09/26 

50-526 

8610040428 

8810040423 

00/09/26 

WASTE MQT 


6310050260 

8810050274 

88/09/23 

60-461 

0810040430 

8810040427 

88/09/13 

CONTRACT 


8810050261 

8810060273 

88/09/28 

40-7465 

8810040431 

8810040428 

68/09/26 

50-313 

Q 

6810050284 

8810140008 

88/09/30 

60 440 

8810040432 

8610040422 

86/09/22 

60-266 

F 

8910050295 

8810050273 

68/09/26 

40-7455 

6810040434 

8610040426 

88/09/26 

50-313 

Q 

8810050286 

8810050282 

88/09/29 

50-410 

8610040443 

0810040441 

88/09/23 

60-498 

Q 

6810050288 

B81 0050282 

88/09/29 

60 410 

6810040446 

8010040442 

88/09/26 

CONTRACT 


8810050289 

8810050273 

68/09/26 

40-7465 

B810040451 

8810040449 

88/09/26 

60-286 

J 

8010050291 

6810050246 

88/09/30 

60-259 

8810040458 

8810040454 

00/09/27 

50 313 

Q 

6810050292 

8810050273 

68/09/26 

40-7455 

8810040457 

8810040454 

60/09/27 

60-313 

Q 

8810050298 

6610050283 

86/09/22 

50-247 

8610040458 

8610040455 

80/09/20 

60-413 

F 

8610050301 

8810050296 

88/09/26 

OA999 

6810050002 

6610050001 

80/09/16 

60-395 

P 

0010050306 

8610050303 

88/09/29 

60-321 

8610050004 

8010050003 

00/09/22 

60-382 

P 

0810050307 

8810060267 

88/09/26 

CONTRACT 

6810050006 

8810050005 

86/09/10 

50-220 

Q 

8810050309 

8810050303 

88/09/29 

60-321 

8610050006 

8010050007 

88/09/23 

CONTRACT 


6810050313 

8810060312 

86/09/26 

CONTRACT 

6810050012 

6610050011 

86/09/26 

SO 22D 

P 

0810050317 

8810050315 

88/09/21 

60-446 

6810050013 

8810050011 

86/09/20 

60-220 

P 

8810050320 

881 005031 8 

88/09/21 

60-445 

8610050021 

8610050014 

8B/09/27 

50-333 

Q 

8810050323 

8810050322 

88/09/19 

60-316 

6610050023 

8810050016 

88/09/27 

CONTRACT 


6810050325 

8810050324 

88/09/19 

60-1 65 

6610050032 

8810050024 

88/09/30 

50-443 

G 

8810050326 

6810050312 

88/09/26 

CONTRACT 

6810050033 

0810050031 

80/09/20 

50-317 

0 

8610050332 

8810050320 

88/09/16 

XPORTLIC 

9810050034 

6810050028 

66/09/02 

CONTRACT 


8010060337 

6810050331 

66/09/21 

CONTRACT 

0810050037 

6610050028 

88/09/02 

CONTRACT 


8810060007 

8810060004 

86/09/28 

40-0946 

0810050036 

8010050036 

00/09/27 

50-277 

0 

8810060011 

8810060009 

88/09/22 

60-280 

9610050046 

0810050042 

88/09/27 

50 54 

Q 

8010060016 

6810060015 

66/09/29 

50-400 

9810050049 

8810050047 

86/08/31 

60-267 

P 

8610060021 

8810060019 

86/09/29 

50-302 

9810050055 

8810050052 

sa/oe/26 

50-265 

P 

8810060022 

8010060018 

88/09/16 

XPORTLIC 

8610050056 

6610050051 

86/06/28 

60-163 

0 

6810060026 

8810060023 

88/09/26 

60-336 

8810050059 

8610050041 

88/08/13 

CONTRACT 


8810060026 

6810060023 

88/09/26 

50-336 

6810050084 

8810060054 

88/09/12 

CONTRACT 


0810060029 

6810060027 

88/09/26 

CONTRACT 
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6910050262 

00/09/22 

60 220 

p 

€ai006003B 

0810060032 

80/09/06 

CONTRACT 


6610060039 

8910060031 

80/09/27 

60 282 

p 

6610060047 

8B1 0060044 

88/09/27 

60-160 

p 

6810060049 

8810060042 

88/09/21 

60-277 

Q 

6810060060 

8810060044 

68/00/27 

60-160 

P 

6810060067 

8810060035 

80/09/03 

60-10 

H 

8610060069 

8810060053 

00/09/21 

60 309 

Q 

6610060065 

8610060056 

66/08/25 

CONTRACT 


6610060063 

8810060043 

66/00/26 

CONTRACT 


6910060078 

8610060072 

80/09/21 

60 333 

Q 

6310060088 

8810060082 

88/09/21 

60-266 

Q 

8610060002 

8810060089 

88/09/19 

60-425 

O 

8810060005 

68 10060046 

80/09/26 

CONTRACT 


861D0601Q1 

8810060097 

68/09/16 

60-395 

O 

6910060107 

8810060097 

86/09/16 

60-396 

Q 

6910060108 

6610060093 

00/09/21 

60-170 

V 

6910060111 

8810060109 

68/09/19 

60-302 

Q 

6610060116 

6810060109 

86/09/19 

60-302 

Q 

6610000124 

8610060122 

86/09/19 

60-269 

Q 

6810060126 

8810060115 

86/10/03 

60-443 

G 

6810060127 

8810060119 

68/09/27 

XPORTLIC 


6810060120 

6610060122 

66/00/19 

60-269 

Q 

8610060100 

6610060131 

68/00/26 

60-206 

P 

8610060141 

68 10060 136 

60/09/26 

CONTRACT 


9610060145 

6810060134 

60/09/12 

60-269 

F 

9610060166 

8810060162 

00/09/14 

CONTRACT 


6610060168 

6610060165 

88/09/22 

TOPREP 


8610060162 

8810060180 

08/09/27 

60-219 

J 

6610060164 

8910060174 

88/00/30 

60-322 

Q 

6610000188 

8810060167 

88/09/26 

60-440 

P 

6610080190 

8810060167 

68/09/26 

60-440 

P 

6810080196 

8010060187 

66/09/26 

60-440 

P 

6810080213 

0810060210 

86/09/27 

60-324 

P 

6610060221 

6810060208 

80/09/27 

XPORTLIC 


6610060222 

6610060219 

66/09/19 

60-387 

a 

9610060226 

6810060208 

00/09/27 

XPORTLIC 


0610060230 

8810060224 

60/09/06 

CONTRACT 


9610060236 

8910060229 

88/09/26 

CONTRACT 


6610060246 

6810060240 

08/00/26 

60-219 

p 

6810060246 

6810060240 

88/09/26 

60-219 

p 

8610060246 

8810060247 

66/09/27 

60-327 

Q 

6610060265 

6810060262 

88/09/26 

40-8907 


6610060261 

8810060269 

60/00/26 

60-424 

Q 

6610060262 

6610060260 

68/00/13 

CONTRACT 


6910060273 

8610060264 

68/09/29 

60-362 

0 

6910060286 

8610060284 

68/09/26 

60-293 

P 

6910060289 

8610060264 

88/00/26 

60-293 

P 

8910060290 

8810060268 

86/09/20 

CONTRACT 


6910060296 

8610060296 

66/00/20 

60-346 

F 

6610060300 

8610060296 

60/09/29 

60-346 

F 

9610060308 

8610060306 

60/00/27 

60-309 

P 

9610060309 

8610060304 

60/09/20 

60-213 

F 

8610060310 

8810060302 

06/09/30 

60-312 

P 

8610060312 

8810060306 

60/09/27 

60-309 

P 

6610060320 

8610060314 

60/09/06 

CONTRACT 


6810060325 

8610060322 

00/10/06 

WASTE MGT 


6010060326 

6810060323 

80/09/20 

CONTRACnr 


6010060333 

8610060330 

00/10/06 

WASTE MQT 


6810060347 

8810060321 

88/09/26 

CONTRACT 


0810060354 

8810060337 

80/00/30 

60-445 

Q 

0810060356 

8610060346 

88/09/26 

50-331 

F 

8810060357 

6810060337 

88/00/30 

60-446 

Q 

6810060360 

8610060346 

88/00/26 

50-331 

f 

8910060376 

8610060372 

86/09/23 

50-269 

P 

8910060376 

0810060372 

88/00/23 

60-269 

P 

8910060394 

8610060390 

66/00/01 

FOIA 


8910060396 

8610060393 

66/00/01 

60-464 

P 

0910060398 

6610060393 

86/00/01 

60 454 

F 

0910070006 

6610070002 

88/00/29 

60-260 

P 

8910070013 

6610070008 

68/00/29 

60-269 

P 

6810070019 

8610070006 

68/09/23 

50*416 

P 

6910070030 

8610070026 

66/00/30 

50-247 

P 

6610070031 

8610070026 

88/00/30 

60-247 

P 

6910070035 

8810070026 

88/09/30 

60-247 

P 

6910070036 

8610070032 

88/00/20 

contract 


6910070037 

8609300136 

88/09/23 

50-382 

0 

8910070060 

8610070058 

68/00/30 

60*341 

P 

80 10070065 

8SO9300161 

68/00/21 

60-256 

P 

0610070067 

6610070066 

88/00/27 

60-250 

F 

881007007B 

8610070074 

68/00/28 

60-354 

P 

8810070060 

8810070076 

88/07/13 

40*6904 


8810070067 

6610070084 

86/09/12 

60-293 

U 

8810070093 

8610070000 

68/00/29 

60-363 

Q 

881 00701 01 

881007W6 

66/00/10 

5^267 

Q 

9810070102 

881OO70O89 

86/09/30 

60 312 

P 

9810070123 

6610070120 

66/09/26 

oAooa 
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0810070130 

8810070120 

68/09/28 

70 1113 


0810070131 

8810070127 

68/09/30 

50 280 

P 

0810070133 

8810070127 

68/09/30 

50 260 

P 

0810070162 

8310070160 

66/09/26 

60-321 

Q 

0810070170 

8310070169 

06/10/04 

50 203 

F 

0810070161 

891 0070176 

06/09/20 

60*260 

Q 

0810070167 

6810070175 

08/09/30 

50 2B5 

P 

0810070200 

9010070194 

80/09/26 

60 324 

Q 

8810070209 

6910040439 

88/09/28 

60 203 

P 

8810070216 

0810070207 

88/09/20 

60-424 

F 

0810070220 

6010070207 

BB/00/29 

50-424 

F 

6810070222 

9010070219 

BB/0D/2B 

60-254 

P 

0610070226 

B 91 007021 9 

B8/09/26 

60-264 

P 

0010070227 

9010070207 

B8/OB/2D 

60-424 

F 

0010070230 

6910070207 

06/09/29 

60-424 

F 

0810070232 

8910070207 

06/09/29 

60-424 

F 

0810070235 

6810070207 

06/09/29 

60-424 

F 

0810070239 

6810070239 

06/09/30 

60-330 

P 

0010070261 

6810070247 

06/00/29 

PROJ 


0810070252 

6810070247 

86/09/29 

PROJ 


0010070264 

6810070247 

86/09/29 

PROJ 


0610070261 

8810070255 

86/09/26 

60-454 

P 

001OO7O27S 

6810070269 

86/09/06 

60-324 

R 

0010070270 

8910070276 

86/09/30 

50-338 

P 

0010070267 

8810070286 

86/09/26 

50-330 

Q 

8010070290 

88100702S6 

86/09/26 

50-336 

Q 

0010070205 

8810070293 

86/09/30 

50-353 

Q 

8810070309 

8910070290 

86/10/03 

60-445 

Q 

8810070309 

8810070303 

86/10/03 

CONTRACT 


8810070322 

8810070321 

86/09/26 

50-400 

O 

BB 100703 2 7 

6810070326 

86/09/26 

60-395 

O 

0610070339 

8810070336 

86/09/30 

60-307 

0 

0610070341 

8810070176 

86/09/30 

60*255 

P 

0610070344 

6809160269 

86/09/08 

60-321 

0 

0610070346 

6810070176 

86/09/30 

60-265 

p 

8610100006 

6810100005 

86/09/30 

60-271 

0 

aaioiooooa 

6810100007 

86/04/13 

ORQ 


8810100037 

6810100034 

86/10/03 

60-359 

p 

8610100044 

6810100040 

86/09/30 

60*345 

o 

8810100054 

6910100036 

86/09/29 

60-287 

o 

8610100061 

BSI0100060 

86/10/03 

60-269 

J 

8810100077 

9910100063 

86/09/21 

60-255 

K 

8010100083 

6010100082 

86/09/27 

60-401 

P 

0810100089 

66101000S2 

86/09/27 

50-401 

P 

0010100097 

6010100082 

86/09/27 

60*401 

P 

0B 10 100099 

6010100082 

06/09/27 

60-401 

P 

0610100099 

6010100082 

06/09/27 

60*401 

P 

BB10100004 

6010100092 

06/09/29 

60-413 

P 

6810100008 

6810100092 

BB/09/29 

60-413 

P 

8810100099 

8010100092 

66/09/29 

60-413 

P 

8810100100 

8910100097 

B6/10/03 

60*185 

V 

8010100110 

8810100106 

68/10/04 

60*309 

J 

6010100116 

8910100111 

66/09/26 

70-1151 


0610100123 

8810100120 

88/10/04 

60-309 

J 

0010100129 

8810100125 

80/09/29, 

60-280 

J 

6010100130 

8810100125 

66/09/29 

60-200 

J 

0610100162 

9810100160 

00/09/30 

50*261 

Y 

8010100163 

8810100160 

60/09/30 

60-201 

Y 

0010100165 

8810100160 

60/09/30 

60-281 

Y 

0810100166 

8810100162 

60/10/04 

60-443 

J 

6810100166 

9910100163 

66/10/03 

60-244 

P 

0610100197 

9910100160 

60/10/03 

60*244 

P 

8610100169 

9010100157 

66/09/2B 

CONTRACT 


8610100195 

0010100163 

60/09/26 

60-348 

J 

6810100195 

0010100186 

60/09/15 

60-270 

F 

6610100196 

SBioiootei 

08/10/04 

60-244 

J 

8610100211 

0610100209 

88/10/04 

60-293 

J 

0610100212 

8810100210 

86/09/20 

WASTE MQT 


8610100216 

8910100214 

06/09/28 

60 403 

J 

0610100220 

8810100218 

60/09/30 

40 B027 


0610100222 

6010100218 

88/09/30 

40 6027 


0610100223 

8B101002I9 

88/09/30 

40 6027 


8610100229 

0B1O1OO226 

86/10/03 

50-261 

P 

8810100240 

BBioiooaaa 

WOQ/29 

50-260 

P 

0610100242 

8B10100236 

66/10/04 

60 271 

J 

0610100250 

8810100246 

80/09/18 

40 0659 


6610100256 

0S 10 100246 

aa/09/16 

40-6859 


0610100260 

BB 10 100235 

60/091/29 

60 260 

J 

0610100264 

BB10100235 

68/09/29 

60*260 

J 

8610100270 

8810100265 

68/09/30 

CONTRACT 


0610100296 

8610100302 

6B/10/03 

40*8657 


6810100303 

6610100302 

88/10/03 

40*0857 


8610100314 

B810100313 

68/09/20 

contract 


0810110002 

8610110001 

88/10/03 

50*424 

P 

0810110006 

6810110290 

88/10/03 

60-206 

J 

0610110011 

8610110009 

68/00/22 

69-219 

P 

0610110012 

6610110009 

86/00/22 

50-219 

P 
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B81 01 10036 

8810110009 

88/09/22 

50-219 

P 

0810120039 

6810110125 

88/09/23 

REVIEW QR 

8810110065 

8810130075 

88/10/06 

50-293 

F 

8810120044 

8010120041 

08/10/06 

50-293 

8810110069 

8610110064 

88/09/1 S 

50-280 

Q 

0610120046 

8010120041 

88/10/06 

50-293 

8810110070 

8810110374 

66/10/06 

50-293 

0 

8810120047 

8810110125 

08/00/23 

REVIEW QR 

8810110071 

8810110058 

88/09/23 

40 8631 


8010120062 

0010110125 

80/09/23 

REVIEW GR 

8810110082 

6810030020 

88/09/23 

50-245 

0 

8810120063 

0610120059 

86/09/27 

50-346 

6810110063 

8810110077 

88/09/30 

60*461 

J 

8810120065 

8810120059 

88/09/27 

50-346 

8810110086 

8810110081 

86/09/28 

XPORTLIC 


8810120067 

8810110125 

88/09/23 

REVIEW QR 

8610110090 

8810110069 

88/09/28 

XPORTLIC 


0810120069 

8810120059 

88/09/27 

50-346 

681011 0092 

0610110089 

00/09/28 

XPORTLIC 


8810120072 

0010110126 

88/09/23 

REVIEW GR 

8610110100 

8810110094 

86/09/28 

50-295 

P 

8810120078 

8010120074 

88/10/04 

60-206 

6810110103 

0810110101 

88/09/30 

50 338 

P 

8810120081 

8810110126 

88/09/23 

REVIEW GR 

8810110106 

8810110101 

88/09/30 

60 338 

P 

8810120004 

0010120002 

88/00/05 

60-200 

8810110107 

6610110104 

88/10/05 

CONTRACT 


8810120085 

6810120125 

08/09/23 

REVIEW GR 

8810110111 

6610110109 

88/09/30 

CONTRACT 


8010120086 

8810120077 

88/10/04 

60-424 

8810110114 

6610110058 

88/09/23 

40-6631 


8810120068 

8810110125 

88/09/23 

REVIEW GH 

8810110117 

8810110058 

88/09/23 

40-5631 


8810120090 

0810110125 

88/09/23 

REVIEW GR 

8810110136 

0610110125 

86/09/23 

REVIEW GR 

P 

8810120115 

8810110125 

86/09/23 

REVIEW QR 

8810110136 

6810110132 

88/09/30 

50-338 

P 

6010120117 

8810120114 

80/09/01 

60-219 

&81011D141 

0810110138 

66/10/03 

50-321 

J 

8810120132 

8010200401 

88/09/30 

50 390 

8810110144 

8810110138 

88/10/03 

60 321 

J 

6B10120135 

B8101903P4 

88/10/07 

50 302 

8610110145 

8610110126 

88/09/23 

REVIEW QR 

P 

6810120139 

8810120130 

86/09/14 

40-8102 

6810110169 

8810110125 

88/09/23 

REVIEW GR 

P 

8810120141 

0810120125 

88/09/23 

REVIEW GR 

8810110179 

0810110125 

08/09/23 

REVIEW GR 

P 

8810120142 

6010120130 

86/09/14 

40 0102 

8810110167 

8810110164 

88/09/30 

WASTE RES 


8810120157 

8810120151 

88/10/03 

50-160 

8010110193 

8810110108 

88/09/30 

50-331 

P 

0810120158 

8810120149 

08/09/20 

40-8904 

8810110194 

6610110186 

88/09/30 

50 331 

P 

0810120169 

8810110126 

88/09/23 

REVIEW GR 

6810110199 

8810110125 

06/09/23 

REVIEW QR 

P 

6810120161 

6810120149 

88/09/20 

40-0904 

8810110214 

6810110212 

68/09/28 

50-312 

P 

6810120164 

8810120156 

88/09/30 

60-62 

6810110216 

6810110212 

88/09/28 

60-312 

P 

8810120166 

8810110125 

88/09/23 

REVIEW QR 

8810110219 

0810110215 

08/08/30 

70-1161 


8810120173 

8810110125 

80/09/23 

REVIEW GR 

881 OT 10220 

8810110125 

88/09/23 

REVIEW GR 

P 

8810120177 

0810120174 

88/10/04 

50 410 

8810110236 

6810110233 

88/10/03 

60-246 

J 

8810120176 

6610110125 

80/09/23 

REVIEW QR 

6610110241 

6610110234 

08/09/28 

CONTRACT 


0810120168 

8810110125 

88/09/23 

REVIEW QR 

8810110242 

8810110240 

88/10/05 

60-423 

P 

8810120195 

0010120166 

00/09/26 

50-266 

6810110251 

0810110240 

80/10/05 

60 423 

P 

8810120200 

8810120199 

B8/09/29 

50-458 

8610110291 

8610110125 

08/09/23 

REVIEW GR 

P 

8810120211 

6010120210 

00/10/06 

50 490 

0810110265 

6010110125 

88/09/23 

REVIEW QR 

P 

6010120216 

6810120213 

88/09/26 

50-269 

6810110266 

8810110263 

80/10/04 

60 277 

J 

6810120216 

8810120213 

88/09/20 

50-269 

86101 10270 

8010110263 

08/10/04 

60-277 

J 

8810120222 

6810120221 

68/09/29 

60-280 

8810110277 

8810110126 

88/09/23 

REVIEW GR 

P 

0810120223 

0810120200 

08/10/03 

CONTRACT 

8810110284 

6610120163 

88/09/26 

60-305 

J 

8810120224 

8010120221 

88/09/29 

60-280 

6810110266 

0810110125 

80/09/23 

REVIEW QR 

P 

8810120237 

8610120231 

88/10/04 

50-334 

8610110289 

0810110285 

08/10/04 

60-387 

J 

0810120245 

88 101 20231 

08/10/04 

50 334 

6810110294 

6610110125 

88/09/23 

REVIEW GR 

P 

0810120250 

8810120227 

80/10/06 

WASTE MQT 

8610110295 

8810110293 

08/10/03 

50-344 

J 

6810120262 

B810110125 

68/09/23 

REVIEW GR 

6810110303 

6810110301 

88/10/03 

60-312 

J 

6810120261 

8610120254 

88/10/08 

50-285 

6610110305 

6610110304 

88/09/30 

50-317 

P 

6810120269 

8610120263 

86/09/29 

50 62 

6810110306 

8810110298 

08/10/04 

60-272 

J 

8810120274 

6810110125 

68/09/23 

REVIEW GR 

6810110310 

8810110302 

68/09/26 

50-331 

J 

0010120276 

0010120262 

88/10/07 

OA969 

8810110311 

6810110298 

08/10/04 

60-272 

J 

8810120278 

8810120262 

80/10/07 

QA999 

6810110312 

8610110306 

88/09/26 

60 206 

P 

8810120262 

6610120262 

80/10/07 

OA099 

6610110315 

8810110306 

86/09/26 

60-208 

P 

8810120284 

8610120239 

08/10/06 

60-530 

8810110310 

8810110308 

68/09/26 

50-200 

P 

0810120287 

8810120206 

06/10/05 

50-272 

6010110323 

8610110319 

88/10/03 

70-734 


8610120295 

8610120292 

88/09/23 

70-27 

6810110325 

8810110319 

68/10/03 

70-734 


0810120298 

6810120292 

06/09/23 

70 27 

8010110326 

8810110319 

88/10/03 

70-734 


8010120302 

8610120296 

66/10/04 

50-213 

8610110330 

8610110319 

86/10/03 

70-734 


6610120304 

8810110126 

88/09/23 

REVIEW QR 

8810110331 

8810110322 

68/09/26 

50-440 

J 

6810120318 

6810120313 

86/10/06 

50-400 

8610110343 

6810110126 

00/09/23 

REVIEW GR 

P 

8010120320 

8610120313 

88/10/06 

60-400 

8810110346 

8810110336 

08/10/04 

60-220 

J 

0810120322 

0810120317 

68/09/30 

50-336 

6810110352 

8810110126 

80/09/23 

REVIEW QR 

P 

8810120320 

8810120325 

88/10/05 

60-320 

6810110356 

8810110320 

88/09/30 

60-470 

K 

6310120339 

8610120330 

68/10/04 

60-346 

8610110357 

8810110365 

88/00/30 

60-460 

P 

8S101 20344 

8810120340 

08/10/06 

50-244 

8810110360 

6810110354 

80/10/04 

60*333 

J 

8810120346 

8810120340 

88/10/06 

60-244 

8610110367 

6610110364 

68/10/06 

60-324 

P 

6810120349 

8610120345 

88/10/04 

50-443 

8610110368 

8810110125 

80/09/23 

REVIEW QR 

P 

0010120350 

B81012034B 

88/10/03 

60-454 

8610110369 

6610110364 

80/10/06 

60-324 

P 

8010120351 

6B10120346 

88/10/04 

50-443 

8B10110372 

8810110126 

68/09/23 

REVIEW QR 

P 

0010120364 

8810120345 

88/10/04 

50-443 

0610110378 

SB10110125 

08/09/23 

REVIEW GR 

P 

6010120355 

6810120352 

88/10/06 

50-443 

8810110378 

8810110125 

88/09/23 

REVIEW QR 

P 

6610120366 

8810120345 

88/10/04 

50-443 

8810110379 

8810110366 

00/10/04 

60-213 

P 

8010120369 

8810120077 

08/10/04 

50-424 

8810110380 

8610110374 

08/10/06 

50-293 

Q 

0810120360 

8610120345 

88/10/04 

50-443 

6610110381 

8010040303 

08/09/27 

50-334 

J 

8810120381 

6810120352 

86/10/06 

50-443 

8810110303 

6610110125 

00/09/23 

REVIEW OR 

P 

8010120363 

8810120345 

08/10/04 

60-443 

0610110364 

8810110362 

08/09/27 

70-143 


8010120369 

8810110125 

80/09/23 

REVIEW GR 

6810110366 

8010110126 

80/09/23 

REVIEW QR 

P 

6010120373 

8810120366 

08/10/06 

70-38 

8010110307 

6810110126 

86/09/23 

REVIEW GR 

P 

8810120379 

8810110125 

86/09/23 

REVIEW QR 

8810120004 

0810110125 

08/09/23 

REVIEW GR 

P 

8810120386 

8810110125 

60/09/23 

REVIEW GR 

8010120007 

8810110126 

80/09/23 

REVIEW GR 

P 

8810120392 

8610120389 

80/09/27 

50-369 

0610120009 

8810120008 

88/10/04 

6C-498 

Q 

$810120395 

8810120394 

00/09/23 

60-425 

0810120011 

8810110125 

80/09/23 

REVIEW QR 

P 

8810120396 

6610120391 

80/09/26 

50-260 

0010120016 

8810120015 

08/10/04 

60-317 

J 

8810120397 

8610110125 

80/09/23 

REVIEW GR 

6810120024 

8810110126 

88/09/23 

REVIEW QR 

P 

0810120410 

8810120409 

66/09/30 

70*27 

0610120029 

8810110126 

86/09/23 

REVIEW GR 

P 

6610120413 

6610120412 

80/09/30 

60-424 

6810120094 

8810110125 

88/06/23 

REVIEW QR 

P 

0810120414 

8810120412 

88/09/30 

50-424 

0610120035 

0810143032 

60/09/23 

60-263 

Q 

6010130002 

8810130001 

80/10/06 

60-4?3 


P 

G 

G 

P 

P 


Q 

P 

P 

P 

P 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

Q 

P 

Q 

0 

o 

p 

p 

p 

Q 

Q 

Q 

P 

0 

Q 

0 
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accession number 


tKCLOSURE 


pniNCIPAt. 

OOCUMENT 


g8«JJ5W 

^10130031 

ftai 0 tSQ 034 

eatof3oo35 

$310130036 

$810130041 

$$to<3owa 

3ei0l30050 

6810130001 

6810130004 

8310130072 

8810130073 

6810/30070 

8810130082 

8810130084 


8810130080 

6910130091 

8810130096 

8310130097 

8813130099 


6810130101 

8810130107 

8813130109 

8810130112 

8310/30114 


8810130124 

8810133126 

8810130139 

8810130140 

6810130144 


8813130147 

8810130146 

8810130162 

0810)30166 

8810130168 


85 J 0 W 0169 

8810130173 

8810130176 

WlOlOOlfiO 

8810130107 


momm 

mom 204 

8810139210 

8810130213 

8810/30216 


8810130216 

0810130220 

0810130223 

8810130225 

8810130226 


8810130220 

8810130261 

8810130262 

80)0)30266 

8810130260 


0810/30264 

8810130265 

0810130267 

8810130271 

8810130272 

8810130273 

0010150276 

8810130267 

8810130269 

8810130292 


8810130297 

8810130290 

08IO13O31(? 

6810)30313 

8810130316 


8810130319 

W 1 Q 13 Q 322 

6810130326 

0010150323 

0810130320 


06(0(39332 

8810)30336 

8810130340 

8810130343 

00)0150349 


0810130362 

0619130366 

8810130367 

8810130359 

0810130361 

8810130362 

8010130370 


6010130007 

6010130020 

6010130029 

0&1O13OO33 

6610130020 

68101 10125 
0010110125 
0610130630 
0610130060 
8810)30000 

0010130070 
0D101 10126 
6610130076 
8010130070 
8010130077 

0010130007 

0610110125 

0610130005 

0010)30005 

0010110125 

88)0/50058 

6610130104 

0010130106 

eQtOiWt 26 

0610130113 

D010130123 

0010110126 

0010130137 

0610110126 

0010130134 

0Q1O110126 

8010130143 

8010130140 

6610130165 

6610130165 

8010)10126 

6610130170 

D61O130176 

8010130102 

6010130)01 

6010110125 

06)0)30202 

0010110126 

6010130212 

8610150212 

0010100211 

00101)0126 

00)01502)0 

0010130222 

6610190222 

6610130222 
0610130247 
0Q1O1 10126 
00)0)10)26 
6610130267 

i38Wi302G3 

60)0)30263 

6010130263 

8010130266 

08)0)50200 

0010130260 

0810130260 

00)0130266 

661O1302Q5 

0010130200 

0010110126 

6B10130266 

8010110126 

6010110125 

0010110125 

88/0)30505 

8010060242 

0810130323 

6810130376 

0010190327 

0810130330 

88)0/30334 

6810110126 

0010130342 

0010130346 

0010060300 

0010130350 

80)0110)25 

0010130353 

0010130366 

0010130368 

0810130364 


CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS SST 


DATE 

ISSUED 

00/09723 

00/10/06 

00/09/27 

88/10/05 

00/09/27 

00/09/23 

00/09/23 

00/09/30 

aa/tQ/04 

aom/Q? 

00/10/04 

00/00/23 

00/09/20 

00/10/04 

00/10/07 

08/10/66 

00/09/23 

00/09/27 

00/09/27 

06/09723 

88/09/30 

00 / 00/20 

00/10/04 

00/09/23 

00/10/07 

00/10/06 

€8/09/23 

00/10/06 

00/09/23 

00/10/04 

00/09/23 

00/09/27 

OB/09/SO 

00/00/23 

00/09/23 

00/09/23 

00 / 10/00 

00/10/05 

88/10/04 

08/00/31 

60/09/23 

00/10/06 

00/09/23 

06/09/29 

00/00/28 

00/10/10 

00/09/23 

00/09/30 

66/10/06 

08/10/06 

00/10/06 

00/09/19 

00/09/25 

60/09/23 

00/10/08 

88/09/27 

00/09/27 

00/09/27 

00 / 10/10 

60/10/05 

66/10/05 

88/10/05 

60/09/30 

00/09/30 

60/09/14 

06/09/23 

00/10/06 

88/08/28 

06/09/23 

00/09/23 

86/10/04 

60/09/29 

66/99/20 

88/10/03 

00/10/03 

08/10/03 

6&/10/03 

00/09/23 

00 / 10/11 

88lX0m 

00/19/05 

80/10/05 

08/09/23 

00/09/08 

66/10/03 

68/99/39 

00/-IO/O3 


ACCESSION NUMBER 


SUBJECT 

CATEGORY 

so 324 n 
50247 p 
46 8905 

50 413 p 
40B905 

REVIEW GR P 
REVIEW GR P 
60 2B0 0 

50*255 p 
50445 A 

50 255 P 
REVIEW GR p 
50425 0 

60 27? U 
50*322 J 

50330 p 
REVIEW GR P 
50 251 Q 
50251 O 
REVIEW OR P 

50*29 Q 

70 120) 

$0*454 P 
REVIEW GR P 
50*255 P 

$0 255 P 
REVIEW GR P 
50)39 P 

REVIEW GR P 
SO 255 P 

REVIEW GR P 

59 250 Q 

50*382 J 
5033B 0 

50 335 Q 

REVIEW GR P 
50 456 P 
50 423 P 
60289 0 

408907 

REVIEW GR P 
50 302 P 
REVIEW GR P 
60354 P 
SO 954 P 

50*219 Q 
REVIEW GR P 
50*3)0 il 

60*322 P 

60 322 P 

50 922 P 
408766 

ReVlEW(^fX P 
review GP P 
50245 P 

50 454 P 
60*454 P 
60 454 P 
60*309 Q 
50267 Q 

60 267 Q 
50207 0 

60 940 P 
50946 P 
40 0452 

REVIPNGR P 
60413 P 
REVIEW Gfl P 

review GR P 
review OP P 

50 272 P 
50 995 9 

review GR P 

60348 P 
60266 J 

60'483 J 
60*440 J 
review Gft P 
WASTE MGT 
504129 V 

WASTEMGr 

60-1)3 P 
review GR P 
MIX 

60218 J 

50 265 *1 

60 334 J 


BfiClOSt/R£ 


0810130374 

8810130375 

0810130377 

8810130378 

0810130385 

8010130307 

0810130300 

8810130381 

0810130392 

0810130393 

08)0130394 

8810130395 

8010130396 

88)0)90397 

8010130360 

88)0)30400 

0810130401 

08)0130402 

0810130404 

0810130405 

8810190407 

0810130408 

6619139406 

6810)30410 

0810130411 

8610130412 

6810130413 

681C130414 

8810190415 

8619130416 

6010140009 

6010140011 

6610140012 

8610140015 

8&1C140017 

3010)40019 

BB10140029 

6810140025 

38)0)40027 

6810140030 

8810)40032 

B8l014i»H9 

6610140041 

8810140047 

8810)4)5954 

6810140056 

6810140081 

8810140062 

8B10140063 

8610140069 

8010140072 

6010140076 

0010)48079 

6810)40065 

6010140102 

6010)40107 

6010140111 

8010140117 

0010)49)19 

6810140134 

68)0149)40 

8610140141 

60)0140160 

0010)40163 

00)0)40)74 

6010(40189 

3010)49)97 

8810140214 

8810140218 

3010)49213 

8810140219 

$610140224 

8010)40226 

8010140237 

0010140230 

0010140239 

0010140240 

001014924) 

6010140244 

6010170919 

80)0)7091? 

0010170010 

0010170021 

80)0)70023 

6010170930 

0010170032 

6010)70933 


PPlNCIPAt 

document 

6010130372 

8010130323 

80)9)30372 

8810130323 

8810130384 

8810130383 

S0IO13O363 

0010130303 

B$1D/30390 

0810130383 

0319)30383 

8810130383 

0010130383 

8810130383 

8810130383 

8810130383 

B$$0130099 

6810130393 

66^9139393 

0010)30399 

8810130399 

0010130399 

6810130399 

0810130399 

681013039$ 

88)0130399 

6610130393 

0010)30399 

8810130399 

861Q130399 

8810140008 

6610110125 

8810110125 

00)0)10125 

68)0140014 

00)0)400)5 

8810110125 

8810)40021 

80)01)0125 

8810140024 

681014072$ 

6010110)25 

8810140034 

8810110125 

0810)40036 

88101101 25 
5010140055 
0810140055 
0810140055 
86101 40767 

6610140070 

6810)40078 

08)0)40073 

8810110125 

6610110125 

6610140090 

6610149)09 

08101401)3 

&6)0110)25 

6610140)33 

8810140137 

6610140167 

8810140159 

8ai<»40090 

66)0)40)73 

0010110125 
08)0140185 
66101402)) 
00tOt 402)1 
00)0)4021) 

08)01402)1 

0010)40222 

08)0140222 

0610140236 

861000125 

6010)10125 

00101)0)25 

00)01)0)25 

66)01)0125 

6010170008 

6010170018 

6010)70018 

08)0)70015 

80101700)9 

8810170024 

00)0170(724 

60)0170029 


date 

ISSUED 

80/09707 

88/09/28 

88/09/07 

50/09/28 

88 / 10/12 

00 / 09/07 

68it)$f07 

68/09/07 

80/09/07 

88/0910? 

88/09/Or 

66/09/07 

66109/0? 

60/09/0? 

00/09/07 

88/09/07 

00/09/07 

6 SHM/ 0 T 

60/09/0? 

$6/03/07 

68/09107 

60/O9/OT 

08/09/07 

88/09/07 

68/09/07 

68/09/0? 

68/09107 

66/03/07 

88/09107 

88/09/07 

88/09130 

68/09123 

60/Q9/23 

08/09/23 

68/09)15 

08/09)29 

68/09/23 

88/09/30 

88/09)23 

68/16/03 

88/03/30 
087 09/23 
86/09130 
66/09/23 

sa/io/ce 

68/09/23 

d8/N7/04 

68/10/04 

68/10/04 

$6/10/07 

68/09/30 

63/03/30 

68/10/03 

08/09/23 

68/09/23 

68/09/30 

68/10/10 

08/09/23 

68/09/23 

08/10/07 

68/09/27 

68/09/27 

68AM/26 

68/09/30 

68/10)03 

83/09/23 

88/09/23 

68)10)07 

08/10/0? 

68)10/07 

06/10/07 

68/10/11 

68)10/11 

68/10/03 

08/09/23 

66/09/23 

68/09/23 

08/09/23 

68/09)23 

68/10/05 

68/10/07 

$8/10/07 

08/10/07 

88/10/04 

08/10/06 

68/10/0$ 

68/10/11 


SVJWECT 

CATEGORY 

FO/A 

REVIEW GB P 
FOIA 

REVIEW GR P 
WASTE MQT 

FOIA 

FOa 

FOIA 

50*260 P 
FOIA 

FQIA 

FOW 

FOIA 

FOIA 

FO/A 

FOIA 
50*293 
50*293 
50 293 
50*293 

60*293 
50293 
50293 
60 293 
50*293 

60293 
60*293 
50293 
60*293 
60293 

50440 
REVIEW Gft 
REVIEW GR 
REVIEW GR 
408904 

719217 
REVIEW GR 
60499 
REVIEW GR 
50*348 

50257 
REVIEW GR 
504S6. 

REVIEW GR 
REVIEW GR 

REVIEW GR 
5(^29^ 

50293 
50293 
5034) 

50298 
50402 
50213 

reviewer 

REVIEW Gft 

40665? 

50493 
5026? 

REVIEW GR 
50*3)2 

5033) 

50331 
50255 
408857 
50213 

REVIEW GR 
5025$ 

703016 
70801$ 

7030)6 

?03C»$ 

50341 
50361 
50005 
REVI^GR 

REVIEWaR 
REVJEWGP 
REVIEW GR 
REVIEW Gft 
50C31 

406027 
406027 
40802? 

50340 
50259 

50266 
6^1 
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338 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

6ai 0170036 

8810170029 

88/10/11 

50‘361 

P 

6B10170352 

8810170342 

85/10/00 

60-277 

6810170033 

6810170027 

88/10/06 

60-267 

Q 

8810170369 

8810170318 

58/09/26 

60-29 

8810170039 

8810170035 

88/10/07 

60-363 

Q 

8310170361 

0010110125 

08/09/23 

REVIEW GR 

6810170046 

8810170042 

58/10/06 

50-413 

P 

6810170382 

8810170355 

80/10/11 

60-309 

8810170049 

6810170042 

88/10/06 

60-413 

P 

6010170364 

0010170366 

88/10/11 

60-338 

6810170052 

8810170046 

80/09/12 

CONTRACT 


6810170367 

0810170360 

88/10/11 

50-336 

8810170055 

8810170044 

88/10/06 

60-271 

Q 

8810170379 

0010110126 

80/09/23 

REVIEW GR 

8810170059 

8810170050 

86/10/07 

50 370 

Q 

8810170381 

8610170324 

60/10/14 

WASTE MQT 

8810170064 

8810170062 

06/10/07 

60-374 

P 

8810170388 

0010110126 

06/09/23 

REVIEW QH 

8810170065 

0810170061 

88/10/06 

60-352 

Q 

8810170300 

8310170386 

00/10/04 

60-307 

8810170066 

8810170027 

88/10/06 

60-287 

Q 

8810170400 

0810110126 

65/09/23 

REVIEW GR 

8810170069 

8010170063 

ea/io/oe 

60-271 

Q 

8810170403 

861017039B 

50/10/12 

50-26 

8810170070 

8810170067 

88/10/07 

60-446 

A 

8610170404 

8510110125 

88/09/23 

REVIEW QR 

8810170075 

0810170073 

88/10/03 

60-423 

P 

0010170400 

0010170392 

85/10/11 

60 246 

8810170077 

8610170073 

88/10/03 

60 423 

P 

8810170407 

8810170390 

88/10/12 

50-29 

8810170073 

8010170072 

88/10/10 

50-237 

P 

6810170410 

0010110125 

58/09/23 

REVIEW QR 

8810170084 

6810170060 

88/10/11 

60-361 

P 

8810170413 

8810170411 

08/10/12 

00-260 

8610170085 

8810170079 

86/ 10/06 

60-213 

Q 

8810170415 

0810170411 

86/10/12 

60 250 

8810170083 

8610170060 

88/10/11 

60-361 

P 

8810170421 

0010170392 

60/10/11 

60-245 

8810170089 

6610170003 

88/10/06 

60-309 

Q 

8810170429 

881 01 70425 

88/09/30 

50-400 

8S101700B5 

6810170090 

88/10/11 

50-275 

Q 

6810170432 

8010170428 

00/10/06 

60-309 

8810170096 

8810170093 

08/10/11 

50-361 

P 

8810170433 

B81 01 10221 

06/09/27 

50-344 

8810170099 

8010170092 

66/09/28 

60-213 

P 

8810170435 

0810170420 

60/09/30 

50-400 

8810170100 

6810170093 

80/10/11 

50-361 

P 

6610170436 

8010110125 

60/09/23 

REVIEW GR 

0810170101 

8810170092 

68/09/28 

50-213 

P 

8610170437 

5810170426 

80/10/06 

50-369 

8810170117 

8810170110 

88/09/23 

50-397 

Q 

8610170438 

6010170431 

88/10/07 

60-413 

8610170120 

8810170112 

88/09/14 

POiA 


8810170442 

0810160007 

88/10/06 

XPORTLIC 

6810170121 

8010170116 

88/10/11 

60 454 

Q 

8610170463 

8010170441 

Sd/OO/30 

WASTE RES 

0810170123 

0810170116 

08/10/11 

60-295 

P 

8810170466 

881 01 70459 

65/09/22 

50-259 

0010170124 

8810170110 

88/09/23 

50-397 

Q 

0810170470 

5810170450 

86/10/12 

60-210 

8810170128 

8810170119 

88/10/05 

60-482 

P 

6810170480 

081017047$ 

08/09/23 

60-3 

8810170128 

8810170118 

88/10/11 

50-295 

P 

8610170465 

0010170403 

80/10/12 

60-285 

8810170130 

8810170119 

80/10/05 

50-482 

P 

8010170493 

8610170498 

08/10/06 

XPORTLIC 

8810170132 

6810170115 

86/10/11 

60-454 

Q 

8810170494 

5810170490 

00/10/07 

50-450 

8810170133 

8810170122 

68/10/03 

QA999 


0610170497 

0610170496 

00/08/19 

71-9016 

8610170136 

8810170112 

86/09/14 

FOIA 


8810180011 

6810180000 

06/10/11 

50-250 

8810170141 

8010170137 

88/08/30 

50*387 

P 

0610160016 

6810180013 

00/10/07 

60-313 

8810170142 

8810170112 

86/09/14 

FOIA 


6810160024 

6610100020 

60/10/12 

60-285 

6610170143 

8810170137 

88/00/30 

60-387 

P 

8810180025 

6610180022 

00/10/12 

50-369 

8610170164 

8010170163 

88/10/06 

60-461 

Q 

0810160029 

6610180006 

80/10/11 

60-260 

0010170170 

6810170168 

88/10/11 

50-219 

P 

8010180030 

6810100022 

00/10/12 

50-359 

0810170171 

8810170166 

88/10/10 

50-31 1 

P 

0010160031 

0010180027 

06/10/05 

60-346 

8010170177 

8810170174 

88/10/06 

50-266 

Q 

6810160032 

8610100085 

08/10/06 

50-483 

8810170104 

0810170182 

88/10/13 

60 264 

Q 

8810100034 

6810180027 

06/10/05 

50-345 

0810 170185 

8610110125 

88/09/23 

REVIEW Qfl 

P 

6810180038 

S610160036 

00/10/13 

60*293 

8810170189 

8810170173 

68/10/03 

60-206 

P 

8810180043 

6010160038 

06/10/13 

50-293 

0810170192 

6810170191 

88/10/07 

50-320 

P 

861016004$ 

6510180030 

00/10/13 

50-293 

8810170194 

6810170068 

88/10/13 

60 282 

P 

B8101 80084 

6510100050 

86/10/05 

50-322 

3810170195 

8810110126 

88/09/23 

REVIEW GR 

P 

6810160069 

8010160066 

08/tO/tl 

60-219 

S810 170205 

8810170202 

68/10/10 

50-260 

Q 

8810180072 

8810160066 

08/10/11 

50-219 

8010170206 

0810170201 

66/10/10 

TOPREP 


0810180073 

8610100068 

08/09/16 

FOIA 

3610170207 

6610170199 

68/09/30 

60-223 

V 

8810180076 

8810180078 

60/10/13 

50-321 

3810170213 

8810170210 

86/09/30 

50 312 

Q 

8810180080 

8810180060 

86/09/15 

FOIA 

8610170214 

6810170208 

68/10/07 

60-254 

0 

0810180083 

8610100068 

88/09/15 

FOIA 

6810170218 

0810170216 

68/09/13 

40-6907 


8810100007 

8010180066 

06/09/15 

FOIA 

8810170222 

8810170210 

88/09/20 

50-312 

Q 

3610100092 

8810180088 

88/09/16 

FOIA 

0810170223 

0810170215 

88/09/13 

40-6907 


0810180100 

8010100090 

80/10/07 

$0-443 

6810170224 

0810170219 

66/09/28 

50-312 

Q 

8810180101 

5610160060 

00/06/15 

70-1710 

0010170227 

8010170225 

88/10/07 

50-336 

P 

8810160108 

6B1O1BOO60 

88/09/16 

70-1710 

0810170232 

0610170230 

60/09/28 

50-276 

0 

3810160114 

6610180068 

00/09/16 

FOIA 

6610170233 

8610170231 

68/10/10 

60-416 

P 

6810160141 

6810180123 

86/10/14 

50-219 

6810170235 

6610110126 

88/09/23 

REVIEW QR 

P 

8810160146 

6610180136 

00/10/12 

50-302 

6810170243 

8610170236 

86/10/10 

60-244 

P 

6010180149 

8610100138 

80/10/12 

60-302 

6810170245 

8010170242 

68/09/29 

60-276 

Q 

6310160165 

S610180147 

60/10/12 

XPORTLIC 

8610170249 

8810170238 

88/10/10 

60-244 

P 

8610160200 

6610180192 

60/09/09 

FOIA 

6810170261 

80 101 70244 

88/10/11 

60-29 

P 

8810160203 

6810180196 

00/10/12 

$0*209 

8610170257 

6810170264 

68/10/1 1 

50-259 

F 

6010160204 

66101B0197 

80/10/07 

50-203 

8310170260 

6810170256 

80/10/12 

CONTRACT 


8610160205 

8610160202 

56/10/04 

50-320 

8310170266 

8810170264 

06/10/06 

60-413 

P 

6810180212 

8810100190 

56/10/12 

50-209 

3810170267 

6810110125 

08/09/23 

REVIEW GR 

P 

8810180217 

6610180213 

00/08/25 

40-0102 

8310170273 

6610110125 

86/09/23 

REVIEW GR 

P 

6010160221 

8810100206 

60/10/06 

60-334 

8810170274 

8810170265 

88/10/11 

50-382 

n 

8810180226 

$610160219 

00/10/05 

50*443 

0610170270 

8010240412 

88/10/07 

60-213 

p 

6610160232 

6610180231 

80/08/29 

40-6681 

0810170280 

8810170278 

88/10/11 

60-277 

Q 

8010180234 

8810150230 

68/09/30 

40-8904 

0810170283 

8810170261 

87/11/16 

60-302 

P 

6610180237 

8010100230 

56/09/30 

40-0904 

8010170286 

6810110125 

06/09/23 

REVIEW QR 

P 

8610180236 

8610180231 

80/00/29 

40-8881 

8010170287 

8010170278 

88/10/11 

50-277 

Q 

8010180240 

8610150209 

90/10/00 

50-334 

8810170291 

6010110125 

86/09/23 

REVIEW GR 

P 

8010150246 

B810150102 

56/09/09 

FOIA 

8810170297 

8810170290 

68/09/30 

CONTRACT 


8810150249 

8810180242 

50/09/09 

FOIA 

8810170310 

0810170305 

88/09/30 

50 259 

Q 

8010100253 

681 Q 100242 

66/09/09 

FOIA 

3810170313 

8610110125 

66/09/23 

REVIEW GR 

P 

8010150266 

5810100242 

85/09/09 ' 

FOIA 

0810170317 

6610110125 

68/09/23 

REVIEW GR 

P 

8810160261 

5810100242 

68/09/09 

FOIA 

3810170323 

6810170320 

66/10/06 

50-5 

V 

5010100262 

8810150260 

68/09/12 

FOIA 

8310170332 

8810170322 

- 80/10/06 

50-309 

Q 

6310160267 

5810150250 

86/10/07 

60-443 

8310170339 

SB10170333 

08/10/12 

60-282 

Q 

0810150275 

5510180270 

85/10/11 

60-320 

6310170349 

8010110125 

80/09/23 

review GR 

P 

6010150277 

8610150270 

80/10/11 

50-320 

0310170351 

6810170333 

88/10/12 

50-262 

Q 

6010180278 

5810160276 

80/09/14 

FOIA 


P 

P 

P 

P 

Q 

Q 

P 

0 

P 

Q 


n 

p 

F 

0 


P 

0 

0 

p 

p 


p 

p 

p 

p 

p 

p 

p 

G 

P 

P 


G 


Q 

P 

P 


G 

Q 


P 

0 


P 


G 

T 

T 


'Q-a 'O'o-oDO 
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ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

83101 BQ27d 

8810180270 

88/10/11 

50-320 

T 

&31013023S 

8810180280 

88/ 10/05 

60^499 

A 

&d (0130234 

8810180282 

88/10/07 

60-317 

Q 

6310130231 

8810180270 

80/10/11 

50-320 

T 

6810130304 

8809140328 

BO/OB/24 

71-6639 


881013030S 

8810180270 

80/10/11 

60-320 

T 

6d10!30311 

8810180302 

88/00/30 

40-6050 


631016031 6 

8810180302 

88/06/30 

40-0659 


8310160323 

8809140328 

80/00/24 

71-6639 


6310160340 

8810180313 

88/10/12 

60-445 

A 

BSI 01 60342 

6810110126 

88/09/23 

REVIEW OR 

P 

B6I01 60343 

8810180313 

88/10/12 

50-445 

A 

6610160351 

8810180270 

88/10/11 

50-320 

T 

6610160356 

8810180328 

88/09/27 

FOIA 


6610160350 

8810110126 

88/09/23 

REVIEW QR 

P 

8*10160371 

8810180328 

88/09/27 

FOIA 


6*10160377 

0810180372 

88/09/16 

FOIA 


8310160351 

B81011012B 

88/09/23 

REVIEW GR 

P 

6310160401 

6810180328 

88/09/27 

FOIA 


6310180403 

8810180402 

88/10/14 

50-269 

P 

6310180405 

8010180402 

88/10/14 

50-269 

P 

6310160410 

8810110125 

88/09/23 

REVIEW QR 

P 

6310160416 

8B1018032B 

88/09/27 

FOIA 


6310180423 

8810180328 

88/09/27 

FOIA 


6310180426 

8010110125 

88/09/23 

REVIEW GR 

P 

6610180420 

0810100397 

88/10/12 

STATE PRO 

Q 

8610180437* 

6610100328 

00/09/27 

FOIA 


6610180430 

0810110126 

00/09/23 

REVIEW QR 

P 

6610180457 

8810110126 

00/09/23 

REVIEW GR 

P 

6310180464 

8810100454 

00/10/14 

60-261 

P 

6310180456 

8810180407 

88/10/12 

50-346 

V 

6310180400 

0810180482 

80/10/14 

60-416 

P 

6310180504 

8010110126 

88/09/23 

REVIEW QR 

P 

6810180520 

8810160518 

88/10/13 

50-413 

P 

6310180522 

8010180510 

88/10/13 

50-413 

P 

8310160523 

8810110304 

08/09/30 

60-317 

P 

8310160527 

8810100526 

88/09/05 

CONTRACT 


8310160531 

081O1BO528 

88/09/18 

FOIA 


8610180532 

8810180628 

68/09/16 

FOIA 


6610160533 

8810180528 

80/09/16 

FOIA 


8610160534 

8810180528 

80/09/16 

FOIA 


8610160535 

8B10180528 

00/06/18 

FOIA 


8610160536 

6810180628 

80/00/10 

FOIA 


3610160537 

8810180528 

80/09/16 

FOIA 


3610160533 

6810180528 

88/09/16 

FOIA 


3610160539 

8810180528 

88/09/18 

FOIA 


3610100004 

0810190001 

08/00/16 

FOIA 


3610100010 

8810190001 

08/09/18 

60-322 

H 

3610100024 

8810190019 

88/08/10 

PR 


3610100039 

6810190035 

08/10/14 

60-210 

0 

3610100040 

8810180409 

00/10/14 

60-440 

S 

3610100042 

8810180409 

80/10/14 

60 440 

S 

3610100044 

8810190041 

88/10/13 

60 281 

P 

3610100045 

8810180409 

88/10/14 

50 440 

S 

3610100076 

8010190061 

08/10/05 

CONTRACT 


3610100100 

8610190094 

66/08/30 

CONTRACT 


3610190102 

0811030133 

80/10/11' 

50-367 

R 

3610190121 

8810190113 

88/09/95 

CONTRACT 


3610100128 

6810190126 

00/10/14 

60-443 

P 

3610190136 

6810190127 

00/09/05 

CONTRACT 


3610190169 

8810190161 

88/09/06 

CONTRACT 


8610190130 

0810190177 

88/09/05 

CONTRACT 


8610190186 

8610250496 

88/10/14 

60 269 

R 

6610190100 

8810190183 

68/09/05 

CONTRACT 


8610190192 

8810190166 

88/10/13 

50-245 

P 

8610190202 

8610190198 

08/09/05 

CONTRACT 


0B1O19O21O 

8010190207 

08/09/05 

CONTRACT 


8610190216 

8610190214 

88/09/05 

CONTRACT 


8610190227 

6810190222 

88/10/11 

CONTRACT 


8B 101 90241 

8810190239 

88/10/14 

CONTRACT 


6610190248 

8810190242 

88/10/14 

60-259 

P 

8610190263 

8810190252 

88/09/12 

CONTRACT 


8610190274 

8B10190266 

08/10/05 

50-237 

P 

8810190204 

8610190279 

08/09/06 

CONTRACT 


8610100308 

6810190296 

B0/1O/14 

60-315 

P 

3810190312 

881 01 90308 

88/10/03 

5Q-461 

J 

8810190313 

6810120393 

88/10/04 

60*247 

Q 

3810190320 

8810190319 

88/10/14 

60 387 

P 

3310190333 

8810190310 

88/10/14 

50 387 

P 

3310190336 

8810190324 

88/10/11 

CONTRACT 


3310100349 

8610190342 

88/10/11 

CONTRACT 


3310100360 

8810160358 

88/10/13 

60-423 

P 

3B 101 003 70 

8810190362 

88/10/11 

CONTRACT 


8610100377 

8810160375 

88/10/03 

50-346 

P 

38f0}90330 

8610190375 

88/10/03 

60-346 

P 

881 01 90392 

6810190314 

68/09/08 

FOIA 


8310190393 

8610190314 

86/09/00 

FOIA 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

6810160398 

8B101 90314 

66/09/00 

FOIA 

8810190407 

8B1019D403 

66/10/14 

50 315 

8810190408 

6610190405 

06/10/14 

50 443 

8810160409 

6610100403 

66/10/14 

50 315 

6810160436 

8610190316 

08/09/30 

CONTRACT 

8810190437 

8810190434 

08/10/12 

50 464 

8010100441 

8810190366 

08/10/07 

50 321 

6810190442 

8610190365 

88/10/07 

50-321 

8810190454 

8610160445 

88/10/14 

50 305 

0810190459 

8810100455 

88/10/14 

WASTE MGT 

8810190460 

8810110125 

aa/09/23 

REVIEW GR 

8810160486 

8810100483 

88/10/14 

50-219 

6610100460 

8610190487 

88/10/13 

50 219 

6010160494 

8810190492 

89/10/17 

50 324 

0010190600 

8810190487 

88/10/13 

60-219 

8810200001 

8810030393 

08/09/30 

50-247 

8810200003 

8810200092 

88/10/17 

60 446 

6810200007 

8810200095 

68/10/07 

60 443 1 

8810200009 

8810200096 

88/09/30 

60 237 

6610200010 

8810200096 

08/09/30 

50 237 

0810200014 

8810200095 

88/09/30 

50 237 

6810200015 

8819200096 

68/09/30 

50 237 

6810200010 

8819200006 

88/09/30 

SO 237 

6610200034 

8810200006 

08/09/30 

60 237 

6810300041 

8510200035 

aa/10/14 

50 458 

8810200056 

5510200049 

66/ 10/ 13 

50-346 

8610200064 

6510200059 

BB/Oa/31 

40 6907 

6810200070 

6510200073 

66/10/14 

50 322 ( 

8610200079 

6510200072 

88/10/13 

60*354 

6810200084 

8510200083 

88/10/13 

71-&073 

8610200121 

8810200031 

ea/ 10/12 

60*443 ( 

8610200169 

8010200137 

08/10/14 

ORG 

8810200152 

8010200158 

66/10/11 

60*443 1 

6610200171 

5010200150 

66/10/11 

50 443 1 

8610200156 

5010200156 

68/10/11 

50 443 1 

8810200198 

5810200156 

88/10/11 

50-443 1 

8810200219 

5010200216 

86/10/06 

60-401 

8810200221 

8810200216 

60/10/06 

50-461 

8810200220 

8010200173 

66/10/11 

60-320 < 

8810200232 

6010200173 

66/10/11 

50-320 ^ 

8810200262 

0810200073 

88/10/14 

60-322 < 

8810200273 

0810200216 

86/10/08 

60-461 

6810200274 

8810200272 

66/10/04 

50-352 

8810200276 

8610200216 

66/10/06 

60-461 

6810200276 

8610200216 

66/10/06 

50-461 

6510200205 

B6102002B1 

88/10/05 

60-275 

6510200298 

0610200292 

58/10/11 

60-219 

8510200299 

061O2OO29B 

66/10/12 

50-219 

8810200301 

8810200402 

66/10/03 

50-237 

6810200304 

8610200270 

05/10/17 

50-354 

5810200306 

6610200296 

65/10/12 

60*219 

5010200322 

6810100314 

80/09/05 

FOIA 

5810200333 

6610200402 

00/10/03 

60 237 

8810200339 

8810200402 

60/10/03 

60 237 

8810200341 

0810200216 

88/10/06 

60 461 

8810200342 

BB102004D2 

60/10/03 

50 237 

0810200346 

BB10200402 

88/10/03 

50 237 

0010200353 

8810200402 

88/10/03 

60-237 

8010200356 

8810200216 

86/10/06 

60 481 

8010200359 

861D2O0218 

86/10/06 

50 461 

8010200360 

6610200215 

88/10/06 

50 461 

8810200363 

5810200215 

aa/io/oe 

60 401 

8810200364 

8610200218 

BB/ 10/06 

50451 

8810200372 

6810200210 

68/10/06 

60 481 

0810200374 

6610200210 

88/10/00 

60*461 

0810200376 

6810200218 

66/10/06 

50 461 

8610200378 

8010200210 

88/10/08 

60*461 

8810200381 

8510200210 

56/10/06 

60 401 

8810200382 

551 02002 IB 

66/10/08 

50-461 

8810200389 

5510209218 

86/10/05 

50-401 

8810200390 

881020021 B 

60/10/06 

50-461 

6810200303 

6010200216 

60/10/06 

60-461 

0810200411 

BB10200406 

88/10/14 

50-205 

8810200423 

8310200216 

60/10/06 

60-461 

6810200425 

8010200216 

80/10/06 

50-461 

B61 02004 28 

0610200216 

56/10/05 

60-461 

8810200429 

8810200216 

06/10/06 

60 461 

8610200431 

6610200218 

08/10/05 

60 461 

8810200433 

6610200216 

68/10/06 

60 481 

8610200442 

881D200410 

0B/1O/U 

WASTE MGT 

8810200450 

BB10200440 

BB/10/13 

71 6103 

8610200453 

8810200410 

88/10/11 

WASTE MGT 

8810200454 

8610200410 

60/10/11 

WASTE MGT 

5610200460 

6810200410 

66/10/11 

WASTE MGT 

8610200482 

6610200410 

86/10/11 

WASTE MGT 

6610200463 

8810209410 

BB/ 10/11 

WASTE MGT 

8610200472 

5510200465 

88/10/13 

71-&132 
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ACCESSION NUMBER ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

date 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 


DOCUMENT 

ISSUED 

CATEGORY 

8010200478 

6810200466 

83/10/41 

Acns 


8810240221 

8810240219 

86/10/07 

50-269 

8810200403 

6810200466 

86/10/11 

ACRS 


9810240245 

8010240243 

68/10/10 

60-213 

8810210004 

0810210002 

88/10/17 

70-364 


8810240251 

8810240243 

80/10/18 

60-213 

8010210005 

6610210002 

88/ 10/17 

70-364 


0810240267 

8010170370 

68/10/tt 

71-9183 

6010210007 

0810210002 

88/10/17 

70-364 


8810240303 

8810240299 

80/10/12 

60-443 

6810210011 

6810210000 

69/10/14 

70-36 


8810240311 

0810240299 

80/10/12 

60-443 

8810210013 

8010210008 

86/10/14 

70 36 


8810240334 

8810240286 

88/10/18 

60-387 

0810210016 

0810210008 

88/10/14 

70-38 


8810240338 

6810240269 

88/10/13 

50 409 

6810210016 

8810110125 

86/09/23 

REVIEW GR 

P 

8810240348 

0610240180 

06/10/13 

WASTE MGT 

8610210020 

0810210014 

88/10/11 

40-8724 


8810240348 

0810240188 

66/10/13 

WASTE MQT 

8810210020 

0810110125 

69/09/23 

REVIEW QR 

P 

8810240352 

081 02401 B8 

68/10/13 

WASTE MGT 

6810210032 

8610110125 

08/09/23 

REVIEW GR 

P 

8810240355 

8810240188 

88/10/13 

WASTE MQT 

8010210037 

0010110125 

88/09/23 

REVIEW QR 

P 

8810240367 

8610240361 

80/10/21 

WASTE MGT 

8810210046 

6810110125 

68/09/23 

REVIEW GR 

P 

8810240371 

6810240301 

08/10/21 

WASTE MGT 

8010210052 

6610110125 

88/09/23 

REVIEW GR 

P 

8810240375 

8610240361 

60/10/21 

WASTE MQT 

6810210064 

6810210022 

88/10/17 

40*8027 


6BT0240377 

8810240366 

00/10/14 

70-1068 

8610210064 

8810210022 

8B/10/17 

40 8027 


6810240379 

B81 0240361 

88/10/21 

WASTE MQT 

6810210089 

0610110125 

88/09/23 

REVIEW GR 

P 

8810240389 

8810030394 

80/09/26 

50*293 

8610210090 

6810210061 

88/10/12 

60-247 

P 

8810240398 

6810240393 

88/10/04 

50 261 

6810210096 

0610210093 

88/10/07 

70 27 


6610240398 

6010240397 

06/10/14 

60-327 

0810210099 

8810110125 

68/06/23 

REVIEW GR 

P 

6810240400 

8010240397 

00/10/14 

60-327 

6610210100 

6810210093 

68/10/07 

70-27 


0810240405 

8810240403 

68/10/04 

50-200 

6810210102 

8810210097 

89/10/17 

60 260 

F 

881024041 1 

60O9O9O25O 

68/00/22 

70-734 

&01O21O1O6 

8810210093 

98/10/07 

70-27 


8B10240416 

8810240414 

66/10/14 

60-327 

0810210125 

8810210116 

88/10/13 

71-505 


6610240417 

8010240413 

8B/0B/30 

71-506 

8810210131 

8010210119 

88/08/30 

50-220 

R 

8810240421 

8010240414 

88/10/14 

60-327 

8810210140 

0810110125 

66/09/23 

REVIEW GR 

P 

8810240422 

8810240413 

08/06/30 

71-600 

8810210141 

6810210133 

68/10/14 

60-482 

Q 

8610240431 

0810240426 

88/10/tfi 

WASTE RES 

6810210148 

0810210119 

ee 708/30 

50-220 

R 

6810240^48 

8010240443 

00/10/14 

50-327 

8810210154 

8810210119 

68/08/30 

50-220 

R 

8810240452 

8810240443 

88/10/14 

50-327 

6010210160 

8010110126 

08/00/23 

REVIEW QR 

P 

8810240453 

8810240444 

88/10/14 

50-327 

0810210160 

0610110125 

68/09/23 

REVIEW QR 

P 

8810240459 

0010240412 

68/10/07 

50-213 

6610210169 

8610210181 

88/10/14 

60-498 

F 

6610240463 

6610240444 

aa/to/u 

50-327 

0610210200 

6610210196 

80/10/14 

50-293 

Q 

8010240465 

8610240412 

88/10/07 

50*213 

6810210204 

6810210198 

88/10/14 

60-293 

Q 

8010240479 

0010240471 

00/10/14 

50-327 

6810210211 

6810110126 

88/09/23 

REVIEW GR 

P 

8810240485 

0010240471 

86/10/14 

50 327 

061O21O21B 

6810210213 

98/10/14 

60 244 

Q 

8810240490 

0810240412 

88/10/07 

50-213 

8810210223 

8810110126 

88/09/23 

REVIEW QR 

P 

8010240495 

0810240482 

66/10/17 

eo-277 

8B1 02 10244 

8610210236 

08/10/17 

60 313 

Q 

6610240496 

0010160191 

88/10/07 

50-264 

8610210260 

6810210269 

68/09/28 

40-2061 


8010249503 

8810240412 

86/10/07 

60-213 

6810210292 

8810210278 

88/10/14 

60-443 

Q 

6810240505 

8810240426 

86/10/04 

40-2061 

6810210298 

8610210296 

88/10/13 

60-272 

0 

8610240506 

8810240412 

00/10/07 

50-213 

6810210309 

6810210303 

66/10/14 

60-289 

Q 

8810240509 

6810240500 

88/10/17 

60-213 

8810210321 

8610210315 

88/10/13 

60-387 

Q 

8810240520 

601 024051 4 

06/10/17 

50-209 

6810210323 

8810210313 

88/10/14 

60-313 

0 

8810240521 

0810240412 

68/10/07 

50-213 

6810210336 

6610210331 

08/10/14 

50-245 

Q 

8610240522 

6610240614 

08/10/17 

50-206 

8010210396 

8010210397 

80/10/13 

50-244 

Q 

6810240525 

8810240412 

66/10/07 

60-213 

6810210402 

6810210391 

80/10/17 

CONTRACT 


8810240532 

8010110126 

68/09/23 

REVIEW GR 

6810210432 

6810260216 

00/10/12 

50-352 

B 

6810240535 

6010240412 

88/10/07 

50-213 

8610210452 

8810210451 

08/10/13 

60-267 

P 

8810240540 

8810240412 

80/10/07 

50-213 

6010210456 

8810210451 

98/10/13 

60-267 

P 

8810240541 

6810240537 

68/10/12 

50-220 

0810210458 

8810210453 

86/10/14 

50 318 

P 

6610240542 

8810240412 

66/10/07 

50-213 

6010210482 

8810210465 

88/10/17 

50-313 

P 

8810240544 

0810240412 

88/10/07 

50-213 

6810210463 

6610260042 

88/10/16 

60-341 

R 

6810240545 

6810240412 

86/10/07 

50-213 

0910210472 

8810210469 

ee/io/ii 

TOPREP 


8810240646 

6010240412 

88/10/07 

60-213 

6810210484 

8610210463 

88/10/06 

60-416 

O 

6610240546 

6010240412 

06/10/07 

60*213 

8610210486 

8810210483 

88/10/06 

60-416 

0 

8810240550 

8010240412 

66/10/07 

60-213 

0810210518 

881 0210508 

68/09/30 

CONTRACT 


8810250062 

8010160197 

00/10/07 

60-293 

6010210539 

8810210626 

88/10/17 

CONTRACT 


8810260121 

0010260114 

66/06/14 

50-293 

8810210542 

8810210537 

08/10/18 

60-353 

a 

8810260127 

0010250114 

68/09/14 

60-293 

6610210558 

8810210562 

08/10/12 

50-213 

0 

8810260136 

8810250114 

88/09/14 

60-293 

6010210564 

8810210556 

00/10/17 

60-113 

p 

8810260152 

6610250114 

66/09/14 

60-293 

8610210567 

8810210563 

88/10/14 

50-333 

o 

8810250154 

0610240412 

88/10/07 

50-213 

6610210560 

861021 0558 

80/10/17 

60-113 

p 

8810250166 

8610250114 

68/09/14 

60-203 

0810210572 

8610210558 

98/10/17 

50-113 

p 

8810260172 

6610250114 

86/09/14 

60-293 

0810210577 

8810210566 

88/10/17 

60-1 13 

p 

8810260173 

8610240412 

SB/ 10/07 

60-213 

8610210583 

8810210576 

66/10/13 

50-382 

Q 

8810260178 

0810260114 

66/09/14 

60-203 

0810210587 

8610210678 

88/10/13 

60-382 

Q 

8810260179 

8810240412 

68/10/07 

60-213 

8810210590 

0810210578 

88/10/13 

50 382 

Q 

8810250161 

0610250114 

00/09/14 

50-293 

6610210595 

8810210558 

88/10/17 

60-113 

P 

8810260188 

8610260114 

68/09/14 

60-293 

6610210600 

8810210596 

68/10/13 

60-408 

Q 

6810250195 

8610240412 

08/10/07 

50-213 

6610210608 

8810210603 

68/10/06 

60-397 

Q 

8810250198 

8610240412 

86/10/07 

50-213 

081 D21 0612 

8810210603 

08/10/06 

50-397 

Q 

8810250202 

8610240412 

68/10/07 

50-213 

6010210628 

6610210627 

80/10/14 

50-271 

P 

8610250205 

6610240412 

80/10/07 

60-213 

0810210651 

8810170221 

88/10/10 

60-155 

P 

8610260208 

8810240412 

88/10/07 . 

60-213 

0810240020 

8810240025 

08/10/07 

60-397 

Q 

881025021 1 

8610240412 

00/10/07 

60-213 

8810240052 

8610240050 

66/08/31 

50-309 

R 

8810250218 

6610240412 

66/10/07 

60-213 

8610240056 

6610240050 

00/09/31 

60-309 

R 

8010250217 

8010250212 

66/09/26 

FOIA 

9810240079 

0010240073 

89/10/17 

60-602 

Q 

6810260222 

861Q250212 

60/09/20 . 

FOIA 

8810240069 

6810240066 

98/10/19 

60-456 

Q 

8810250223 

0010240412 

66/, 10/07 1 

50-213 

8010240108! 

8610240103 

80/10/17 

60-496 

Q 

8810260228 

0810250212 

88/09/26 

FOIA 

6810240123 

6810240056 

89/10/14 

60-313 

O 

8810250229 

0010240412 

66/10/07 

60-213 

6610240129 

6610240128 

80/10/17 

60-29 

P 

8010260239 

8810240412 

08/10/Of - 

60-213 1 

8810240134 

6810240126 

89/10/17 

60-29 

P 

8810260241 

8010240412 , 

80/10/071 

50-213 

8610240157 

0610240156 

86/10/16 

60-317 

P 

8810250247 

0010240412 

00/^0/07 ! 

50-213 

8610240100 

0810240193 

88/10/03 

60-324 

Q 

8810250250 

00102404.12 

00/10/07 

60-213 

8810240203 

8810240169 

88/10/00 

60-397 

Q 

6610250262 

0010240412 

00/10/07 

50-213 


P 

Q 

P 


P 


P 

P 

P 

P 

P 

P 

P 

P 

P 

Q 

Q 

P 


P 

Q 

Q 

P 

Q 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

P 

U 

P 

P 

P 

F 

P 

P 

H 

P 

H 

P 

H 

P 

P 

P 

P 

P 

P 

P 

P 


P 


P 

P 

P 

P 

P 

P 


*00*13 'D'OO C5 "D-oO 



CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 341 


ACCESSION NUMBER ACCESStOK NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

8310260250 

8810260260 

8610260265 

8610260206 

8610260271 

8810240412 

0610240412 

8B1 02404 12 
8B10240412 
8010240412 

08/10/07 

68/10/07 

88/10/07 

08/10/07 

88/10/07 

60-213 

60-213 

60-213 

50-213 

50-213 

P 

P 

P 

P 

P 

3810260140 

5810260150 

8010260164 

B81026Q170 

6010260176 

8810S60013 

8010260013 

0010240412 

6010240412 

8810240412 

06/09/20 

86/09/20 

08/10/07 

00/10/07 

08/10/07 

8610260274 

8810260270 

8810260281 

6810250283 

8810250204 

8B10240412 

6010240412 

8B10240412 

8610240412 

0810240412 

80/10/07 

08/10/07 

08/10/07 

88/10/07 

08/10/07 

60-213 

50-213 

60-213 

60-213 

50-213 

P 

P 

P 

P 

P 

8810260182 

8010260109 

6810260104 

8810260109 

0810260204 

8810240412 

6610240412 

8610240412 

6810240412 

8010240412 

68/10/07 

68/10/07 

68/10/07 

68/10/07 

68/10/07 

581025020 7 
6810250900 
8810250302 
8810250303 
3810260300 

0610240412 

0610240412 

0810240412 

0810240412 

0810240412 

88/10/07 

00/10/07 

00/10/07 

80/10/07 

00/10/07 

60-213 

60-213 

50-213 

50-213 

60-213 

P- 

P 

P 

P 

P 

8810260209 

8810260219 

8510260229 

8810260233 

8010260238 

BB10260202 

BB 1024041 2 
6610240412 
0610240412 
6010240412 

88/09/22 

88/10/07 

88/10/07 

88/10/07 

89/10/07 

88102503 1 0 
8810250316 
88102603 1 6 
8810260321 
8810250327 

8810240412 

0810240412 

6010240412 

6010240412 

6010260114 

00/10/07 

00/10/07 

80/10/07 

00/10/07 

08/09/14 

60-213 

60-213 

60-213 

60-213 

60-293 

P 

P 

P 

P 

P 

0610260244 

0610260247 

6610260252 

6810260264 

6810260257 

8610240412 

8610260240 

6010240412 

6010260240 

8010240412 

88/10/07 

08/09/23 

88/10/07 

88/09/23 

80/10/07 

8810250326 

8810250331 

8810250334 

8010250336 

8010250340 

6010240412 

8B10240412 

8010240412 

8810240412 

6B10240412 

68/10/07 

88/10/07 

88/10/07 

68/10/07 

88/10/07 

60-213 

60-213 

50-213 

50-213 

50-213 

P 

P 

P 

P 

P 

8810260272 

8810260288 

8810260316 

8810260322 

8610260394 

B610240412 

6810240412 

6610240412 

6610240412 

6810260345 

88/10/07 

88/10/07 

88/10/07 

88/10/07 

80/09/28 

8610250413 

&S10260423 

8010250426 

6010250427 

8010260430 

8810170340 

0810240412 

0010240412 

8010240412 

0010240412 

08/10/11 

88/10/07 

88/10/07 

88/10/07 

88/10/07 

60-443 

60-213 

60-213 

60-213 

60-213 

F 

P 

P 

P 

P 

6610260408 

8810260410 

8810260411 

8610260417 

66 10260424 

0010260401 

0010240412 

0810260401 

6610240412 

6610280401 

80/09/28 
BB/ 10/07 
86/09/26 
08/10/07 
88/09/26 

8010260431 

8010250436 

6610250440 

8810250444 

8610250446 

6610240412 

8010240412 

8010240412 

8010240412 

8610240412 

88/10/07 

86/10/07 

88/10/07 

00/10/07 

00/10/07 

60-213 

50-213 

60-213 

60-213 

60-213 

P 

P 

P 

P 

P 

6810280425 

8810280431 

6810280430 

8810260454 

8810260459 

6610240412 

6610260401 

8810240412 

8810240412 

8810260453 

80/10/07 

66/09/28 

88/10/07 

60/10/07 

66/09/30 

8610250440 

8810250454 

8810250456 

8010250462 

8010250466 

0810240412 

0810240412 

0010240412 

6010240412 

0010240412 

00/10/07 

60/10/07 

68/10/0? 

88/10/07 

88/10/07 

60 213 

60 213 

60 213 

60 213 

60 213 

P 

P 

P 

P 

P 

6810280473 

6810280485 

6010280497 

6010280505 

6810280513 

6810240412 

8810240412 

6310240412 

8810240412 

8810240412 

88/10/07 

08/10/07 

68/10/07 

00/10/07 

60/10/07 

8810250477 

0810260401 

8010250405 

8010260499 

8010260501 

0010240412 

8010240412 

8010240412 

8810240412 

6010260496 

80/10/07 

88/10/07 

88/10/07 

86/10/07 

08/10/14 

60-213 

60-213 

60-213 

60-213 

60-269 

P 

P 

P 

P 

R 

8810260519 

8810260520 

6810260524 

8810260526 

8810260530 

6910260512 

6810240412 

0810240412 

8610240412 

8810240412 

86/09/30 
88/10/07 
66/10/07 
BB/ 10/07 
BB/ 10/07 

8010250502 

0810266504 

0810260506 

8810260509 

8810260515 

0010240412 

6610240412 

6010240412 

6010240412 

8010250614 

00/10/07 

00/10/07 

80/10/07 

80/10/07 

88/09/16 

60 213 

60-213 

60 213 

60213 

60-327 

P 

P 

P 

P 

S 

8810200545 

8810260551 

8310260562 

8810260566 

8810260571 

6810240412 

8010240412 

6610240412 

0610240412 

8610240412 

88/10/07 

80/10/07 

80/10/07 

66/10/07 

86/10/07 

0010260516 

0810260617 

8010250618 

8010250519 

8810250520 

0810260614 

0810250614 

0010260514 

0010260514 

6010260514 

88/09/16 

86/09/15 

88/09/16 

08/09/16 

00/09/16 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 


8810260574 

0810260576 

8810260577 

8810260578 

8810260579 

6810240412 

0810240412 

6010240412 

BB1 024041 2 
8810240412 

08/10/07 

00/10/07 

66/10/07 

66/10/07 

88/10/07 

0010250521 

0010200522 

8810250523 

8010260000 

8010260015 

8610260614 

0610260514 

8810260514 

0010260006 

6810260013 

00/09/16 

88/09/16 

88/09/16 

88/09/10 

68/09/20 

FOIA 

FOIA 

FOIA 

60443 

60 443 

P 

P 

8310260560 

8810260581 

8810270030 

0010270047 

8810270054 

8610240412 

B610240412 

BB1027C018 

0010270019 

8610270019 

60/10/07 

06/10/07 

88/09/20 

86/09/20 

88/09/28 

8810260024 

8010260026 

8010260030 

8010260040 

8010260044 

6B10260013 

6610260013 

8010260013 

8610260013 

0810260013 

88/09/20 

86/09/20 

80/09/20 

86/09/20 

88/09/20 

60445 

50-443 

60-443 

60-443 

60-443 

P 

P 

P 

P 

P 

BB10270064 

6B10270071 

6010270077 

8810270083 

8810270110 

6610270019 

BB 10270019 
6610270019 
8610270019 
0810270019 

88/09/20 

88/09/20 

66/09/26 

0B/OO/26 

68/09/26 

8010260048 

8810260049 

8610260055 

80102600S9 

8810260061 

8610240412 

6510260013 

061 024041 2 
8810260013 
5810240412 

06/10/07 

66/09/20 

85/10/07 

65/09/20 

00/10/07 

60 213 

60 443 

SO 213 

50 443 
60-213 

P 

H 

P 

P 

P 

6610270129 

6810270130 

6610270146 

6010270164 

6010270167 

6610270010 

6610270019 

8610270019 

0810270165 

6810270019 

0B/O9/20 

66/09/20 

86/09/26 

86/10/21 

86/09/26 

8010260063 

8010250066 

0610260071 

0610250073 

0610260077 

6810260013 

8510240412 

8010260013 

8810240412 

8610260013 

85/00/20 

85/10/07 

68/09/20 

05/10/07 

88/09/20 

60-443 

60 213 

60 443 
50-213 
60-443 

H 

P 

P 

P 

P 

8810270203 

8310270204 

6810270212 

8810270231 

6610270238 

8810270019 

8810270164 

881 02701 B4 
8310270019 
8810270019 

88/09/20 

88/10/19 

86/10/19 

88/09/26 

06/09/26 

0810260090 

0810260098 

0810260100 

5810260100 

8810260114 

6010240412 

B81 024041 2 
8010240412 
8810240412 
8610260013 

88/10/07 

88/10/07 

88/10/07 

68/10/07 

85/09/20 

60-213 

60-213 

60-213 

60-213 

60-443 

P 

P 

P 

P 

P 

8810270247 

6610270252 

6010270266 

6810270281 

8810270282 

8610270019 

8610270010 

661D270019 

0610270019 

6610270263 

80/09/20 

63/09/26 

66/09/26 

86/09/28 

86/10/21 

501 0260117 
5810260124 
8510260128 
5610260127 
8610200131 

8810260013 

B01 026001 3 
8010240412 
8810240412 
0810260013 

66/09/20 

00/09/20 

86/10/07 

88/10/07 

88/00/20 

60-443 

60-443 

50-213 

60-213 

60-443 

P 

H 

P 

P 

P 

8610270280 

6610270301 

6810270315 

8810270324 

8010270331 

8610270019 

BB10270019 

8810270019 

BB10270019 

8610270019 

63/09/28 

BS/09/26 

88/09/26 

68/09/26 

66/09/26 

5510260134 

8510260138 

6810260013 

8010240412 

68/09/20 

60/10/07 

60-443 

60-213 

P 

P 

6810270342 

8810270345 

B81 0270019 
8810270019 

86/09/26 

66/09/26 


SUBJECT 

CATECORY 

60-443 
50 443 
60 213 
60 213 
60-213 

60-213 
60-213 
60-213 
60 213 
60 213 

FOIA 
60 213 
60 213 
60-213 
60 213 

60-213 
FOIA 
60 213 
FOIA 
60 213 

50-213 

60-213 

50-213 

50-213 

FOIA 

50 454 
60 213 
60-454 
50 213 
50 454 

60 213 
50 454 
50-213 
50-213 
FOIA 

60 213 
50-213 
60 213 
60-213 
60-213 

70-143 

60-213 

60-213 

60-213 

50-213 

50-213 

50-213 

60-213 

60-213 

50-213 

50-213 

60-213 

50-213 

50-213 

50-213 

60-213 
60 213 
50 203 
50-203 
60 203 

60-203 
60-203 
50 293 
60-203 
60 203 

50-203 
60-203 
50 203 
50 322 
60-293 


60-203 

50-443 

60-443 

60-203 

50-293 

60-203 

50-293 

50-293 

60-203 

60-443 

50-293 

60-203 

60-203 

60-293 

60-293 

60-203 
50 203 


P 

P 

P 

G 

F 

F 

Q 

Q 

F 

F 

P 

F 

P 

R 

0 

F 

F 

P 

P 

P 

F 

F 
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342 CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 


8810270351 

8610270019 

86/09/23 

50 293 

F 

88 10270400 

8310270396 

68/10/24 

50-320 

G 

8810270420 

0810270019 

80/09/26 

50-293 

S 

8810270435 

8310270019 

88/09/26 

60-293 

F 

8810270473 

0810270487 

80/10/07 

FOfA 


8810270481 

8810270019 

83/09/26 

50-293 

P 

8610270486 

0810270019 

83/09/26 

60-293 

P 

8B1 0270493 

8910270019 

83/09/26 

50-293 

F 

8810270497 

6610270019 

68/09/26 

FOIA 


8810270501 

8810270019 

88/09/26 

50-293 

F 

8810270505 

8810270019 

88/09/26 

50-293 

F 

6810270508 

BB10270019 

8B/09/26 

FOfA 


8810270515 

8310270019 

88/09/26 

60-293 

F 

8810270516 

8310270512 

88/10/05 

60 445 

A 

8810270517 

8310270019 

88/09/28 

60 293 

P 

6010270521 

8810270019 

68/09/26 

50-293 

P 

8810270524 

8310270019 

88/09/23 

60-293 

F 

8810270530 

8810270019 

88/09/26 

60 293 

P 

8810270531 

8810270019 

88/09/26 

50-293 

P 

8810270549 

6610180528 

80/09/16 

FOIA 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

8810270560 

8810210510 

88/10/10 

27-48 

3810270551 

6810160526 

88/09/16 

FOIA 

8810270562 

8810180528 

88/09/16 

FOIA 

8810280045 

6810260042 

88/10/16 

50-341 

8810280173 

8810280167 

08/10/26 

50 443 

8010260178 

8810280175 

88/10/26 

50-443 

8010280206 

8B1O20O2O4 

88/10/26 

60-320 

0810280360 

68 10240361 

88/10/21 

WASTE MGT 

8810280362 

8B1D240361 

88/10/21 

WASTE MGT 

6810260366 

6810240361 

68/10/21 

WASTE MGT 

8610260372 

8810240361 

88/10/21 

WASTE MQT 

8010280393 

8810210597 

88/09/29 

50-293 

6610310564 

8810310563 

88/10/07 

40-341 

8810310565 

6810310563 

88/10/07 

40-341 

8010310666 

8810310563 

80/10/07 

40-341 

8010310567 

8810310563 

88/10/07 

40 341 

6810310668 

8810310563 

80/10/07 

40-341 

8810310569 

8810310563 

88/10/07 

40-341 

0810310570 

6810310563 

88/10/07 

40-341 
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APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1. Application for corrstruction permit. 

2. General Information submitted witlt construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit, 

10. Scheduling of license application submission or review. 

1 1 . Environmental review Information. 

12. Application for operating license, 

13. General Information submitted with operating license application, 

14. Amendments and changes to items 12 and 13, 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters higlrilglited by an event at 
another facility whicli may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted In support of lire application. 

B. UTILITY preliminary SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2, Amendments and changes to the PSAR. 
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3, Transmittal and acknowledgemeni Tetters. 

4. Certificates of service to the PSAR. 

C. UTILITY ENVIRONMENTAL REPORT (ER), AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the Hems listed below. Other environmental documents and 
correspondence are filed in Categories A, D, M. P or R 

1, Environmental Report fER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3 Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5 NRC questions, requests for additional information, and applicant responses. 

6 Federal register notices citing the availability of items I and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

Tlus category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES. 

4. Comments from other federal, slate and local government agencies, 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted m connection with above. 

8 Federal register notice citing availability of items I and 2. 

9. Site visits to obtain information for DES or FES, 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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1. Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report), 

2. Supplements to SER. 

3. Correspondence relating to SER, 

4. Federal register notices citing availability of items 1. and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F, SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Fire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence, 

3. Safeguards Contingency Plans, 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

L Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings, 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards, 

6. Correspondence to and from interveners. 

7. Board orders and decisions, 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included. 

1. Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties, 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence, 

J, INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below, All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report), 

2. Amendments and changes to the FSAR. 

3. FederaJ register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters, 

5. Certificates of service to the FSAR. 
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3. Backup technical documents (e.g., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2 . 

5. Correspondence regarding the Final Safety Analysis Report (FSAR), 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

11. Owner’s group meeting announcements and reports, 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility: not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

!. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant’s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncomp liance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, Including 
Notification of Significant Enforcement Actions (ENs). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 
Tins category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operattons Log on Plant Systems Cure 
Plant Status Summary Sheets, 

5. Correspondence or other documents relating to the above listed items. 

S. REPORTABLE OCCURRENCES. PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonruutino occur- 
rences or events. This includes: 

1. All 24-hour, 10-day, 30-day, interim and final Licensee Event Reports (LERs) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4. Construction deficiency reports submitted under 10 CFR SO.SSc. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N). 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Salety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and wrilten testimony submitted at Commission meeting or hearings, 

6. Transcripts of utility briefs to NRC stuff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections m above items. 
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U. CONCRESSrONAL/EXECUTlVE CORRESPONDENCE 

This category cunlains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed in category H. 

1. Statements and teslimony before Congress or before bodics/committees appointed by the 
Executive or Legislative Branches 

2. Preparatory and backup documents for Hem I. 

3. Correspondence to and from NRC Office of Congressional Affairs. Congress and the Executive 
Branch on other than constituent response matters. 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

I. Operator licenses or administrative information bearing on licensing of operators. 

2 NRC examination results. 

3 Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
Items from the application for termination of the operating license onward. 

1. Application for authority to voluntarily surrender license, 

2. Application to dismantle the facility and dispose of component parts. 

3. Technical documents submitted in support of items I and 2, such as: Decommissioning Plan, 
Dismantling Plan. Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan» formerly filed in category P. 

X. ONSITE LOW-LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage of low-level radioactive wastes generated onsite, 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, tlie associated Docket'50 number will also be identified. 

1. License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site,) 

2, All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR - Commission Meeting Records 

This caiegniy contain^ docuinenlalion pertaining to t)peu and closed Commission meetings. It 

includes' , 

1. Sunshine Act Fedeia! Reglsiei notices. 

2. Full, written CKplanulion ol' closed meetings. 

3. CerilOcation of General Counsel on closed meetings. 

4. Commission Deterniiiuition Statements icgaicling tlie public disclosuie of transcripts ol 
Commission mec lings, 

5. Verbatim unolTlcial and olTiclal iianscripls oi poi lions of transcripts of open and closed 
Commission meetings made publicly available in accordance with piovislons of lOCFR Part 
the Sunshine Act, and Commission policies. 

6. Hnclosures to released iianscripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memuianda foi open meetings; memoranda to recoidi iccoid of votes of 
Commissioners on items iindei considcruiion at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This categoiy contains ductimonoinim pcuuiniiig to the responsibilities of the Advisory Commiliee 
on Reactor Safeguards, ACRS soives as an independent advisory coni mil tec to ihe Commiission in 
safeiy*i elated areas, The committee piovidos advice with lespcci to tlie hazards of new or exist- 
ing nuclcai lacilities and the udcquacy of i elated safety standards. The documents in this caiegoij 
are: 


1. Verbatim transciipts of ACRS subcumniitlee and full committee meetings relating to facility 
license applications and safety-related mutters. 

2. ACRS meeting aniiotinceineius; description of meeting agendas. 

3. ACRS'gcnerated repoits, memoranda and coiiespondencc that are publicly available, 

4. ACRS consultant rcpoits, cominertis and related coi respondcnce. 

5. ACRS and NR(' technical conespondcncc pertaining lo safety mutters under review by the 
Advisory Committee on Reactor Safegiiuids. 


ADVCM - NRC Advisory CommUCees 

This category contains documentation pertaining to the responsibilities of all NRC advisory committees^ 
other than the Advisory Committee on Reactor Safeguards. The documents in this category are: 

1 . Charters of each advisory committee, 

2. Verbatim iransciipis of committee meetings, 



3, Meeting announcements; description of meeting agendas. 

4, Committee generated reports^ memoranda, and correspondence that are publicly available, 

5, Committee related correspondence. 


COMMISSION - NRC Commissioners 

Tins category contains documentation pertaining lo the daily conduct oi Commission business in 
(he Office of the Commissioners, including ^ 

1. Incoming and outgoing correspiindence to and fioin the Coinniissioneis iclaiiiig to official 
NRC business, including reports and other enclosuies. 

2. Travel vouchers, telephone logs and ulTicial appointment calendais of iiuiividual Commissioners. 

3. Weekly Inlbrniation Reports (SHCY senes number) piepared by the lixecutive Director foi 
Operations (EDO) lor the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices, 

NOTE. For liunscripis of Commission meetings, sec lOCFR category, Foi all other staff paper*, 
with a SECY series designation prepared for Commission review, see SI CY category. 


CONTRACT - NRC Contracts and Modifications 

This caiegniy contains docuiueniatiun pertaining to Al'.C and NRC contiacis and Inteiagcncy 
Agreements, including. 

1. Noliilcalions of issuance ol letjucst (or proposal (RFF) and invitations lot bid (IFB). 

2 . Solicitalions (RFF oi IFB) issued hy the NRC. 

3. Noliilcalions of contract execution, spccilying contiacl numbci, punoct title, contractor 
name, contiact type, funding, and period of peiloiinancc. 

4. Contractual documents and contiact modifications, il any. 

DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1078. 


FOI A - Freedom of Information Act Requests and Releases 

This category contains requests for agency lecoids and lecoids released in accordance with the 
provisions ol the Fieedom of Information Act (FOI A). Documents m this category include: 

1. Requests made by any member of the public (assigned an identifying nuinbet YY-NNN 
for last two digits of the year numericai sequence) for NRC lecoids made in accordance 
with the piovisions of the Fieedoin of JnfoMnation Acl. 

Coiiespondence between the NRC and the requester lelevant lo the piocessing, appeal, 
di’iijal lu granting of an M)IA request. 

3. Rccoids or poi lions of recnrJs released in response to specific requests made undei FOI A. 



GEN TECH IS — Generic TecJiniccil Issues 


This category contains lecords peiuiining to unresolved siilety issues of a generic nature that are 
being analyzed by the Division of Nuclear Rcactoi Regulation, 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with indiisiry and inlernai correspondence regarding the methodologies, 
analyses, and piogiaininatic and technical aspects of issues. 

c 

3. Meeting notiHcutions and nunutes. 

4. Interim linclings and status reports on generic tasks addressing related aspects of generic 
lechnioal issues. 


I&E - Inspection and Enforcement 

This category contains hullciins, ciiculars and infoimulioii notices ilial aic issued by the Office of 
Inspection and I nfoicement. These issuances ilescnbe paiiiculiir events lluit occur ai a lacilily 
that may lequiio sonic lollow-up action on ihc pail ol licensees. Also included in this categoiy 
aio preliminary notillcalinns of events (PNOs). 

1. Ic&l* Chculais. which desciibc an event iil a licensed facility and arc inrormutional in nature. 

I&E Information Notices, wliicli are similar to eircuhirs but arc preliminary in nature and 
issued shortly aftci an event has occurred. 

3, l&i: Bulletins, which describe an event at a liecused lacihiy and lequesi all recipients to 
peiroiiii ceiKiiii ciciions lus a icsuli ol this event. 

4, Pieliminary Notifications ol I'vcnis (PNOs), which provide updated iriformation of an event 
of .safety Ol public inicicsi ,signilicancc, 

NOTP' For let teis forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 

MISC - Public Document Room Miscellaneous 

Tliis category contains documents that do not fall into the scope of the other noiutockcied 
categories, 

NUREG NUREG Reports and Related Correspondence 

These documents are loiouil reports issued by the IhS. Nuclear Rcgiilatoiy Commission which 
carry the NUREG series code and conespoiulcncc peiluiiinig to tliose rcporls. NURIXi reports 
arc accounts of woik performed cithci by the NRC siiHf oi by NRC contractors. 

1, These reports are normally luiai woik products and are chaiacierizcd by the following criteria: 

a. They aic picdecisional documents which picscm niloimation to be consideicd in 
Comiinssioti licensing and policy decisions, 

b. They piesciu ilic results of Commission licciisiug and policy decisions, 

c. They ptesent the lesults of lechmcal lesearch coiukiciod foi the Coininission. 

2, Coiiespoiulcncc lioin indtistiy. goveminciit iiiul iiueiestcd meinheis of the public commenting 
on ropoits Ol lequesting claiiricaliun oi inleipjcliilioui. 

3, Internal NR(’ meiuoianda siinmuui/ing meetings oi discussions pciiaimiig to the content of 
the icpoi IS. 



ORC - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue, included are; 

1 . Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility; e.g, EPA has authority 
to control ail radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on sucli topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are; 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR, 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are; 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation, 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition, 

4. Comments from the nuclear industry, profebional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ - Projects— Predocket Licensing 

Tilts category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a scries of numbers, 

1. “Pre-dockeled" commercial nuclear power plants 

This category contains all documentation up until the lime that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by (he utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for Uie Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR, 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted In support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR, 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR., 

G, Adjudicatory Correspondence 

1. Motions, briefs, orders, et al. pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 


1. Submittals and lelated material pertaining to the antitrust review. 



Q, Inspection Reports 

1 Inspection reports of the applic 0 nt*s quality assurance program. 

2, Notices of deviations, 

3, FoUow-up correspondence resolving deviations cited, 

2 . Government-owned reactors 

Meeting summaries and technical correspondence between NRC and 'other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


FHI - Non compliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of tlie Code of Federal 
Regulations and include, 

1, Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3, NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors' quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service, The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of Inspection findings, 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence, These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific pans of the NRC’s regulations. They also delineate techniques used 
by the staff in evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are; 


]. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, sec the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. "Quick look” reports, 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC, 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GIU> - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 
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defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2 . Summary minutes of review group meetings representing views expressed, inciudi * dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM ~ Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission's regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG ^ State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the Stale Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies: and (3) a wide range 
of liajson and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of Slate Programs and State officials, 
mostly State liaison officers, regarding. 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e. decommissioning and facility siting. 

3, Slate Legislative Reports. 

4, Agreement Stale Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category . 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that i' not docket specific 1$ also included in this category. 

1. Topical rcporis. dealing willi such leclmical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining lo the review of submittals. 

4. .Meeting agendas, summaries, minutes and correspondence pertinem to vendoi activities, 
programs, methodologies and design criteria. 

NOTE For reports submitted by ulitilies that are wriiren by vendors on their behalf and that 
relate to docketed cases, see the categories lor the Docket .‘‘0 series, 


WASTE MCT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with tlie series designated 
b\ a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulatipg DOL facilities designed for the disposal of high-level waste in 
geologK repositories. This category will bo enlarged later to include records dealing with low-lcvel 
waste issues and tasks. Tlie documents in this category are 

1, Meeting agenda and minutes ot 1)01 NRC meetings in which DOI presents information on 
ihcir geological exploration program to identify sues fur nuclear waste repositories. 

2. Briefings by DOL on research being conducted on spent fuel storage and nuclear waste 
management. 



3, Correspondence pertaining to NRC's advisory role in proindmg DOE with technical assistance 
in the Wrfste Isolation Pilot Plan (WIPP) for biirldj o/' J*^fense wastes. 

4. NRC draft staff guides for developing-, lositions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Manageriient Research Reports 

Contains interim and final reports, ai d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

I* Periodic projress reports on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be resolved. 


XPORTLIC - Export and Import licenses 

This category contains records relating to the Issuance of licenses to export or import nuclear 

facilities and materials, included are: 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment, 

3. Commission letters requesting Executive Branch views, 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public, 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or Intervention petitions, if any, 

8. Hearing records and decisions, 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Conmission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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